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PREFACE 


The Title List of Documents Made Publicly Available is a monthly publication. It contains desciiptions of 
the information ieceived and generated by the U.S. Nuclear Regulatory Commission (NRC). This informa- 
tion includes (1) docketed material associated with civilian nuclear power plants and other uses of radioactive 
materials and (2) nondocketed material received and generated by NRC pertinent to its role as a regulatory 
agency. As used here, docketed does not refer to Couit dockets; it refers to the system by which NRC 
maintains its regulatory records. This series of documents is indexed by a Personal Author Index, a Corporate 
Source Index, and a Report Number Index. 

Tile docketed information contained in the Title List includes the information foimerly issued through the 
Department of Energy publication Power Reactor Docket Information, last published in January 1979. 
Microfiche of the docketed information listed in the Title List is available for sale on a subscription basis 
from the National Technical Information Service (NTIS). See NOTES at the end of the Preface for the 
complete NTIS address. 

We encourage your comments, criticisms, and suggestions. In particular, if there are title descriptions that 
are not meaningful, please let us know so that we can correct the data base. In so far as possible, we would 
like this document to be a valuable part of your reference material. 

DOCKETED ITEMS 

The listings within dockets are divided into the categories used for filing and searching in the NRC Public 
Document Room. Those categories are: 

A Application/construction stage documents and coirespondence 

B. Utility Preliminary Safety Analysis Report (PSAR), amendments 

C. Utility Envuonmental Report (ER), amendments and correspondence 

D. NRC Draft and Final Environmental (Impact) Statements (DES and FES), and correspondence 

E. NRC Safety Evaluation Report (SER), supplements and correspondence 

F. Security, medical, emergency and fire-protection plans 

G. Adjudicatory correspondence 

H. General correspondence 

I. Financial information 

J. Insuiance and indemnity information 

K. Utility Final Safety Analysis Report (FSAR) and amendments 

L. Limited woik authorization and related correspondence 

M. Antitrust correspondence 

N. Antitrust hearing transci ipts 

O. Advisory Committee on Reactor Safeguards (ACRS) reports and correspondence 

P. Operating license stage documents and correspondence 


v 


Q. Inspection reports, IE Bulletins and correspondence 

R. Periodic operating reports and related correspondence 

S Reportable occurrences, LERs and related correspondence 

T. Hearing transcripts on non-antitrust matters 

U Congressional/executive correspondence 

V Licensing operators and related correspondence 

W. Decommissioning stage documents and correspondence 

Appendix A sets forth those categories and described the materials available in each. Omission ol a 
category in the listing fora docket indicates that no documents in that categoiy were filed in the lime 
period of the report 

The principal elements of the entries in the list are 
(T) P, Operating license stage documents & coirespondence 



7904170015 Foiwa ids info on TMI:JM Hendne 790410 testimony, preliminary 
chronology of NRC actions, description of events & generic consideiation 
of incident 

REHM, T.A Office of the Executive Director for Ope i at ions. 

© 

1 NRC/PDR Document category (see Appendix A). 

2 NRC Accession Number 

3. Description of information contained in the document 

4. Personal author. An asterisk in this position indicates that there is no personal author, 

5. Corporate, agency or nonindividual source 

6. Date of document described 

7. Pages in document 

8. If this space is blank, the document is available to the public only m the NRC Public Document Room, 
1717 H St., N W., Washington, D.C 20555 . If this space is filled , it gives other sources for copies of the 
document. The entry may be “Available at NRC” for sale; “Available at NTIS”, oi “Available at GPO.” 

The Docketed Items list is arranged sequentially by Docket Number, category, and then by date of principal 
items. Entries indented and preceded by a dash are items that were submitted as enclosures to principal items, 
In general, indented items are not in accession number sequence If the docketed document has a contract 
(FIN) number or a formal report number, it will appear in the last line of the item following entry 5, 



NONDOCKETED ITEMS 

The non docketed Items are divided into the categories used for filing and searching in the NRC Public 
Document Room. Those categories and their symbols are: 

J0CFR — Commission Meeting Records 

ACRS — Advisory Committee on Reactor Safeguards 

COMMISSION — NRC Commissioners 

CONTRACT — NRC Contracts and Modifications 

DISCLOSURE — Financial Disclosure Information 

FOIA — Freedom of Information Act Requests and Releases 


vi 



GEN TECH IS — Generic Technical Issues 

I&E — Inspection and Enforcement 

MISC — Public Document Room Miscellaneous 

NUREG — NUREG Reports and Related Coriespondence 

ORG — Correspondence with other organizations 

PR — Proposed Rule 

PRM — Petition for Rulemaking 

PROJ — Projects-Predocket Licensing 

PT9 — Public Records 

PT21 — Nonconipliance Reports and Related Correspondence 

QA999 — Quality Assurance Inspections 

REGGD — Regulatory Guides 

RES — Research and Technical Assistance Reports 

REVIEW GRP — NRC Research Review Groups 

RM — Rulemakings 

SECY — Position Papers Before the Commission 
STATE PROG — State Programs 

TOPREP — Vendor Reports and Related Correspondence 
WASTE MGT — Nuclear Waste Management 
XPORTLIC — Export and Import Licenses 


Appendix B sets foith these categories and desciibes the niateiia! available in each. Omission of a category 
in the listing foi a docket indicates that no documents in that eategoiy weie filed in the time period of the 
repoit. 


The principal elements of the nondocketed items are. 

0 NUREG — NUREG Repoits and Related Correspondence 



7901060007 NUREG/CR-0161 


® 


“Dynamic Analysis to Establish Normal Shock & Vibration Envnons 
Experienced by Radioactive National Shipping Package.” Quaileily 
Progress Repoit 780101-780331 . Identifies paiameteis which affect 
normal shock & vibtalion environs 

FIELDS, S.R., MECH, S.J. Hanfoid Englneeiing Development Laboratory. 
FIN A-209 3.f 78/11/30. 26pp. Av ailable a t NTIS . 


\ 


© 


1. Nondocketed category 

2. NRC Accession Numbei 

3. NRC Repoit Number 

4. Title and description of information contained in the document 

5. Personal author(s). An asterisk in this position indicates that there is no peisonal author 

6. Corporate, agency or other nonindividual source 

7. Contract or financial (FIN) numbei (if any). If the document has a secondaiy report number 
it will appear following this entry. 

8. Date of document desciibed 

9. Pages in document 


vii 



10. If this space is blank, (lie document is available to the public only m the NRC Public Document Room, 
1717 H St , N.W., Washington, D C. 20555 If this space is filled, it gives other sources for copies of 
the document. The entry may be '‘Available at NRC” or “Available at NTIS.” See NOTES on this 
page for information on ordering publications. 

The Nondocketed Items list is arranged sequentially by Accession Number within category. Indented 
items preceded by a dash are enclosures to unindented items. 


NOTES: 

1. The address for NRC is: 

Director 

Division of Technical Information and Document Control 
U.S. Nuclear Regulatory Commission 
Washington, D.C. 20555 

To place orders, send check or money order, payable to the Superintendent of Documents. GPO Deposit 
Account holders may charge their orders by calling (301) 492-9530. 

2. The address for NTIS is: 

National Technical Information Service 
Springfield, Virginia 22161 

To place orders for or to obtain price information about NRC publications at NTIS, either write to 
NTIS or call the Sales Desk at (703) 557-4650 Specify the NRC report number and title when you 
place your order. Publications can be charged to American Express credit cards; supply the charge- 
card number when placing your order 

3. The address for die PDR is. 

171 7 H Street, N.W. 

Washington , D.C. 20555 

To place orders, eidier write to the NRC PDR or call (202 ) 634-3274, When ordering documents listed 
in this publication, please identify the Document Accession Number for each citation. 

Paper copy and microfiche of the documents listed in this title list may be purchased. Reproduction 
charges for duplication are as follows: 8(f per page for standard size paper; 1 1 i per page for oversized 
paper (drawings); 25^ per microfiche for 24x diazo duplicates. A minimum charge of $2.00 plus 
postage is charged for mail orders. 

Please acknowledge a willingness to assume charges for all orders but do not send payments. Orders 
will be processed and mailed with a bill from Potomac Research, Inc. 
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ARRANGEMENT OF ITEMS BY DOCKET NUMBER 


Docket 

Name 

Page 

Docket 

Name 

Page 

27-010 

Beatty, NV 

1 

40-8207 

Dept, of the Air force, Carswell AFB, TX 

5 

27-039 

Sheffield, IL, Nuclear Engineering Co. 

1 

40-8304 

Wyoming Mining Corp. 

5 

27-047 

Barnwell, SC, Chem-Nuclear Systems, Inc. 

1 

40-8329 

Salem Hospital, Salem, MA 

5 

27-048 

Richland, WA, Nuclear Engineering Co. 

1 

40-8348 

In Situ Uranium Leaching Project 

5 

40-0299 

Union Carbide Corp. 

1 

40-8380 

Rocky Mountain Energy Co. 

5 

40-1162 

Western Nuclear, Inc. 

2 

40-8452 

Bear Creek Uranium Co. 

6 

40-1193 

Babcock & Wilcox Co. 

2 

40-8483 

Day & Zimmermann, Inc 

6 

40-1341 

Edgcniont Uranium Mine, TV A, and 


40-8502 

Irigarny Mine, Wyoming Mining Corp. 

6 


Mines Development, Inc. 

3 






40-8544 

RMI Co, 

6 

40-2061 

West Chicago Facility, Kerr-McGee Corp. 

3 

40-8550 

Holmes & Narver, Inc. 

7 

40-2259 

Pathfinder Mines Corp. 

3 

40-8580 

7 

Dept, of the Air Force 

40-3392 

Allied Chemical Corp. 

3 

40-8583 

7 

Dept, of the Air Force 

40-3453 

Atlas Minerals 

3 

40-8584 

7 

Union 76 Minerals Exploration Co. 

40-4492 

Federal American Partners (Mining) 

3 

40-8586 

7 

Kerr-McGee Corp. 

40-5259 

Princeton Univ. 

3 

40-8592 

7 

Dept, of the Air Force 

40-6659 

Petrotomics Co., Getty Oil Co, 

3 

40-8602 

7 

United Nuclear Corp. 

40-7075 

Dept, of the Air Force 

4 

40-8611 

7 

Dept, of the Air Force, Hill AFB, UT 

40-7086 

Dept, of the Army 

4 

40-8632 

7 

Dept, of the Army 

40-7363 

Dept, of the Air Force, Kelly AFB, TX 

4 

40-8672 

7 

Dept, of the Air Force, Hill AFB, UT 

40-7580 

Fansteel Metals 

4 

40-8681 

8 

Energy Fuels Nuclear, Inc, 

40-7982 

Honeywell, Inc. 

4 

40-8684 

8 

J & P Corp, 

40-7983 

NL Industries, Inc, 

4 

40-8692 

8 

Cotter Corp, 

40-8006 

Kerr-McGee Corp. 

4 

40-8697 

8 

Rocky Mountain Energy Co. 

40-8027 

Kerr-McGee Corp. 

4 

40-8698 

9 

Plateau Resources, LTD. 

40-8050 

Hospital of St. Raphael, New Haven, CT 

4 






40-8714 

Cleveland Cliffs Iron Co. 

9 

40-8064 

Exxon Minerals Co. USA, Exxon Corp. 

5 

40-8727 

Kerr-McGee Nuclear Corp. 

9 

40-8084 

Lisbon Mine, Rio Algom Corp. 

5 

40-8728 

9 

Teton Exploration Drilling Co., Inc. 

40-8102 

Exxon Minerals Co. USA, Exxon Corp. 

5 





40-8743 

Conoco 

9 

40-8202 

Battelle Columbus Laboratories 

5 





ix 



Docket 

Name 

Page 

Docket 

Name 

Page 

40-8745 

Ogle Petroleum 

9 

50-148 

Univ. of Kansas Research Reactor 

18 

40-8752 

Pinal Minerals & Mining, Ltd. 

9 

50-155 

Big Rock Point Nuclear Plant 

18 

40-8771 

Nuclear Assurance Corp, 

9 

50-156 

Univ. of Wisconsin Researcii Reactor 

21 

40-8778 

Teton Exploration Drilling Co., Inc. 

10 

50-160 

Georgia Institute of Technology 

21 




Research Reactor 

50-2 

Univ. of Michigan Research Reactor 

10 

50-166 

Univ. of Maryland Research Reactor 

21 

50-3 

Indian Point Station, Unit 1 

10 

50-171 

Peach Bottom Atomic Power Station, Unit 1 

21 

50-5 

Pennsylvania State Univ. Research Reactor 

10 

50-185 

Plum Brook Reactor — Mock-up 

21 

50-10 

Dresden Nuclear Power Station, Unit I 

10 

50-188 

Kansas State Univ. Research Reactor 

21 

50-13 

Babcock & Wilcox Co. Critical Facility 

13 

50-192 

Univ. of Texas Research Reactor 

21 

50-16 

Enrico Fermi Atomic Power Plant, Unit 1 

13 

50-193 

Rhode Island & Providence Plantations 


50-27 

Washington State Univ. Research Reactor 

13 


AEC 

21 

50-29 

Yankee-Rowe Nuclear Power Station 

13 

50-201 

West Valley Reprocessing Plant 

21 

50-30 

Plum Brook Research Reactor Facility 

15 

50-206 

San Onofre Nuclear Station, Unit 1 

22 

50-54 

Union Carbide Research Reactor 

15 

50-213 

Haddam Neck Plant 

24 

50-59 

Texas A&M Univ. Research Reactor 

16 

50-219 

Oyster Creek Nuclear Power Plant 

25 

50-62 

Univ. of Virginia Research Reactor 

16 

50-220 

Nine Mile Point Nuclear Station, Unit I 

28 

50-70 

General Electric Test Reactor 

16 

50-224 

Univ. of California Research Reactor 

30 

50-72 

Univ. of Utah Research Reactor 

16 

50-228 

Aerotest Radiography & Research Reactor 

30 

50-83 

Univ. of Florida Training Reactor 

16 

50-237 

Dresden Nuclear Power Station, Unit 2 

30 

50-99 

Babcock & Wilcox Test Reactor 

16 

50-243 

Oregon State Univ. Research Reactor 

32 

50-111 

North Carolina State Univ. Research Reactor 16 

50-244 

Robert Emmet Ginna Nuclear Plant, Unit 1 

32 

50-112 

Univ, of Oklahoma Research Reactor 

17 

50-245 

Millstone Nuclear Power Station, Unit 1 

33 

50-113 

Univ, of Arizona Research Reactor 

17 

50-247 

Indian Point Station, Unit 2 

35 

50-124 

Virginia Polytechnic Institute Training 


50-249 

Dresden Nuclear Power Station, Unit 3 

37 


Reactor 

17 

50-250 

Turkey Point Plant, Unit 3 

40 

50-128 

Texas A&M Univ. Research Reactor 

17 

50-251 

Turkey Point Plant, Unit 4 

41 

50-129 

West Virginia Univ. Research Reactor 

17 

50-252 

Univ. of New Mexico Research Reactor 

43 

50-131 

Omaha Veterans Administration Hospital 






Research Reactor 

17 

50-254 

Quad-Cities Station, Unit 1 

43 

50-133 

Humboldt Bay Power Plant, Unit 3 

17 

50-255 

Palisades Nuclear Plant 

45 

50-139 

Univ. of Washington Research Reactor 

18 

50-259 

Browns Ferry Nuclear Power Station, 






Unit l 

47 

50-142 

UCLA Training Reactor 

18 

50-260 

Browns Ferry Nuclear Power Station, 


50-147 

Rockwell International Corp. 



Unit 2 

49 


Critical FacUity 

18 





X 



Docket 

Name 

Page 

Docket 

Name 

Page 

50-261 

II. B. Robinson Plant, Unit 2 

51 

50-305 

Kewaunee Nuclear Power Plant 

109 

50-262 

Brigham Young Univ. Research Reactor 

52 

50-306 

Prairie Island Nuclear Station, Unit 2 

110 

50-263 

Monticello Nuclear Generating Plant 

52 

50-309 

Maine Yankee Atomic Power Plant 

111 

50-265 

Quad-Cities Station, Unit 2 

54 

50-311 

Salcin Nuclear Generating Station, Unit 2 

112 

50-266 

Point Beach Nuclear Plant, Unit 1 

56 

50-312 

Rancho Seco Nuclear Generating Station 

116 

50-267 

Fort St. Vram Nuclear Generating Station 

57 

50-313 

Arkansas Nuclear One, Unit 1 

118 

50-269 

Oconee Nuclear Station, Unit 1 

59 

50-315 

Donald C. Cook Nuclear Power Plant, 






Unit 1 

120 

50-270 

Oconee Nuclear Station, Unit 2 

60 

50-316 

Donald C. Cook Nuclear Power Plant, 


50-271 

Vermont Yankee Nuclear Power Station 

62 


Unit 2 

121 

50-272 

Salem Nuclear Generating Station, Unit 1 

64 

50-317 

Calvert Cliffs Nuclear Power Plant, Unit 1 

122 

50-274 

U.S. Geological Survey Research Reactor 

66 

50-318 

Calvert Cliffs Nuclear Power Plant, Unit 2 

124 

50-275 

Diablo Canyon Nuclear Power Plant, Unit 1 

66 

50-320 

Three Mile Island Nuclear Station, Unit 2 

126 

50-276 

Georgia Tech Researcli Reactor 

69 

50-321 

Edwin 1. Hatch Nuclear Plant, Unit 1 

137 

50-277 

Peach Bottom Atomic Power Station, Unit 2 

69 

50-322 

Shorehain Nuclear Power Station 

139 

50-278 

Peach Bottom Atomic Power Station, Unit 3 

72 

50-323 

Diablo Canyon Nuclear Power Plant, Unit 2 

141 

50-280 

Surry Power Station, Unit 1 

74 

50-324 

Brunswick Steam Electric Plant, Unit 2 

144 

50-281 

Surry Power Station, Unit 2 

76 

50-325 

Brunswick Steam Electric Plant, Unit 1 

147 

50-282 

Prairie Island Nuclear Station, Unit 1 

79 

50-327 

Sequoyah Nuclear Plant, Unit 1 

149 

50-284 

Idaho State Univ. Research Reactor 

80 

50-328 

Sequoyah Nuclear Plant, Unit 2 

155 

50-285 

Fort Calhoun Station, Unit 1 

80 

50-329 

Midland Plant, Unit 1 

157 

50-286 

Indian Point Station, Unit 3 

82 

50-330 

Midland Plant, Unit 2 

160 

50-287 

Oconee Nuclear Station, Unit 3 

84 

50-331 

Duane Arnold Energy Center 

162 

50-288 

Reed College Research Reactor 

85 

50-332 

Barnwell Reprocessing Plant 

164 

50-289 

Three Mile Island Nuclear Station, Unit 1 

85 

50-333 

James A. Fitzpatrick Nuclear Power Plant 

164 

50-293 

Pilgrim Nuclear Power Station, Unit 1 

95 

50-334 

Beaver Valley Power Station, Unit 1 

165 

50-295 

Zion Nuclear Power Station, Unit 1 

98 

50-335 

St. Lucie Plant, Unit 1 

167 

50-296 

Browns Ferry Nuclear Power Station, 


50-336 

Millstone Nuclear Power Station, Unit 2 

169 


Unit 3 

100 

50-338 

170 

North Anna Power Station, Unit 1 

50-297 

North Carolina State Univ. PULSTAR 





Reactor 

102 

50-339 

North Anna Power Station, Unit 2 

173 

50-298 

Cooper Nuclear Station 

102 

50-340 

Seabrook Nuclear Station, Unit 1 

176 

50-301 

Point Beach Nuclear Plant, Unit 2 

104 

50-341 

Enrico Fermi Atomic Power Plant, Unit 2 

176 

50-302 

Crystal River Nuclear Plant, Unit 3 

105 

50-344 

Trojan Nuclear Plant 

177 

50-304 

Zion Nuclear Power Station, Unit 2 

107 

50-346 

Davis-Besse Nuclear Power Station, Unit 1 

180 
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Docket Name Page 

50-348 Joseph M. Farley Nuclear Plant, Unit 1 182 

50-352 Limerick Generating Station, Unit 1 183 

50-353 Limerick Generating Station, Unit 2 185 

50-354 Hope Creek Nuclear Station, Unit 1 186 

50-355 Hope Creek Nuclear Station, Unit 2 187 

50-358 William H, Zimmer Nuclear Station, Unit 1 188 

50-361 San Onofre Nuclear Station, Unit 2 190 

50-362 San Onofre Nuclear Station, Unit 3 193 

50-363 Forked River Nuclear Station, Unit I 196 

50-364 Joseph M. Farley Nuclear Plant, Unit 2 196 

50*366 Edwin I. Hatch Nuclear Plant, Unit 2 198 

50-367 BaiUy Generating Station 201 

50-368 Arkansas Nuclear One, Unit 2 203 


50-369 William 0. McGuire Nuclear Station, Unit 1 205 

50-370 William D. McGuire Nuclear Station, Unit 2 207 


50-371 Technical Univ. of Munich Research 

Reactor 209 

50-373 LaSalle County Station, Unit 1 209 

50-374 LaSalle County Station, Unit 2 210 

50-376 North Coast Nuclear Plant, Puerto Rico 212 

50-382 Waterford Generating Station, Unit 3 212 


50-387 Susquehanna Steam Electric Station, Unit 1 213 

50-388 Susquehanna Steam Electric Station, Unit 2 215 


50-389 St, Lucie Plant, Unit 2 216 

50-390 Wafts Bar Nuclear Plant, Unit 1 217 

50-391 Watts Bar Nuclear Plant, Unit 2 219 

50-395 Virgil C. Summer Nuclear Station, Unit I 220 

50-396 Univ. of Virginia Cavalier Reactor 222 

50-397 WPPSS Nuclear Project, Unit 2 222 

50-398 Mendocino, Unit 1 223 


50-400 Shearon Harris Nuclear Power Plant, Unit 1 223 

50-401 Shearon Harris Nuclear Power Plant, Unit 2 225 

50-402 Shearon Harris Nuclear Power Plant, Unit 3 226 

50-403 Shearon Harris Nuclear Power Plant, Unit 4 227 


Docket Name Page 

50-404 North Anna Power Station, Unit 3 228 

50405 North Anna Power Station, Unit 4 229 

50406 Tuskegee Institute Research Reactor 229 

50407 Univ. of Utah Research Reactor 229 

50409 La Crosse Boiling Water Reactor 229 

50410 Nine Mile Point Nuclear Station, Unit 2 231 

50-412 Beaver Valley Power Station, Unit 2 232 

50413 Catawba Nuclear Station, Unit 1 233 

50414 Catawba Nuclear Station, Unit 2 23*1 

50-416 Grand Gulf Nuclear Station, Unit 1 235 

50417 Grand Gulf Nuclear Station, Unit 2 236 

504 23 Millstone Nuclear Power Station, Unit 3 238 

50424 Alvm W. Vogtlc Nuclear Plant, Unit 1 239 

50425 Alvin W. Vogtle Nuclear Plant, Unit 2 239 

STN-50437 Floating Nuclear Plant 240 

50438 Beliefojite Nuclear Plant, Unit l 241 

50 439 Bellcfonte Nuclear Plant, Unit 2 242 

50440 Perry Nuclear Power Plant, Unit 1 243 

50441 Perry Nuclear Power Plant, Unit 2 244 

50443 Seabrook Nuclear Station, Unit 1 245 

50444 Seabrook Nuclear Station, Unit 2 246 

50445 Comanche Peak Steam Electric Station, 

Unit I 247 

50446 Comanche Peak Steam Electric Station, 

Unit 2 250 

STN-5Q447 GESSAR-238 253 

50448 Douglas Point Nuclear Station, Unit 1 253 

50449 Douglas Point Nuclear Station, Unit 2 253 

50452 Greenwood Energy Center, Unit 2 253 

50453 Greenwood Energy Center, Unit 3 254 

50454 Byron Station, Unit 1 254 

50455 Byron Station, Unit 2 255 

50456 Braidwood Station, Unit 1 256 

50457 Braidwood Station, Unit 2 257 
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Docket 

Name 

Page 

Docket 

Name 

Page 

50-458 

River Bend Station, Unit 1 

258 

STN-5 0-5 08 

WPPSS Nuclear Project, Unit 3 

281 

50-459 

River Bend Station, Unit 2 

259 

STN-5 0-5 09 

WPPSS Nuclear Project, Unit 5 

282 

50-460 

\VPPSS Nuclear Project, Unit 1 

260 

50-513 

WPPSS Nuclear Project, Unit 4 

282 

50-461 

Clinton Power Station, Unit 1 

261 

50-514 

Pebble Springs Nuclear Plant, Unit 1 

283 

50-462 

Clinton Power Station, Unit 2 

262 

50-515 

Pebble Springs Nuclear Plant, Unit 2 

283 

50-463 

Fulton Generating Station, Unit 1 

262 

STN-5 0-5 16 

Jamesport Nuclear Station, Unit 1 

284 

50-464 

Fulton Generating Station, Unit 2 

263 

STN-5 0-5 17 

Jamesport Nuclear Station, Unit 2 

284 

50-466 

Allens Creek Nuclear Station, Unit 1 

263 

STN-50-5 18 

Hartsvitle Nuclear Plant, Unit 1 

284 

50-467 

Allens Creek Nuclear Station, Unit 2 

267 

STN-5 0-5 19 

Hartsville Nuclear Plant, Unit 2 

285 

50-471 

Pilgrim Nuclear Power Station, Unit 2 

267 

STN-50-5 20 

Hartsville Nuclear Plant, Unit 3 

287 

50479 

Mim-TRIGA 

267 

STN-50-5 21 

Hartsville Nuclear Plant, Unit 4 

288 

STN-5 0-482 

Wolf Creek Generating Station 

267 

STN-50-5 22 

Skagit Nuclear Power Project, Unit 1 

289 

STN-50-483 

Calloway Plant, Unit 1 

268 

STN-50-5 23 

Skagit Nuclear Power Project, Unit 2 

289 

STN-5 0-484 

Tyrone Energy Park, Unit 1 

270 

STN-50-5 28 

Palo Verde Nuclear Station, Unit 1 

289 

STN-5 0-485 

Sterling Power Project Nuclear, Unit 1 

270 

STN-5 0-5 29 

Palo Verde Nuclear Station, Unit 2 

291 

STN-50-486 

Calloway Plant, Unit 2 

270 

STN-50-5 30 

Palo Verde Nuclear Station, Unit 3 

292 

STN-5 0-4 8 8 

Perkins Nuclear Station, Unit 1 

271 

50-537 

Clinch River Breeder Reactor 

293 

STN-5 04 89 

Perkins Nuclear Station, Unit 2 

272 

50-538 

Memphis State Umv. Research Reactor 

293 

STN-5 0490 

Perkins Nuclear Station, Unit 3 

273 

STN-5 0-54 6 

Marble Hill Nuclear Station, Unit 1 

293 

STN-5 04 91 

Cherokee Nuclear Station, Unit 1 

273 

STN-5 0-5 4 7 

Marble Hill Nuclear Station, Unit 2 

294 

STN-5 0492 

Cherokee Nuclear Station, Unit 2 

274 

50-549 

Greene County Nuclear Power Plant 

296 

STN-5 0493 

Cherokee Nuclear Station, Unit 3 

275 

STN-5 0-55 3 

Phipps Bend Nuclear Plant, Unit 1 

296 

50496 

Montague Nuclear Power Station, Unit 1 

275 

STN-50-554 

Phipps Bend Nuclear Plant, Unit 2 

297 

50-497 

Montague Nuclear Power Station, Unit 2 

275 

STN-5 0-556 

Black Fox Station, Unit 1 

297 

STN-5 0498 

South Texas Project, Unit 1 

276 

STN-5 0-55 7 

Black Fox Station, Unit 2 

298 

STN-50-499 

South Texas Project, Unit 2 

278 

50-564 

Nuclear Fuels Recovery & Recycle Center 

298 

50-500 

Davis-Bessc Nuclear Power Station, Unit 2 

280 

STN-50-5 66 

Yellow Creek Nuclear Plant, Unit 1 

298 

50-501 

Davls-Bcsse Nuclear Power Station, Unit 3 

280 

STN-5 0-567 

Yellow Creek Nuclear Plant, Unit 2 

299 

STN-5 0-5 02 

Haven Nuclear Plant, Unit 1 

280 

STN-5 0-5 68 

NEP Nuclear, Unit 1 

300 

STN-5 0-503 

Haven Nuclear Plant, Unit 2 

281 

STN-50-569 

NEP Nuclear, Unit 2 

300 

STN-5 0-5 04 

Koshkonong Nuclear Plant, Unit 1 

281 

STN-5 0-5 74 

Bagnac Nuclear Power Project, Philippines 

300 

STN-5 0-5 05 

Koshkonong Nuclear Plant, Unit 2 

281 

STN-5 0-5 80 

Erie Nuclear Plant, Unit 1 

300 

STN-5 0-506 

Koshkonong Nuclear Plant, Unit 3 

281 

STN-5 0-5 81 

Eric Nuclear Plant, Unit 2 

300 
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Docket 
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Page 

50-582 

Sundesert, Unit 1 

300 

70-0925 

Cimarron Facility, Kcrr-MoGce Corp. 

305 

50-583 

Sundesert, Unit 2 

300 

70-0943 

Central State Univ., Edmond, OK 

305 

STN-5 0-592 

Palo Verde Nuclear Station, Unit 4 

300 

70-0959 

Nuclear Fuel Services, Inc. 

305 

STN-50-593 

Palo Verde Nuclear Station, Unit 5 

300 

70-0996 

Iowa Wesleyan Univ. 

305 

STN-5 0-596 

New Haven, Unit 1 

300 

70-1043 

Park College 

305 

STN-50-597 

New Haven, Unit 2 

301 

70-1100 

Combustion Engineering, Inc. 

305 

50-599 

Carroll Facility I 

301 

70-1113 

General Electric Co. 

305 

50-600 

Carroll Facility II 

301 

70-1117 

Reed Institute 

305 

70-0025 

Rockwell International Corp. 

301 

70-1143 

Westinghouse Electric Corp. 

306 

70-0027 

Babcock & Wilcox Co, 

301 

70-1151 

Westinghouse Electric Corp. 

306 

70-0033 

Texas Instruments, Inc, 

301 

70-1193 

Cimarron Facility, Kcrr-McGee Corp. 

306 

70-0036 

Combustion Engineering, Inc. 

301 

70-1201 

UF-6 Conversion Facility, Babcock & 






Wilcox Co. 

306 

70-0052 

Univ. of Wisconsin 

302 

70-1252 

Edlow International Co. 

306 

70-0102 

70-0121 

Amherst College 

302 

70-1257 

Mixed Oxide Fabrication Plant, Exxon 


Dept, of the Interior, Geological Survey 

302 


Nuclear Co., Inc. 

306 

70-0135 

Babcock & Wilcox Co, 

302 

70-1308 

Morris Operations, General Electric Co. 

307 

70-0143 

70-0269 

Nuclear Fuel Services, Inc. 

302 

70*1311 

US Air Force Academy Hospital, 

Colorado Springs, CO 

307 

Dept, of the Navy 

303 

70-1363 

307 

70-0292 

Dept, of tile Air Force 

Montana State Univ. 

303 

70-1374 

70-0364 

Idaho State Univ. 

308 

Parks Township Site, Babcock & Wilcox Co. 

303 

70-1426 

70-0371 

TransnucJear, Inc, 

308 

United Nuclear Corp, 

303 


70-0391 

Princeton Univ. 


70-1435 

Luther Hospital, Eau Clare, WI 

308 

303 



70-0457 

Dresser Industries, Inc,, Dresser Atlas 


70-1729 

Fuel Recovery & Storage Station, 

Allied General Nuclear Services 

308 

70-0568 

Division 

Brigham Young Univ, 

304 

70-1966 

308 

Tennessee Valley Authority 

304 

70-2039 

308 

70-0647 

Dept, of the Air Force 

Univ. of Illinois Hospital, Chicago, IL 

304 



70-0687 

Union Carbide Corp. 

304 

70-2100 

Waterbury Hospital, Watcrbury, CT 

308 

70-0734 



70-2185 

Hillcrest Medical Center, Tulsa, OK 

308 

General Atomic Co. 

304 

70-2313 

Nuclear Fuel Services 

308 

70-0754 

Vallecitos Nuclear Center, General 





Electric Co. 

304 

70-2322 

Edlow International Co. 

308 

70-0820 

70-0824 

United Nuclear Corp, 

304 

70-2390 

St. Francis Hospital & Medical Center, 
Hartford, CT 

309 

Babcock & Wilcox Co. 

Isotopic Analysis, Inc. 

304 

70-2478 

70-0854 

Transnuclear, Inc. 

309 

304 

70-0870 

Applied Health Physics 


70-2479 

Transnuclear, Inc. 

309 

305 
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70-2623 

McGuire Spent Fuel Pool, Duke Power Co. 

309 

71-6581 

Model: 5 1032-1 & 1 A, Exxon Nuclear 






Co., Inc. 

311 

70-2749 

Griffin Hospital, Derby, CT 

309 

71-6717 

Model: 6717 B 

311 

70-2896 

McKay-Dee Hospital Center, Ogden, UT 

309 

71-6744 

Model Poly Tiger, Nuclear Engineering Co, 

311 

70-2909 

Westinghouse Electric Corp. Power Systems 

309 

71-6786 

Model URIPS-8B, Dept, of the Navy 

311 

70-2931 

Mitsui & Co. (USA), Inc. 

309 

71-9001 

Model: IF-300, General Electric Co. 

311 

71-0002 

Chem-Nuciear Systems, Inc. 

310 

71-9007 

Model: 520, Argonne National Laboratory 

311 

71-0109 

Union Carbide Corp. 

310 

71-9010 

312 

Model: NLI-1/2, NL Industries, Inc. 

71-0143 

Ranchers Exploration & Development Co, 

310 






71-9036 

Model: C-l, Source Production Equipment 


71-0164 

Massachusetts Institute of Technology 

310 


Co. 

312 

71-0192 

Nuclear Packaging, Inc. 

310 

71-9039 

Model: 7 15, Technical Operations, Inc. 

312 

71-0331 

North Carolina State University at Raleigh 

310 

71-9044 

Model: GE-1600, General Electric Co. 

312 

71-0368 

Branch Radiographic Laboratories 

310 

71-9045 

Model: GE-1000, General Electric Co. 

312 

71-0394 

Nuclear Sources & Services, Inc. 

310 

71-9046 

Model: GE-1 100, General Electric Co. 

312 

71-4986 

Model: RA-2, Exxon Nuclear Co., Inc, 

310 

71-9050 

Model: GE-900, General Electric Co. 

312 

71-5071 

Model: URIPS-P-1, Dept, of the Navy 

310 

71-9051 

Model: GE-1400, General Electric Co. 

312 

71-5830 

Model: SNAP 21, Dept, of the Navy 

310 

71-9081 

Model: CNSI-1600, Chem-Nuclear 






Systems, Inc. 

312 

71-5939 

Model: GE-1500, General Electric Co. 

310 

71-9097 

Model: CNSI-14-195L, Chcm-Nuclear 


71-5957 

Model: BMI-1 , Dept, of Energy 

310 


Systems, Inc, 

312 

71-5971 

Model: GE-200, General Electric Co. 

310 

71-9108 

Model: AL-33-90, Atcor, Inc. 

312 

71-6058 

Model: B3-1, Nuclear Engineering Co, 

310 

71-9110 

Model: MX-IC-100, Magnafhix Corp. 

312 

71-6294 

Model: UNC-2901, Combustion 


71-9116 

Model: CN6-80B, Nuclear Packaging, Inc, 

312 


Engineering, Inc. 

311 






71-9130 

ModcL: NP-50-XXL, Nuclear Packaging, 


71-6357 

Model. NNFD-10, Babcock & Wilcox Co. 

311 


Inc. 

312 

71-6400 

Model: Super Tiger, Westinghouse 


71-9139 

Model: GE-589, General Electric Co. 

312 


Electric Corp. 

311 






71-9143 

Model: 920 

313 

71-6458 

Model: BU-5, General Electric Co. 

311 

71-9144 

Model: SGC-1, Chem-Nuclear Systems, 


71-6478 

Model: 4T, Dept, of Energy 

311 


Inc. 

313 




71-9853 

Model: ORNL - BNL- NBS, 






Unirradiated Fuel Container, Dept, of 
Energy 

313 
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Docket 
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Acrotcst Radiography & Research 

50-228 

30 

Brunswick Steam Electric Plant, Unit 1 

50-325 

147 

Reactor 



Brunswick Steam Electric Plant, Unit 2 

50-324 

144 

Allens Creek Nuclear Station, Unit 1 

50-466 

263 

Byron Station, Unit 1 

50-454 

254 

Allens Creek Nuclear Station, Unit 2 

50-467 

267 






Byron Station, Unit 2 

50-455 

255 

Arkansas Nuclear One, Unit 1 

50-313 

118 

Calloway Plant, Unit 1 

STN-50-483 

268 

Arkansas Nuclcai One, Unit 2 

50-368 

203 

Calloway Plant, Unit 2 

STN-50-486 

270 

Duane Arnold Energy Center 

50-331 

162 

Calvert Cliffs Nuclear Power Plant, 

50-317 

122 

Babcock & Wilcox Co. Critical Facility 

50-13 

13 

Unit 1 



Babcock & Wilcox Co. Test Reactor 

50-99 

16 

Calvert Cliffs Nuclear Power Plant, 

50-318 

124 




Unit 2 



Bagnac Nuclear Power Project, Philippines 

STN-5 0-574 

300 

Carroll Facility I 

50-599 

301 

Bailly Generating Station 

50-367 

201 

Carroll Facility 11 „ 

50-600 

301 

Barnwell Reprocessing Plant 

50-332 

164 

Catawba Nuclear Station, Unit 1 

50-413 

233 

Beaver Valley Power Station, Unit 1 

50-334 

165 

Catawba Nuclear Station, Unit 2 

50-414 

234 

Beaver Valley Power Station, Unit 2 

50-412 

232 

Cherokee Nuclear Station, Unit 1 

STN-50-491 

273 

Bellefonte Nuclear Plant, Unit 1 

50-438 

241 

Cherokee Nuclear Station, Unit 2 

STN-5 0-4 9 2 

274 

Bcllcfonte Nuclear Plant, Unit 2 

50-439 

242 

Cherokee Nuclear Station, Unit 3 

STN-50-493 

275 

Big Rock Point Nuclear Power Plant 

50-155 

18 

Clinch River Breeder Reactor 

50-537 

293 

Black Fox Station, Unit 1 

STN-50-556 

297 

Clinton Power Station, Unit 1 

50-461 

261 

Black Fox Station, Unit 2 

STN-5 0-5 5 7 

298 

Clinton Power Station, Unit 2 

50-462 

262 

Braidwood Station, Unit 1 

50-456 

256 

Comanche Peak Steam Electric Station, 

50-445 

247 

Braidwood Station, Unit 2 

50-457 

257 

Unit 1 



Brigham Young Univ. Research 

50-262 

52 

Comanche Peak Steam Electric Station, 

50-446 

250 

Reactor 



Unit 2 



Browns Ferry Nuclear Power Station, 

50-259 

47 

Donald C. Cook Nuclear Power Plant, 

50-315 

120 

Unit 1 



Unit 1 



Browns Ferry Nuclear Power Station, 

50-260 

49 

Donald C. Cook Nuclear Power Plant, 

50-316 

121 

Unit 2 



Unit 2 



Browns Ferry Nuclear Power Station, 

50-296 

100 

Cooper Nuclear Station 

50-298 

102 


Unit 3 
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Docket 
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Docket 

Page 

Crystal River Nuclear Plant, Unit 3 

50-302 

105 

Robert Emmet Ginna Nuclear Plant, 

50-244 

32 



Unit 1 



Davis-Besse Nuclear Power Station, 

50-346 

180 


50-416 

235 

Unit 1 



Grand Gulf Nuclear Station, Unit 1 

Davis-Besse Nuclear Power Station, 

50-500 

280 

Grand Gulf Nuclear Station, Unit 2 

50-417 

236 

Unit 2 



Greene County Nuclear Power Plant 

50-549 

296 

DavJs-Besse Nuclear Power StatLon, 

50-501 

280 




Unit 3 



Greenwood Energy Center, Unit 2 

50-452 

253 

Diablo Canyon Nuclear Power Plant, 

50-275 

66 

Greenwood Energy Center, Unit 3 

50-453 

254 

Unit 1 



Haddam Neck Plant 

50-213 

24 

Diablo Canyon Nuclear Power Plant, 

50-323 

141 




Unit 2 



Shearon Harris Nuclear Power Plant, 

50-400 

223 




Unit 1 



Douglas Point Nuclear Station, Unit i 

50-448 

253 

Shearon Harris Nuclear Power Plant, 

50-401 

225 

Douglas Point Nuclear Station, Unit 2 

50-449 

253 

Unit 2 



Dresden Nuclear Power Station, Unit 1 

50-10 

10 

Shearon Harris Nuclear Power Plant, 

50-402 

226 



Unit 3 



Dresden Nuclear Power Station, Unit 2 

50-237 

30 

Shearon Harris Nuclear Power Plant, 

50-403 

227 

Dresden Nuclear Power Station, Unit 3 

50-249 

37 

Unit 4 



Erie Nuclear Plant, Unit 1 

STN-50-5 80 

300 

Hartsville Nuclear Plant, Unit 1 

STN-50-5 18 

284 

Erie Nuclear Plant, Unit 2 

STN-50-581 

300 

HartsviUe Nuclear Plant, Unit 2 

STN-50-5 19 

285 

Joseph M. Farley Nuclear Plant, Unit 1 

50*348 

182 

Hartsville Nuclear Plant, Unit 3 

STN-50-5 20 

287 

Joseph M. Farley Nuclear Plant, Unit 2 

50-364 

196 

Hartsville Nuclear Plant, Unit 4 

STN-50-521 

288 

Enrico Fermi Atomic Power Plant, Unit 1 

50-16 

13 

Edwin I. Hatch Nuclear Plant, Unit 1 

50-321 

137 

Enrico Fermi Atomic Power Plant, 

50-341 

176 

Edwin 1. Hatch Nuclear Plant, Unit 2 

50-366 

198 

Unit 2 



Haven Nuclear Plant, Unit 1 

STN-50-5 02 

280 

Janies A, Fitzpatrick Nuclear Power 

50-333 

164 



Plant 



Haven Nuclear Plant, Unit 2 

STN-50-5 03 

281 

Floating Nuclear Plant 

STN-50-437 

240 

Hope Creek Nuclear Station, Unit 1 

50-354 

186 

Forked River Nuclear Station, 

50-363 

196 

Hope Creek Nuclear Station, Unit 2 

50-355 

187 

Unit t 








Humboldt Bay Power Plant, Unit 3 

50-133 

17 

Fort Calhoun Station, Unit 1 

50-285 

80 

Idaho State Uruv. Research Reactor 

50-284 

80 

Fort St. Vrain Nuclear Generating 

50-267 

57 




Station 



Indian Point Station, Unit 1 

50-3 

10 

Fulton Generating Station, Unit 1 

50-463 

262 

Indian Point Station, Unit 2 

50-247 

35 

Fulton Generating Station, Unit 2 

50-464 

263 

Indian Point Station, Unit 3 

50-286 

82 

General Electric Test Reactor 

50-70 

16 

Jamesport Nuclear Station, Unit 1 

STN-50-5 16 

284 

Georgia Institute of Technology 

50-160 

21 

Jamesport Nuclear Station, Unit 2 

STN-50-5 17 

284 

Research Reactor 



Kansas State Univ. Research Reactor 

50-188 

21 

Georgia Tech Research Reactor 

50-276 

69 

Kewaunee Nuclear Power Plant 

50-305 

109 

GESSAR-238 

STN-50-447 

253 
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Name 

Docket 

Page 
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Docket 

Page 

Koshkonong Nuclear Plant, Unit 1 

STN-50-504 

281 

North Anna Power Station, Unit 1 

50-338 

170 

Koshkonong Nuclear Plant, Unit 2 

STN-5 0-5 05 

281 

North Anna Power Station, Unit 2 

50-339 

173 

Koshkonong Nuclear Plant, Unit 3 

STN-50'506 

281 

North Anna Power Station, Unit 3 

50404 

228 

La Crosse Boiling Water Reactor 

50-409 

229 

North Anna Power Station, Unit 4 

50405 

229 

LaSalle County Station, Unit 1 

50-373 

209 

North Carolina State Univ. PULSTAR 

50-297 

102 




Reactor 



LaSalle County Station, Unit 2 

50-374 

210 

North Carolina State Umv Research 

50-111 

16 

Limerick Generating Station, Unit 1 

50-352 

183 

Reactor 



Limerick Generating Station, Unit 2 

50-353 

185 

North Coast Nuclear Plant, Puerto Rico 

50-376 

212 

Maine Yankee Atomic Power Plant 

50-309 

111 

Nuclear Fuels Recovery & Recycle Center 

50-564 

298 

Marble Hill Nuclear Station, Unit 1 

STN-50-546 

293 

Oconee Nuclear Station, Unit 1 

50-269 

59 

Marble Hill Nuclear Station, Unit 2 

STN-50-547 

294 

Oconee Nuclear Station, Unit 2 

50-270 

60 

William B, McGuire Nuclear Station, 

50-369 

205 

Oconee Nuclear Station, Unit 3 

50-287 

84 

Unit 1 








Omaha Veterans Administration 

50-131 

17 

William B. McGuire Nuclear Station, 

50-370 

207 

Hospital Research Reactor 



Unit 2 








Oregon State Univ. Research Reactor 

50-243 

32 

Memphis State Univ, Research Reactor 

50-538 

293 

Oyster Creek Nuclear Power Plant 

50-219 

25 

Mendocino, Unit 1 

50-398 

223 

Palisades Nuclear Plant 

50-255 

45 

Midland Plant, Unit 1 

50-329 

157 




Midland Plant, Unit 2 

50-330 

160 

Palo Verde Nuclear Station, Unit 1 

STN-5 0-5 2 8 

289 

Millstone Nuclear Power Station, 

50-245 

33 

Palo Verde Nuclear Station, Unit 2 

STN-5 0-5 29 

291 

Unit 1 



Palo Verde Nuclear Station, Unit 3 

STN-5 0-S 30 

292 

Millstone Nuclear Power Station, 

50-336 

169 

Palo Vordc Nuclear Station, Unit 4 

STN-5 0-5 9 2 

300 

Unit 2 

Millstone Nuclear Power Station, 

50-423 

238 

Palo Verde Nuclear Station, Unit 5 

STN-50-593 

300 

Unit 3 






Mini-TRIGA 



Peach Bottom Atomic Power Station, 

50-171 

21 

50-479 

267 

Unit 1 


Montague Nuclear Power Station, 

Unit 1 

50496 

275 

Peach Bottom Atomic Power Station, 

50-277 

69 



Unit 2 



Montague Nuclear Power Station, 

Unit 2 

50497 

275 

Peach Bottom Atomic Power Station, 

50-278 

72 



Unit 3 



Monticello Nuclear Generating Plant 

50-263 

52 

Pebble Springs Nuclear Plant, Unit 1 

50414 

283 

NEP Nuclear , Unit 1 

STN-50-568 

300 

Pebble Springs Nuclear Plant, Unit 2 

S0-515 

283 

NEP, Nuclear, Unit 2 

STN-50-569 

300 

Pennsylvania State Univ. Research 

50-5 

10 

New Haven, Unit 1 

STN-50-596 

300 

Reactor 



New Haven, Unit 2 

STN-5 0-597 

301 

Perkins, Nuclear Station, Unit 1 

STN-5 0-4 8 8 

271 

Nine Mile Point Nuclear Station, 

50-220 

28 

Perkins Nuclear Station, Unit 2 

STN-50-489 

272 

Unit 1 



Perkins Nuclear Station, Unit 3 

STN-5 0490 

273 

Nine Mile Point Nuclear Station 

50410 

231 




Unit 2 



Perry Nuclear Power Plant, Unit 1 

50440 

243 


jiix 



Name 

Docket 

Page 

Name 

Docket 

Page 

Perry Nuclear Power Plant, Unit 2 

50-441 

244 

Sequoyah Nuclear Plant, Unit 2 

50-328 

155 

Phipps Bend Nuclear Plant, Unit 1 

STN-50-553 

296 

Shoreham Nuclear Power Station 

50-322 

139 

Phipps Bend Nuclear Plant, Unit 2 

STN-5 0-554 

297 

Skagit Nuclear Power Project, Unit 1 

STN-50-522 

289 

Pilgrim Nuclear Power Station, Unit 1 

50-293 

95 

Skagit Nuclear Power Project, Unit 2 

STN-5 0-5 2 3 

289 

Pilgrim Nuclear Power Station, Unit 2 

50-471 

267 

South Texas Project, Unit 1 

STN-5 0-4 9 8 

276 

Plum Brook Reactor - Mock-up 

50-185 

21 

South Texas Project, Unit 2 

STN-50-499 

278 

Plum Brook Research Reactor Facility 

50-30 

15 

Sterling Power Project, Nuclear, 

Unit 1 

STN-50-485 

270 

Point Beach Nuclear Plant, Unit 1 

50-266 

56 

50-335 

167 



St, Lucie Plant, Unit 1 

Point Beach Nuclear Plant, Unit 2 

50-301 

104 

St. Lucie Plant, Unit 2 

50-389 

216 

Prairie Island Nuclear Station, Unit 1 

50-282 

79 

Virgil C. Summer Nuclear Station, 

50-395 

220 

Prairie Island Nuclear Station, Unit 2 

50-306 

110 

Unit 1 



Quad-Cities Station, Unit l 

50-254 

43 

Sundesert, Unit 1 

50-582 

300 

Quad -Cities Station, Unit 2 

i0-265 

54 

Sundcscrt, Unit 2 

50-583 

300 

Rancho Seco Nuclear Generating 

50-312 

116 

Surry Power Station, Unit 1 

50-280 

74 

Station 



Surry Power Station, Unit 2 

50-281 

76 

Reed College Research Reactor 

50-288 

85 

Susquehanna Steam Electric Station, 

50-387 

213 

Rhode Island & Providence 

50-193 

21 

Unit 1 



Plantations ACC 



Susquehanna Steam Electric Station, 

50-388 

215 

River Bend Station, Unit l 

50-458 

258 

Unit 2 



River Bend Station, Unit 2 

50-459 

259 

Technical Univ. of Munich Research Reactor 

50-371 

209 

H B Robinson Plant, Unit 2 

50-261 

51 

Texas A&M Univ. Research Reactor 

50-59 

16 

Rockwell International Corp. Critical 

50-147 

18 

Texas A&M Univ Research Reactor 

50-128 

17 

f aeility 



Three Mile Island Nuclear Station, Unit 1 

50-289 

85 

Salem Nuclear Generating Station, 

50-272 

64 




Unit 1 



Three Mile Island Nuclear Station, Unit 2 

50-320 

126 

Salem Nuclear Generating Station, 

50-311 

112 

Trojan Nuclear Plant 

50-344 

177 

Unit 2 



Turkey Point Plant, Unit 3 

50-250 

40 

San Onofrc Nuclear Station, Unit 1 

50-206 

22 

Turkey Point Plant, Unit 4 

50-251 

41 

San Onotre Nuclear Station, Unit 2 

50-361 

190 

Tuskegee Institute Research Reactor 

50-406 

229 

San Onofre Nuclear Station, Unit 3 

50-362 

193 






Tyrone Energy Park, Unit 1 

STN-50-484 

270 

Seabrook Nuclear Station, Unit 1 

50-340 

176 

UCLA Training Reactor 

50-142 

18 

Seabrook Nuclear Station, Unit 1 

50-443 

245 

Union Carbide Research Reactor 

50-54 

15 

Seabrook Nuclear Station, Unit 2 

50-444 

246 

Univ. of Arizona Research Reactor 

50-113 

17 

Sequoyah Nuclear Plant, Unit l 

50-327 

149 





Univ, of California Research Reactor 

50-224 

30 


Univ. of Florida Training Reactor 50-83 16 


xx 



Name 

Docket 

Page 

Name 

Docket 

Page 

Univ. of Kansas Research Reactor 

50-148 

18 

Washington State Univ Research Reactor 

50-27 

13 

Umv. of Maryland Research Reactor 

50-166 

21 

Waterford Generating Station, Unit 3 

50-382 

212 

Univ. of Michigan Research Reactor 

50-2 

10 

Watts Bar Nuclear Plant, Unit 1 

50-390 

217 

Univ. of New Mexico Research Reactor 

50-252 

43 

Watts Bar Nuclear Plant, Unit 2 

50-391 

219 

Univ. of Oklahoma Research Reactor 

50-112 

17 

West Valley Reprocessing Plant 

50-201 

21 

Univ. of Texas Research Reactor 

50-192 

21 

West Virginia Univ. Research Reactor 

50-129 

17 

Univ. of Utah Research Reactor 

50-72 

16 

Wolf Creek Generating Station 

STN-50-482 

267 

Univ. of Utah Research Reactor 

50-407 

229 

WPPSS Nuclear Project, Unit 1 

50-460 

260 

Univ. of Virginia Cavalier Reactor 

50-396 

222 

WPPSS Nuclear Project, Unit 2 

50-397 

222 

Univ. of Virginia Research Reactor 

50-62 

16 

WPPSS Nuclear Project, Unit 3 

STN-50-508 

281 

Univ, of Washington Research Reactor 

50-139 

18 

WPPSS Nuclear Project, Unit 4 

50-513 

282 

Univ. of Wisconsin Research Reactor 

50-156 

21 

WPPSS Nuclear Project, Unit 5 

STN-50-509 

282 

U.S Geological Survey Research 

50-274 

66 

Yankec-Rowe Nuclear Power Station 

50-29 

13 

Reactor 



Yellow Creek Nuclear Plant, Unit 1 

STN-50-566 

298 

Vermont Yankee Nuclear Power Station 

50-271 

62 

Yellow Creek Nuclear Plant, Unit 2 

STN-50-567 

299 

Virginia Polytechnic Institute Training Reactor 

50-124 

17 

William H. Zimmer Nuclear Station, Unit 1 

50-358 

188 

Alvin W. Vogtle Nuclear Plant, Unit 1 

50-424 

239 

Zion Nuclear Power Station, Unit 1 

50-295 

98 

Alvin W. Vogtle Nuclear Plant, Unit 2 

50-425 

239 

Zion Nuclear Power Station, Unit 2 

50-304 

107 




DOCKETED ITEMS 


LOW LEVEL RADWASTE DISPOSAL SITES 


DOCKET 27-0 tO BEATTY, NV 


B008270321 Aek receipt of 900724 ltr informing NRC of steps taken to 
correct violations noted in IE Insp Rept 50-206/00-10 8t 
Waste Packaging Insp Rept 15000027/00-30 

ENOEt-KEN.fi H Region 5. San Francisco. Office of the Director 
80/09/18 lp 


—8009270325 Responds to NRC 800702 ltr re violations noted in IE Insp 
Rept 50-206/00-10 S, Waste Packaging Imp Rept 
15000027/00-30 Corrective actions procedures revised re 
spent resin shipments. 

PAPAY, L T Southern California Edison Co 00/07/24 2pp 


—8000270328 Forwards IE Insp Rept 50-206/80-10 on 800331-0403 t IE Waste 
Mgt Imp Rept 15000027/00-02 on 800321 

ENOELKEN, R H Region 5. San Francisco. Office of the Director 
80/07/02, 3pp 


—8008270332 IE Insp Rept 50-206/00-10 on 000331-0403 No noncomp 1 iance 
noted Major areas Inspected refueling outage plans. spent 
resin sh i pment. f ol lowup on IE Circular 80-03 t. followup to 
LEf! 80-009 

BOOK. H E Region 5. San Francisco, Fuel Facility & Materials 
Safety Branch WEIN9LAUSKI, F , CURTIS, J R Region 5, Ban 
Franciico, Office of the Director 00/07/02 7pp 


— 8008Z7033S Watte Packaging Insp Rept 15000027/80-30 on 800321 
Noncompliance noted spent resin shipment dose rate exceeded 
spec. 

BOOK. H E Region 5, Ban Francisco. Fuel Facility & Materials 
Safety Branch THOMAS, R 0 , RIEDL1NGER, B A Region S, San 
Francisco, Office of the Director 80/04/03 6pp 


DOCKET 27-039 SHEFFIELD, IL , NUCLEAR ENGINEER I NO CO 


B00806015S Respond* to 800618 notification that NRC contractor 
organisations may use facility for data collection & 
analysis Licensee will cooperate in carrying out proposed 
program, 

EASON, C F Nuclear Engineering Co , Inc , (subs of Tetedyne, Inc > 
80/07/11 lp 


8008040046 Brief in opposition to Chicago Section ANS 600521 exceptions 
tp A8LB 800503 & 07 orders dismissing Nuclear Engineering Co 
1768 application for site expansion. Interlocutory decisions 
not appealable Certificate of Svc end 
LESSY, R P Antitrust Division 00/07/30 33pp 


8008050439 Submits reasons why three issues presented by licensee re 
radwaste disposal site should be litigated Issues submitted 
by State of IL are either inappropriate or already covered 
by NRC -V therefore, should not be accepted 
CONNER, T B Conner, Moore & Corber 00/07/31 6pp 


0008130494 Notice of appearance In proceeding Certificate of Svc end 
MURRAY, M J Illinois, State of 80/08/06. 3pp 


8008150378 Decision ALAB-606. d ismi ss ing portion of Nuclear Engineering 
Co, Inc application for renewal re expansion of burial site 
ASLB 790503 order re termination of epplication affirmed 
WR Johnson concurring opinion end 

BISHOP, C, J Atomic 8afety and Licensing Board Panel 00/08/12 

16pp 


DOCKET 27-047 BARNWELL, SC . C HEM -NUCLEAR SYSTEMS 


8008250216 Ac k receipt of 800318 ltr informing NRC of steps taken to 
correct violation noted in Waste Packaging Insp Rept 
1 5000039/ 79-08E 

DAVIS, A B Region 3, Chicago, Fuel Facility i. Materials Safety 
Branch 60/04/21 2pp 


0006060175 Forwards Waste Packaging Insp Rept 15000039/80-07 on 800515 
k 16 No noncomp 1 lance noted 

ST0HR, J P Region 2, Atlanta, Fuel Facility t. Materials Safety 
Branch 80/06/23 2pp 


—8008060179 Waste Packaging Insp Rapt 15000039/80-07 on 800515 U 16 No 
noncompliance noted Major areas inspec ted, Comp t lane e w/NRC t. 

DOT regulations 

TROUP. 0 L , MAC AR THUS, T C Region 2, Atlanta, Fuel Facility 5 
Materials Safety Branch 00/06/23 6p p 


0000100335 Discusses draft trust agreement re NRC review of preliminary 
site stab i 1 i >at ion 4 closure plan for Barnwell low level 
radwaste disposal facility Four points require additions 4 
clari f icati on 

PANOBURN, 0 Low Level Waste Licensing Branch 80/00/06 2pp 


DOCKET 27-040 RICHLAND, WA .NUCLEAR ENOINEEfilNO C0 


00081203(9 Forwards Waste Packaging Insp Sept 15000046/00-52 on 800428 
V notice of violation 

DAVIS. A B Region 3. Chicago, Fuel Facility 4 Materials Safety 
Branch 00/07/03 2pp 


—8008120327 Notice of violation from insp on 000420 

* Region 3. Chicago. Office of the Director 80/05/30 lp 


- -80031 20335 Waste Packaging Insp Rept 15000046/80-52 on 000428 
None ompl lance noted failure to meet requirement for strong, 
tight package 

PECK.C C Region 5. San Franciico, Office of the Director 
00/05/30 2pp 


DOMESTIC LICENSING OF SOURCE MATERIAL 

DOCKET 40-0299 UNION CARBIDE COUP 


0008070064 Forwards Miller Testing Co "Field Compaction Test Results," 
800424-0523 

RATHBUN, D J Miller Testing Co, 80/05/30 3pp 


8008070064 Forwards Miller Testing Co "Field Compaction Test Results," 
000424-0523 

RATHBUN, D J Miller Technical Services S0/05/30 3pp 


— 0000070066 "Field Compaction Test Results," 000424-0523 
* Miller Testing Co 00/05/26 25pp, 


— 0008070066 "Field Compaction Test Results. " 800424-0523 
* Miller Technical Services 80/05/26 23pp 


9000010230 Forwards results of field & lab tests performed for East 
Gas Hills. WV evaporation ponds Rept includes work performed 
800524-0607 Also forwards results of sieve analysis 
performed on drainage aggregate to be used as bedding matt. 
RQTHBUN, D J Miller Testing Co 00/06/11. 40pp 


1 



2 


DOCKETED ITEMS 


aOi0OK25a Forwards resuiti of Meld t lap teste performed for East 
Gas Hills W, e.aporation ponds Rep t includes wort performed 
tic?524-c*i07 nls a roruarjs results of sieve analysis 
performed on drainage aggregate to be used as bedding natl 
RQTHSUlf D J Miller Technical Services 80/06/11 40pp 


— 8003140411 "Cslibr Procedures for Radon S. [!adon-Daugh ter Measurement 
Equipment " Two repts. “Evaporation from Seventeen Western 
States" 4 "Controlling Employee Exposure to Alpha Radiation 
in Underground U Mines, 11 end 

BECKMAN. R T In ter t or, Dep t of 75/12/31 lOOpp 


8 ‘00140 123 Forwards IF Circular B'J-14. 'Radioactive Contamination of 
Plant Deslneral ■ led Mater 5ys 4 Resultant Internal 
Cantami ration or Personnel ' No response required 

“ErrPir / v Region 4. Dallas Office of the Oirector E0/06/24 
IP 


80091 401 16 Forwards IE Circular 80-14, "Radioactive Contamination of 
Plant Deituneral l led Water By, t Resultant Internal 
Contamination of Personnel " No response required 
8EVFRIT, K V Region 4, Dallas, Office of the Director 80/06/24 
1? 


■vl >306039.6 Confirms 800426 telcon agreements that compang will suppl 
Acres fair icao, Inc testing program for proper selection lx 
placement Q f claq liner natl Determination of anount of matl 
passing Sieve 200 is insufficient documenting method 
LIT c-HAN, j j Uranium Recovery Licensing Branch 80/07/15 Ip 


8008010033 Responds to 800507 itr re Split Rock mill tailings dam 
Adequate seepage control measures wore required during const 
or internal drain Stability improved by requiring flatter 
than normal downstream slope 

SCARANQ, R A Uranium Recovery Licensing Branch 00/07/08 3pp 


ECu80tu071 Submits semiannual radioactive matls release rept for 
Jan-Jul • 19 79 No i el eases of solid or liquid erftuents to 
unrestricted area duruj period Orfsite ambient air sanples 
averaged less than 5 ' for U 
LC M 0, T Union Carbide Co rp 30/07/28 2pp 


8008050259 Foi wards “QC Testing, Evaporation Ponds " 
WONG. T Union Carbide Corp 60/07/29 2pp 


--6033050264 ‘ GC Te s 1 1 ng, Evapo ra t ion Ponds ” 

Rn TH3UM, D J Miller Testing Co 80/07/18 29pp 


C006270C 69 Forwards Hydra-Eng i neer mg rept re results of pump lx leaky 
aquifer tests on deep wall through mudstone unit per 790928 
promise Concludes that essentially no hydrologic 
c cm-un i ta t icn indicated through unit 
MONO T Union Carbide Corp 80/08/05 ip 


800B150D32 Forward s Miller Testing Co 800805 Itr to Union Carbide Corp 
transmitting Tesults of evaporation ponds OC testing 
MONO. T Union Carbide Corp SO/OB/07 45pp 


8008060060 Authomes increase in amount of Wl 1 1 iams-Robine tte contract 
due to eitensive ongoing work which was not anticipated at 
site 

ECARANO, R A Uranium Recovery Licensing Branch 80/07/15 lp 


8008190256 Confirms agreements i. commitments made during 800709 telcon 
re addl investigations to delineate ertent of debris 
underlying dam 

SCARANQ, R A Uranium Recovery Licensing Branch 80/07/16 3pp 


8008130058 Responds to NRC 800716 request for operational data by 
forwarding rept for 800722-27 Tabulation of water elevations 
m pieiometers V survey monuments showing coordinate & 
variations enc 1 

0OGDEK 1 , 0 Western Nuclear, Inc 80/07/31 7pp 


8008060004 Response in opposition to Hr Outdoor Council petition 
to intervene No specific adverse effect demonstrated 
Statutory lone of Interest not established Allegations re 
FES unsupported Petition untimely Certificate of Svc end 
WALPOLE, J ft Western Nuclear, Inc <subs of Phelps Dodge Corp i 

WALPOLE, J R Holland 4 Hart 80/08/01 19pp 


8009260287 Notice of availability of FES for Gas Hills U Mill in I4Y, 
i.UREO-0702 

SCARANO.R A UrsnivT Recovery Licensing Branch 80/03/07 2pp 

0008260024 Forwards FES re license renewal 4 800807 FR -notice W/o end 
FISHER, E Uranium Recovery Licensing Branch 80/08/08 Ip 

BG0626QI96 Forwards FR notice of availability of FES NUREG-0702 end 
for FDR I J / o- enc l 

* Office of Nuclear Hiterul Sflfity K Safeguards QO7OB/C0 lp 


8008070420 Notice of e i tab 1 1 shment of ASLB to preside over 4 rule on 
application to renew license SJ Wolfe appointed Chairmen, Jft 
Kline 4 QJ Stober members Certificate of Svc end 

LAZO, R K Atomic Safety and Licensing Board Panel 80/08/01 4pp 


8008180310 Forwards input for Itr to be forwarded ta Weetern Nuclear, 
Inc re debris problem in foundation Enel includes interim 
license condition recommendations 

LEAR.O Hydrologic 4 Geotechnical Engineering Branch 80/08/04 
5pp 


8008210066 Provides Subconnittee on Energy 4 Power w/FR notice of 
availability or FES on Gas Hills U proiect W/o end 
* Office of Nuclear Material Safety 4 Safeguards 80/08/11 lp 


0000080481 Order granting 10-day extension to applicant it 13-day 
extension to NRC to respond to WY Outdoor Council 800921 
petition to Intervene Certificate of Svc end 

WOLFE. S J Atomic Safety and Licensing Board Panel 80/08/05 3pp 


0006210070 Provides Subcommittee on Energy 6 Environ w/FR notice of 
availability of FES on Gas Hills U project W/o end 

Office of Nuclear Material Safety l Safeguards 80/03/11 lp 


>10072 Provides Subconnittee on Nuclear Regulation u/FR notice 

liability of FES on Cas Hills U project W/o end 

Office of Nuclear Material Safety 1 Safeguards 80/08/11 lp 


of 


10077 Provides Subcommittee 
B notice of availability of 
enc I 


on Environ, Energy St Natural Resources 
FES on Gas Hills U project 


Office of Nuclear Material Safety l Safeguards 80/08/11 lp 


90.09180214 Discusses M Tarduno B00B07 memo re Split Rock U Mill 
license renewal intervenor who demonstrates requisite 
Interest may request hearing Director can renew license 
prior to ruling on Intervenor petition 
LES8Y, R P Antitrust Division 00/08/08 3pp 


8009180220 Discusses regulations applicable to facility license 
renewal Renewal can be issued before hearing is held, but 
immediate renewal may not be desirable from policy 
standpoint 

TARDUNO. M Office of the Executive Legal Director 80/08/07 

6pp 


T 40-1162 WESTERN NUCLEAR INC 


1140226 Submits responses to NRC/ANv 800124 Questions 4-9 Avera. 
lality or ore leached at Bullrush heap leach site is 0 030X 
7 * 6/i ” cov » r « ** Day f-ora site ore quality is 
051/1 V o 1 1 j t w/ 76 47X neovt ry 

”2/02 App 6 "" , ' ,t Uofrs ot Ph<f, PS Dodge Corp } 


S0 2^ 00a2 Avthoriies payment to R Williams for expenses incurred 
800812-13 meeting In Denver, CO 

SCAR ANO, R A Uranium Recovery Licensing Branch 80/08/08 ip 


at 


petition to intervene. Interests 4 
to specific aspect of proceeding established W/n 
Reis 6 ncOurren appearances 4 Certtficato of Svc 
HEiS.E J Hearing Branch 3 80/00/14 15pp 


UIKBS Of 


!HRoc^m J 5.i:ir n, r 761105 ^ e * tlons environ rept for 
ami i. v 1 of “attr sample analyse, requested 

• b * submtted on receipt of info 

Western Nuclear, Inc (subs qf Phelps Dodge Corp > 


iXEft. S 
701/! 


DOCKET 40-1193 BABCOCK 4 WILCOX 


, novice or aonormai occurrence re 1 

J in Pu deposdion in employee 

^HILK.S J Office of the Secretary of the Commission 


80/07/01 



DOCKETED ITEMS 


3 


— '6006140076 Notice of abnormal occurrence re lose of confinement sys 
resulting in Pu deposition in employee 

CHILK.S J Office of the Secretary of the Commission 60/06/30 
5pp 


DOCKET 40-1341 EDCEMDNT URANIUM MINE, TVA 4 MINES DEVELOPMENT, INC 


6006050274 Forwards geotechnical study, "Subsurface Soil Exploration 
for Proposed Edgemnnt U Waste Disposal Site " Subsurface 
geologic conditions 4 onsite materials are suitable for 
const of proposed disposal sys Forwarding Itr enc l 
MILLS, L M Tennessee Valley Authority 00/07/17 3pp 


— 90090502B3 "Subsurface Soil Exploration for Proposed Edgemont U Waste 
Disposal Site 11 Two oversiie drawings encl 

BAKER. R R , GELLHAUS.EH Franc i s, Meador, Ge 1 1 haus. Inc 00/06/30 
77pp 


8008190153 Responds to S00627 Itr objecting to TVA icquest for 
variance re radiation doses in Edgemont SO NRC denied 
rf dues t 

SCARANO, R A Uranium Recovery Licensing Branch 80/08/05 Ip 


— BQOS1BO150 Disapproves of 900613 request for variance rs dose levels in 
Edgemont vicinity Util must perform detailed radiological 
assessment of all potential exposure pathways 6 demonstrate 
that steps have been taken to reduce emissions 4 exposures 
SCARANO, R A Uranium Recovery Licensing Branch 80/07/31 tp 


DOCKET 40-2061 WEST CHICAGO FACILITY, KERR-MCGEE CQRP 


8006120299 Forwards revisions to 790815 s tab 1 1 i xa 1 1 on plan, containing 
major additions to Chapter ll.App IV re alternate sites 4 
minor changes to Chapters 3,7 l 12 Return receipt requested 
SHELLEY, W J Kerr-McOee Nuclear Corp 80/07/29 lp 


— B008120301 "Stabi Illation Plan." revised at of 800724 
* Kerr-McOee Nuclear Corp 80/07/24 SOpp 


8006270209 Requests 800715 memo re matli given to Kerr-McOee Chemical 
Corp 

RAPKIN.A Illinois, State of 60/0B/07 lp 


DOCKET 40-2239 PATHFINDER MINES CQRP 


800B140125 Forwards IE Circular 80-14, "Radioactive Contamination of 
Plant Demineral 1 1 ed Water 9yt 4 Resultant internal 
Contamination of Personnel " Ho response required 
SEYFR1T, K V Region 4, Dallas, Office of the Director 00/06/24 
if 


600B050413 Advises that facility no longer collect* ambient air data at 
background location A-l , suspended particulate & radon gas 
sampling included Data for more than 1 yr it maintained 

at tite 

NUOENT, E L Pathfinder Mines Corp 80/07/29 lp 


6008190565 Submits info re const of tailings Dam 4, under License 
8UA-672 Requests meeting w/NRC during wk of 800823 to 
discuss const schedule t criteria 

NUOENT, E L Pathfinder Mines Corp 80/0B/13 2pp 


8008230577 Submits info outlining operating criteria of tailing sys 
during const of tailings Dam 4 Progress on placement of 
engineered fill for Humber 4 tailings dam improving 
Anticipates that const activities will continue through Oct 
NUOENT, E L Pathfinder Mines Corp 00/08/19 2pp 


DOCKET 40-3392 ALLIED CHEMICAL CORP 


8006220208 Advises of mg t organl tational changes re operation of 
Metropo! it, IL U hexaflouride conversion facility 
CIPOLLAi A J Allied Chemical Corp 80/06/24 lp 


DOCKET 40-3433 ATLAS MINERALS 


8008140104 Forwards IE Circular BO-14, ''Radioactive Contamination of 
Plant Demineral 1 xed Water Sys 4 Resultant Internal 
Contamination of Personnel “ No response required 
8EYFRIT, K V Region 4. Dallas, Office of the Director BO/06/24 
Ip 


8008080438 Discusses issues re NRC 800623-24 lnsp Confirms 
understanding that no violations will be assessed Single 
open Item requires background ambient air monitor for 
sampling of airborne particulates 
SWANS Y, 0 T Atlas Mine! als 80/07/17 Ip 


8008120679 Requests clarification of Condition 11 of License SUA-917 ro 
average mill throughput not exceeding 850 MT barrelled U-308 
poi yr Presumption is that ”yr" is license yr 4 “average 1 
Is average over 3-yr period of license 
SWANBY.Q T Atlas Minerals 80/07/17 Ip 


DOCKET 40-4492 FEDERAL AMERICAN PARTNERS (MININOk 


S00814012? Forwards IE Circular 00-14, “Radioactive Contamination of 
Plant Demmeral 1 ted Water Sys 4 Resultant Internal 
Contamination of Personnel “ No response required 
SEYFR1T.K V Region 4, Dallas, Office of the Director 80/06/24 
IP 


6008280039 Notifies that NRC has no authority to make funds available 
for federal assistance to help In relocation of persons 
residing near U milting operation Federal assistance only 
available when situation declared federal emergency 
SCARANO, R A Uranium Recovery Licensing Branch 00/07/15 lp 


— 8008280105 Inquires into availability of federal funds for relocating 
persons living near mine site in vicinity of tailings 
disposal of U milling operation 

S1LVEY.L Federal American Partners 80/06/03 lp 


8009130052 Confirms 800801 telcon by submitting progress rept of 
activities since 800717 meeting Compilation of WRC questions 
which have been adequately covered will be submitted by 
800815 Balance wit) be forwarded by 800902 
PIERSON.G W Federal American Partners 80/08/01 ip 


DOCKET 40-5259 PRINCETON UNIV 


6000070540 Ack receipt of 600613 itr informing NRC of steps taken to 
correct violation noted in IE lnsp Repts 30-00832/80 -01 <• 
30-03207/80-01,40-5259/80-01 4 70-0391/80-01 

KfNNEMAN, J D Region l, Philadelphia, Fuel Facility 4 Materials 
Safety Branch 80/07/02 ip 


— 8003070348 Responds to NRC 800609 Itr re violation noted in IE ln«p 
Rept* 30-OOGB2/60-01, 30-03287/80-01 4 40-5239/30-01 4 
70-0391/80-01 Corrective actions supplementing existing 
instrumentation for evaluation 4 improving audit program 
M4RUCA, A J Princeton Univ 80/06/13 3pp 


--B00807056I Forwards IE lnsp Repts 30-00682/90-01 , 30-03287/80-01. 
40-5239/00-01 ft 70-0391/80-01 on 800520-21 4 notice of 
violation 

CROCKER, H W Region 1. Philadelphia, Fuel Facility 4 Materials 
Safety Branch 80/06/09 2pp 


— 8009070566 Notice of violation from Imp on 8005 20-21 Noncompliance 
noted failure to make surveys required for compliance w / 

IQCFR20 106, "Concentration* in Effluent* to Unrestricted 
Areas ' 

a Region i, Philadelphia, Office of the Director 00/06/09 Ip 


DOCKET 40-6659 PETRQT0MIC6 CO , OETTY OIL 


8007300114 Forwards info requested per Amend 6, Parts 25A It S5B 2 Info 
requested in Part 25 0 1 will bo sent prior to B00730 
Oversiie topographic map encl 

PFAFF, S J Getty Oil Co , Petrotomic* Co Dtv 80/07/11 lp 

t 

— B0073Q0121 QA for radiological monitoring programs Supporting 
documentation and 

» Getty Oil Co , Petrotomic* Co Div 80/07/10 12pp 


— 8007300130 Responds to NRC 770B29 itr re mod of Petrotomic* tailings 
dam Specs 4 technical evaluation for protective method, for 
required erosion protection for upstream portion of dam, will 
be submitted to NRC for approval prior to const 
KUDEN, C J Getty Oil Co , Petrotomic* Co DK 77/09/02 2pp 


— 8007300134 “Topographic Mapping of Sections 4,5,32,33 4 Portions of 11, 
8, 9, 10 l 34 Townships 27 4 28 North, Range 70, West Carbon 
County, NY ' 

■* Bovay Engineers, Inc 80/04/29 lp 


4 


DOCKETED ITEMS 


GOO0O6Q187 Amend 7 to License SUA-551 eitending dates for new monitor 
well completion t permitting transfer of small amount* of 
tailings so that licensee can conduct research program on 
tailings ngt h reclamation 

SCARANO, R A Uranium Recovery Licensing Branch B0/07/I4 2pp 


B008260130 Requests minor safety & environ amend fee re 800722 request 
for changes In dust sampling program 

WEISS, J D License Fee Management Branch 80/08/13 Ip 


DOCKET 40-7075 AIR FORCE, DEPT OF 


8003100311 Forwards IE Bulletin 79-19, "Packaging of Lou Level Radwaste 
for Transport 4 Burial " Written response required 
SEYFRIT.K V Region 4, Dallas, Office of the Director 77/00/10 

Ip 


— 80091803B3 Responds to IE Bulletin 79-19 re packaging 4 disposal of low 
level radwaste Wo radwaste shipped during Jan 1978-June 
1979 

BAILEY. J N Air Force, Dept of 77/09/10 2pp 


DOCKET 40-7086 ARMY, DEPT DF 


8000180305 Forwards IE Bulletin 79-19, "Packaging of Low Level Radwaste 
for Transport t. Burial " Written response required 
8EYFR IT, K V Region 4, Dallas, Office of the Director 79/08/10 
IP 


— 8008100377 Responds to IE Bulletin 79-19 re packaging l< disposal of low 
level radwaste No low level radwaste generated 

DOLE, A C Army, Dept of, White Sands Missile Range 79/09/21 Ip 


DOCKET 40-7363 AIR FORCE, DEPT OF, KELLY AFB, TX 


300B140233 Forwards IE Bulletin 79-19, "Packaging of Low Level Radwaste 
for Transport t> Burial " Written response required 
SEYFRIT.K V Region 4, Dallas, Office of the Director 79/OB/IO 
Ip 


— ~0OO8i4D279 Advises that response not received to IE Bulletin 77-19, 
"Packaging of Lou Level Radwaste for Transport 4 Burial “ 
SEYFRIT.K V Region 4, Dallas, Dffice of the Director 79/10/31 
lp 


— 800B140232 Responds to IE Bulletin 79-19, “'Packaging of Low Level 
Radwaste for Transport & Burial " Two shipment* of 5 O mCi 
radwaste made during Jan 1978-Jun# 1979 
HIGGINS, D D Air Force. Dept of 79/11/19 3pp 


PICKET 40-7580 FAH3TEEL METALS 


130295 Forwards IE Bulletin 79-19, “Packaging of Lou Level Radwaste 

r Transport P Burial " Written response required 

/FRIT,# V Region 4, Dallas. Office of the Director 79/03/10 


18100327 Advises that response not received to IE Bulletin 79-19> 
'Packaging of Lou Level Radwaste for Transport & Burial " 

SEYFR1T , K V Region 4, Dallas, Office of the Director 79/11/01 
Ip 


003100356 Responds to IE Bulletin 79-19 re packaging It disposal of low 
level radwaste No low level radwaste generated 
PIERRET.J A Fansteal. Inc 79/11/26 lp 


vOCKET 40-7982 HONEYWELL, INC 


1140355 Act receipt of 8Q0723 ltr informing NflC of steps taken to 
-ract violations noted in IE insp of License 3UB-971 
IS, A B Region 3, Chicago. Fuel Facility &■ Materials Safety 
n<h 80/00/07 lp 


(8140357 Responds to WRC 800627 itr re violations noted in IE insp of 
icense BUB-971 Corrective actions using new drums for 
-adwaste disposal & implementing procedures detailing 
radwaste processing 

PATREK, I Honeywell, Inc BO/07/23 4p p 


DOCKET 40-7903 NL INDUSTRIES, INC 


600(3010208 Discusses IE insp of Licenses 07-03060-02,07-03860-04 *< 
SUB-0972 on 000303 No noncompliance noted Major areas 
inspected radiation safety t< compliance w/NRC regulations i, 
conditions of license 

KCCL I NTOCK, R 0 Region 1, Philadelphia, Fuel Facility i< Materials 

Safety Branch 80/03/11 lp 


DOCKET 40-8006 KERR-MCGEE CORP 


B008260676 Forward* IE Bulletin 79-19, "Packaging of Low L*v#l Radwasts 
for Transport & Burial " Written response required 
GEYFRIT.K V Region 4, Dallas, Office of the Director 79/00/10 
lp 


--0000260710 Responds to IE Bulletin 79-19 r* packaging 8, disposal of lo 
level radwaste No low level radwaste shipped during Jan 1978 
to June 1979 

SHELLEY, WJ Kerr-McGee Corp 79/08/30 lp 


— 8008260712 Responds to IE Bulletin 79-19 r* packaging 6 disposal of lo 
level radwaste No low level radwaste shipped during Jan 1978 
to June 1979 

SHELLEY, W J Ksrr-McOe# Corp 79/09/20 Ip 


DOCKET 40-0027 KERR-MCGEE CORP 


0009220479 Forwards IE Info Notice 00-11, "Generic Problems w/ASCO 
Valve* in Nuclear Application* Including Firs Protection 
Sys " No action or written response required 

SEYFRITiK V Region 4. Dallas, Office of the Director 80/03/14 

lp 


800B140101 Forwards IE Circular 80-14, "Radioactive Contamination of 
Plant Dtminera 1 1 ted Water Sy* & Resultant Internal 
Contamina t i on of Personnel " No response required 
SEYFRIT.K V Region 4. Dallas, Office of th* Director 80/06/24 
lp 


8008010245 Forwards FR notice of receipt of application* re amends of 
source mat) license SUB-lOtO 

PACE, R 0 Uranium Fusl Licensing Branch 80/07/16 lp 


— 8008010248 Notice of receipt of applications re amends of source mail 
license SUA-1010, dtd 000516 & 22 Amends cover unlimited use 
of treated raffinate containing ammonium nitrate & sludge 
disposal in telow-grade pit 

PACE,R G Uranium Fuel Licensing Branch 80/07/07 2pp 


800B2701B7 Ac k receipt of G Broum 800711 press release re environ 
radiation survey Offers cooperation 6 results of similar 
surveys of gamma radiation 

SHELLEY, W J Kerr-McGee Nuclear Carp 80/07/17 lp 


8008270322 Informs that portion of 000617 amend fee will be refunded 
MILLER, W □ License Fee Management Branch 80/08/07 lp 


DOCKET 40-80 SO HOSP OF ST RAPHAEL NEW HAVEN, CT 


6008010135 Act receipt of 000623 ltr informing NRC of steps taken to 
correct violations noted in IE Insp Repts 30-00108/80-01, 
30-01239/80-01 *< 40-0050/80-01 

SMITH. O H Region 1, Philadelphia, Fuel Facility !< Materials Safety 
Branch 00/07/10 ip 


— 8000010149 Responds to NRC 800329 ltr re violations notad in IE Insp 
Repts 30-00108/80-01,30-01238/90-01 4, 40-8050/80-01 
Corrective actions informed physicians of necessity of 
wearing TLD ring whenever radioactive metis are handled 
KNOWLTON, A H Hosp of St Raphael New Haven, CT 00/06/23 lOpp 


—0008010152 Discusses IE Insp Repts 30-00108/00-01,30-01230/80-01 it 
40-8050/80-01 on 000415-16 & forwards notice of violation 
SMITH, 0 H Region 1, Philadelphia, Fuel Facility U Materials 
Safety Branch 80/05/29 2pp 


— 8008010159 Notice of violation from insp on 800415-16 Noncomp 1 lanes 
noted failure to mate surveys necessary to assure compliance 
w/requirsment that limits radiation exposure to wholt body 
i. extremities of Individuals 

* Region 1, Philadelphia, Office of the Director 80/05/29 2pp 
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DOCKET 40-8064 EXXON MINERALS CO USA, EXXON CORP 


8000180206 Forwards IE Bulletin 79-l9i "Packaging of Low Level Radwaste 
for Transport 4- Burial " Written response required 
BEYFRIT.K V Region 4, Dallas, Office of the Director 79/08/10 
tp 


— 6008100362 Responds to IE Bulletin 79-19 re packaging 4 disposal of low 
level radwaste No low level radwaste generated 
MCENTREEiW P Air Force, Dept of 79/10/31 ip 


DOCKET 40-0304 WYOMING MINERAL CORP 


— 0000100364 Responds to IE Bulletin 79-19 re packaging 6 disposal of low 
level radwaite No low level radwaste generated 
ORTLOFF, 0 Ex non Minerals Co , USA 79/03/24 Ip 


900B130219 Submits second quarter rept for U solution mine pilot test. 
Converse County, WY Enel analyses of ground water samples 
from second well field observation show levels of less than 
1 mg per liter U 

TRU8SELL, H H Exxon Minerals Co , USA 00/07/24 lOpp 


DOCKET 40-0084 LISBON MINE, RIO ALOQI1 CORP 


800B080416 Urges expeditious approval of amend to License BUA-1119 to 
permit 5-ft raise on currently used upper tailings dam 
Operation will be forcod to shut down if amend is not 
approved, 

LAWTON, M D Rio Algom, Ltd 00/06/17 Ip 


6008140472 Responds to B0050S 4- 0617 Itrs re request to raise upper 4, 
lower tailings dams Interim 5-ft raise is only present 
alternative Twenty-f ive-f t raise is preferred alternative 
pending outcome of stability analysis 

SCARANOiR A Uranium Recovery Licenting Branch 60/07/23 2pp 


0008180664 Transmits Dames J< Moore info re data 4, evaluations noeded to 
support request for 5-ft dam raise W/o end 

SCARANO.R A Uranium Recovery Licensing Branch 90/07/25 2pp 


0008060346 "Radioactive Effluent Release Semiannual R up t. Jan-Jun* 
1980 “ 

LAWTON, M D Rio Algom, Ltd 80/07/29 2pp 


8008080321 Provides history & status of proposed dam raises at Rio 
Algom Corp mill, in response to Inquiry Timeliness of NRC 
evaluation dependent on t Ime 1 iness, comp 1 et eness 4< quality of 
Rio Algom stability analysis 

DIRCKSiW J Office of the Executive Director for Operations. 
80/07/29 2pp 


8000080329 Provides history & itatus of proposed dam raises at Rio 
Algom Cprp mill. in response to inquiry Timeliness of NRC 
evaluation dependent on t ime 1 iness, comp 1 e tones < 4 quality of 
Rio Algom stability analysis 

DIRCKB, W J Office of the Executive Director for Operations 
80/07/29 2pp 


— 8008000331 Requests respanie to end MD Lawton ltr re proposed dam 
Taises at Rio Algom Corp mill 

OARN, J Senate, Appropriations 00/06/25 Spp 


DOCKET 40-8102 EXXON MINERALS CO USA, EXXON CORP 


0008260350 Forwards info re airborne emissions for Jan-June 1980, 
PHILLIPS. J P Exxon Minerals Co , USA. 80/00/19 Spp 


DOCKET 40-8202 BATTELLE COLUMBUS LABORATORIES 


8OO0O1OI82 Informs of leak detected on high total dissolved solids 
evaporation pond C found during weekly pond monitoring, 
resulting in passible absorption of contaminants by soil 
Pond water will be pumped into pond D to check for leaks 
MORROW, D Wyoming, 8tats of 0O/O7/OB 4pp 


DOCKET 40-0207 AIR FORCE, DEPT OF, CARSWELL AFD, TX 


6009180306 Forwards IE Bulletin 79-19, "Packaging of Low Level Radwaste 
for Transport 8, Burial " Written response required 
SEYFRIT, K V Region 4, Dallas, Office of the Director 79/08/10 
If- 


— 80081B0334 Advises that response not received to IE Bulletin 79-19, 
"Packaging of Low Level Radwaste for Transport 4, Burial " 

SEYFRIT, K V Region 4, Dallas, Office of the Director 79/11/01 
If 


8000140150 Summary of 000616 meeting w/vendor in Silver Spring, MO re 
license renewal t, recovery operations 

KAUFMANN, R S Uranium Recovery Licensing Branch 00/07/23 Spp 


0000130029 Discusses renewal of Source Material License SUA-1204 
authorizing possession only of byproduct 6 source mat! 

Renewal recommended 

KAUFMANN, R S Uranium Recovery Licensing Branch 80/07/29 7pp 


8000190213 Forwards Source Matl License SUA-1204 authorizing possession 
of only source matl 

BCARANO, R A Uranium Recovery Licensing Branch 00/07/29 ip 


— 800B190223 Source Matl License SUA-1204 for WY Mineral Corp, 
authoriiing possession of natural U as solid or solution in 
monitoring 4 restoration operations 

a Radioisotopes Licensing Branch <Pre 790501) 00/07/29 3pp 


DOCKET 40-8329 SALEM HOSP SALEM, HA 


8000280284 Ack receipt of QQQ70B ltr informing NRC of steps taken to 
correct violations noted in IE Insp Rept 40-8329/00-01 
KINNEKAN, J D Region l, Philadelphia, Fuel Facility 4 Materials 
Safety Branch 80/07/30 ip 


— 8008280286 IE insp Rept 40-0329/80-01 No noncompliance noted Major 
areas inspected expiration of license 4< application for new 
1 1 c ens e 

ROWE, C A Region 1, Philadelphia, Office of the Director 
K1NNEMAN, J D Region 1, Philadelphia. Fuel Facility & Materials 
Safety Branch 80/07/25 2pp 


DOCKET 40-0348 IN SITU URANIUM LE AC HI NO PROJECT 


BOO027O447 Requests reply to 791026 synopsis re status of R4D in situ 
project 4 review of fee amend designation of fee aeiessment 
Also requests renewal schedule for License SUA-1223 Final 
decommissioning is all that remains to close out project 
LARBON, T L Union Oil Co of California 00/03/31 2pp 


6008060405 Forwards License SUA-1223, entirely revised 4 renewed for 
2-yr term expiring on 620731 4 safety evaluation Licensee 
must issue comprehensive rept re site status 4, groundwater 
sampling within 90 days 

SCARANQ, R A Uranium Recovery Licensing Branch 00/07/09 ip 


— 8008060406 License 5UA- 1223, author! » ing establishment of final 
restoration 4< reclamation plans for test sites which will 
allow termination of license 

SCARANO, R A Uranium Recovery Licensing Branch 80/07/09 2pp 


— 8008060409 Reviews addendum to synopsis of research in situ U leaching 
project in support of 800129 license renewal request License 
SUA-1223 should be renewed to permit initiation of final 
site restoration program 

EADIE, 0 0 , RQTHFLEISCH, J , MILLER, H J Uranium Recovery Licensing 
Branch 80/07/09 6pp 


DOCKET 40-0360 ROCKY MOUNTAIN ENEROY CO 


0009270429 Forwards App D to 0OOS27 fll<D license application, App C < 
providing proposed license area legal description 4, 
replacing original subdivision description, 4 corrections to 
original application submittal text W/o end 
NEUMANN, M R Rocky Mountain Energy Co 80/07/16 3pp 


0008140590 Forwards preliminary water quality data for Pattern IV at 
Nine Mile Lake, per 800717 request 

NEUMANN, M R Rocky Mountain Energy Co 80/07/28 50pp 


8008060279 Forwards semiannual effluent monitoring rept, Jan-June 1980 
8PIELE8, P Rocky Mountain Energy Co 80/07/31 2pp 


— 8009060277 Semiannual effluent monitoring rept, Jan-June 1980 
a Rocky Mountain Energy Co 80/07/31 4pp 



DOCKETED ITEMS 


Q006270327 Forwards corrections to Table 1 1 1 « 0008 1 2 itr Correct mean 
for sulfate values in hlomtOT Hell H-40 is 1223 ng/J Range 
for vanadium tn Well 11-41 is 0 05 mg 1 1 for 1 ou f« 0 7 mg/1 
for high 

NEUMANN, M R Rocky Mountain Energy Co 80/00/15 lp 


30CKE1 40-64 52 DEAR CREEK URANIUM CO 


8006180691 Confirms Amend 8 to License SUA- 1310, permitting heap Leaeh 
test or site 

5CARAN0, R A UTanium Recovery Licensing Branch 80/07/29 Ip 


3008190190 Safety evaluation of amend to License SUA-1310 Concludes 
Issuance mil not constitute undue risk to public health 4 
sarety i, r ec airmen d s approval 

VAUDELL, T , LINEMAN, J J Uranium Recovery Licensing Branch 
80/07/29 2pp 


3000270395 forwards mat! for review re Rocky Mountain Energy license 
request for proposed B-3 pit disposal scheme Draft Itr 
to app I leant, NRC June 1977 FES, Sept 1978 supplemental ER 4 
other documents w/eorment* end H/o one 1 s 

VANDELL. T Uranium Recovery Licensing Branch 00/03/03 2pp 


J0082004II Requests late Sept post-const IE lmsp of lift currently 
being placed on tailings dam Const of lift was authorlied 
by Amend 7 to License SUA-1310 

3CARANQ, ft A Uranium Recovery Licensing Branch 00/08/08 tp 


’OCKET 10-6403 DAY l Z1MHERMANN, INC 


008140227 Forwards IE Bulletin 79-19, "Packaging of Low Level Radwaste 
for Transport 4 Burial " Written response required 
SEVER IT , K V Region 4, Dallas, Office of the Director 79/00/10 

IP 


-8008140264 Advises that response not received to IE Bulletin 79-19, 
"Packaging or Low Level Radwaste for Transport & Burial “ 
SEYFRIT,K V Region 4, Dallas, Office of the Director 79/11/01 
*P 


-0009140267 Responds to IE Bulletin 79-19, "Packaging o-f Lou Level 
Radwaste fur Transport 6 Burial ' No radwaste generated 
SPEAR. R H Day U Zimmerman. Ire 79/09/17 lp 


3CKET 40-0502 IRIGARAY MINE, WYQM1NQ MI NINO CORP 


108070499 Older terminating 600421 show cause order & modifying 
License SUA-1341 re production of U from ore tone of 
previously mined well fields L. requiring further 
d jcuii tanunat i on of uncontrolled shallow tone eicursions 
MARTIN, J B Division of Waste Management 80/03/23 7pp 


100050059 Forwards order modifying license (effective imrned la t e ly i 4 
terminating show cause order ll/o end 

* Office of Nuclear Material Safety 4. Safeguards 00/05/28 lp 


0008050061 Forwards order modifying license leffectWe immediately) U 
terminating show cause order W/o end 

* Office of Nuclear Material Safety 4 Safeguards 80/03/23 tp 


8008050062 Forwards order modifying license (effective immediately) J, 
terminating shew cause order W/o end 

* Office of Nuclear Material Safety h Safeguards 80/03/28 lp 


0008050066 Foruards order modifying license (effective immediately) tc 
terminating show cause order W Jo end 

* Office of Nuclear Material Safety 4 Safeguards 0O/O9/2B Ip 


J72S0402 Forwards summary reft through 000602 of groundwater 
restoration in alternate liiiviant well E Significant 
irogreis achieveif Also forwards program far controlling 
.hallow ions excursions in Production Units 4 !< 3 
fICHERS, D L Wyoming Mineral Carp 30/06/23 22pp 


1007280405 "Location of Shallow Zone, Unit I Sand 4 Mater Tab J e, Mon l tor 
Well* ” 

* Wyoming Mineral Corp 80/06/23 ip 


8320675 Requests sampling of shallow sand monitor wells to analyze 
or annonia, total nitrogen, U i chloride Sampling should be 
nitiateef on all recently drilled shallow research or 
lagnostic wells on, at 1 east, b i week 1 y basis 
3RR0M, D Wyoming, State of 80/06/24 Ip 


8000010293 Orants eitension until 800823 for deadline set far Condition 
ll in State of WV Ltr of 000604 approves expansion into 
Production Unit 6 Memo specifying tuio provisions of MY 
Environ Quality u/which permit is not in compliance encl 
ACKERMAN, W C , HULOURT, M Wyoming, State of 00/06/26 2pp 


0009010297 Submits dates % values for excursion in production lone 
Monitor Well M-22 End data sheets on surrounding trench 
walls do not indicate or confirm widespread movement of 
production xone liiiviant outside well field 
MORROW, D Wyoming. State of 80/07/03 iOpp 


8000070212 Confirms 600613 discussions re conditions for proceeding 
w/Production Unit 6 operations Twelve conditions are 
outlined including addl programs to verify integrity of 
wel 1 f l e 1 d area 

TIEPEL, E W Wyoming Mineral Corp 00/07/07 4pp 


8000060097 Notice of vi o 1 at i on, is sued to WV Mineral Corp, from insp on 
800630 & 0700 

ACKERMAN, W C Wyoming, State of 80/07/14 lp 


B00812063S Requests permission to discharge, to surface, water pumped 
from shallow monitor tone during shallow tone control/ 
cleanup program Water pumped will be routed to central 
temporary pipeline Related documen ta t ion ene 1 
WICHERS, □ L Wyoming Mineral Corp 80/07/14 0pp 


8000010082 Requests response to encl questions 4 comments re NRC 
review of B00116 revision to “Irigaray Mines Units 6 Si 7 
Baseline Hydrology Rept," submitted 000623 Alto requests 
revised rept on Unit 6, no later than 000725 

SCARAN0, R A Uranium Recovery Licensing Branch BO/07/15 Spp 


8008120641 Forwards WV Dept of Environ Quality insp rept on 800630 
Up-to-date mine plan map should be submitted showing all 
roads, ponds, bldgs 4 facilities 
MORROW. D Wyoming, State of BO/07/16 6pp 


8008190679 Advises of shallow tone sicuril om in three Irigaray wells 
since 000401 Pumping must be ceased by B00806 in order to 
control vertical excursions after which weekly sampling 
program must be Implemented 

HULDURT, M Hydrolngy Meteorology Branch 00/07/16 4pp 


0008070464 Discusses new air drilled holes, cased in approx vicinity of 
original holes, dri 1 led to comply w/ltem B of NRC 800323 
order Comparison of air drilled hole data w/enct bassline 
data from new wells indicates some differences 
WICHERS, D L Wyoming Mineral Corp 80/07/17 3pp 


800B150238 Forwards info requested in 800626 ltr re contaminants found 
leading to suspension of production activities NRC 800421 
order to show cause 6 000523 order modifying license encl 
SCARANO, [1 A Uranium Recovery Licensing Branch 80/07/81 ip 


BOO014O15O Summary of B00616 meeting w/vendor in Silver Spring, MD re 
license renewal 4 recovery operations 

KAUFMANN, R S Uranium Recovery Licensing Branch 80/07/23 Spp 


8008120304 Forwards responses to NRC questions re Tevised 000116 
Irigaray Mine Units 647 baseline water quality 4 hydrology 
rept Expedient review 4 authorization to proceed w/ 
operations requested 

TIEPEL, E W Wyoming Mineral Corp 80/07/30 20pp 


8008260720 Forwards photo re project site, in response to NRC 800630 
request 

MULLER. K Wyoming, State of 00/00/07 lp 


0008130061 Forwards semiannual effluent maniroring rept for Jan-June 
1980 4 performance test of yellowcake caleiner scrubber 
CORCORAN, M Wyoming Mineral Corp 00/08/11 Spp 


— 8000130062 Semiannual effluent monitoring rep t, Jan-June 1990 6 
P er forma nee test of gel 1 owe a k o caleiner scrubber 
* Wyoming Mineral Corp 80/08/11 2pp 


DOCKET 40-8544 RMI CO 


8008060131 Informs of Amend 3 to License XU-8342, increasing amount of 
matl auihorued 1 eitending expiration date until 82E001 
License XU-9503 has been cancelled 

HEMBY.E □ Office of International Programs, Director 00/07/29, 
lp 
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--800B060J35 Forwards Amend 3 to application for license to export source 
mat! to Canada 

SCHAEFFER, M R RMI Co . RMI Titanium 80/07/07 lp 


— 0009060139 Amend 3 to application by RMI Co for license to export, 
increasing amount to 90,100 kg U contained in 90,800 kg 
depleted U t extending expiration date until 821001 
SCHAEFFER, M R RMI Co . RMI Titanium 80/07/07 2pp 


DOCKET 40-9550 HOLMES 4. NARVER, INC 


8009140222 Forwards IE Bulletin 79-19, "Packaging of Low, Level Radwaste 
for Transport 4, Burial 1 Written response required 
SEVFRIT, K V Region 4, Dallas, Office of the Director 79/08/10 
lp 


— 800B140259 Requests response to IE Bulletin 79-19 Followup reminder to 
790BIO Itr 

SEYFR IT, K V Region 4, Dallas. Office of the Director 79/11/01 
IP 


— B0O8140262 Responds to IE Bulletin 79-19 re packaging 4. disposal of low 
level radwaste Tailings ?< contaminated equipment transported 
hg ore supplier to disposal area 
DUCEY.F 0 Holmes 4 Narver, Inc 79/11/19 lp 


DOCKET 40-8580 AIR FORCE, DEPT OF 


0009100299 Forwards IE Bulletin 79-19, "Packaging of Lou Level Raduaste 
for Transpoit 4, Burial " Written response required 
SEYFR IT, K V Region 4, Dallas, Office of the Director 79/00/10 
lp 


—8008190329 Advises that i esponse nqt received to IE Bulletin 79-t9, 
“Packaging of Low Level Raduaste for Transport It Durial " 
EEYFRIT.K V Region 4, Dallas, Office of the Director 79/11/01 
lp 


— 8008100360 Responds to IE Bulletin 79-19 re packaging It disposal of low 
level raduaste Three sh ipment s, c onta ining 2 49 mCi depleted 
U-23B, made Jan 1970- Jan 1979 

HIG0IW8, D D Air Force, Dept of 79/11/19 lp 


DOCKET 40-8583 AIR FORCE, DEPT OF 


800B180309 Forwards IE Bulletin 79-19, “Packaging of Lou Level Radwaste 
for Transport 4, Burial 11 Written response required 
6EYFRIT.K V Region 4, Dallas, Office of the Director 79/08/10 
lp 


— 900B1S0D83 Responds to IE Bulletin 79-19 re packaging 4, disposal of low 
level radwaste No raduaste generated 

FRAA9S, R 0 U8AF Academy Hasp Colorado 79/10/18 lp 


DOCKET 40-8584 UNION 76 MINERALS EXPLORATION CO 


8008280525 Forwards annual revision of reclamation bond uliich includes 
decommissioning mill site 4< tailings dam reclamation 
Summary costs breakdown end 

ACOSTA, A P Union 76 Minerals Exploration Co 80/06/19 7pp 


8008010303 Forwards QA program for urine specimens Requests approval 
ACOSTA, A P Union 76 Minerals Exploration Co 80/07/24 Ip 


— BQ08010306 OA program for urine specimens 

■e Union 76 Minerals Exploration Co 80/07/24 5pp 


0008180052 Revises 800914 notification re mill start-up schedule, Due to 
const delays, start-up will occur by 800910 

ACOSTA, A P Union 76 Minerals Exploration Co 00/07/24 lp 


8008010297 Forwards Table 2 of application for permit to (nine. 
"Estimate of Cost of First Yr of Rec tarnation, " re License 
SUA-13S0, Condition 17 

ACOSTA, A P Union 76 Minerals Exploration Co 80/07/28 2pp 


DOCKET 40-0586 KERR-NCGEE CQRP 


8008260673 Forwards IF Bulletin 79-19, ’Packaging of Low Level Radwasto 
for Transport 4 Burial " Written response required 

SEYFRIT.K V Region 4. Dallas, Office or the Director 79/00/10 
1 P 


— 80082607)5 Responds to IE Bulletin 79-19 re packaging t disposal of low 
level radwaste No low level radwaste shipped during Jan 1978 
to June 1979 

SHELLEY. W J Kerr-McGe e Corp 79/09/20 lp 


— 8008260710 Responds to IE Bulletin 79-19 re packaging 4 disposal of low 
level radwaste No low level radwaste shipped during Jan 1979 
to June 1979 

5HELLEY, W J Herr-ilcGee Corp 79/09/30 lp 


DOCKET 40-8592 AIR FORCE, DEPT Of 


8OOBOBQO70 Requests info re licensing exemption for storage 4, handling 
of depleted U in form of ponetrators assembled into 
anrtiunl ti on 

RASMUSSEN, JM Air Force, Dept of 90/07/02 lp 


DOCKET 40-8602 UNITED NUCLEAR CQRP 


8009060361 Forwards "United Nuclear Corp Preop Bra t lona 1 Radiological 
Environ Monitoring Program, Oct 1977-June 1980 “ Remaining 
essential program elements conducted 4 samples being 
anal g ted Results to be submitted in Jan 1981 rept 
WOLFF, C E United Nuclear Corp 80/07/31 2pp 


— 8009060363 “United Nuclear Corp Preopera 1 1 ona 1 Radiological Environ 
Monitoring Program,Oct 1979-June 1900 “ Ovorstia drawing 
in Central Files only 

a United Nuclear Corp 80/07/31 I75pp 


0009010205 Amend 1 to License SUA-13S6, ex tend ing submittal date for 
operational insp 6 surveillance program for mill tailings 
embankment retention sys 4< dijeharge/decant ty» 

SCARANO.R A Uranium Recovery Licensing Branch 60/02/22 tp 


9008010294 Advises of rescheduling of development at Morton Ranch 
Project, effective 800702 Certain phases of operation will be 
deferred approx 24 months Mill startup now scheduled for Oct 
1984 Press release end 

WOLFF, C £ United Nuclear Corp 80/07/02 2pp 


3008210132 Forwards revised forecast of future activities re Source 
Matl License SUA-1356 Circumstances have necessitated 
submittal bo tentatively changed to June 198) 

WOLFF, C E United Nuclear Corp 80/07/22 2pp 


DOCKET 40-B6I1 AIR FORCE, DEPT OF, HILL AFB.UT 


9008140232 Forwards IE Bulletin 79 19, "Packaging of Low Level Radwaste 
for Transport 4 Burial “ Written response required 
SEYFR I T. K V Region 4, Dallas, Office of the Director 79/08/iO 
lp 


— B003I40274 Responds to IE Rullettn 79-19, "Packaging of Low Level 
Radwaste for Transport 4, Burial ' Two shipments of 5 0 uCi 
radwaste made during Jan 1978-June 1979 
DRAKE, II H Air Force, Dept of 79/09/26 2pp 


DC1CKCT 40-0632 ARMY, DEPT OF 


8000080035 Discusses IE insp of License SUC-I308 on 800323 No 
noncompliance noted Major areas inspected plans for future 
activities authorized by license License presently Inactive 
KINNEMAN, J D Region 1, Philadelphia. Fuel Facility 4 Materials 
Safety Branch 80/06/30 lp 


DOCKET 40-0672 AIR FORCE, DEPT OF, HILL AFB.UT 


800B140230 Forwards IC Bulletin 79-19, Packaging of Lou, Level Radwaste 
for Transport k Burial “ Written response required 
BEYFRIT, K V Region 4, Dallas, Office of the Director 79/08/10 
lp 
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— B03S140272 Respond* to IE Bulletin 79-19, "Packaging of Lou Level 
Raduaste for Transport 4, Burial " Two shipments of 5 0 mC l 
radiuaste made during Jan 1978-June 1979 
DRAKE. H 11 Air Force, Bopt of 79/09/26 2pp 


DOCKET 40-0481 ENBRQY FUELS NUCLEAR, INC 


BOQB0BO425 Confirms 900619 telcon. re archaeological studies t, discusses 
B0061S meeting w/State of UT 1 i c ensee. Piano Archeological 
Consultants 6 Interagency Archeological Svc s in Blending, UT 
re effect of changing contractors on continuity of studies 
RUDY, J R Inter i or , Dep t of 00706/23 3pp 


9008140119 Forwards IE Circular BO-14. "Radioactive Contamination of 
Plant Demineral i i ed Water Sys * Resultant Internal 
Con tami nat l on of Personnel " No response required 
SEYFRIT.K V Region 4, Dallas, Office of the Director BO/06/24 
Ip 


6008070469 Advises that Energy Fuels Nuclear B00612 1 tr of credit meets 
NRC reclamation & tf ecommi s s 1 oning surety requirements 
Recommends action to complete subj 

LINEMAN, J J Uranium Recovery Licensing Branch 00/06/30 Ip 


— -8003070+71 Forwards Republic Natl Bank of Dallas ltr of credit re 
reclamation surety & amend Requests acknowledgement of 
receipt 

OLAS 1ER, 0 E Energy Fuels Nuclear, Inc 00/06/12 3pp 


— 8003070 + 75 Advises that Ltr of Credit PM 3050-03 has been issued 
MILLER. D 0 Republic National Bank of Dallas 80/05/16 Ip 


— 8009070+79 Forwards irrevocable Ltr of Credit PM 3050-03 for Energy 
Fuels Nuc 1 ear , Inc. c i 1 1 ng NRC as beneficiary Signed by RA 
Scarano to ack receipt 

MILLER, D D Republic National Bank of Dallas 80/05/16 Ip 


— 8008070489 Forwards Amend PM3050-03A to Energy Fuels Nuclear, Inc ltr of 
credit Signed by RA Scarano to ack receipt 

PAPPAS, K Republic National Bank of Dallas 80/06/02 Ip 


8008210245 Responds to NRC 800716 ltr requesting payment to support 
work on amend fur relief from License Conditions 41 & 47 of 
License 9UA-135B Request for amend withdrawn 
BAKER, C E Energy Fuels Nuclear, Inc 90/07/21 Ip 


— 8008210253 Forwards NRC 000606 ltr requesting fee for 800523 amend ta 
License SJA-J359 for relief from License Conditions 41 t, 47 
Fee should be paid within 15 days 

WEISS, Q License Fee Management Branch 80/07/16 lp 


8008130054 Advises that senior project engineer will respond to NRC 
800730 request for info re preoperatlona 1 insps Presence of 
independent engineer during linear installation on Cell 2 h 
sand drain records for Embankment 2 will be documented 
BAKER. C E Energy Fuels Nuclear. Inc 80/00/01 lp 


8008210141 Forwards requested mat! in response to B00BO5 telcon re 
monitoring program, Wh i te Mesa archeo 1 og ica 1 project 
BAKER, C E Energy Fuels Nuclear, Inc 80/08/07 lp 


--800B210146 Forwards revised pages for insertion into White Mesa source 
fflfltl license app I ica t i on. D 'Appoloni a ltr rept re clay 16 
permeability 4- other properties 6 UT 01c of State History 
ltr/proposa 1 re memorandum of agreement 
BAKER, C E Energy Fuel* Nuclear, Inc 79/06/27 4pp 


108270020 Safety evaluation re Amend 4 to License SUA-1350 requiring 
documentation that owners of lands used for tailings 
disposal be subj to perpetual NRC license prohibiting 
disruption of tailings 

OiLLEN. D rt , LINEMAN, J J Uranium Recovery Licensing Branch 
80/08/12 3pp 


30S270205 Amend 4 to Source tlatl License SUA— 13S8 revising Conditions 
28 ic 29 Licensee shall submit documentation showing that 
current ouner or subsquent owners uitl bo made aware that 
land is being used for radwaste disposal 

SCARANO. R rt Uranium Recovery Licensing Branch 80/08/12 2pp 


AQCKET 40-368+ J {, P CORP 


031B02B7 Forwards IE Bulletin 79-19, "Packaging of Low Level Radwaste 
for Transport & Burial " Written response required 
SEYFRIT.K V Region 4, Balias, Office of the Director 
IP 


— BOOS 180326 Advises that response to IE Bulletin 79-19, "Packaging of 
Low Level Radwaste for Transport 5, Burial," ha* not been 
received 

SEYFRIT.K V Region 4, Dallas, Office of bhe Director 79/ll/0i 
Ip 


--8008180346 Responds to IE Bulletin 79-19 re packaging 6 disposal of low 
level radwaste No low level radwaste generated 
BELINO. D C J & P Corp 79/08/14 lp 


--8006180478 Responds to 791101 ltr reminding liceneee to respond to IE 
Bulletin 79-19 Response sent 790014 
BELINO, DC J & P Corp 79/11/05 ip 


DOCKET 40-0692 COTTER CORP 


8000140025 Forwards application for amend of Source Mat! License 
SUA- 1370 

SMITH, TC Cotter Corp 80/06/26 2pp 


— 0009140030 Application for amend of Source Matl License SUA-1370 
authorising TC Smith to use i/or supervise use of U in any 
form to test recovery efficiency of thin layer acid leach 
process 

SMITH. T C Cotter Corp 30/06/26 36pp 


8008270609 Forwards documents re NRC actions concerning project 
including license amend in response to 800626 application 
W/o enc 1 

R0THFLEI3CH, J E Uranium Recovery Licensing Branch 00/00/15 ip 


DOCKET 40-8697 ROCKY MOUNTAIN ENEROY CO 


8009270109 Forwards Addendum 1 to 600423 amend request re License 
SUA- 1 338 

IWANICKI.R E Rocky Mountain Energy Co 80/07/29 2pp 


— 80082701 15 Addendum i to 000423 amend request re License SUA-1338 
Includes baseline data for Pattern 2 water quality prior Id 
min i ng, d escrip tion of Pattern 2 geology t, update of Pattern 
l restoration progress through 800716 
* Rocky Mountain Energy Co 80/07/25 7pp 


8000130022 3a fety/environ evaluation of request for license amend to 
authorlie use of carbonate llriviant in test facility 
Approval of amend is recommended subj bo revision fc addition 
of license conditions 

nOTHFLEISCH, J , MILLER, H J Uranium Recovery Licensing Branch 
60/07/30 5pp, 


8006130025 Forwards amended conditions of Source Material License BUA- 
1330, author i i ing U recovery from pregnant llilviant Overall 
effect of amend is to authorlie use of carbonate/bicarbonate 
llxlvlefit in Test Pattern 2 

SCARANO, R A Uranium Recovery Licensing Branch 60/07/30 3pp 


9008030401 Forwards tables comprising quarterly rept for Apr-June 1990 
Restoration continued on Pattern I. work continues on mad of 
plant for Pattern II carbonate test Air quality data & 
groundwater surveillance demonstrate no environ impact, 

SP TELES, P Rocky Mountain Energy Co 80/07/31 2pp 


— 8009030407 "Quarterly Rept. Apr-June I960 " 

» Rocky Mountain Energy Co 00/07/31 6pp 


0008130065 Forwards quarterly rapt on air quality data & groundwater 
surve i 1 lanco for Apr-June 1900 Restoration continued on 
Pattern 1 Water treatment circuit installed to produce new 
neutral ph water for reinjection 

9PIELES, p Rocky Mountain Energy Co 80/07/31 2pp 


— 0 DOB l 3 0069 Quarterly rapt on air quality data U groundwater 
surveillance far Api — June 1900 

8P1ELES.P Rocky Mountain Energy Co 00/07/31 0pp 


8006270191 Forwards response to request for info re Pattern II monitor 
wells Response consists of data obtained from basellna 
samples & results of statistical analyses used to calculate 
upper control limits 

IWANICKI.R, £ Rocky Mountain Energy Co 00/09/01 225pp 


79/08/10 
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DOCKET 40-8698 PLATEAU RESOURCES, LTD 


8008140115 Forward* IE Circular 60-14, "Radioactive Contamination of 
Plant Demineral i led Water By* L Resultant Internal 
Contamination of Personnel " No response required 
SEYFRIT.K V Region 4, Dallas, Office of the Director 00/06/34 
IP 


£3003060142 Forward* application for Amend 3 to License 8UA-1371, 
revising referenced source documents, chang ing U oxide 
production author i lat ion, mak Ing orgoni rat ional changes S, 
changing method for determining concentration of Rn-822 
HEAD, WJ Plateau Resources, Ltd 80/06/26 2pp 


— 8008060147 Application for Amend 3 to License SUA-1371, revis ing 
referenced source documents, changing U oxide production 
authorization, mating organi rational changes 6 changing 
method for determining concentration of Rn-282 
* Plateau Resources, Ltd 80/06/26 107pp 


SOCKET 40-0714 CLEVELAND CLIFFS IRON CD 


8008270397 Discusses fourth hydrologic review of leach field 
application Leach field was approved on 80042S w/conditlons 
on use to be sat at later date 

HUUUfiT, M ClevaUnd-Cliffs Iron Co 60/07/15 3pp 


8008270434 Informs that Collins Draw leach field application 
conditionally approved on 800425, pend ing satisfaction of 
conditions re baseline sediment quality & moisture block & 
suction cup monitoring programs within 30 days 
MORROW, D Wyoming, State of 80/07/21 2pp 


DOCKET 40-0727 KERR-MCOEE NUCLEAR CORP 


B0QE30 i 0063 Notifies that end Source tt Byproduct Matl License BUA-1370 
has been issued to Kerr-McOee Nuclear Corp, effective 800400 
Transfers responsibility for case U/o end license, 
supporting EIA t< transmittal Itr 

HILLER, H J Uranium Recovery Licensing Branch 80/06/27 Ip 


8008080442 Advises that licensee is in noncompliance w/License 
8UA- 1 376, Cund t tl on 16. requiring submittal, by 60060B,of 
contingency plan describing corrective actions in case of 
of solar evaporation pond failures Amend request required 
LINEHANiJ J Uranium Recovery Licensing Branch 80/07/10 ip 


DOCKET 40-B72B TETON EXPLORATION DRILLING CO , INC 


800820003? Submits quarterly rapt for Apr-June 1980 
RIEGER, 6 H United Nuclear Corp 00/07/09 93pp 


©008200406 Safety evaluation re hydrologic monitoring of Ft&D in situ 
project Indications of fluid communication between adjacent 
aquifers or early warning of vertical excursions 
inconclusive Recommends procedures for future tests 
KAUFHANN, R S , ROTHFLEISCH, J E, MILLER, H J Uranium Recovery 
Licensing Branch 80/00/05 2pp 


8008150444 Forwards pre-injection “Packer Test Rapt for Initial Hells 
for Pattern 2 of ti Well Field Area," for License SUA-1373 
HERL1MY, D Teton Exploration Drilling Co , Inc 80/03/07 lp 


— 8008150446 "Packer Test Rept for Initial Wells for Pattern 2 of M Well 
Field Area “ 

* Teton Exploration Drilling Co , Inc 80/0B/07 tOpp 


DOCKET 40-8743 CONOCO 


8008220307 Environ rept for facility 

a COHOCO, Inc (Continential Oil Co !, 00/07/31 650pp 


—8000220310 Application for source matl license authorizing U milling 
activities 

0UIOLEY, T W CONOCO, Inc (Continential Oil Co ) 00/07/31 

400pp 


DOCKET 40-B745 DOLE PETROLEUM 


5008060039 Discusses review of DES Project has not changed appreciably 
from environ rept Activity would be authorned under 
na t l onwlde pcrmi t 

VELEHRADSKY, J Army, Dept of, Corps of Engineers 80/06/30 lp 


8003140592 Requests e < tBns i on, unt 1 1 800901, for submittal of comments on 
NUHE8-0687, DES on Bison Basin in situ U mining it recovery 
project 

WAGNER, P Environmental Protection Agency 80/07/14 lp 


8008270049 Comments on DES, citing major deficiencies such as lack of 
attention to effects on migiator antelope 6 other wildlife, 
lack of pro-operational monitoring h failure to justify 
foreclosure of "no action" alternative 

DANIELSON, L J National Wildlife Federation 00/07/16 2ipp 


8008130240 Comments on DCS for Bison Basin Pro ject. Fremont County, WY 
In event water is found In standpipes of leak detection syt, 
sampling frequency of monitoring wells should be increased 
until water is no longer found 

L I SELLA, F S HHS, Dept of, US Public Health Service 80/07/21 
»P 


8009130197 Comment* on DES for Bison Basin Project in Fremont County. 
WV Principle concern stems from possible presence of 
endangered it threatened species Biological assessments on 
bald eagle t< black-footed ferret should be prepared 
RATHEL3BER0ER Interior, Dept of B0/07/23 3pp 


6008270314 Submits addl info re DES an operation of Bison Basin 
project No environ impacts associated w/Shoshone flat! Forest 
will be felt Employment 6 subsequent cultural or economic 
impacts relatively small 

RUPP, C M Agriculture, Dept of, Forest Service 00/07/29 lp 


8008050329 Forwards geophysical logs requested during 800729 meeting 
Requests log be handled in confidential manner W/o enct 
CATCHPOLE.O J Ogle Potroleum, Inc 80/07/31 Ip 


80QB1B0051 Forwards Natl Oceanic b Atmospheric Adnun i s tration comment* 
on DES for facility Geodetic control survey monuments may 
be located in proposed project area 
MIKIiff T Commerce, Dep t of 00/07/31 2fpp 


8008200035 Forwards comments on NUREQ-0607, draft EIS on mining project 
NflC procedures for calculating radiological impacts Ignore 
long-term effects of operations App commenting on NUHE0-0332 
enc 1 

LOCHSTET, W A Pennsylvania State Univ 00/08/03 I9pp 


8OO818O047 Responds to 800609 itr re DES for project Offers no comments 
b raises no objection to rept 
ZEIDEL.TR Justice, Dept of 80/08/04 lp 


80OB27Q016 Forwards comments r® DES fc proposed Itr of approval 
FRANCIS, E Wyoming, State of 80/08/04 9pp 


8008180152 Forwards Natl Wildlife Federation 800718 Itr re DES Requeste 
rasponse in sufficient detail to permit direct inclusion in 
FES W/o end 1 

ROTHFLEISCH, J Uranium Recovery Licensing Branch 80/08/05 lp 


800S120S88 Forwards hydrogeoiog ic info re source matl license 
app I i ca tion, per NRG request during 800729 meeting 
CATCHPOLE.O J Ogle Petroleum. Inc 80/08/06 2pp 


DOCKET 40-87S2 PINAL MINERALS i. MiNIWO, LTO 


8008120636 Requests immediate »n»p of Pinal heap leaching in A2 
SCARANO.R A Uranium Recovery Licensing Branch 80/07/18 lp 


DOCKET 40-8771 NUCLEAR ASSURANCE CORP 


8008150241 Notifies of acceptability of application for source matl 
1 icense 

ROTHFLEISCH, J Uranium Recovery Licensing Branch 80/07/17 ip 
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DOCKET 40-8778 TETON EXPLORATION DRILLING CO • INC 


8008030369 Submits iicond quarterly rept for pilot in situ 0 mining 
operation Rept covers 600001-0630 Radiation levels are 
within sate ranges No leach solutions excursions 
eipoTi speed 

RIEGER, S N Teton Exploration Drilling Co . Inc 60/07709 9 2pp 


DOMESTIC LICENSING OF PRODUCTION AND UTILIZATION FACILITIES 

DOCKET 50 '2 UNI 9 OF MICHIGAN RESEARCH REACTOR 


P Operating license stage documents L correspondence 


■80QBQ5033S Application to amend License R-28, author 1 1 mg 29 kg of 
U-235 Table I re chemical composition of aluminum alloys 
used in fuel element mfg Bncl 
KERR, 11 Michigan. Un l v of B0/07/26 3pp 


DOCKET 50-3 INDIAN POINT STATION, UNIT I 


F Security, medical, emergency tt tire protection plans 


BQ0B2SO741 Notifies that Health Physics Network telephone sys has been 
i ns ta i 1 ?d, l in V 1 ng site health physics personnel w/NRC & 
regional ofes Notwor k , ac 1 1 va te d in emergency, i s restricted lc 
should be used only when other communications out of sve 
GRIER, B H Region I, Philadelphia, Office of the Director 
B0/04/24 2pp 


000520006 9 Notification of 800819,20 L 23 workshops in Valley Forge, PA, 
Chicago, 1L t A 1 1 anta. GA, rasp ev 1 1 ve 1 y , t o solicit public 
comment re NUREG-0696, "Functional Criteria for Emergency 
Response Facilities " 

CRIER, 2 H Region 1, Philadelphia. Office of the Director 
80/09/ 11 2pp 


3000290390 Forwards revised security fcrce training Si qualification 
plan Plan withheld Iref 10CFR2 7901 
ZARAKA5.P Commonwealth Edison Co 80/08/18 Ip 


G Adjudicatory correspondence 


8008060268 Order granting eitension until 800912 for Commission to 
review ALAB-436 4 portions of ALAB-56I Certificate of Sve 
me L 

CltlLKiS J Office of the Secretary of the Commission 90/08/Gt 

3pp 


H General correspondence 


0008130105 Forwards documents In response to EQ0206 Itr expressing 
concerns re emergency preparedness status (c 
responsibilities Explains nature 6 scope of improvements 
currently in progress 

GRIMES. B K Emergency Preparedness Program Office 80/07/07 3pp 


1 Financial information 


BQ0G06G292 Forward* secondary financial projection for Aug 1900-Jul 
1931 

ZARAKA3.P Consol ideted Ediscn Co of New York 80/07/31 2pp 


P Operating license stage documents it correspondence 


6008060358 Forwards errata sheets correcting errors in five add] TMI-3 
related requirements submitted by 800507 ltr Items involved 
are II K 3 25, II K 29 t 1 1 K 3 44 8vc I 1st* end 
EiSENHWT. D C Division of Licensing 80/06/09 69pp 


9000060024 Forwards FR notice re 800714-1/ regional meetings to address 
portion of Commission 800523 memorandum 6 order describing 
requirements or environ qualification of electrical 
equipment installed in safety sys 

EISENttdT, D C Division of Licensing 80/06/30 lp 


--B008060189 Notice gf 800714-17 regional meetings to address portion of 
Commission 800923 it, enorand urn t order describing requirements 
of envii on qualification of electrical equipment installed 
in safety sys Eve lists one 1 

ElSENHUr.il G Division of Licensing 80/06/27 U7pp 


o Inspection reports, IE Bulletins 4 correspondence 


0008010137 Responds to IE Bulletin 00-08. "Examination qf Containment 
Liner Penetration Welds " All Unit 3 penetrations designed «. 
fabricated to provide dual barrier to prevent potential 
c onta inrnent atmosphere leakage 

ZARAHAS, P Consolidated Edison Co of New York 00/07/07 4pp 


8008070519 Forwards IE Circular 00-17. “Fuel Pin Damage Duo to Water 
Jet From Baffle Plate Corner " No written response required 
CRIER, B H Region 1, Philadelphia, Office of the Director 
00/07/23 ip 


8008230103 Forwards IE Qulletin 80-18. "Maint of Adequate Min Flow 
Through Centrifugal Charging Pumps Following Secondary Bide 
High Energy Line Rupture " Action required 
GRIER, B N Region 1, Philadelphia, Office of tho Director 
80/07/24 lp 


8008070421 Forwards suppl to IE Info Notice 90-06, "Notification of 
Significant Events at Operating Power Reactor Facilities " 

No written response required 

CRIER, B H Region 1, Ph i lade 1 ph i a, Office of the Director 
80/07/29 tp 


8008140559 Forwards IE Bulletin 80-20, "Failures of Westinghouse Type 
W-2 Spring Return to Neutral Control Switches " Requests 
info re estimate of manpower associated w/corrective 
actions needed after identifying problem 

ORIER.BH Region 1, Philadelphia, Office of the Director 
00/07/31 lp 


8008100001 Forwards IE Bulletin SO-IV, "Failures of Mercury-Wetted 
Matrix Relays in Reactor Protective Sy s of Operating Nuclear 
Power Plants Designed by Combustion Engineering " Action 
required by facilities w/CL» or CPs 

GRIER, DH Region 1, Philadelphia, Office of the Director 
00/07/31 1 p 


8009250097 Fonuards IE Info Notice 00-29, "Broken Stud* on Terry 
Turbine Steam Inlet Flange *' No specific action or response^ 
reques ted 

CRIER, D H Region 1, Ph i 1 adel P h la. Office of the Director 
00/00/07 lp 


R Periodic operating reports 4, related correspondence 


8009180490 Forwards data specified in Section 401 Cor t 1 f icat ion for 
Jul 1980 

MONTI, W A Consolidated Edison Co of New Vork 80/00/10 18pp 


8008200339 Forwards raw data on daily record of fish collections for 
Jul I960 Unit I circulators were shut down for entire month 
Unit 3 was not operated from 800710 to 000729 8ite 
impingement exceeded 10,000 flsh/day for 900708 to 800715 
BARAKAS, P Consolidated Edison Co of New York 80/00/15 lp 


— 8008200341 Raw data on daily record of fish collection* for Jul 19B0 
a Consolidated Edison Co of New York 00/00/13 4pp 


DOCKET SO-5 PENNSYLVANIA STATE UN IV RESEARCH REACTOR 


F Security, medical, emergency 4 fire protection plans 


8008130607 Requests correction to 600725 cover ltr for physical 
security plan Docket number should be 50-5 
MCMASTER, I 0 Pennsylvania State Univ 00/08/07 lp 


S Reportable occurrences, LEO* 4 related correspondence 


8008050100 RQ on 8007 1 7, rca c tor loaded w/fuel to give excess reactivity 
of approx 4/ 66 Mas excess allowed by Tech Specs is $7 00 
Caused by movement of regulating rod which was left out of 
calibr Sis fuel elements were removed 

CUNNINGHAM, ft 0 Pennsylvania State Uhtv 80/08/01 3pp 


DOCKET 30-10 DRESDEN NUCLEAR POWER STATION, UNIT 1 


D NBC Qraft/Finnl Environmental Statements, supple 4 correspondence 


8008010019 Comment* on DES re chemical decontamination at facility 
Safe disposal of waste must be resolved Extension of 
deadline for comments urged te allow meaningful public 
part le ipation 

MCCULLOUGH, E R McCullough, E R 80/07/18 3pp 
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6008090007 Submit,* comments re DES. NJREG-0606 on chemical 
decontamination at plant NRC 4 nuclear industry should bo 
obliged to disclose chemical composition of NS-l to public 
GOIOOt C Pollution Environmental Problem* Q0/07/1S Ip 


6008090010 Submits comments on DES re primary cooling sys chemical 
decontamination at facility 

SCOTT. W J Illinois, State of 00/07/18 5pp 


800B0400B7 Submits questions fy comments on DES re primary cooling sys 
chemical decontamination which would enable util to 
immediately shut down fy decommission plant 
FREV, D G Sassafras Audubon Society 80/07/19 3p p 


6000090037 Submits comments re NRC DES for facility decontamination 
Discusses radwaste disposal U addl radiation eiposures of 
d econ t ami nat i on per*onnel Suggests later exposure studies be 
investigated & further attention given to shutdown 
MEYER, C Affiliation Unknown 00/07/19 lp 


800&090020 Comments or DES re primary cooling sys chemical 
d econ tamina t ion Insufficient data provided for stand alone 
definition Impact of disposal not directly addressed Burial 
site data should be included decontamination ignored 
KEMP INERB, W L Illinois, State of 80/07/31 3pp 


8000050041 Advises that DES has been reviewed Mo comment 
MCCULLY, D W Army, Dept of 80/07/25 lp 


F Security, medical, emergency t- fire protection plans 


0000120432 Advises of inability to submit security plan revisions until 
800811 Overall program review schedule will not be affected 
PEGPLC 8 , D L Commonwealth Edison Co 80/07/31 ip 


800B050140 Forwards corrigendum i* errata changes for safeguards 
contingency plans, App C Encls withheld (ref 10CFR2 790) 
PE0PLE8. D L Commonwealth Edison Co 80/00/01 lp 


80091401BS Forwards security plan revision <App 01 re guard training 
qualification plan Plan withheld (ref 10CFR2 790) 

ABEL, J 8 Commonwealth Edison Co 80/08/11 lp 


8008270699 Notification of 300819, 30 L 32 workshops in Valley Forge, PA, 
Chicago, 1L it Atlanta, GA« respec tive ly, to solicit public 
comment re NURE0-0696, "Functional Criteria for Emergency 
Response Facilities " 

KEPPLER, J 0 Region 3, Chicago, Office of the Director SO/OB/li 

2 pp 


0008380325 Responds to NRC BQOAil request that util participate in 
study of people-related problems in nuclear safeguards 
Requests review of study questions, personnel to be 
questioned h data usage before util makes commitment 
ABEL, J 8 Commonwealth Edison Co 80/OB/22 lp 


Q Adjudicatory correspondence 


B00B20O214 Response to Administrative Law Judge 800722 memorandum t, 
order Elaborates on NRC position re withholding "objective 
scientific repts" concerning CPC calculations of potential 
doses resulting from open valves IJ/Certif icate of Svc 
BURNS.S 0 Rulemaking l Enforcement Division B0/08/1B tOpp 


'6008200221 Forwards semiannual rept for Jan-June 1974 re leak tests 
Pages 17-16, re 1 evant to Palisades proceeding encl 
ABEL, J 5 Commonwealth Edison Co 74/0B/21 3pp 


H General correspondence 


8009270933 Advises that JS Abel has replaced DL Peoples as uti 
director of nuclear licensing Drganiiation reporting to 
director remains unchanged 

REEO.C Commonwealth Edison Co 80/0B/13 lp 


P Operating license stage documents <c correspondence 


7909170265 Responds to 790625 ltr requesting that EI 6 be prepared prior 
to chemical decontamination As result of petition by K Drey, 
need for impact statement is under review FR notice fc 
response to K Drey encl 

EISENHUT, D 0 Division of Operating Reactors 79/07/23 2pp 


0004090079 Forwards revised Tech Spec it safety evaluation per util 
791114 amend request to facilitate decontamination 
operation 

KNIQHTQN, G W Environmental Evaluation Branch BO/03/24 lp 


--0004 09008 5 Amended Tech Spec for License DPR-2 to facilitate 
dec on tan i na tion operation 

* Environmental Evaluation Branch 80/03/24 5pp 


— 0 00409009 9 Safety evaluation supporting amended Tech Specs for License 
DPR-2, to facilitate decontamination operation 

* Office of Nuclear ReactoT Regulation, Director uO/03/24 3pp 


300806039B Forwards errata sheets correcting errors in five addl TMI-2 
related requirements submitted by 800907 ltr Items involved 
are II h 3 25. I [ K 29 4 II (4 3 44 Svc lists encl 
EfSENHJTjD Q Division of Licensing 80/06/09 69pp 


BOO0O9O239 Foruards Geosciences 3ranch preliminary recommendations re 
site specific spectra for SEP evaluation of seismic design 
adequacy of selected plants Final recommendation will be 
provided in Dec 1900 

JACKSCN, R E Geosciences Branch 80/06/23 37pp 


8000060024 Forwards FR notice re B00714-17 regional meetings to address 
portion or Commission 600533 memorandum 4 order describing 
requirements of environ qualification of electrical 
equipment installed in safety sys 

EISEMHUT, D G Division of Licensing 80/06/30 lp 


— 8008060109 Notice of 800714-17 regional meetings to address portion of 
Commission B00523 memorandum U order describing requirements 
of environ qualification or electrical equipment installed 
in safety sys Svc lists encl 

EISENHUT, D G Division of Licensing B0/06/27 U7pp 


BOOS09OO64 Requests amend to util Tech Specs within 90 days of receipt 
of ltr re scram discharge vol designs for RHR control rod 
drive sys to reduce susceptibility to common cause failures 
Model Tech Specs encl 

EfSEfJHUT, D Q Division of Licensing 80/07/07 Ip 


— 8008050006 Model Tech Specs re control rod operability 
* Division of Licensing 80/07/07 15pp 


800 0060355 Forwards BWR model Tech Specs for NUREO-O570, TMl-2 Lessons 
Learned Category A Items & proposed wording of conditions 
Requests submittal of license amend application, 
incorporating encl specs, within 60 days or receipt 
EI3ENHUT, DO Division of Licensing BO/07/12 2pp 


— 800B060372 OUR model Tech Specs for NUREC-Q57Q, TMI-2 Lessons Learned, 
Category A items re emergency power supply requirement, 
direct indication of valve position & instrumentation for 
inadequate core cooling Svc list encl 
* Division of Licensing 83/07/12 24pp 


B0080500B2 Confirms 000734 telcan re meeting w/operaling BUR licensees 
f, forwards sample ltr of notification 

•HEI 8 HMAN, R F Region 3, Chicago, Reactor Operations Nuclear Support 
Branch 00/07/24 lp 


•0008050088 Conrirms 000724 telcon notification of 000730-31 meeting w/ 
operating BUR licensees in Glen Ellyn, IL to discuss as-built 
scram discharge vol 4 piping Schedule encl 

HEI 8 HMAN 1 R F Region 3, Chicago, Reactor Operations Nuclear 
Support Dranch 00/07/24 4pp 


B008080096 Confirms 800724 telcon notification of B00730-31 meeting w/ 
operating BHR licensees in Glen Ellyn, IL to discuss as-built 
scram discharge vol Sc piping Schedule encl 

HEI 8 HHAN, R F Region 3, Chicago, Reactor Operations Nuclear Support 
Branch 00/07/24 4pp 


0000000090 Forwards points to he addressed in 801231 SEP submittal re 
anchorage 4 support of safety-related electrical equipment 
C RUTCUr I ELD, D Operating Reactors Branch S 00/07/28 5pp 


0000190079 Addl response to FQIA request for five categories of 
documents re decontamination of facility Forwards documents 
1 is ted i n App A 

FELTON. J M Division of Rules and Records S0/O7/30 2pp 


— 80081 900 B5 Forwards trip rept for 000709-10 meeting at facility re 
decontamination solution solidification List of attendees 
enc 1 

JOHNSON, T C Low Level Haste Licensing Branch 80/07/10 9pp 


0003190099 "Radwaste 3 q 1 1 d l f i ca t i on 8 ys - Dresden 1 Chemical Cleaning 
Fac 1 i i ty " 

* Co.-monuea 1 1 h Edison Co 00/07/09 2Qpp 
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--B008 190097 Lists agreements made w/util on 800627 re facility 
solidification test Sample or simulated waste will be 
Subjected to immersion test for 7 days Photographic record 
will establish whether waste decomposes in water 
BISHOP. C J Low Level Waste Licensing Branch 00/07/00 Ip 


— 8008190(0? Discusses d ec onta ml na t i an EIS for facility EIS must he 
modified in order to bB acceptable Trea f nienfc of alternatives 
is Incomplete Alternative decontaoinat i on processes should 
be described Lists add) deficiencies & errors in EIS 
MULLER D R Assistant Director for Environmental Technology 
90/05/21 3pp 


G Inspection reports. IE Bulletins 4. correspondence 


9OO827G024 Notice of violation from insp on 770824-24,30 t, 31 
« Region 3j Chicago. Office of the Director 77/07/14 lp 


GO 00040470 Forwards TE Bulletin 00-17, "Failure of 74 of 109 Control 
Rods to Fully Insert During Scram at 0WR " Written response 
required 

KEPPLEft, J 0 Region 3, Chitago. Office of the Director 00/07/03 

lp 


8CJ0B110O44 Requests submission of plans for seismic evaluation program 
f, justification for continued operation in interim Requests 
program plans by 00071 5, a ba 1 y s i s by 620101 4 necessary mods 
by 830101 Recommendations for site spectra encl 
EISEMH'JT. D C Division of Licensing 80/00/04 4pp 


800B150229 Notification of 000814 public meeting in Morris, IL to 
discuss Unit 1 primary cooling sys dec un t ami na 1 1 on program 
O 'CONNOR, P W Operating Reactors Branch 5 00/09/04 2pp 


0009080343 Forwards aperture cards for drawings transmitted to LLL 
Eighty-fise apBrture cards end W/o end 
JANfCEK.R F Commonwealth Edison Co 00/08/05 3pp 


BOO011O470 Forwards info requested by /IRC re SEP Topic IJI-7 D, 
’’Containment Structural Integrity Tests " 

JANECEK. R F Commonwealth Edison Co 80/06/05 Jp 


— 0009110477 "Rept ef initial Overload Test t Leakage Rate Determination 
of Pressure Suppression Containment " 

* Chicago Bridge 6 iron Co -47/01/31 24 pp 

— — 8008110480 Initial test procedure, ’’Pressure Suppression Containment " 

* Chicago Bridge 4 Iron Co 46/11/02 66pp 


— 8008110483 "Specs for Design Furfi i sh ing. Etbc tion t Testing of Spherical 
Pressure Vessel Enel.” Revision 1 
a Bechtel Corp 56/07/10 30pp 


--8000110485 "Std Test Procedure" for Contract 7-2600 
+ Chicago Bridge 4 Iron Co 58/03/03 20pp 


8008120230 Advises of NRC acceptance of Revisions 11-13 to CE-l-A, 
"Comm Ed GA Program For Nuclear Generating Stations " 

Revisions concern general organ 1 1 at lone 1 U programmatic 
changes 

HAAS S, 11 P Duality Assurance Branch 80/00/07 Ip 


0000130506 Forwards info re 800707-10 meeting 6 field demonstration of 
chemical cleaning waste solidification sys 
JANfcCEK, R F Commonwealth Edison Co 00/08/07 Spp 


60DB27G257 Requests submittal of environ qualification Info per 
schedule of Commission 000523 memorandum h order Facility 
retrofitting does not warrant esceptlon Commission may be 
petitioned for exemption from requirements 

CRUTCHFIELD, D Operating Reactors Branch 5 00/00/00 2pp 


300925068! Responds to NRC 000412 request for review of NRC evaluation 
of SEP Topic V-12 A re water punty of BUR primary coolant 
U^ll concurs w/resutts eicept for statement re lack of 
recording conductivity maters at l/nlt 2 
JANECEK, R F Commonwealth Edison Co 80/00/12 lp 


EQQ8250471 Forwards CE-l-A, QA program for nuclear generating stations. 
Revision 13 

NAUCHTON, K F Commonwealth Edison Co 00/09/13 lp 


--B0DB2504B8 OA program for nuclear generating stations, Revis ion 13 
* Commonweal th Edison Co CE-l-A R13 00/00/04 !43pp 


8000260040 Forwards request for add) info ro degraded grid voltages. 
Requests response within 45 days 

NOVAK. T N Assistant Director for Operating Reactors 80/00/13 
4pp 


0OO&26O3O5 Submits HFCI progress rept Decision made to postpone 
cemptetign of project due to short-term financial 
consideration resulting From TMI 6 SEP ewpend i tures 
Current plant are for project startup In 1785 
VAftCEK, R F Commonwealth Edison Co 00/08/(4 lp 


80QB1203I7 Forwards Waste Packaging Insp Ropt 15000046/80-52 on 800420 
& notice of violation 

DAV13, A H Region 3, Chicago. Fuel Facility 5< Materials Safety 
Branch 00/07/03 2pp 


— 0008120327 Notice of violation from Insp on S00428 

* Region 3. Chicago, Office of the Director 80/09/30 lp 


- -9008 120333 Waste Packaging Insp Rept 1S000046/S0-92 on 800420 
Noncampl lance noted failure to meet requirement For strong, 
tight pac kage 

PECK.C C Region 9. San Francisco, Office oF the Director 
THOMAS, R D , DOCK, H E Region 9. San Francisco, Fuel Facility & 
Materials Safety Branch 00/05/30 2pp 


0000070027 Forwards cooling lake insp ropts for May l< June 1900, in 
response to NRC request 

JANECEK, R F Commonwealth Edison Co 80/07/17 17pp 


6000070006 Forwards Suppl 1 to IE Bulletin SO-17, "Failure of 76 of 105 
Control Rods to Fully Insert During Scram at BWS ” Written 
response required 

KCPPLEFliJ Q Region 3. Chicago. Office of the Director 80/07/18 
IP 


8008070201 Forwards Suppl 2 to IE Bulletin 80-17, "Failure of 76 of 195 
Control Rods to Fully Insert During Bcram at 3WR " Written 
response required 

HEPPLER, J 0 Region 3. Chicago, Office of the Director 80/07/22 

2pp 


B008070I33 Forwards response to IE Bulletin 00-14 re degradation of 
MIR scram discharge vol capability Bcram discharge vol 
verified operable 

PEOPLES, D L Commonwealth Edison Co 80/07/29 3pp 


8009130343 Forwards suppl to IE Info Notice 00-06, "Notification of 
Significant Events at Operating Power Reactor Facilities “ 

Wo written response required 

KEPPLER, J <J Region 3, Chicago, Office of the Director 00/07/29 
lp 


8008180077 Responds to IE Bulletin 80-16 re Res amount, Inc pressure 
transmitters Transmitter application to be limited to 
acceptable values Detailed evaluation will be performed 
prior to use Bite OC has been informed 
PEOPLES, D L Commonwealth Edison Co BO/07/30 4pp 


8000180074 Forwards IE Bulletin 80-20, "Failures of Wsstinghogse Type 
W-2 Spring Return to Neutral Control Switches " Action 
requ ired 

KEFPLER, J 0 Region 3, Chicago, Office of the Director S0/07/31 
IP 


8008I8DI26 Forwards IE Bulletin 80-20, "Failures of Westinghouse Type 
W-2 Spring Return to Neutral Control Switches," sent to 
listed licensees for action on 800791 

PAPPAS, II Region 3, Chicago, Office of the Director 00/07/31 lp 


8000200407 Forward* IE Bulletin 80-17, "Failure* of Mercury-Wetted 
Matrix Relays in Reactor Protective Sys of Operating Nuclear 
Power Plants Designed by Combustion Engineering ’’ Action 
required by facilities tu/OLs or CPs 

KEPPLER, J 0 Region 3. Chicago. Office of the Director 80/07/31 

lp 


8009180 1 26 Forwards IE Bulletin 80-20, "Failures of Westinghouse Type 
W-2 Spring Return to Neutral Control Switches," sent to 
listed licensees for action on 800731 

PAPPAS, II Region 3, Chicago, Office of the Director 80/00/01 lp 


8008180242 Forwards IE Info Notice 60-29, "Broken Studs an Terry 
Turbine Steam Inlet Flange ” No specific action or response 
requested 

KEPPLER, J 0 Region 3, Chicago, Office of the Director 80/08/07 
Ip 
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8000 1 40363 Ac k receipt of 000724 1 tr Informing NRC of steps taken to 
correct violations noted in IE Insp Repts 50-0 10/B0- 1 1 , 

50—237/80-1 1 t, 30-249/00- 1 9 

DAVIS, A 0 Region 3/ Chicago. Fuel Facilitg h Materials Safety 
Branch 80/09/00 tp 


--8008140364 Responds to NRC 000703 1 tr re violations noted in IE Insp 
Repts 50-010/80-11,30-237/80-11 it 30-249/80-15 Corrective 
actions Operating Procedures DQP 2000-22 b 39 reviewed b 
revised re proper drum handling 

JANACEK, R F Commonwealth Edison Cd 00/07/24 Ip 


R Periodic operating reports b related correspondence 


BO002OO209 Forwards monthly operating repts for Jul 1900 
SCOTT. D J Commonwealth Edison Co 00/08/04 Ip 


— 0000200290 Monthly operating repts for Jul 1900 

CIESZKIEWICZ, 8 Commonwealth Edison Co B0/0B/04 16pp 


S Reportable occurrences. LERs 4; related correspondent e 


0000260370 Forwards LER 0O-OO4/O3L-O 

SCOTT, D J Commonwealth Edison Co 80/OB/13 Ip 


— 0003260577 LER 80-004/03L-0 on 000724. duri ng outage, uihi le processing 
water in holdup tank.9S-h elapsed w/o sampling Caused by 
personnel failure to follow procedure for sampling radwaste 
storage tanks Personnel reinstructed 
RHEE.S Commonwealth Edison Co BO/OB/13 Ip 


T Hearing transcripts on non-antitrust matters 


3000260002 Transcript of 800814 meeting in Morris. IL re proposed 
decontamination of primary reactor cooling sys piping Pp 
1-136 

* Commission 80/08/14 137pp 


V Operator Eiaminations 


0000110401 Forwards revised "Requall f i ca t ion Program foT Licensed 
Operators, Senior Operators b Senior Operators (Limited) •’ 
NAUQHTON, W F Commonwealth Edison Co 00/00/01 Ip 


— S008110489 “Regua 1 1 f lea 1 1 on Program for Licensed Operators. Sem or 
Operators it Senior Operators (Limited), “ revised 
NAUQHTON, W F Commonwealth Edison Co 80/08/01 10pp 


DOCKET 30-13 BABCOCK b WILCOX CO CRITICAL FACILITY 


G Inspection reports, IE Bulletins b correspondence 


8000270653 Forwards IE Info Notice 00-24, "Low Level Radwaste Burial 
Criteria “ No written response required JH Bnieiek 800330 
memo end 

O'REILLY. J P Region 2. Atlanta. Office of the Director 00/08/14 


DOCKET 50-16 ENRICO FERMI ATOMIC POWER PLANT. UNIT 1 


R Periodic operating reports b related correspondence 


8000100460 Forwards. "Decommissioned Atomic Power Plant Annual Rept. 
Sept 1979- June 1900 " 

WHITE, W U Detroit Edison Co 00/00/13 ip 


— 0OOS18O47O "Decommissioned Atomic Power Plant Annual Rept, Sept 1979- 
June 1980 " 

WHITE, w W , ALEXANDERSON, E Detroit Edison Co EF-126 00/07/29 

9pp 


DOCKET 50-27 WASHINGTON STATE UNIV RESEARCH REACTOR 


F Security, medical, emergency b fire protection plans 


6008060295 Requests status of NRC review of revised security plan for 
License R-76, within 60 days OA Co 800724 Itr and 
WILSON, W E Washington State Univ 80/07/30 2pp 


DOCKET 50-29 YANKEE-ROWE NUCLEAR POWER STATION 


F Security, medical, emergency b fire protection plans 


3008250743 Notifies that Health Physics Network telephone sys has been 
installed, linking sito health physics personnel w/NRC b 
regional ofes Ne tiwor k , ac 1 1 va ted in emergency, is restricted 
to use during failure of other communications 
GRIER D H Region 1, Ph 1 1 ad e 1 p h i a , Office of the Director 
80/04/24 2pp 


8009290088 Notification of 000019,20 t 22 workshops in Valley Forge, PA. 
Chi c ago, IL & Atlanta,GA>iespectively,to solicit public 
comment re NUREQ-0696, "Functional Criteria for Emergency 
Response Facilities " 

GRIER, 0 H Region 1. Ph 1 ladelph ia. Office of the Director 

80/06/ 1 1 2pp 


J Insurance t/ indemnity information 


6008260376 Confirms establishment of described line of credit to meet 
NEC requirements re Pr ice-Anderson Act 

SMITH. H P . SCOTT, C P Scotiabank (The Bank of Nova Scotial 
0O/OB/14 lp 


p Operating license stage documents 4, correspondence 


0000060350 Forwards errata sheets correcting errors in five addl TMI-2 
related requirements submitted by 900507 ltr Items involved 
ere II K 3 25, II h 29 1 II K 3 44 Svc lists end 
EISENHUT , D G Division of Licensing 00/06/09 69pp 


8000000229 Forwards Geosciences Branch preliminary recommendations re 
site specific spectra for SEP evaluation of seismic design 
adequacy of selected plants Final recommendation will be 
provided in Dec 1980 

JACKSON. R E Geosciences Branch 80/06/23 37pp 


0000060024 Forwards FR notice re 800714-17 regional meetings to address 
portion of Commission 900523 memorandum t order describing 
requirements of environ qualification of electrical 
equipment installed In safety sys 

£ ISENHUT , D G Division of Licensing 80/06/30 lp 


--8009060199 Notice of 000714-17 regional meetings to address portion of 
Commission 000323 memorandum K order describing requirements 
of environ qualification of electrical equipment installed 
in safety sys Rvc lists end 

EISENMUr.DG D i v 1 s 1 on of Lie e ns i n g 00/06/27 U7pp 


0006050033 Responds to Item C 1 of NRC 000616 ltr re locations of motor 
driven auxiliary feedwater pumps Operating procedures have 
been Tevised to include alternate emergency feed paths 
Marked-up drawings encl 

KAY, J A Yankee Atomic Electric Co 00/07/10 6pp 


8008190104 Forwards Amend 61 to License DPR-3, safety evaluation b 
notice of issuance b availability 

CRUTCHFIELD, D Operating Reactors Branch 5 00/07/21 2pp 


--0000190110 Amend 6) to License DPR-3. deleting Tech Specs for secondary 
water chemistry b incorporating new condition re 
implementation of monitoring program to inhibit steam 
generator tube degradation 

CRUTCHFIELD, D Operating Reactors Rranch S 00/07/21 1 1 pp 


— 8000190114 Safety evaluation supporting Amend 61 to DPR-3 
* Operating Reactors Branch 5 80/07/21 3pp 


■0009190( 17 Notice of issuance h availability of Amend 61 to Licansc 
DPR-3 

CRUTCHFIELD. D Operating Reactors Branch 9 00/07/21 2fif 


8000100650 Forwards NRC evaluation of SEP Topic VI-7 c 3. "PUR Loop 13 
Isolation Valves Power t Control Sys Resign " Loop 
isolation valve power b cantiol sys design complies u/ 
current licensing criteria 

CRUTCHFIELD, D Operating Reactors Branch 5 80/07/24 Spp 


0000000300 Provides addl guidance re program to resolve anchorage b 
support or safely-related electrical equipment issue 
Includes guidance on expected scope of investigations I, info 
which should be documented for revieu 

CRUTCHF I ELD, D Operating Reactors Branch 5 90/07/20 5pp 
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00080504*2 Pro*i(irJ add l info for calculating containment pressure ft 
temp for equipment qualification p urpos e s . per 900723 
discuisicn Schedule for containment reanalysi* uill be 
submitted when final 

KAi ' J A Yankee Atomic Electric Co 00707/29 !2pp 

0008040088 Confirms acceptability of using best estimate code in 
performing LOFT 4.3-6 blind post-test prediction Uttt Util 
usf RELAP3-0E to perform LOFT L3-6 prediction Two addl 
calculations uill also be Submitted 

JCrfSSCH.U P Yankee Atomic Electric Co B0/Q7/3O lp 

8008130536 Forwards revised equipment list for electrical qu&l i f t cation 
pofposss. per e-id-dul 1980 site audit commitment Also 
forwards overjue d rawing s , a va l 1 ab 1 e in Central Files only 
PAV.J A Yankee Atomic Electric Co 80/09/01 16pp 

8008110069 Requests submission of plans fen seismic evaluation program 
t justification for continued operation In intfrim Requests 
program, plans by 800915, analysis by 820101 ft necessary 
mods by 830101 Recommendations for site spectra end 
ETSENHUT. D G Division of Licensing 80/08/0-4 4PP 

8008250467 Application for amend to License DPR-3. lubmi ttfd as Proposed 
Change 1 59. Revision ) to Suppl 3. modifying 6 upgrading spent 
fuel nt 

VAfiOEHSURC-H. D Yankee Atomic Electric Co 90/08/1 9 SOpp 

— 8009250493 Proposed changes to Tech Spec* 3??ft497 re limiting 
conditions for operation ft surveillance requirements for 
crane travel over spent fuel pit 

* Yadee Atomic Electric Co BO/O8/10 lp 

--9009250499 "Permanent Cooling Arrangement rl 

* Yankee Atomic Electric Co B0/08/18 Jp 

--B008250500 "Cooling Arrangement South End Dewatered " 

» /ankee Atomic Electric Co B0/08/18 Ip 

--SQ03250522 "Cooling Arrangement North End Dewatered “ 

* Yantee Atomic Electric Co 80/09/16 lp 

— 9003250528 “Linear Assembly," Sheet 1 of 14 

* Yankee Atomic Electric Co YR-A-00-033-0 80/06/20 lp 

— 8008250331 “Linear Assembly," Sheet 2 of 14 

* Yankee Atomic Electric Co YR-A-00~033~0 80/06/20 Ip 

— 8003250532 "Linear Assembly." S-heet 3 of 14 

* Yankee Atomic Electric Co YR-A-00-033-0 80/06/20 lp 

9003250533 “Linear Assembly." Sheet 4 of 14 

a Yankee Atomic Electric Co YR-A-QO- 033-0 BO/06/20 lp 

6000250536 "Linear Assembly." Sheet 5 of 14 

* Yankee Atomic Electric Co Yfi-A-00-033-0 80/06/20 Ip 

— 800B350S3? "Linear Assembly," Sheet 6 of 14 List of item* 

« Yankee Atomic Electric Co YR-A-00-033-0 80/06/20 lp 

—0008250542 "Permanent Cate Support Bracket.” Sheet I of 5 

* Yankee Atomic Electric Co 80/04/17 jp 


— 8008250362 “Rack Support Structure, " Sheet 2 of 10 

* Yankee Atomic Electric Co YR-A-00-033-0 79/06/09 tp 

— 8009260364 “Rack Support Structure." Sheet 3 of 10 

* Yankee Atomic Electric Co Yft-A-00-033-0 80/06/29 lp 

— 8Q0B25Q565 "Rack Support Structure," Sheet 4 of lO 

« Yankee Atomic Electric Co YR-A-00-033-0 80/06/27 tp 

--8008250570 "Rack Support Structure. " Sheet 5 of 10 

* Yankee Atomic Electric Co YR-A-00-033-0 80/06/27 lp 

--8008250572 “Rack Support Structure, " Sheet 6 of |0 

* Yankee Atomic Electric Co YR-A-00-033-0 79/05/11 |j> 

— B009250574 “Rack Support Structure," Sheet 7 of 10 

* Yankee Atomic Electric Co YR-A-00-033-0 79/08/1! lp 

— 8000250580 "Rack Support Structure," Sheet 8 of 10 

« Yankee Atomic Electric Co VR-a- 00-033-0 Q0/06/30 lp 

8000250581 "Rack Support Structure," Sheet iO of 10 Lilt of items 

* Yankee Atomic Electric Co YR-A-00-033-0 00/04/11 lp 

BO082505S3 "East Addition Fuel Transfer Pit House ” 

» Yankee Atomic EUctrie Co 70/08/25 tp 

— B008250596 "Fuel Transfer Pit Houle Roof Hods " 
i Yankee Atomic Electric Co 80/06/27 lp 

—8008250503 "Fuel Transfer Pit House North Face, Cask Doors •' 

* Yankee Atomic Electric Co 80/06/27 lp 

—8009230591 “Spent Fuel Pit Mods Pictorial l.Oate Installation “ 

* Yankee Atomic Electric Co 00/08/18 lp 

— 8OO02SO595 "Spent Fuel pit Hods Pictorial I, Linear Installation " 

* Yankee Atomic Electric Co 00/08/10 lp 

—8008250399 “Support Bracket for Temporary Oate.Bhowtng Shield panels 

* Yankee Atomic Electric Co 80/0B/18 lp 

—9008250604 "Anchor Bolt Test Plate Stainless Steel M/Plywood Backing 
Holes t 1/16 Inches, Tost Load 64,000 Lbs “ 

* Yankee Atomic EUctrie Co 00/09/10 ip 

— 800S230605 "Spent Fuel Pool Temporary Date " 

* Stone ft Webster Engineering Corp 79/04/24 ip 

8008250607 "Spent Fuel Pool Temporary Date, Details " Sheet I 

* atone ft Webster Engineering Corp 79/04/23 lp 

0009250609 “Spent Fuel Pool Temporary Cate, Details '* Sheet 2 

* Stone ft Webster Engineering Corp 79/04/29 ip 

—0008250412 "Spent Fuel Pool Temporary Gate, Details 8heet 3 
a Stone ft Webster Engineering Corp 79/04/24 lp 


-8009250644 'Permanent Gate Support Bracket,” Sheet 2 of 5 
Yankee Atomic Electric Co 79/08/01 Ip 


-800B2506 l 5 "Spent Fuel Rack Arrangement Phase 1 » 
* Yankee Atomic Electric Co, 80/08/18 lp 


-8C09250546 "Permanent Gate Support Bracket,” Sheet 3 0 f 5 
* Yankee Atomic Electric Co 80/04/17 lp 


—0008250620 "Spent Fuel Racks Phase 2, South End Dewatered » 
* Yankee Atomic Electric Co 00/00/13 lp 


-0008250548 “Permanent Gate Support Bracket." Sheet 4 of 3 
a Yankee Atomic Electric Co 79/10/15 lp 

-8008250550 "Permanent Gate Support Bracket,' sheet 5 of 5 
Yfltike* Atomic Electric £ 0 79/10/15 jp 

— 8008250553 "Rack Support Struc tore, « Sheet I of 10 

* Yankee Atomic E.ectnc Co Y«- 6-00^033-2 ^ 9 / 05 / i, lp 

-8008250554 "Rack Support Structure,' Sheet 9 of 10 

Yankee Atomic Flectric Co YR-A-00-033-0 60/04/17 tp 

80002 50557 "Adjustable Leg Assembly « 

Aortic Electric Co 00/05/19 ip 


8008250622 "Spent Fuel Racks Phase 3, North End Dewatered " 

* Yankee Atomic Electric Co 80/00/10 lp 

9008250623 “Spent Fuel Hack Arrangement Phase 4 " 
e Yankee Atomic Electric Co 80/06/87 ip 

800B250625 "8pent Fuel Racks, Phase 3 " 

* Yank*© Atomic Electric Co 80/00/10, lp 

—8008250629 “10 Element Rack Phase 3, Braced to 40 Elemant Rack “ 

* Yankee Atomic Electric Co 80/08/18 lp 

800823063} “Temporary Shield Panel* * 

* Yankee Atomic Electric Co 79/03/01 lp 
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--800B250636 '‘Section Through Spent Fuel Rack. Showing Concrete Shield 
Plug in Place " 

# Yankee Atomic Elect! ic Co 80/08/18 Ip 


Q Inspection reports. IE Bulletins t> correspondence 


8008050150 Ack receipt of 000620 1 tr Informing NRC of steps taken to 
correct violations noted in IE Insp Rept 50-029/00-02 
GRIER. B H Region 1. Ph i i ad e 1 ph i a > Office of the Director 
B0/07/1 6 Ip 


— BOO9O0O1S4 Responds to NRC 800526 Itr re violations noted in IE Insp 
Rept 50-029/80-02 Corrective actions reminded personnel 
responsible for developing verification test of requirements 
of proper functional testing of sgs after mods 
MODDV.DE Yankee Atomic Electric Co 80/08/20 5pp 


— 9000080157 Forwards IE Insp Rept 50-029/80-02 on 000128-0205 t notice 
of violation 

GRIER. 0 H Region 1. Philadelphia. Office of the Director 
80/03/28 2pp 


—0005080161 Notice of violation from insp on 800120-0205 

• Region !■ Philadelphia. Office of the Director 80/03/12 2pp 


—8008000164 IE Insp Rept 50-029/80-02 on 800128-0205 Noncompliance 
noted failure to maintain required ECCS operable during 
operation Also failed to lift active request numbers in 
active section of log 

FOLEY. T . LAZARUS. W J Region 1. Philadelphia. Office of the 

Director MARTIN. T T Region 1. Ph 1 1 ad# 1 ph i a. Reactor Operations 

Nuclear Support Branch 00/00/12 i'lpp 


8008070536 Forwards IE Circular 80-17. “Fuel Pin Damage Due to Water 
Jet From Baffle Plate Corner 11 No written response required 
GRIER. B H Region 1. Philadelphia. Office of the Director 
00/07/23 Ip 


8009220082 Forwards IE Bulletin 80-18. “Malnt of Adequate Min Flow 
Through Centrifugal Charging Pumps Following Secondary Side 
High Energy Line Rupture 11 Action required 

ORIER.B H Region 1. Ph i lade I ph ia. Office of the Director 
80/07/24 Ip 


8000070441 Forwards suppl to IE Info Notice 80-06. "No 1 1 # i c a 1 1 on of 
Significant Events at Operating Power Reactor Facilities '* 

No written response required 

ORIER.B H Region 1. Ph i 1 ad e l ph la . Office of the Director 
60/07/29 ip 


SD081404G8 Forwards IE Bulletin 00-20. “Failures of Wes*snghouse Type 
W-2 Spring Return to Neutral Control Switches " Requests 
irlfo re estimate of manpower associated w/correctlve 
actions needed efter identifying problem 

OHIER. B H Region i. Ph i lade 1 ph i a . Office of the Director 
00/07/31 Ip 


8003100050 Forwards IE Bulletin 80-19. "Failures of Mercury-Wetted 
Matrii Relays in Reactor Protective Sys of Operating Nuclear 
Power Plants Designed by Combustion Engineering ■' Action 
required by facilities w/OLs or CPs 

ORIERiB M Region 1. Philadelphia. Office of the Director 
00/07/31 lp 


0006270264 Forwards evaluation of sp tc i f i c i ty< comp i e tenet s t 
reepont lveness of responses to IE Bulletins 79-06A 6 79-06A. 
Revliion I. “Review of Operational Errors b Sys 
Misalignments During THf Incident ’’ Responses satisfactory 
CRUTCHFIELD, D Operating Reactors Branch 5 80/08/06 !2pp 


800B26041A Forwards IE Info Notice 80-29. "Broken Studs on Terry 
Turbine Steam Inlet Flange " No specific action or response 
requested 

GRIER. B H Region 1. Ph t lade 1 ph la. Office of the Director 
00/08/07 Ip 


R Periodic operating reports reteted correspondence 


9008150401 Forwards monthly operating rept for Jul 1980 
MOODY . 0 E Yankee Atomic Electric Co 80/08/12 Ip 


--B0O-9 1 5G'404 Monthly operating rept for Jul 1980 

BEERS , F C Yankee Atomic Electric Co 60/08/12 Spp 


3 Reportable occurrences. LER* 6 related cort esponrfence 


--000605005! LER 80-013/031-0 on 800630, d ur i fig mamt outage in Mode 5. 
while performing Class C test on trip valve TV-101 D, valve 
leakage exceeded Tech Spec limits Caused by foreign matl 
under valve seat Valve isolate! t mat! removed 
FRENCH. L D Yankee Atomic Electric Co 80/07/30 lp 


800BOS0341 LER 60-005 has been cancelled 

* Yankee Atomic Electric Co 80/09/07 lp 


8008120394 Forwards LER 80-014/03L-0 

AUTIO.H A Yankee Atomic Electric Co 80/08/08 lp 


— 6003120407 LER B0-014/03L-0 on 800709, dur l ng IE Bulletin 79-19 
surve i 1 lane e, 1 eak s found on both ends of CS-K07-540 Caused 
by weld defects during original sys installation Welds 
lepsired A successful liquid penetrant examination done 
MAY, E L Yankee Atomic Electric Co 80/08/08 lp 


8008260563 Forwards LER 79-02L/02Y-0 

AUflQ. H A Yankee Atomic Electric Co 80/08/18 lp 


— 8008260572 LER 79-021/02X-0 on 79091 1, dui ing saint outage to inspect 
feedwater piping as required by IE Bulletin 79-13, welds were 
round which did not meet code Caused by welding process at 
tube or fabrication Welds repaired or replaced 
FRENCH. L D Yankee Atomic Electric Co B0/08/18 tp 


6008260546 Forwards LER BO-015/03L-0 

AUTIC1, H A Yankee Atomic Electric Co BO/OB/20 lp 


— B0062605SB LER 80-013/03L-0 on 800721. during maint outage, yard hydrant 
it t 18 were individually removed from sve to repair leaking 
valves Caused by wearing of fiber disc It seat duo to valve 
cycling Valves disc, seat 1 drain replaced 
FRENCH, L D Yankee Atomic Electric Co 80/08/20 tp 


8008260601 Responds to 600611 void formation in vessel head during 
facility natural circulation cooldown event per NRC 
request Investigations levealed that, during excessive 
cooldown rates on natural c l r cul a t ton. vo i d formation occurs 
JOHNSON, M P Yankee Atomic Electric Co BO/OB/21 2pp 


V Operator Examinations 


BQOGO5O410 Forwards facility operator training ft retraining procedure, 
revised per HR Denton 800328 Itr 

HICKS, F E Yankee Atomic Electric Co 80/07/29 lp 


— B0080S0425 Facility operator training program. Revis i on 6 App A encl 
HICKS. F E Yankee Atomic Electric Co AP-OSOO 80/07/29 lipp 


DOCKET 50-30 PLUM BROOK RESEARCH REACTOR FAClLITi 


8008130075 Summary of 80061/ meeting w/licensee in Bethesda.MD re 
800317 application to dismantle reactors List of attendees 
V licensee proposed criteria for release ot facility to 
unrestricted access encl 

ERICKSON. P B Operating Reactors Branch 4 80/08/04 9pP 


POCKET 50-54 UNION CARBIDE RESEARCH REACTOR 


P Operating license stage documents t correspondence 


8008140014 Forwards FR no' ire of pioposed reneual of facility license 
MILLER. J R tita ndard l jet i on * Special Fro-jects Branch 00/07/23 

2pp 

— 8008140017 Notice of proposed renewal ok facility license 

MILLER, J R Standardi tation ’. Special Projects Branch 80'07/23 
4pp 


0 Inspection repot ts. IF Bulletins * correspondence 


0000120666 Forwards payment of civil penalty mdered in NRr 8007(1 Itr 
Re.ises injunctions to carrin submitted w/ vendor 0004/8 
I tr 

MCCOVFflll, J J Union Carbide Corp 60/07/29 2pp 


B008030046 Forwards LER 80-OI3/03L-0 

AUf JO. H A Yankee Atomic Electric Co 80/07/30 ip 
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DOCKET 50-59 TEXAS ASM Of IV RESEARCH REACTOR 


ft Inspection reports IF Bulletin? L correspondence 


S00B1401S3 Forwards IE Circular BO-14, "Radioactive Contamination of 
Plant Demi nerai i » ed Water Sy s t Resultant Infernal 
Contamination of Personnel ' No response required 

SEYFRIT.lt V Region 4. Dallas. Office or' the Director 80/06/24 
lp 


6008130596 Forwards IE Insp Rept 50-059/80-02 on 600702 No 
noncompl lane e noted 

KELLY. J A F Region 4. Dallas. Office of the Director 80/08701 
2pp 


— 8008130594 IE Insp Rept 50-059/80-02 on 000718 No none omp 1 la nc e noted 
Major areas inspected security plan, pro tec tion of SNM, 
security organiiation access control, alarm sys, keys, lacks 5 
hardware Details withheld (ref 10CFR2 790) 

EVANS, C A , KELLY, J A F Region 4, Dallas, Office of the Director 
80/07/18 lp 


DOCKET 50-62 UIJIV OF VIRGINIA RESEARCH REACTOR 
1 Inspection reports, IE Bulletins 4 correspondence 


3G0827065B Forwards IE Info Notice 80-24, '’Low Level Radwaste Burial 
Criteria " No written response required JH Enieiet 600530 
memo enc l 

Q 'REILLY, J P Region 2, Atlanta. Office of the Director 80/09/14 
Ip 


IOCKET 50-70 GENERAL ELECTRIC TEST REACTOR 


Adjudicatory correspondence 


10-08120461 Forward s transcript of ACRS subcommittee 800616-17 meeting 
in Sunol.CA w/o waiving right to object to production of 
documents, in response to RV Dellums request IJ/o end 
SWAN-SON, D T Hearing Branch I 80/08/08 Ip 


Advisory Committee on Reactor Safeguards reports t correspondence 


008080465 Comments on se i smi c-ge o-l ag i c assessment 4 criteria re GETR 
presented by MRC personnel at 800616-17 meetings NRC 
assessment t< criteria are reasonable 4 conservative 
PAGE, B « Stanford Umv 90/06/20 2pp 


8000140451 Forwards info ie soil shear modulus t< hearing capacity 
values for soil beneath facility, in response to questions 
raised at NRC 000730 meeting Values selected are appropriate 
ft consistent w/those used in structural evaluations 
DARMITZEL.R U General Electric Co BO/OB/13 6pp 


8008190171 Responds to questions raised at NRC 8007030 meeting re 
reliability 4 response action time for GETR scram syt OETR 
scram circuitry Is redundant, fails safe upon loss of power, 
frequently tested 4, has eicellent performance record 
DARMITZEL.R W General Electric Co 80/08/14 37pp 


DOCKET 50-72 VN1V OF UTAH RESEARCH REACTOR 


F Security, medical, emergency 4 fire protection plans 


8008190375 Forwards Revision 1 of physical security plan, in response to 
NRC 800724 1 tr Revision withheld <ref 10CFR2 790) 

TURLEY, R E Utah, Unlv of 00/08/11 lp 


G Inspection reports, IE Bulletins 4 correspondence 


8000140131 Forwards IE Circular BO-14, "Radioactive Contamina 1 1 on of 
Plant Demineral i i ed Water Sys 1 Resultant Internal 
Contamination of Personnel " No response required 
SEYFRIT.K V Region 4, Dallas. Office of the Director 00/06/24 
lp 


DOCKET 50-83 UhlIV OF FLORIDA TRAINING REACTOR 


F Security, medical, emergency 4, fire protection plans 


8000120362 Forwards revised 4, upgraded physical security plan Plan 
withheld (ref IOCFR2 7901 

DIAZ.N J Florida, Umv of, Oainesvtlle 00/00/07 Ip 


It General correspondence 


8008080276 Advises of significant change in facility organiiation 
A Jacobs will be dept chairman* effective 800815 Requests 
that all communication re license be addressed to either NJ 
Dial or A Jacobs 

DIAZ.N J Florida, Unlv of, Gainesville 80/09/04 lp 


P Operating license stage documents It correspondence 


308110267 Comments on ACRS Subcommittee 000616-17 meeting re CETR 
probability questions i models used for calculation Basis 
for combining offset effect w/ac-c e 1 era t L on ought to be more 
consistent- 

ANO.AH S Illinois. Umv of, Ur bana-C h ampa i g n 60/06/20 2pp 


306 0 30449 Comments on faulting 4- iandsliding as discussed in ACRE 
Subcommittee on GETR 800616-17 meeting Topographic elevation 
behind CETR is probably produced by faulting Evidence 
supports tectonic model for Livermore Valley 
THOMPSON. C A Affiliation Ur known 60/06/29 2pp 


108000455 Commenti on seismic design param»ters *, potential damage to 
GETR reactor structure by faulting as discussed at ACRE 
Subcommittee on GETR BG0616-17 meeting Greatest seismic 
danger results from pronmity to Calaveras fault 
MAXWELL. J C Affiliation Uninown 00/06/29 5pp 


0-8080040 Comments on proposed summary for 800616 >, 19 meeting on 
CETR r * f should be made to discussion of method to free 
foundation offset 

PHILBRICK.S 5 Philbrick.S 3 80/07/1) ]p 


e "*atiOh mat) from ACRS GETR Subcommittee 
791114 4r B00616-17 meetings Also forwards "CETR Plot Plan 
E,cawatl0 " Photographs," also presented at 

DARMITZEL.R W General Electric Co 80/07/16 2pp 


Operating license stage documents 4 c nrre s p onde n c e 


a ter 3 f rom°f»c 1 1 tlu **#* 1 1 * ^suiting from evaporation 

lV fb owing postulated seismic event. In 
esponse to NRC question at 800730 meeting Dose ,s well 

»RFsTrTci' B i during normal operation 

RMiTZEL.RL' Cenera-1 Electric Co 80/08/06 5pp 


8009140100 Requests submittal of documentation to support 771021 
application for renewal of QL 

HILLER, J R atandardi lat ion 4 Special Projects Branch 00/00/07 
lp 


B00B27O436 Requests documentation of llcsnse status Info must be 
furnished for NRC to determine ap propr lateness of continued 
operation of facility 

MILLER. J R Standard 1 la t i on t. Special Projects Branch 00/09/07 
lp 


& Inspection reports, IE Bulletins 4, correspondence 


8008270666 Forwards TE Info Notice 80-24, "Low Level Radweete Burial 
Criteria " No written i esponse required JH 6nieiek 800530 
memo enc 1 

O'REILLY, J P Region S, Atlanta, Office of the Director 80/00/14 

lp 


DOCKET 50-99 BABCOCK *• WILCOX TEST REACTOR 
G Inspection reports. IE Bulletins 4< correspondence 


9008270653 Forwards IE Info Notice BO-24, "Low Level Radwaste Burial 
Criteria ” No written response required JH Snieiek 000530 
memo enc 1 

O'REILLY, jp Region 2. Atlanta, Office of the Director 90/08/14 
lp 


DOCKET 50-111 NORTH CAROLINA STATE UN1V RESEARCH REACTOR 
0 Inspection reports. IE Bulletins l correspondence 


BOO027O669 Forwards IE Info- Notice 80-24, "Low Level Radwaste Burial 
Criteria 1 No written response required JH Bnieiek 800330 
memo enc 1 

O'REILLY, JP Region. 2. Atlanta, Office of the Director 80/08/14 

Ip 
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DOCKET 50-112 UNIV, OF OKLAHOMA RESEARCH REACTOR 


Q Inspection report*! TE Bulletins it correspondence 


0008140134 Forwards IE Circular 00-14, "Radioactive C onto ml n^t i on of 
Plant Deminorel i led Water Sys 4- Resultant Internal 
Contamination of Personnel " No response required 
SEYFRIT, K V Region 4, Dallas. Office of the Director 80/06/24 
IP 


DOCKET 90-113 UN IV OF ARIZONA RESEARCH REACTOR 


R Periodic operating reports 4 related correspondence 


8008150379 Submits annual rept for License R-52 for Ju 1 1979-June 1900 
SEALE, R L Arnons. Univ of 00/03/05 4pp 


DOCKET 50-124 VIRGINIA POLVTECH INST TRAINING REACTOn 


F Security, medical, emergency 4< fire protection plans 


BQ0S2BQ3B8 Forwards physical security plan Plan withheld 
tr.f 10CFR2 790) 

CURTNER, A P Virginia Tech B0/0B/25 lp 


P Operating license stage documents It correspondence 


8O0BO8Q277 Forwards data re environ radiation d i spars 1 on. per M Uoh] 
talcon request 

CURTNER. A P Virginia Tech 00/00/01 2pp 


9008080270 Input to SER by Div of Reactor Licons ing , revi s ing Tech Specs 
re safety »ys 

SKOVHOLT. D J Atomic Energy Commission 69/03/20 3pp 


8000270279 Forwards correction to 000502 FR notice of proposed renewal 
of facility 1 i cense. cons i st ing of change to error in 
license aspiration date Renewal would extend expiration date 
to 991 f 16. rather than 091116 

HILLER, J R Standard i xat ion 4 Special Projects Branch 00/00/15 
IP 


■0008270203 Errata for 000502 notice of proposed renewal of facility 
1 leonse, consisting of change to error in license expiration 
date Renewal would extend expiration date to 991 1 16. rather 
than 091116 

KILLER. J H Standard 1 iat ion it Special Projects Branch 80/00/13 
I? 


8000280673 Forwards complete application for Class (04 license for 
nuclear research reactor facility Prior issuances one 1 
Application available in Central File* only 
CURTNER, A P Virginia Tech 80/00/29 37pp 


G Inspection reports, IE Bulletins 4 correspondence 


8OO027O6S7 Forwards IE Info Notice 00-24. "Low Level Radwaste Burial 
Criteria 11 No written response required JH Snietek 800330 
memo end 

O'REILLY, J P Region 2, Atlanta. Office of the Director 00/00/14 
Ip 


DOCKET 50-120 TEXAS A4M UNIV RESEARCH REACTOR 


0 Inspection reports, IE Bulletins 4 correspondence 


0008140150 Forwards IE Circular 00-14, "Radioactive Contamination of 
Plant Demineral i led Water 3ys it Resultant Internal 
Contamination of Personnel " No response required 
SEYFRIT, K V Region 4, Dallas, Office of the Director BO/06/24 
lp 


DOCKET 90-129 WEST VIRGINIA UNIV RESEARCH REACTOR 


Q Inspection reports, IE Bulletins 4 correspondence 


0008270663 Forwards IE Info Notice SQ-24. "Low Level Radwaste Burial 
Criteria, " No written response required JH Snieiek S00530 
memo end 

□ 'REILLY, J P Region 2, Atlanta, Office of the Director 00/00/14 
IP 


DOCKET 50-131 OMAHA VET ADMIN KOSP RESEARCH REACTOR 


Q Inspection reports. IE Bulletins L correspondence 


8008140111 Forwards IE Circular 00-14, "Radioactive Cootami na t i on of 
Plant Demmeraliied Water Sys 4 Resultant Internal 
Contamination of Personnel 11 No response required 
SEYFRIT, K V Region 4, Dallas, Office of the Director 00/06/24 
IP 


DOCKET 50-133 HUM30LDT BAY POWER PLANT, UNIT 3 


G Adjudicatory correspondence 


6003120309 Forwards 900725 FR notice re procedural assistance change in 
adjudicatory licensing proceedings 
GOLDBERG. S C Healing Branch 2 00/00/08 4pp 


P Operating license stage documents 4 correspondence 


0006060350 Forwards errata sheets correcting errors in five addl TMI-2 
related requirement* submitted by 000907 ltr Items involved 
arc II K 3 25,11 K 29 it II K 3 44 Svc lists end 
EISENHTJT, D G Division of Licensing 00/06/09 69pp 


8006060024 Forwards FR notice re 000714-17 regional meetings to address 
portion of Commission 800323 memorandum 4 order describing 
requirements of environ qualification or electrical 
equipment installed in safety sys 

EISCNHUT, D 0 Division of Licensing 00/06/30 ip 


— 6000060139 Notice of 800714-17 regional meetings to address portion of 
Commission 000523 memorandum is order describing requirements 
of environ qua 1 i f 1c at i on of electrical equipment installed 
in safety sys Svc lists end 

EISENflUT, D G Division of Licensing 00/06/27 U7pp 


8008050064 Requests amend to util Tech Specs within 90 days of receipt 
of ltr re scram discharge vol designs for BWR control rod 
drive sys to reduce susceptibility to common cause Failures 
Model Tech Specs end 

E1SENHUT, D 0 Division of Licensing 00/07/07 lp 


— 0008050 0S6 Model Tech Specs re control rod operability 
a Division of Licensing 80/07/07 13pp 


8008060355 Forwards BWR model Tech Specs for NUREO-O570, TMI-2 Lessons 
Learned Category A items 4 1 proposed wording of conditions 
Requests submittal of license amend application, 
incorporating end specs, within 60 days of receipt 
EISENHUT.D 0 Division of Licensing 30/07/12 2pp 


•0003060372 BWR model Tech Specs for NUREQ-OS70, TMI-2 Lessons Learned, 
Category A items re emergency power supply requirement, 
direct indication of valve position t instrumentation for 
inadequate core cooling Svc list enc I 
* Division of Licensing 00/07/12 24pp 


30001 10235 Provides info re change* in Oft of Nuclear Reactor 
Regulation ofc titles, posi tions 4 assignments as result of 
000426 reor gani i ation 

NOVAK. T M Assistant Director for Operating Re ac tars 80/07/30 

2pp 


G Inspection reports, IE Bulletins 4 correspondence 


0008060034 Responds to It Bulletin 60-06, "engineered Safety Feature 
<CSF> Reset Controls, " 4 IE Bulletin aO-03A re possible weld 
defects in Type 304 stainless steel pipe Review 4 testing 
to be performed after completion of geologic investigation 
CRANE, P A Pacific Oas 4 Electric Co 00/06/18 lp 


BOO0O7OO61 Responds to IF Bulletin 80-09, "Hydramotor Actuator 
Deficiencies " No sub j actuators used or planned to be used 
in safety-related equipment at facility 
CRANE, P A Pacific Oas 4 Electric Co 00/06/26 lp 


8008070009 Responds to IF Bulletin 80-10 re possible nonrad i one t ive sys 
contamination Radiation control procedure prepared 
incorporating dei action, corroc t ion 4 decontamination of sys 
pet 10CFR20 20 i requirements 

CRANE, P A Pacific Gas 4 Electric Co 00/06/26 3pp 


8000080176 Respond* to IE Bulletin 80-00 re containment piping 
penetration welds Schedule will be proposed after resolution 
of seismic issues Study underway 

CRANE. P A Pacific Oas 4 Electric Co BO/06/26 lp 
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9003061/418 Porua,-,,. ir „ ,, 

Rorf, to Fu 1 ) it fja I J* 1 1 n 60-17, -Fa, Jure of 76 of ISSContTsl 

T*eq.unr«d * Ser*^ at ' tfrjtten response 

£N?£L^£f/ p r h » 

Q0/O7/07' ip e9Jor ' 5, Saj rt rr^nf L5co, Orfjcs of tfc? BiT«(k*r 

1 ta i e °" jutin s5 ' j7 ' ° f 133 

r«sp 0 «»«, reqgi/ad ^ " 5er * P^Fino Serai- »t BMfi - Written 

80/07/ ie ^ f) * S!0ri 5 ’ Sar Francisco. Office of tt,* OlTsctor 


e0 Contro? 9 f?o°7 1, ?o C, F u ?r Pl | ^ tD 1E Su,1 * tln S °- 17 - "Failure of 76 of 185 
response require W during Scran at Blffl “ Written 

ENQElHeN R H b. 11Mn - . 

80/07/22 2 p p 3 n 3< San Franc isco, Office of the Director 


OCCKET 50-14? WU TBAINJN0 RTACTOK 
0 AdjudlcaWvq mrretpondenc* 


S 0 W 5 O 0 O 429 Application urg lng **t*n»ta« until (100823 for petitioner to 
file supplement#! cant out ions, out 1 1 00090V Put applicant 
re»pon»e 6 until DOOTaD for preboailng c onl or eftco 
commencement Applicant does not object to lequeet 


0OD9J9O4OB Order r elchedul i ng UOOVltt preheating c onforence ta 60092} 
C a (Ti m i ttee to DrUg* The Cap must suppl petition b ij (100029 
Regent* of Unlv of CA 1 espaut* must bo solved bv HQOVOV 6 
NRC reipotise bg 00091 I Nq limited appearances permt ttod 
DOWERS, E 8 Atomic fiafetq and (Kerning tloAi it f'anol UO/QB/U 
3pp 


8008(20122 Forgeras IF 1 „ 

Jet From Baffle p,. u l rc,llir "Fuel Pin Damage Due to Mater 

EJJSEL FEW, R H Rerun- Corner - No erittee response required 

80 / 07/23 j p 81,n a, San Francisco. Qrfice of tne Director 

°^na°arf»sure a tr* t0 fE Bulletin 60-16 Two ftosemount Model 

i»v.i'.«;r4 t TAV e ««•> ««•»..* 

pressure C f detectors * detection Mat input 

*? eo-ll, 'Ctj ‘ J . J tl in of Bill 

bent float assemblies , N ° ° f Jam^ge-d Or 

performed folloiuina rotm f ter h * l7ln * r Teats ui 11 be 
crane. f a si- j lJ £! l! ’V f * ,t< ' »**«•» 

" ' * EJectric C 0 B0/07/2S 3 PP 

Signsf^tanriEtenta^t^Opir [ E ln i° ,Jotlts 80 '°=- “Mot i f ice t> on of 
No ...tten P — factor Facilities " 

90/07/29 ^ Region 5, San Francisco Office of the Director 


QG05J4053Q f" 0 ri 4 Jar rf »c n, n j. 

W-2 Spring Return to Keutra 1 "fan tr ° 1 = F ?J lljr * 1 of U** 4 > "Sh™* » Tg 
info re estimate of 5° ntrc>1 SuJitche, ■■ Request* 

actions needed after identic * Sot,ated u/correctlv* 

ENOELPEN.fi H S, lo( , T'I"| Problem 

90/07/31 lp 9 n y, s an Francisco, Office of tAe Director 

8009200216 Fornrard* IE 3 ull-t,„ an id .d 



80/07/31 lp 9 n -3, San Franc, * to . Off, c e pf the Director 


SOOBIIOSI 1 ? Order r esdredu! ii '9 UOO'flB prehearliip conforence for 0009J3 
at US Courthouie, l 01 Anflel »». CA. r s prnposetl tenewal of 
license Committee to 8 r idgo Thu 0«p mag suppl petition big 
800909 1 NftC mag respond b'j 00(1917 

DOWERBiE 8 Atomlt Oafet'l and Liciiiilng Hoard P'anel HO/OQ/H 
2 pp 


P Operating license stage documents V tun ospondence 


8009110019 Forwards quest lorn, for uiUv rusponeo, 1 vaulting from 000710 
meeting }- site tour at facllllq Home questions ailed during 
visit have been deleted or combined ei/olhert fteopomei 
lhould b< submitted bg (100029 

TEDEECOifi L Aseistanl Director fni l iceuslmj 130/07/Jl .lpp 


r periodic operating repuit* L related r <11 1 e ipond enc e 

Q00B110398 Forwards "Annuel Udpt-WCl A Nuclear Kaac tor, Jan Dec 1979 " 
WC 08 T 1 W California, Unlv of, I os Angeles 110/07/29 tp 

—0008110398 "Annual Rep t- OCLA Hut 1 »av Heat Cm , Jan -l)»c 19/9 •' 

* Cellfornla, Unlv af, 1 01 Angilei i!0/0//29 SfJpp 


DOCKET 00-147 ROCKWELL INTi C(IRP CH1T1LA1 f- AC It 1 1 V 


600013069/ Forurards FR notice of pi opined issuance of order terminittnj 
fecllltg license 

REIDiR if Operating fleatturs Branch 4 (IQ/0//17 Upp, 


■6009130690 Notice of proposed tiiuaiice of order t»r«itnettng fadiilg 
lltenti 

tlElQ.R H Operating Reactor* Drench 4 (10/0//W Upp 


R Periodic operating reports j . 

r * }at?d correspondence 

800B120570 Foruards monsri 

WEEKS, ED Pacific Ca^L ' , ' s . re F 1 far ^ JV0O 

oa, L Electric Co SO/OB/Od |p 

- -B008 1 20575 Kontftlv operatm. * a 

BAUJd, P W Pacific fll. £ £1 5* for Jli1 HW 

‘ 1C ° ai * E‘*etr,c Co eo/OS/OI 9 p p 

« ^ Electric Co 60 /-OB/ 1 J ip 

-8008 180480 LER 80-003/031 -0 pn 8007, , p 

electrical p0llJtt , u V f PU7f 1. tfarm, shutdoun, breater , up 

adjacent f 0s »,l uni t? 'S*?" uash ™ n ** »•» 

due to shoes of r e p» 3 i s V !!|^“*» d blf brok e n contact tip,, 
GSTTV.B C Paccftc Oas bi.l, 6e replace} 

i tiectric Co SO/00/10 ip 


— ~ MSEM0 „ REScra 

8008130469 Fqi mard » secrii i 

CfiALK,M S Masb(n flt<> “ j»f SO0FR2 790) 


DOCKET 5(W49 UWtV (!(■ KANBAII HtGFARCH 111 ACTOR 
6 Impectton reports, H, flullelln* 6 coi i eipondenc* 


0OO9MOI47 Faruards IE Circular OQ-H, "Rad l oat 1 1 ve C on tanl nation of 
Plant Demi noral ( i ed Water tigs L HeiuHaut lutarnal 
Contemination of Rerionnel " Ho reiponse rsquirad 
BEVFRniK U Rijtan A. Dalle*, Office of the Director 00/06/24 
ip 


DOCKET 90-IS5 DJO ROCK I'tUNT NUCLEAR PLANT 
F Securitg, medical, emerging L fit* protection plan* 


S0080103QD Foiward* '‘Dig ftoct Nuclear f’aiuer Gtoti on Evacuation Tie* 
Eitlmatu" L '‘Palisades Nu«l**r Roger iltatinn Fvacuallon 
Tim* Eitimat**, " in r«*ponie to NRC 791 |R9 requdit R*pt* 
available in Central Pile* onlg 
HOFFMAN, D P Coniumer* Poger Co HD/D7/23 lp 


0000270719 Notification of 8009)4,20 t ?2 gortehop* in UaU *9 Forj««FA> 
Chicago, tL h Atlanta, OA, respect Wel*g> to *ollcit public 
comment r* NUREU-0696, ’Tunetional Criteria for Cmergancv 
R**ponsa Fac 1 1 itle* " 

KEPPLER, d 0 Rag ion 3, Chicago, Office of the IHrector 00/00/U 


0 Adjudicatorg correipondenct 


8000(40354 Fbruard* initial r«*pon*« to 00070(1 Interrogator)** Advil** 
*° P UI "» ,, » Contention DF-3 fieiated corrupondenc* 
OAeiLLiJP Affiliation Unknown QO/OO/Ol lp 
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--800B140356 J O'Neill response to licensee second set of 

■ n t es-roga tor ie_s Discusses O'Neill Contention IIE-3 calling 
for analysis of criticality possibility in proposed fuel 
racks Certificate of Svc 4 newspaper clippings ene 1 
O'NEILL, J P Affiliation Unknown 80/07/23 6pp 


8008080133 Forwards 800725 Ffl notice re procedural assistance change in 
adjudicatory licensing proc endings (ref spent fuel pool mod 
proceeding ) 

GOLDBERG, S C Hearing Branch 2 80/OB/06 4pp 


BO-09140297 Advises that safety evaluation 4 EIA for spent fuel pool mad 
will he issued on 800930 

MOORE, J E Hearing Branch 3 80/00/13 ip 


B00826036B Forwards CPC responses to Crista-Maria Interrogatories 3-1 
through 3-4, 3-6 4 3-7 of first set of interrogatories re 
facility spent fuel racks Response to Interrogatory 3-5 is 
incomplete Affidavits l Certificate of Svc enc I 
GALLO, J Isham, Lincoln & Deale 80/08/22 17pp 


•8008 2 A 037 1 Responses to Crista-Maria Interrogatories 3-1 through 3-4, 
3-6 8, 3-7 of first set of interrogatories re facility spent 
fuel racks No Type 304 austenitic stainless steel is used in 
existing spent fuel racks Supporting documentation end 
GALLO, J Consumers Power Co GALLO, J Isham, Lincoln 4 Beale 
80/08/22 700pp 


H General correspondence 


8008130392 Opposes nuclear facility Biological shield proves 
insufficient to contain gamma rays of Pu in fuel bundles 
LAMP SON i K , ANDREWS, L , ANDREWS, 0 Affiliation Unknown 80/08/11 


P Operating license stage documents 4 correspondence 


800B06033B Forwards errata sheets correcting errors in five aidl TMI-2 
re la ted requirements submitted by 800307 1 tr I terns Involved 
art II. K 3 25,11 K 29 4 II K 3 44 Bvc lists end 
EIGENHUT, D 0 Division of Licensing 80/06/09 69pp 


0008080229 Forwards Geosciences Branch preliminary recommendations re 
site specific spectra for SEP evaluation of seismic design 
adequacy of selected plants Final recommendation will be 
provided in Dec 1980 

JACKSON, R E Geosciences Branch 80/06/23 37pp 


8Q080600B4 Forwards FR notice re 800714-17 regional meetings to address 
portion of Commission 800323 memorandum 4 order describing 
requirements of environ qual 1 f i cation of electrical 
equipment Installed in safety sys 

EISENHUT, D 0 Division of Licensing 80/06/30 ip 


■8008060189 Notice of 800714-17 regional meetings to address portion of 
Commission 000323 memorandum 4 order describing requirements 
of environ qualification of electrical equipment installed 
In safety sys 8vc lists oncl 

EISENHUT, D G Division of Licensing 80/06/27 U7pp, 


8OO0OSOO&4 Requests amend to util Tech Specs within 90 days of receipt 
of 1 tr re scram discharge vol designs foT BWR control rod 
drive sys to reduce susceptibility to common cause failures 
Model Tech Specs enc 1 

EISENHUT, D G Division of Licensing 00/07/07 ip 


--8008050086 Model Tech Specs re control rod operability 
a Division of Licensing 00/07/07 i5pp 


80-08060333 Forwards BWR model Tech Specs for NUREO-0578, TMI-2 Lessons 
Learned Category A items 4 proposed wording of conditions 
Request* submittal of license amend app 1 ica t ion, 
incorporating end specs, within 60 days of receipt 
EISENHUT, 0 G Division of Licensing 00/07/12 2pp 


— 8000060372 BWR model Tech Specs for NUREG-0578, TMI-2 Lessons Learned, 
Category A items re emergency power supply requirement, 
direct indication of valve position 4 instrumentation for 
inadequate core cooling Svc list end 
» Division of Licensing, 00/07/12 24pp 


8008080096 Confirms 800724 telcon notification of 000730-31 meeting w/ 
operating BWR licensees in Glen Ellyn, IL to discuss as-built 
scram discharge vol 4 piping Schedule enc I 

HEISHHAN.R F Region 3, Chicago, Reactor Operations Nuclear Support 
Branch 80/07/24 4pp. 


G00BO10077 Notification of 800726 meeting u/util in Charlevoi* County, 
MI to discuss licensee proposed risk assessment for power 
p lent 

PAULSON, W A Operating Reactors Branch 5 80/07/25 2pp 


8008080110 Forwards points to be addiessed in 801231 SEP submittal re 
a nc borage 4 sup port of safety-related electrical equipment 
CRUTCHFIELD. D Operating Reactors Branch 5 00/07/28 Spp 


8008030436 Responds to NRC 800611 request for info re indications on 
low pressure turbine discs meg by OE NRC concerns do not 
apply because plant decs not use disc design 
HOFFMAN, D P Consumers Power Co 80/08/01 App 


— 8008050440 "Turbine Assembly " 

* Consumers Power Co 80/08/01 lp 


0008070543 Requests submission of plans for seismic evaluation program 
4 justification for continued operation in interim Requests 
program plans by 0009 I 5, ana i y s 1 1 by 820101 4 necessary mods 
by 830101 Recommendations for site spectra end 
EISENHUT, D 0 Division of Licensing BO/00 /04 4pp 


■8008070546 Forwards initial review 4 recommendations for site specific 
spectra at SEP sites 

JACKSON, fl E Geosciences Branch 80/06/23 37pp 


0008180324 Advises NRC of change of determination of Tech Spec change 
request from Class II to Class III Class III fee end W/o 
end 

HOFFMAN, D P Consumer* Power Co 80/08/04 lp 


0008270003 Forwards request for add 1 info for review- of submittals re 
App J to 10CFR50 "Primary Reactor Containment Leakage 
Testing for Water Coaled Power Reactor* " 

CRUTCHFIELD, D Operating- Reactors Branch 3 80/00/04 7pp 


0008120321 Ack receipt of 800707 application for Tech Spec changes re 
containment spray sys surveillance Requests remittance of 
addl sum duo to Class III fee applicability 
DIGGS, R M License Fee Management Branch 00/08/05 Ip 


8000120333 Forwards response to 790809 request for info ra structural 
topics associated ui/BEP program review, in response to W 
Paulson notification that response had not been received 
Response formula ted in 1979 inadvertently not docketed 
HOFFMAN, D P Consumers Power Co 80/09/08 7pp 


■8009120337 "Specs for De* ign, Furn ish ing> Erect Ion 4 Testing of 
Containment Vessel for Dig Rock Point Plant," Revision 4, 
Spec 3159-C-l 

RANDOLPH, 0 Bechtel Corp 62/03/12 52pp 


8000190160 Forwards addl info re radiation levels in spent fuel pool 
area Measures to reduce activity levels include recycling 
spent fuel pool coolant through radwaste demineral 1 ter, water 
lancing weir over surge tank 6 air lancing surge tank 
HOFFMAN, D P Consumer* Power Co 00/08/11 2pp 


8009190262 Forwards revision to 791207 submittal, re inservice test 
program Pot pump* 4 valves 4 requests for relief fTom 
specific code requirements Revision incorporates additions 
4 c lar i f lea tion* 

HOFFMAN, D P Consumers Power Co B0/0S/14 5pp 


8008210444 Forwards request to amend License DPR-6, revie ing Tech Specs 
to incorporate functional testing of trip mechanism of fuel 
transfer cask safety catch in response to NRC 
recommendation Class III fee end 
HOFFMAN. D P Consumers Power Co 80/0B/14 ip 


--BOOB210453 Application for amend to License DPR-6, Chang ing Tech Specs 
Section 7 4 to NRC recommendation re functional tasting of 
trip mechanism of fuel trans fer safety catch 
DEWITT, R D Consumers Power Co 0O/OB/14 lp 


8008210461 Proposed Tech Spec, Section 7 4 revising functional testing 
of trip mechanism for fuel transfer cask safety catch 
device 

a Consumers Power Co 80/08/14, Ip 


0008260030- Correct* enc 1 util B 00821 ltr which should have been 
addressed to DM Crutchfield instead of JO Keppier 
HOFFMAN, D P Consumers Power Co B0/08/22 lp 


— 8006260056 Forwards response to 790709 request for addl info re 
degraded grid voltage 

HOFFMAN. D P Consumers Power Co B0/08/21 9pp 
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8000280401 triform that CPC 600031 response to HRC add 3 Info request re 
generic issue of onsite pouier sys - degraded grid voltage, 
was erroneous] y addressed Should be addressed to Director of 
Nu c ! oar Reactor Regulation, attention Dll Crutchfield 
HOFFMAN, D P Consumers Power Co 80/08/22 Ip 


8008200405 Responds to URC 790709 add I info reguest re generic issue of 
onsite power sys Degraded gild voltage data for facility 
end Computer analysis providing reguested data ver 1 f l c at l on 
Completed on B00626 

HOFFMAN, D P Consumers Power Co 00/00/31 9pp 


0OOG27O393 Application for amend of License DPR-6. r e l ns ta t i ng original 
leu reactor water level trip setpoint 
HOFFMAN, D P Consumers Power Co BO/OB/25 2pp 


— 0 C)0927(J39i Tech Spec change request for Tech Spec 6 1 2 L Tables 
1131 1 j 1 3 3 1 H rt low reactor water level setpoint 
YOUNODAHL, R C Consumers Power Co 00/08/25 4 pp 


8000270401 Forwards commitments ro emergency diesel generator testing 
L adequacy of interim technical support c tr, cunf irming 
agreements reached during NRC 000728 visit 
HOFFMAN, t) P Consumers Power Co BO/OB/25 5pp 


0 Inspection reports. IE Bulletins 4, correspondence 


000806047 1 Forwards IE Bulletin 00-17. "Failure of 76 of 185 Control 
Rods to Fully Insert During Scram at BUR " Written response 
requ i red 

KEPPLER. J 0 Region 3. Chicago, Office of the Director 30/07/03 
>P 


8008220+69 Forwards IE Insp flept 50-153/80-07 on 900623-27 No 
noncomp 1 lane t noted 

DA'/IS.A B Region 3, Chicago. Fuel Facility 4 Materials Safety 
Branch 80/07/14 2pp 


— 300B220+72 IE Insp Rept 50-155/80-07 on B00623-27 No noncomp 1 iant e 
noted Major areas inspected environ monitoring program £, 
emergency p lannlng , t nc lud i ng examination of current 6 
proposed emergency plans i- Implementing procedures 
GREER.R J ■ ES8IQ.T If Region 3, Chicago. Office of the Director 
00/07/ 1 0 4pp 


3OO0O7OO9J Forwards Suppl 1 to IE Bulletin BO-17. "Failure of 76 of 109 
Control Rods to Fully Insert During Scram at BWR " Written 
response required 

HEPPLER, J 0 Region 3. Chicago. Office of the Director B0/O7/1S 
«P 


1008070208 Forwards 8uppl 2 to IE Bulletin 80-17, "Failure of 76 of 189 
Control Rods to Fully Insert During Ecram at DWR * Written 
response required 

KEPPLER. J C Region 3, Chicago. Office of the Director 80/07/22 

2pp 


000150337 Forwards suppl to IE Info Mo tire 00-06. "Notification of 
Significant Events at Operating Power Reactor Facilities " 

Mo written response required 

KEPPLER, J 0 Region 3, Chicago. Office of the Director 00/07/29 
If 


00BO5O389 Submits response to IE Bulletin 80-14 "Degradation of BUR 
Scram Discharge Vol Capability “ No instances of degradation 
of SD9 level switch identified during review of records 
HOFFMAN, P P Consumers Power Co 80/07/31 3pp 


30B050437 Forwards response to IE Bulletin 80-17, "Failure of 76 of 
IBS Control Bods to Fully Insert During Scram at SNR “ 

HOFFMAN, D P Consumers Power Co BO/07/31 7pp 


00180096 Forwards IE Bulletin 80-20. "Failures of Wes t inghouse Type 
W-2 Bpring Return to Neutral Control Switches “ Action 
requ l red 

KEPPLER. J 0 Region 3. Chicago. Office of the Director 00/07/31 
IP 


09200450 rorwards IE Bulletin 80-19. "Failures of Mercury-Wetted 
Matrix Relays in Reactor Protective Sys of Operating Nuclear 
Power Plants Oengned by Combustion En g t ne sr I ng " Action 
required by facilities w/OLs or CPs 

KEPPLER. J Q Region 3. Chicago, Office of the Director 00/07/31 
If 


08100126 Forwards IE Bulletin, 00-20, "Failures of Wes t i nghouse Type 
'-3 Spring Return to Neutral Control Switches.*' sent to 
listed licensees for action on 800731 

3 APf AS, H Region 3. Chicago. Office of the Director BO/GB/Ol lp 


8008180231 Ferwards IE Infu Notice 80-29, "Broken Studs on Terry 
Turbine Steam Inlet Flange 11 No specific action or response 
requested 

KEPPLER, JO Region 3, Chicago, Office of the Director 80/0B/07 
if 


8009200149 Ac 1 receipt of BO0716 Itr informing NRC of steps taken to 
correct violations noted in IE Insp Rept 50-155/00-09 
H1N0, J A Region 3, Chicago, Safeguards Branch 80/08/07 Ip 


— 8008200151 Responds to NRC 800626 ltr re violations noted in IE Insp 
Rept 50-155/00-05 Requests plant security sys operability 
issue be maintained as open item 

HOFFMAN, D P Consumers Power Co 80/07/16 2pp 


8000130492 Responds to IE Bulletin 60-17, Suppl l,r» failure of control 
rod to properly insert Util 900730 response to Suppl 1 
provided status of actions taken l as-built scram discharge 
val sys discussed, emphasi ling scram sys differences 
HOFFMAN, D P Consumers Power Co 0O/OB/OB 9pp 


— 8008240314 "Scram Dump Tank " Worksheet enc 1 
♦ Kaiser Steel Corp 6044 60/11/iS 2pp 


— 0000260319 "PIS.D Control Rod Drive Sys," as-built Worksheet end 
* Bechtel Corf 3159 63/01/09 2pp 


— B00B26O324 "Arrangement Control Rod Drive Hydraulic Sys,” Sheet 1 
Reviewed to reflect as-built design per IE Bulletin 79-14 
* Ooneral Electric Co 80/04/04 lp 


--B008260328 "Arrangement Control Rod Drive Hydraulic Sys," Sheet 2 
Reviewed to reflect as-built design per IE Bulletin 79-14 
* General Electric Co 80/04/04 lp 


— B00B240333 "Arrangement Control Rod Drive Hydraulic Sys, 11 Sheet 3 
Reviewed to reflect as-built design per IE Bulletin 79-14 
» General Electric Co 80/04/04 lp 


0000100475 Discusses Item 1 of IE Insp Rept 50-155/80-01 re health 
physics appraisal Item 1 is not Item of noncomp 1 iancs 
Interpretation of Tech Specs to include criteria of Ziemann 
770315 ltr is invalid due to absence from OL conditions 
HOFFMAN, D P Consumers Power Co. 80/08/11 lp 


0009210438 Responds to IE Bulletin 80-20, "Failures of Westinghouse 
Type W-2 Bpring Return to Neutral Control Switches " 

Switches are not in use at facility 

HOFFMAN, D P Consumers Power Co 00/08/15. lp 


R Periodic operating reports &. related correspondence 


B008130471 Forwards monthly operating rept for Jul 1900 
HARTMAN, C J Consumers Power Co 80/00/07 Ip 


— B0001 30475 Monthly rept for Jul 1900 

HIKMEBAUCH, N Consumers Power Co 80/00/07 4pp 


S Reportable occurrences, LERs { related correspondence 


B00905044 1 Forwards LER 0O-O17/O3L-O 

HOFFMAN, D P Consumers Power Co 80/00/01 lp 


— B008050+47 LER 80-017/03L-0 on 800703, fo 1 1 owi ng Intermittent automatic 
test circuit a J arms, setpoint drift in conservatlva direction 
found on reactor level transmitter Cause to be investigated 
Readjusted unit by venting 4 reieroing transmitter 
a Consumers Power Co 80/QB/01 lp 


0008080320 Forwards LER 8O-O10/O3L-O 

HOFFMAN, D P Consumers Power Co, 00/08/04 lp 


— 0000080324 LER 8O-O10/O3L-O on 00071 0, dur i ng gravity check, cel Is 35 !< 
54 of battery power supply for reactor depressuri i ing sys 
channel C found below Tech Spec values Cause unknown Calls 
failed to respond to charge tc channel removed from sve 
a Consumers Power Co 8O/OB/04 Ip 


800 008 04 03 Forwards revised LERs 79-O20/O1X-1 t, 0O-O13/O1X-1 
HOFFMANN, D P Consumers Power Co 80/08/04 Ip 


— BOOBO0O4O6 Revised LER 79-020/OlX-t on 791213. during review of 24-inch 
containment isolation valves, valves CV4097 & CV4093 found 
not closing under worst LQCA pressure conditions Caused by 
inadequate specs for original valves Stops adjusted 
* Consumers Power Co 00/00/04 2pp 
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— 3008080411 Revised LER 80-013/01 X-t on 800509, revi ew of 24-inch 
ventilation isolation valves indicated damage to air 
operator mechanism might occur during pressure transient 
Caused bg inadequate original spec* Air operators modified 
* Consumers Power Co 80/OB/04 2pp 


8008190408 Forwards LER 80-019/03L-0 

Hi THROW, 0 C Consumers Power Co 80/08/12 Ip 


— &008190491 LER 80-019/Q3L-0 on 800713, visua 1 alarm noted on 
containment pressure Indicator on unit PIS 173 in control 
room Cause not repetitive Investigation revealed defective 
electronic components in unit 
* Consumers Power Co 80/08/12 Ip 


0008210331 Forwards LER B0-020/03L-0 

HOFFMAN, D P Consumers Power Co 00/08/15 lp 


— 800321 0333 LER 80-020/03L-0 on 800718, during weekly checks of pilot 
cell of reactor depressor i i ing sys battery for Channel C, 
voltage anomaly revealed defective three unit cell Caused by 
increase in internal resistance of cell unit 9 
■* Consumers Power Co 80/08/15 lp 


V Operator Examinations 


800B120486 Forwards "CPCo Hot License Program-Reactor Operator," 
requested by NRC 800328 ltr re submittal of revised programs 
for NRC review 

HOFFMAN* D P Consumers Power Co 80/08/06 lp 


— BQQB12Q493 "CPCo Hot License Program-Reactor Operator " 
* Consumers Power Co 80/07/31 24pp 


DOCKET 50-156 UNIV OF WISCONSIN RESEARCH REACTOR 


ft Periodic operating reports & related correspondence 


00080401 IS Forwards “Annual Operating Rept for License R-74 for 
FY79-80, “ per Tech Specs 

CA3NWELL.R J Wisconsin, Univ of, Madison 80/07/11 lp 


—8008040119 "Annual Operating Rept for License R-74 for FY79-B0 “ 
CABHVIELL. R J Wisconsin, Univ of, Madison 80/07/11 71pp 


DOCKET 50-160 GEORGIA INST OF TECH RESEARCH REACTOR 


0 Inspection reports, IE Bulletins 6 correspondence 


80082706S9 Forwards IE Info Notice 80-24, "Low Level Radmastp Burial 
Criteria " No written response required UH 9niejei 800530 
memo one 1 

0 'REILLY, U P Region 2. Atlanta, Office of the Director 80/08/14 
tf 


DOCKET 90-166 UNIV OF MARYLAND RESEARCH REACTOR 


F Operating license stage documents & correspondence 


3008270074 Forwards notice of proposed renewal of facility License R-70 
for TRJGA-typ# research reactor 

HILLER, J R Standard! latlon & Special Projects Branch 80/08/11 
2pp, 


--8008270076 Notice of proposed renewal of facility License R-79 for 
TRIGA-type research reactor 

MILLER, J R Standard i lati on it Special Projects Branch 90/08/11 
4pp 


DOCKET 50-171 PEACH BOTTOM ATOMIC POWER STATION, UNIT 1 


F Security, medical, emergency & fire protection plans 4 f 


8008250756 Notifies that Health Physics Network telephone sys has been 
install ed, 1 ink ing site health physics personnel w/NRC it 
regional ofes Network, activated in emergency, is restricted 
to use during failure of other communications 
•GRIER. B H Region 1, Philadelphia, Office of the Director 
80/04/24 Bp? 


Q Inspection reports, tE Bulletins t correspondence 


80QB09004 1 Responds to IE Bulletin 00-17 re scram tests Requests 
extension of required Unit 3 outage to 800309 Describes 
measures taken to insure control rad drive operability 
GALLAGHER, J W Ph I lad el p-h la E 1 ec tr ic Co 80/07/23 3pp 


DOCKET 50-195 PLUM BROOK REACTOR - MOCK-UP 


9008130075 Summary of 800617 meeting <j/license« in Bethesda, MD re 
B00317 application to dismantle reactors List of attendees 
k licensee proposed criteria for release of facility to 
unrestricted access encl 

ERICKSON, P B Operating Reactors Branch 4 30/08/04 9pp 


DOCKET 50-183 KANSAS STATE UNIV RESEARCH REACTOR 


Q Inspection reports, J£ Sulletin* 5 correspondence 


BO0B14O133 Forwards J£ Circular BO-14, "Radioactive Contamination of 
Plant Demineralued Water Sys & Resultant Internal 
Contamination of Personnel " No response required 
6EYFR IT, K V Region 4, Dallas, Office of the Director BO/06/24 
lp 


DOCKET 50-192 UNIV OF TEXAS RESEARCH REACTOR 


3 Inspection reports. IE Bulletins & correspondence 


800S140JS5 Forwards IE Circular 30-14, "Radioactive Contamination of 
Plant Deminerai i jed Mater Sys k Resultant Internal 
Contamination of Personnel " No response required 
8EYFRIT, K V Region 4, Dallas, Office of the Director 80/06/24 

lp 


DOCKET 80-193 RHODE ISLAND it PROVIDENCE PLANTATIONS AEC 


F Security, medical, emergency k fire protection plans 


8008110023 Forwards route for approval for use in shipping irradiated 
reactor fuel to reprocessing plant in BC U/o ent 1 

DIHEOLIOiA F Rhode Island Atomic Energy Commission 80/06/10 lp 


0008010281 Forwards security plan for State of RI AEC Nuclear Science 
Ctr Plan withheld (ref 10CFR2 7905 

DIMEGLIO, A F Rhode Island, State of 60/07/28 Ip 


P Operating license stage documents 6 correspondence 


8008140100 Forwards Amend 8 to License R-95 ft safety evaluation 
MILLER, J R Standard! tation 4> Special Projects Branch 80/07/31 
3pp 


—8008140103 Amend 8 ta License R-95. r evi sing Tech Spec* re reactor core 
control elements principle mail* * fission density limit 
* Standard i lafcion 8, Special Projects Branch 00/07/3! 9pp 


—8009140109 Safety evaluation supporting Amend 8 to License R-95 
» Standard i i a ti on 8> Special Project* Branch 00/07/31 Spp 


DOCKET 90-201 WEST VALLEY REPROCESSINQ PLANT 


F Security, medical, emergency fr fire protection plans 


8008250730 Notifies that Health Physics Network telephone sys has been 
insta 1 1 ed, 1 i nfc 1 tig site health physics personnel w/NRC tt 
regional fifes Network, ac tivated in emergency, i * restricted & 
should be used only when other communications out of sve 
ORIER.B H Region 1, Ph i ladel phia, Qfftce of the Director 
80/04/24 Hpp 


G Adjudicatory correspondence 


8008120441 Order inviting parties to submit views re reopening of 
QEfSKO p roce ed ings, Cornell *s ian action re license applications 
fe possible consideration of other actions 

CHILK.S U Office of the Secretary of the Commission 80/08/07 

Bpfi 



22 


DOCKETED ITEMS 


P Operating license stage documents 4 co rr e 5 ponds n c e 


0OOEO3O246 Forwards "West Valley High Level Liquid Waste 
Imob 1 1 l lat ion Pro jec t. Pub 1 ic Scooping What it Revealed 
Dec 1979-Feb 1900 •' Rept will be used in preparation of EIS 
PASSACLU.JM Energy, Dept of 00/06/03 Ip 


— 8000050257 "West Valley High Level Liquid Watte Immo b 1 1 i 1 a 1 1 on Project, 
Public Scoping What it Revealed Dec 1979-Feb 1980* " prepared 
for ANL V DOE 

* League ot Woman Voters 00/05/31 67pp 


8008080044 Forwards 11 Insp 4 Evaluation of NFS High Level Waste Storage 
Sys." program plan summary overview 

WQDRICHi D D Rockwell International Corp , Hanrord Operations 
00/06/ 68 lp 


— 0008080049 "Insp A Evaluation of NFS C800 High Level Waste Storage 
Sys,' 1 program plan summary review 

SMITH, R E Rockwell [n t erna 1 1 onel Corp . Energy Systems Div 
RH0-L0-130 00/01/31 7pp 


8006270062 Forwards Rockwell Hanford Operations rept "Insp U Evaluation 
of Nuclear Fuel SvC s High Level Waste Storage Sys." 
providing overview of work to be performed re contract Refs 
Savannah River Plant 780602 review U 1 *c pmmenda tions 
ROUSE* L C Advanced Fuel t Spent Fuel Licensing Branch 00/06/27 
2pp 


0000130694 Requests implementation schedule for recommendation* made in 
Mar 1980 vulnerability assessment NRC will provide approval 
4 /or comments 

BURNETT, R F Division dF Safeguards 00/07/15 Ip 


DOCKET 30-206 SAN ONOFRE NUCLEAR STATION 1 , UNIT I 


F Securlty< medical, emergency 4 fire protection plant 


0003120647 Response to 000409 request for dpcumunta t 1 o n of completion 
dates far alternate shutdown sys at sis facilities 6 
completion dates for fire protection mods at five 
facilities 

LAINA3,G Plant Systems Branch 90/04/19 Spp 


0008270147 Forwards 1£ Health Physics Appraisal Rept* 30-206/00-17 on 
800319-30, notice of violation 4 significant appraisal 
find ings 

ENOELKEN.fi H Region 5, San Francisco, Office of the Director 
B0/09/15 Spp 


— 8008270IS1 Notice of violation from health physics appraisal on 
000519-30 

* Region 5, San Francisco, Office of the Director 00/00/13 tp 


— 0008270154 IE Health Physics Appraisal Rept 30-206/80-17 Noncomp 1 i anc o 
noted deficiency in lahellng of radwaste containers 
NORTH, H S , FISH, R F , WENSLAWSK.I, F A Region 5, San Francisco, 
Office 0 # the Director 80/09/13 79pp 


H General correspondence 


8000060160 Act receipt of 00062* ttr suggesting that NRC deny requests 
to revoke OL Comments will be considered as part of NRC 
evaluation of requests under 10CFR2 206 requirements 
DENlGN.H R Office of Nuclear Reactor Regulation, Director 
00/07/23 Spp 


— 0000060163 Suggests that NRC deny requests under I0CFR2 206 to revoke 
OL 

SMITH, M C Affiliation Unknown 80/06/26 2pp 


0002204+5 Responds to 800420 inquiry re status of petitions requesting 
suspension or revocation of OL Evacuatton plan is being 
ipgraded to conform w/new rule on emergency planning NRC 
s reviewing seismic Info 

ENTDN, H R Office of Nuclear Reactor Regulation, Director 
5/00/11 Ip 


Jp era 1 1 ng license stage documents 4, correspondence 


'SOiOSSB Forwards errata sheets correcting errors In five add I TMI-2 
elated requirements submitted by 000507 Hr Items involved 
re II K 3 25,11 K 29 4 1 1 ft 3 44 Svc lists end 
16EMH0T. D G Division of Licensing 00/06/09 69pp 


B 0080 00229 Forwards Geosciences Branch preliminary recommendations re 
site specific spectra for SEP evaluation of seismic design 
adequacy of selected plants Final recommendation will be 
provided in Dec 1980 

JACKSON, fl E Geosciences Branch 90/06/23 37pp 


8008060024 Forwards FR notice re 000714-17 regional meetlngi to address 
portion of Commission 000523 memorandum 4 order describing 
requirements of environ qua llfication of electrical 
eqol pment Installed in safety sys 

E I5ENHUT , D G Division of Licensing 00/06/30 lp 


— 80080601B9 Notice of 000714-17 regional meeting* to address portion of 
Commission B00523 memorandum 4 order describing requirements 
□f environ qualification of electrical equipment Installed 
in safety sys 8vc lists enc 1 

E ISCNHUT , D G Division of Licensing 80/06/37 U7pp 


8008140112 Forward* addl info request re steam generator 4 reactor 
coolant pump support f rac lure toughness design Response 
requested within 30 days 

CRUTCHFIELD, 0 Operating Reactors Branch 5 00/07/23 6pp 


8008010061 Notification of 800731 meeting ui/u 1 1 1 in Be thesda, MO to 
discuss sleeving design concept for correcting steam 
generator leakage & decontaminating steam generators using 
mignetlte grit process 

N0WICKI.8 J Operating Reactors Branch 5 00/07/24 2pp 


8008140445 Forward* guidance for program resolving safety concern re 
anchorage 4. support of safety -related electrical equipment 
CRUTCHFIELD, D Operating Reactors Branch 3 80/07/PB 5pp 


8009060301 Forwardi comments on draft assessment of SEP review of safe 
shutdown sys Also forwards procedural 4 hardware changes 
resulting from events at TMI Drawing of planned change* to 
auxiliary feedwater sy* available In Central Fllei only 
HAVNES. J 0 Southern California Edison Co 00/07/31 13pp 


■8008060304 "Unit 1 Shutdown to Hot Standby Con d i 1 1 on, "Revl * l on 9 
BJHJNET, R R , CURRAN, J M Southern California Edison Co 79/07/26 
3pp 


--9008060308 "Emergency Shutdown, " Revision 7 

ORUNET, R R , CURRAN, J M Southern California Edison Co 80/01/18 
4pp 


—0003060310 "Plant Hot Shutdown to Cold Conditions," Revision 14 

BRUNET, R R, , CURRAN, J M Southern Cfl 1 1 f orn i a- Ed i son Co 00/05/13 

Spp 


-8008060314 “Forced Evacuation of Control Rogm Due to Firs Cauiing Lost 
of All Station fc/or Normal Instrument Air," Revision 7 
BRUNET, H R , CURRAN, J M Southern California Edison Co 80/03/11. 
9pp 


—0009060316 "Station Loss of Off-Site Power," Revision 10 

BRUNET, R R - CURRAN, J M Southern California Edison Co 80/02/25 

1 lpp 


— 0000060319 "Auxiliary Feedwater 9ys Operation," Revision 10 

BRUNET, R R , CURRAN, 0 M Southern California Edison Co 00/03/18 

Bpp 


--9000060321 "Reactor Shutdown From Hot Standby to Hot Shutdown, 
Revl tion 5 

OTTQS0N, H, L Southern California Edison Co 76/08/23 3pp 


0000230103 Request* providing expanded program for seismic analysis ef 
balance of plant structures S. development of Instructure 
response spec bra Program should include remainder of 
reactor coolant pressure boundary, 

EISENHUr, D 0 Division of Licensing 0O/OS/O4, 3pp 


0008140301 Forwards "Simulation of Earthquake Ground Motions fof Ban 
Onofre Nuclear Generating Station Unit 1," Bupfl II 
HAVNES, J G Southern California Edison Co. 00/08/08 lp 


—8009140469 "Simulation of Earthquake Ground Motion* for San Onofre 
Nuclear Generating Station Unit 1," Buppl II 
e Del Mar Technical Associate* 90/00/31 55pp 


9000200449 Notification of 90QB26 meeting w/util In 0eth»*d«,MD to 
discus* requirement* for change from safety injection 
to recirculation mod* of operation 

NOIf ECK 1 , 8 J Operating Reactors Branch 5 00/09/11 2pp 
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6003180340 Submit* Div of Mine* i Geology positio-n statement on Trail 
5 offset feature in San Onofre Beach State Park Offset 
future Is result of Intersection of slip of plane w/wall 
of arroyo & i* not fault feature of tectonic significance 
DAVIS. J F California. State of 00/00/12 3pp 


S00B15Q196 Forwards "Comparative Evaluation of 
Spectra N/2/30 Housner Seismic Re-evaluation 
"Simulation of Earthquake Ground Motions for 
flue leer Generating Station. Unit 1." Suppl 3 
HAYNES* J G Southern California Edison Co 


San Onofre Bite Specific 
Spec tra. * & 

San Onofre 

80/00/13 2pp 


— 8008150199 "Comparative Evaluation of San Onofre Site Spectra U/2/3Q 
Housner Seismic Re-eva 1 uat i on Spectra 11 

KOSS. P Southern California Edison Co 0O/OB/O0 I7pp 


■8008130205 "Simulation of Earthquake Ground Motions for San Onofre 
Nuclear Generating Station.Unit l." Suppl 3 
■» Del Mar’ Technical Associates 00/00/31 196pp 


--0OQ822O145 IE Insp Rept 50'206/30~19 on 300602-27 No none amp 1 1 anc c 
noted Major areas inspected plant operations during 
refueling ou ta g e, non th 1 g maint t surveillance observations 
6 follouup on licensee LERs 

HILLER, L Region 5. Ban Francisco, Office of the Director 
FAULKFNGERRY, B Region 9, San Francisco. Reactor Operations 
Nuclear Support Branch 00/07/14 7pp 


9008250205 Discusses 900715 meeting u/util in Rosemead. CA re results of 
NRC regional evaluation of licensee performance Areas of 
concern, identified in end evaluat ion. should receive 
particular aigt attention 

CREWS. J L Region 9, San Francisco. Fleactoi Operations Nuclear 
Support Branch B0/07/16 2pp 


— B008250212 Submits regional evaluation of facility for 79051 5-800S1 5. 
conducted on S00612 Review encompassed licensee performance 
in 17 functional area *. enf orcement actions & LERs Increased 
insp activity re design changes b modi should he performed 
FAULHEMDEflR Y» B . CURTIS, J R . HA1ST.DP Region 9, San Francisco, 
Office of the Director 00/07/07 7pp 


8009210130 Forwards administrative rept. "Review of Offshore Seiimic 
Reflection Profiles in Vicinity of Cristianltos Fault, San 
□nofre.CA," in response to NRC 800702 request 

MORRIS, R H Int er i or , Dep t of. Geological Survey 00/08/13 ip 


■0000210136 ’‘Review of Offshore Seismic Reflection Profiles in Vicinity 
of Cristianltos Fault.San Onofre, CA " 

GREENE. H 0 In ter ior. Dept of, Geological Survey KENNEDY, M P 
California. State of 80/08/13 23pp 


0000210349 Forwards repts, "Simulation of Earthquake Ground Motion! fur 
Sen Onofre Nuclear Generating Station Unit 1," Pinal rept 6 
Supple 1,2 b 3 per NRC requests U 000724 discussion re 
pr-oqram results 

BASKIN. K P Southern California Edison Co 00/00/14 2pp 


— 0009210351 "Simulation of Earthquake Ground Motions for San Onofre 
Nuclear Generating Station Unit 1," final rept 
* TERA Corp 78/05/31 141pp 


•8009210332 “Simulation of Earthquake Oround Motions for San Onofre 
Nuclear Generating Station Unit 1," Suppl 1 
* TERA Corp 79/07/31 166pp 


--9008210354 "Simulation of Earthquake Oround Motions for San Onofre 
Nuclear Generating Station Unit 1. " Suppl 2 
* TERA Corp 00/00/31 54pp 


— 9003210355 "Simulation of Earthquake Ground Motions for San Onofre 
Nuclear Generating Station Unit 1." Suppl 3 
* TERA Corp 0O/OB/3J 156pp 


□009250696 Forwards response to NRC 000214 request for refs to docketed 
info re SEP topics 

BA9KJN, K P Southern California Edison Co 00/00/19 5pp 


<3 Inspection report*, IE Bulletins It correspondence 


000906006* Respond* to IE Bulletin 80-06, "Engineered Safety Feature 
(E0F1 Reset Control* " Submits actions required re 
♦ a f e ty-re la ted equipment b notifies that analysis validity 
t**t will be performed prior to return to power 
BASKIN, K P Southern California Edison Co 00/06/09 6pp 


0000070065 Respond* to IE Bulletin 00-09, "Hydramotor Actuator 
Deficiencies " No ITT General Controls hydramotor actuator* 
used in safety-related hydraulically actuated valve* 
BA5KIN.K P Southern California Edison Co 00/06/10 2pp 


9008080179 Responds to IE Bulletin 30-09 re containment piping 
penetration welds Connection* between penetration sleeve b 
process piping do not employ flued-head design, All welds 
fully radiographed during const 

OTTOBON. H L Southern California Edison Co 00/06/30 5pp 


9000070003 Responds to IE Bulletin 80-10 re possible nonrad ioacti ve sys 
contamination Facility procedure* being revned to include 
gross activity sampling 4 analytlng 4 sys operation will be 
restricted during safety evaluation per 10CFR50 59 
OTTOBON, H L Southern California Edison Co BO/0'7/07 2pp 


6009220142 Forwards IE Insp Rept 50-206/80-19 on 800602-27 No 
noncompliance noted 

CREWS, J i- Region 5, San Francisco, Reactor Operations Nuclear 
Support Branch 00/07/14 2pp 


0000290063 Responds to IF Bulletin 30-16, "Potential Mi sapp l icat ion of 
Rosemount. 1 nc Models 1151 4 1152 Pressure Transmitters W/ 

Either A or D Output Codes " No s ub j pressure transmitters 
in use or planned for use in safety-related sys at facility 
OTTOSON, H L Southern California Edison Co 30/07/22 2pp 


9003120130 Forwards IE Circular 00-17, "Fuel Pin Damage Due to Hater 
Jet From Baffle Plate Corner " No written response required 
ENGELKEU, R H Region 5. San Francisco. Office of the Director 
00/07/23 Ip 


B00G200S24 Forwards IE Bulletin 30-10, "Maint of Adequate Min Flow 
Through Centrifugal Charging Pumps Following Secondary Side 
High En*i gy Line Rupture “ Action required 

ENOCLKEN, R H Region 9, San Francisco, Office of the Director 
00/07/24 ip 


0008260134 Forwards IE Suppl 1 to IE Info Notice 30-06. "Notification 
of Significant Events at Operating Power Reactor 
Facl lilies ” 

O'REILLY, J P Region 2, Atlanta, Office of the Director 00/07/29 
IP 


00031 10107 Ac k receipt of 900717 ltr informing NRC of steps taken to 
correct violation k deviation noted in IE Insp Rept 
50-206/BO-1& 

CREWS, J L Region 5, San Francisco. Reactor Operations Nuclear 
Support Branch 80/07/30 Ip 


— B00B11O113 Responds to NftC D-00703 ltr re violation & deviation noted 
in IE Insp Rept 50-206/90-16 Corrective actions shutdown 
margin properly recomputed Debris removed from charging 
pump room 

PAPAV.L T Southern California Edison Co 00/07/17 4pp 


•9008110110 Forwards IE Insp Rept 50-206/30-16 on 800505-30. notice of 
violation 4 notice of deviation 

CREWS, J L Region 5, San Francisco, Reactor Operations Nuclear 
Support Branch 90/07/03 2pp 


--0OO8HOit7 Notice of violation from insp on 800505-30 

# Region 5, San Francisco, Reactor Construction 4 Engineering 
Support Branch 60/07/02 lp 


--0009110120 Notice of deviation from insp on 800509-30 

* Region 5, San Francisco, Reactor Construction 4 Engineering 
Support Branch 80/07/02 lp 


— 9008110123 IE Insp Rept 50-206/90-16 on 900505-30 Nancomp I i anc e noted 
failure to properly implement operating instruction t* 
failure to maintain adequate housekeeping 4 cleanliness 
control 

MILLER, L F Region 5, San Francisco, Reactor Construction b 
Engineering Support Branch PATE, R J Region 5, Ban Francisco, 
Office of the Director FAULKENDERRY, B Region 5, San Francisco. 
Reactor Operations Nuclear Support Branch 00/07/02 9pp 


9009140533 Forwards IE Bulletin 30-20, 'Failure* of Westinghouse Type 
W- 2 Spring Return to Neutral Control Switches " Requests 
info re estimate of manpower associated w/carrectlve 
actions needed after identifying problem 

EtiGELKEN, R II Region 5, San Francisco, Office of the Director 
80/07/31 tp 


9009200404 Forwards IE Bulletin BO-19, "Failure* of Mercury-Netted 
Ma tr 1 » Relays in Reactor Protective Sys of Operating Nuclear 
Power Plants Designed by Combustion Engineering " Action 
required by facilities w/Ql s or CP* 

ENGEL KEN , R H Region 5, San Francisco, Office Of the Director 

80/07/31 lp 
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0008120377 Provide* rsspoiua to IE Bulletin 00-04* Item 2* p er 000716 
c ommi t merit Uc st i ng h ouse reviewed previous analysis of core 
response following main steam line treat Results Indicated 
no main or auxiliary feedwater assumed In previous analysis 
OTTO&ON, H L Southern California Edison Co 80/08/04 2pp 


8009150239 Notification af 300015 meeting u/u t 1 1 in Dethesda*MD to 
discuss steam generator imp 4 repair program results 
NCWICKJ.3 J Operating Reactors Branch 3 00/08/07 2pp 


S 000270321 Ac k receipt of 800724 1 1 r informing NRC of steps taken to 
correct violations noted in IE Insp Rep t 50-206/80-10 6 
Waste Packaging insp Kept 13000027/80-30 

ENCELf EN* R H Region 5. San Francisco* Office of the Director 
80/08/15 lp 


— 9009270325 Responds to NRC 800702 1 tr re violations notad in IE Insp 
Rept 50-206/80- 10 4 Waste Packaging Insp Rept 
1500-0027/00-30 Corrective actions procedures revised re 
spent resin shipments 

PAPAY* L T Southern California Edison Co 00/07/24 2pp 


—6008270328 Forwards IE Insp Rept 50-206/00-10 on- 800331-0403 U IE Waste 
Mg t Insp Rapt 15000027/00-02 on B0032I 

ENQELKEN* R H Region 5* San Francisco* Office of the Director 
80/07/02 3pp 


•B0O&27O332 IE Insp Rept 50-206/00-10 on 000331-0403 No noncomp 1 ianco 
noted Major areas inspected refueling outage plans* spent 
resin ah 1 pment * f ol low up on IE Circular 80-03 !< followup to 
LER 00-009 

BOOK.H E Region 5. San Francisco* Fuel Facility 4* Materials 
Safety Stanch WEINSLAW5K I * F . CURTIS* J R Region 5. San 
Francisco* Office of tha Director 80/07/02 7pp 


—8008270333 Waste Packaging Insp Rept 15000027/00-30 on 000321 
Noncompliance noted spent resin shipment dose rate eiceedod 
spec 

BQOK.H E Region 5, San Francisco. Fuel Facility 6 Material* 
Safety Branch THOMAS ft D , RIEDLINGER.D A Region 5* San 
Francisco* Office of the Director 60/04/03 6pp 


R Periodic operating reports 5 related correspondent r 


8008120440 Forwards monthly operating rept for Jul 1980 

CURRAN J M Southern California Edison Co 80/08/06 lp 


--•8000 120451 Monthly operating rept for Jul I960 

JOY. J M Southern California Edison Co 00/09/06 3pp 


6 RepoTtahle occurrences* IX ft s 6 related correspondence 


0008050074 Forward s LER 0O-O3O/O4X-O 

0TT0S0N* H L Southern. California Edison Co 00/07/23 2pp 


•0008050079 LER BO-030/ 0-4 Y-0 on 800404* dur 1 ng routine data processing* 
thermal measurement data discovered not obtained at station 
C225 mid-depth from 800123-0304 it at near-bottom from 
000304-0404 Cause not stated ENDEBCO temp sensors repaired 
8TRACH4N, A R Southern California Edison Co 00/07/23 lp 


8008220204 Forward* cancelled LER BO-14 

FAULKENBERRY, H Region 5* San Francisco* Reattor Operations Nuclear 
Support Branch 00/08/05 Ip 


■0009220205 LER 80-14 has been cancelled 

COLLINS* M Southern California Edison Co 00/08/05 lp 


8000130495 Responds to NRC 000620 request for info re failure of salt 
water cooling sy s Providei analysis of loss of salt water 
cooling « y s effect on design basis LUCA J< main steam line 
break inside containment 

HAYNES. J 0 Southern California Edison Co 80/00/00 5pp 


800B250643 Forwards LER 0O-O32/O3L-O 

OTTOSON. H L Southern California Edison Co 00/09/18 2pp 


— 8008250650 LER 80-032/03L-0 on 800717* dt<r ing cold shutdown conditions* 
Isolation valve for svc water to containment failed to close 
upon demand Caused by small amount of desiccant which 
entered solenoid during removal of air dryer desiccant 
CURRAN, J M Southern California Edison Co. 90/00/19 Ip 


V Operator Eiaminatlons 


8008060260 Forwards operator raqua lificatlon program revised to 
incorporate NRC 800329 requirements 

OTTOSON* H L Southern California Edison Co 00/07/31 I7pp 


DOCKET 50-213 HADDAM NECK. PLANT 


F Security, medical* emergency 4 fire protection plans 


0008250754 Notifies that Health Physics Network telephone sys has been 
Installed* linking site health physics personnel ui/NRC 4 
regional ofcs Ne twor k> ac 1 1 va t ed In- emergency* Is restricted 6 
should be used only when other communications out of 3vc 
GRIER* D H Region 1* Ph 1 1 ado 1 ph la . Office of the Director 
90/04/24 2pp 


0009290039 Notification of 000019.20 Si 22 workshops in Valley ForgeiPA, 
Chicago* IL 4- A 1 1 anta. OA, respec t ive ly. to solicit public 
c orribnt t e NUREO-0696, "Func t i ona 1 Criteria for Emergency 
Response Facilities " 

GRIER. B II Region 1, Philadelphia. Office of the Director 
80/09/11 2pp 


H Oeneral correspondence 


9008060106 Comments on petition for rulemaking 2-10 opposes Cltiien* 
Advisory Board request to require mods to licensing 
procedures Mods require addl burden Present procedures 
give interested persons access to licensing proceedings 
COUNSIL.il 0 Northeast Utilities 80/06/16 3pp 


P Operating license stage documents 4 correspondence 


8000060358 Forwards errata sheets correcting errors in five addl TMI-2 
related requirements submitted by 000507 1 tr I terns involved 
are II K 3 25, 1 1 K 29 4* 1 1 K 3 44 SVC lists end 
EJSEUHUT* D 0 Division of Licensing 80/06/09 69pp 


80080B0229 Forwards Geosciences Branch preliminary recommendations r» 
sit* specific spectra for SEP evaluation of seismic design 
adequacy of selected plants Final recommendation will be 
provided in Dec 1900 

JACKSON, R E Geosciences Drench 00/06/23' 37pp 


0000060024 Forwards Fft notice re 900714-17 regional meeting* to address 
portion af Commission 800523 memorandum St order .describ Ing 
requirements of environ qual if Icat ion of electrical 
equipment installed In safety sys 

E16ENHUT * D Q Division of Licensing 80/06/30 Ip 


— 8000060109 Notice of 000714-17 regional meetings to address portion of 
Commission 000523 memorandum 4* order describing requirements 
of envimn qua 1 1 f i-ca t ion of electrical equipment installed 
in safety sys Svc lists encl 

E1BCHHUT* D Q Division of Licensing 80/06/27 117pp 


9-009140132 Forwards points to be addressed in 901231 SEP submittal re 
anchorage 4* support of safety-related electrical equipment 
CRUTCHFIELD, K Operating Reaetori Branch 3 00/07/20 Spp 


00001 10072 Requests submiss i on of plans for seismic evaluation program 
4 justification for continued operation in interim Requests 
program plans by 800915, analy s i s by 020101 4< necessary 
mod* by 030101 R ecommenda t l on s for site spectra end 
EISEKHUT.D 0 Division of Liceneing 80/00/04 4pp 


0008140413 Forwards addl info re scope 4* statue of seismic 
r e-eva luat ion. program including summary of program* update of 
criteria document U Weston Geophysical Corp draft "Sit* 

Dependent Response Spectra " 

C0UN3IL.W 0 Connecticut Yankee Atomic Power Co 00/00/05 30pp 


-8009140417 Draft ’’Site Dependent Response Spectra 
* Weston Geophysical Corp 90/07/31 70pp 


8000130303 ForuiSTd* corrections to 000602 responses re environ 
qua 1 i f icat 1 on of electrical equipment per NRC request 
Constraints on available manpower 4 time resulted In info 
being submitted to NRC on non-QA basis 

COUNS I L* if 0 Connecticut Yankee Atomic Power Co 80/08/08 Bpp 


8009200304 Submits clarifications of discussion re power operated 
relief valve closed manually by resetting relay on back of 
sis In c onfcro 1 panel 

C0UN31L,II 0 Connecticut Yankee Atomic Power Co 80/00/11 3pp 
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2i 


800B260484 Verities fl i sc repanc i e» noted in summaiy of radioactive 
of 1 1 i/enfcst in response to NRC 800718 request Further 
correspondence should be addressed to UG Counsil 
COVNSJL, W C - FEE. W F Connecticut Yankee Atomic Power Co 
80/00/14 2pp 


3QQS26G&25 Submits further elaboration re position on reactor vessel 
water level detector Existing instrumentation adequate for 
detection of inadequate core cooling Wrltton staff 
requirements for TMI lessons learned fulfilled 
COUNSIL, U 0 . FEE, M F Northeast Utilities B0/Q8/31 4pp 


Q Inspection reports. IE Bulletins & correspondence 


8OO0OSO1OB Forwards IE Insp Rept 50-213/80-04 on 800318-21 No 
noncomp 1 i anc e noted 

BRUNNER. E J Region 1. Philadelphia. Reactor Operations Nuclear 
Support Branch 00/06/26 3pp 


— 8008080111 IE Insp Rept 50-213/00-04 on 800310-21 No noncomp liance 
noted Major areas inspected rad iolog leal lg controlled area & 
emergency procedures conformance to Westinghouse small break 
loss of coolant operator guidelines 

SMITH. I H Region 1, Phi ladelphla. Office of the Director 
KEIHJO.R R Region 1. Phi ladelphla. Reactor Operations Nuclear 
Support Branch 80/06/28 5pp 


SQQQI2Q597 Forwards IE Insp Rept 50-213/80-05 on 000331-0404 No 
noncompliance noted 

BRUNNER. E J Region l, Ph i lade Iph ia. Reactor Operations Nuclear 
Support Branch 80/07/01 2pp 


—8008120605 IE Insp Rept 50-213/80-05 on 000331-0404 No noncoropllanco 
noted Major areas inspected participation in meeting 
^/licensee Si NRR personnel ra emergency p lanning . p 1 ant tours 
& followup to 800327 plant trip 

SMITH. T H Region 1, Philadelphia. Office of the Director 
KE1HIG.R R Region 1. Phi ladelph ia. Reactor Operations Nuclear 
Support Branch 80/06/30 4pp 


8008070149 Responds to IE Bulletin 80-11 re masonry wall design Log 
sheets identifying masonry walls end Acceptance criteria 
for re-evaluation will vary W/o end 

COUNSIL. W 0 Northeast Nuclear Energy Co (subs of Northeast 
Utilities) 80/07/07 2pp 


0008010280 Responds to IE Bulletin 79-03A. “Longitudinal Weld Defects 
if! ASME 8A-312, Type 304 Stainless Steel Pip* 11 
Safety-related piping iy« reviewed No SA-312 or A-312 welded 
pipe in use greater than 85% of code allowable stress 
C0UN81L.il 0 Connecticut Yankee Atomic Power Co 80/07/11 2pp 


□ 009280103 Ack receipt of 000703 Itr informing NRC of steps taken to 
correct violations noted in IE Insp Rept 50-213/80-09 
SMITH. 0 H Region 1. Philadelphia, Fuel Facility Si Materials Safety 
Branch 80/07/18 ip 


— 3000200112 Responds to NRC 800609 ltr re violation# noted in IE Insp 
Rept 50-213/80-09 Corrective actions modified procedure for 
slurrying reactor coolant letdown ion exchangers & 

Installed bull horn speakers 

COUNSIL. H, 0 Connecticut Yankee Atomic Power Co 30/07/03 3pp 


—6008200118 Forwards IE Insp Rept 50-313/80-09 on 800504-05 «< notice of 
via 1 at ion 

BMITH.O H Region 1, Ph i lade Iph ia. Fuel Facility *< Materials 
Safety Branch 00/06/09 2pp 


— 8008260125 Notice of violation from insp on 800504-05 

* Region 1, Ph i 1 ade 1 ph la, Office of the Director 80/06/02 Ip 


— 3008280134 IE Insp Rept 50-213/80-09 on 800504-05 Noncompllance noted 
failure to adhere to Tech Spec limits re noble gas rtaltase 
rates 

8E8ABIAN, J A Region 1. Philadelphia. Office of the Director 
KNAPP, P J Region 1. Ph i lade 1 ph ia. Fuel Facility Si Materials 
Safety Branch 80/06/02 9pp 


6008070556 Forwards IE Circular 80-17, “Fuel Pin Damage Due to Hater 
Jat From Baffle Plate Corner " No written response required 
DRIER. B H Region 1. Ph i 1 adel ph ia< Office of the Director 
80/07/23 lp 


3008220104 Forwards IE Bulletin 80-10. "Maint of Adequate Min Flow 
Through Centrifugal Charging Pumps Following Secondary Site 
High Energy Line Rupture " Action required 
CRIER, B. N Region 1, Ph i ladel ph la, Office of the Director 
80/07/24 lp 


8QO807O43B Forwards suppl to IE Tnfo Notice 80-06, “Notification, of 
Significant Events at Operating Power Reactor Facilities “ 

No written response required 

GRIER, B H Region. 1. Ph 1 1 ade Ip h la, Office of the Director 
80/07/29 1 p 


800H140566 Forwards IE Bulletin 80-20, “Failures of Westinghouse Type 
W-2 Spring Return to Neutral Control Switches '• Requests 
info re estimate of manpower associated u/correctivc 
actions needed after Identifying problem 

GRIER. B H Region t, Philadelphia. Office of the Director 
80/07/33 lp 


0008 I 30030 Forwards IE Bulletin 80-19, 'Failures of Mere ury-We tted 
Matrix Relays in Reactor Protective 3ys of Operating Nuclear 
Power Plants Designed by Combustion Engineering " Action 
required by facilities w/OLs or CPs 

GRIER, D H Region 1, Philadelphia. Office of the Director 
80/07/31 lp 


5006250084 Forwards JE Info Notice 80-29, “Broken Studs on Ten y 
Turbine Steam Inlet Flange “ No specific action or response 
requested 

GRIER. 3 H Region 1, Ph i ladelph ia, Office of the Director 
80/08/07 Ip 


ft Periodic operating reports 6 related correspondence 


8O0819O545 Forwards monthly operating rept for Jul I960 ti revised 
monthly operating rept for June 1980 

GRAVES, ft H Connecticut Yankee Atomic Power Co B0/OB/13 tp 


--8008190550 Monthly operating rept for Jut 19B0 

• Connecticut Yankee Atomic Power Co 80/08/13 ?pp 


—0000190955 Revision to monthly operating rept for June 1980 
« Connecticut Yankee Atomic Power Co 80/00/05 2pp 


S Reportable occurrences, LEfts 6 related correspondence 


B 0081 90S85 Forwards LEG B0-012/03L-0 

GRAVES, R H Connecticut Yankee Atomic Power Co 80/08/11 lp 


—8008190592 LER 80-012/03L-0 on 8-00717, during preeritical chec ks, reactor 
coolant pump 3 seal water supply bypass valve stem bushing 
b roke, al l owing valve to go full open Caused by high closing 
torque t valve mlsapp l ieafcion Vendor will Investigate 
LEVINE, J K Connecticut Yankee Atomic Power Co 00/08/11 2pp 


8008190596 Forwards LER 80-011 /03L-0 

GRAVES, R H Connecticut Yankee Atomic Power Co 80/08/13 tp 


— 8003190999 LER B0-011/O3L-0 on 800BOI, i nvestigation revealed that 
surveillance leak testing of containment personnel hatch 
had not been performed since refueling outage Caused by 
personnel oversight Computed ted schedule sys developed 
DEPOY, J P , TRAGGCO.R P Connecticut Yankee Atomic Power Co 
80/08/13 2pp 


V Operator Examinations 


0008260983 Forwards ffaddam Neck Plant reactor operator qualification b 
reqwa 1 1 f i c at i on program* 6 Mi 1 Istone, On i ts 1 S' 2. reactor 
operator qualification program 

COUNSIL, 11 Q . FEE, W F Northeast Utilities 00/00/15 2pp 


—8008260587 "Qual « f 1 cat l on of Reactor Operators " 

* Connecticut Yankee Atomic Power Co, 80/08/31 16pp 


—8003260590 "Operator Flequal i f icat Ion Program " 

■* Connecticut Yankee Atomic Power Co 80/07/31 8pp 


—0008260598 "dual 1 fi ca fc ion of Reactor Operators 
* Northeast Vtl 1 i ties 60/08/31 l3pp 


DOCKET 50-219 OYSTER CREEK NUCLEAR POWER PLANT 


F Security, medical, emergency 6 rire protection plans 


8003260107 Notifies that Health Physics Network telephone sys has been 
ins tailed, 1 1 nk ing site health physics personnel w/NRC t, 
regional ofes Ne twor k . ac t ivated in emergency, is restricted! 6 
should be used unly when other communications out of sve 
SRIER.B H Region l< Ph i lade Iph 1 a, Office of the Director 
30/04/24 2pp 
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60CBU0CG5 P«qv«sts that station lecurity plan be iffldmJed 
incorporate change discus, fd in »ncl Entl withheld 

(»»l IGCFR2 740) o 7 /i*. 

CRU rCHFIELD. 0 Oparatlng Reactors Branch 5 B0/O7/16 


to 

2pp 


0008110382 Forward, Tech Spec Change Request 91 to License DPR-i6. 
revising Section 5 of App D $• Section 6 of App A re new mgt 
orgjr, iiation Ltr forwarding request to Lacy Township, NJ ft 
fee end 

FINFRQCK. I R Jersey Central Fewer t Light Co 80/00/07 4pp 


6009040215 Forward I sscurlty ofncaf training t 
Revision l Plan withheld (ref 10CFR2 790) 
FINPROCM. t fi Jersey Central Po per 8- Light Co 


qual i f i c a t i or 
80/07/28 


plan. 

Ip 


9000040392 Act receipt of 791019,31.1114 »/ 000622 change, to security 

p 1 din 

CRUTCHFIELD, D Operating Reactors Branch 5 80/07/29 2pp 


8008230047 Notification of S00819.20 b 22 vortshaps in Valley Forge, PA. 
Chicago, 1L S> Atlanta.GA, respectively, to solicit public 
co/jsent re NUREG-0696. "Functional Criteria for Emergency 
R«*pem* facilities ,r 

GRIER B H Region I. Phi ladelph ia, Office of the Director 

80/08/ 11 2pp 


— 0008110386 Tech Spec Change Request 91 to License DPR-16, revising 
Section 5 of App B t Section 6 pf App A re new mg t 
organljation 

* Jersey Centra) Power h. Light Co 90/08/07 2pp 


— 8003110391 Pro-posed Tech Specs Section 6 of App A t< Section 5 of App B, 
changing administrative controls 

* Jersey Central Power 8, Light Co 00/08/07 23pp 


0008130577 Forwards application It payment to amend License DPR-16, App 
A & Tech Spec change Request SS adding Tech Spec 
requirements pertaining to grid undervoltage protection sys 
FINFROCK. I R Jersey Central Power 4< Light Co 80/08/11 Ip 


P Operating license stage documents 4 correspondence 


8008040356 Forwards errata sheets correcting errors in five add! THI-2 
related requirements submitted by 800507 Itr Items involved 
are II R3 25. II K 29 4 11 K 3 44 Svc lists encl 
EISEMH'JT, 0 G Division of Licensing 80/06/09 49pp 


80080B0229 Forwards Geosciences Branch preliminary rec qmmenda tlons ti 
site specific spectra for SEP evaluation of seismic design 
adequacy of selected plants Final recommendation will be 
provided in Dec 1980 

JACKSCN.R E Geosciences Branch 80/06/23 37pp 


8000060024 Forwards FR notice re 000714-17 regional meetings to address 
portion of Commission 8Q0S23 memorandum 4 order describing 
requirements of environ qualification of electrical 
equipment installed in safety sys 

EIEENHUT, 0 G Division of Licensing 80/04/30 lp 


— BOO0O6O1B9 Notice of 800714-17 regional meetings to address portion of 
Commission 800923 memorandum 6 order describing requirements 
of environ qualification of electrical equipment Installed 
in safety sys Svc lists encl 

EISEMfUf, P 9 Division of Licensing 80/06/27 I17pp 


BQ080500S4 Requests amend to util Tech Specs within 90 days of receipt 
of Itr re it ram discharge vol designs ror BUR control rod 
drive sys to reduce suscept it 1 1 i ty to common cause failures 
Kodel Tech Specs encl 

EISENHJT. D 0 Division of Licensing B0/07/O7 lp 


— 0008 1 3 03 S 5 Application to amend License DPR-16, App A/adding Tech Spec 
requirements pertaining to grid undervoltage protection sye 
Certificate of Svc encl 

FtMFRCJCK.I R Jersey Centre! Power 4 Light Co 80/08/11 2pp 


— 8003130593 Tech Spec Chang* Request 88. changing Sections 
2 3,3 1 (Table 3 1 I), 3 7,4 1 4 7. to include 
new specs for undervoltage protection sys & station 
bat ter its 

s Jersey Central Power & Light Co 80/09/11 lpp 


8008140334 Forwards addl info r* grid undervoltage protection mods. in 
response to NRC 800616 Itr Includes list of assumptions 
utiiiied in reanalysls Forwards proposed Tech Specs 
F INFROCK, I R Jersey Central Power 4 Light Co 80/08/11 14pp 


—8000140337 Proposed Tech Spec* 2 3,3 1,3 7,4 1.4 7 i< Table 3 1 1 re 
undervoltage protection sys 

< Jersey Central Power 6 Light Co 80/00/11 17pp 


8000240321 Confirm, that two specific Event 5 valve configurations do 
not eiist at facility NRC activities re valve configurations 
have been finalised for facility Franklin Research Ctr 
technical evaluation rept encl 

CRUTCHFIELD, D Operating Reactors Branch 5 00/00/12 2pp 


— 0008260329 "Primary Coolant Sys Pressure Isolation Valves, Oyster Creek 
Unit I, " technical evaluation rept 

NQELL.P N , STILWELL,T C Franklin Ins t i tute/F>*nk 1 In Research 
Center NRC-03-79-1 18 80/07/21 4pp 


— -0QO8OSOQ06 Model Tech Specs re control rad operability 
* Division of Licensing B0/O7/O7 15pp 


8008940355 Forwards BUR model Tech Specs for NUREO-0578, TflI-2 Lessons 
Learned Category A items t proposed wording of conditions 
Requests submittal of license amend application, 
incorporating encl specs, within 60 days of receipt 
EISEliHUT, D 0 Division of Licensing 80/07/12 2pp 


8008180135 Revised Tech Spec Change Request 91 (submitted 000907) 
consisting of proposed new mgt organiiation 

F1NFRQCK. I R Jersey Central Power Sc Light Co 80/08/14 lp 


— 8008130138 Revised Tech Spec Section 4 of App A & Section 5 of App 8, 
changing admin i ,tr a tive controls 

* Jersey Central Power S< Light Co 90/00/14 25pp 


—0008060372 own model Tech Spies for NUREO-0578, TMI-2 Lessons Learned. 
Category A items re emergency power supply requirement. 
il T *ft indication of valve position 6 instrumentation for 
inadequate core cooling Svc list encl 
« Division of Licensing 00/07/12 24pp 


0OO82QQ346 Forwards updated response to NRC questions re Tech Spec 
Change Request 91 Several positions previously indicated on 
organi tatiori chart may no longer appear because of 
reassignment of job function 

F INF ROCK, f R- Jenny Central Power & Light Co 80/00/14 3pp 


8000119054 Forwards addj guidance re anchorage L support of safety- 
related electrical equipment Includes scope of 
Jiwii 1 1 gat ions 4 info which should be documented for NRC 
review of potential safety concern 

CRUTCHFIELD. D Operating Reactors Branch 5 80-/O7/2B 4pp 


8> o!^tr?c.« a ? s to lm ‘ ,r,,vs reliability of containment 
MEM r» r nitrogen purge t v,nt sy, a, required by 
CojhpIitiQd will ht dtUtjfcij untU BU231, 

I ft Jersoy Central Power L Light Co S0/07/3! Ip 

e °NRC ‘'«««* crac * calculations., 

Itr re Euan WurlL'"^ ' U SS°''J > * u ' n, * , '9 provided in 000702 

S^eal Study " rP V " Cr, * k C ° r ' Spra! ' Un * 

FIN-RDCX. I ft Jersey Central Power l Light Co 90/07/31 3pp 

B00B °? “ ,atin » u/ot,I ‘ *« Ueth.sda.HD t 

‘ Cresl'cr::?;^ Aucl^r 1 " t0 e '” , ’ Mne ™ 1 ' 1 1 

OlIAHNI.o c Operating Reactors Branch 4 80/00/05 Spp 


— 8008200349 Updated pages re Tech Spec Change Request 91 defining 
proposed new mgt organ ia t i on 

* Jersey Central Power *> Light Co 80/08/14 23pp 


8008290471 Forwards updated Tech Spec changes associated w/original 
Tech Spec Change Request 91 re new mgt organ! lation. in 
response to NRC 800920 & 22 telcon requests for add 1 info 
Replaces B008I4 submittal 

FIMFRPCKi I R Jersey Central Power b Light Co 80/08/25 lp 


— 8008280474 Updated Te<h Spec Change Request 91, replacing 800SI4 
submittal Consists of proposed revision to Tech Specs. 

Section 6 of App A 6 Section 5 of App B re new mgt 
organ! i-ation 

• Jersey Central Power & Light Co 90/0B/25 25pp. 


G Inspection reports. TE Bulletins U correspondence 


8008030113 Forwards IE Insp Rept 50-219/80-16 on 800505-09 N« 
none ompl i ant e noted 

BRUNNER. E J Region 1, Ph i lad e tph ia. Reactor Operation, Nuclear 
Support Branch 80/06/23 2pp 



DOCKETED ITEMS 


—3008000114 IF Insp Rept 30-219/80-16 on 800905-09 No noncomp 1 lane e 
noted Major ur'eas inspected admini s trat i ve controls for 
facility procedures, conformances to Tech Specs t, changes in 
10CFR90 59(a) 4 <b) requirements 

DLUMDHRO, N J Region 1, Philadelphia, Office of the Director 
QREENMAN, E Region 1, Philadelphia, Reactor Operations Nuclear 
Support Branch 80/06/19 13pp 


8000060458 Forwards IE Bulletin 80-17, “Failure of 76 of 185 Control 
Rods tD Fully Insert During Scram at BWR ° Written response 
required 

CRIER, B H Region 1, Ph 1 1 ade 1 ph la, Office of the Director 
80/07/03 tp 


8008060013 Responds to IE Bulletin 60-17, re failure of control rods to 
insert during scram Scram discharge vol discharge header 
piping surveyed by performing ultrasonic testing at 14 
checkpoints Test results did not show presence of water 
F INFROCK, I R Jersey Central Power 4 Light Co BO/07/11 2p p 


8008080066 Responds to IE Bulletin 60-17 re scram tests Thorough review 
of emergency it operating procedures completed & documented 
by util it NSSS vendor Operator training program re event 
Initiated 

ROBS, D A Jersey Central Power it Light Co 80/07/16 2pp 


80QB070069 Forwards 8uppl 1 to IE Bulletin 80-17, "Failure Of 76 oP 185 
Control Rods to Fully Insert During Scram at DWR " Written 
response required 

DRIER, D H Region 1, Philadelphia, Office of the Director 
80/07/10 Ip 


8008270236 Responds to IE Bulletin 00-13, “Cracking in Core Spray 
Spargers " Util 800331,0627,0702 4 07 ltrs one 1 Submits Insp 
results it corrective measures taken during 19BO refueling 
outage for spargers & in-vessel piping 

FINFROCK, l R Jersey Central Power >/ Light Co 80/07/21 97pp 


8008070183 Forwards Suppl 2 to IE Bulletin 80-17, “Failure of 76 of 185 
Control Rpds to Fully Insert During Scram at BWR " Written 
response required 

GRIER, 13 H Region 1, Philadelphia, Office of the Director 
80/07/22 2p p 


8008180576 Submits findings re review of plant records & procedures 
verifying integrity of scram discharge vol valves, 
instrumentation 4 piping during past/future sys operations 
In response to IE Bulletin 80-17 

ROSSiD A Jersey Central Power b Light Co 80/07/23 3pp 


9000190032 Responds to IE Bulletin 80-17 re control rod failure to 
insert during scram Forwards pertinent testing data 
determining scram discharge vol adequacy during plant 
operation 

FINFROCK. 1 n Jersey Central Power t Light Co 80/07/34 8pp 


0008190052 Responds to IE Bulletin 00-16 re Rosemoimt. Inc pressure 
transmitters Rosemount 1151 or 1152 transmitters w/A or 0 
output code not utiliied at facility Transmitters w/B or E 
code have revised output circuit Corrections not required 
ROBB, D A Jersey Central Power it Light Co 80/07/24 2pp 


8008270171 Confirms 800624 telcon in which NRC extended invitation to 
attend 800805 working meeting at Region 1 ofc to discuss 
plant as-installed configuration of control rod drive sys 
shutdown discharge vol & other matters re IE Bulletin BO-17 
GRIER, B H Region 1. Philadelphia, Office of the Director 
80/07/25 2pp 


8008150211 Submits response to IE Bulletin 80-17 Notifies that facility 
scram discharge valve sys design does not Include any 
components other than vent or valves 

FINFROCK, 1 H Jersey Central Power L Light Co 00/07/28 Ip 


8000070419 Forwards suppl to IE Info Notice 80-06, "Notification of 
Significant Events at Operating Power Reactor Facilitiee M 
No written response required 

CRIER, B H Region i, Ph i lad o lph la, Office of the Director 
60/07/29 ip 


0000140564 Forwards IE Bulletin 80-20, “Failures of Uestinghous r Typo 
W-2 Spring Return to Neutral Control Switches “ Requests 
info re estimate of manpower associated w/corrective 
actions needed after identifying problem 

ORIER.B H Region 1, Philadelphia, Office of the Director 
80/07/31 ip 


8008130034 Forwards IE Bulletin 60-19, "Failures of Mercury-He tted 
Matrix Relays in Bsactoi Protective Sys of Operating Nuclear 
Power Plants Designed by Combustion Engineering " Action 
required by facilities u/OLs or CPs 

GRIER 0 H Region 1. Philadelphia, Office of the Director 
80/07/31 Ip 


GOOB2O054J Responds to NRC 800708 Itr re violations noted as result of 
special radiation protection insp on 800318-19 Corrective 
actions special radioactive work permits issued for work 
involving significant radiological concerns 

FINt-ROCK, I n Jersey Central Power 4 Light Co 80/07/31 8pp 


SOOB25O067 Forwards IE Info Notice BO-29. “Broken Studs on Terry 
Turbine Steam Inlet Flange No specific action or response 
reque s tod 

DRIER, B H Region i, Ph i I ade l ph la, Office of the Director 
00/08/0/ Ip 


8008280533 Forwards IF Info Notice 80-30, "Potential for Unacceptable 
Interaction Between Control Rod Drive Scram Function it 
Nones s ent la l Control Air at Certain GE BWR Facilities 11 
No written response required 

CRIER, B H Region 1. Ph i i ade l ph la, Office of the Director 
80/08/ 19 Ip 


800S27Q329 Respond* to NRC 800523 ltr ro 800429 mg t meeting 4 , comments 
on Paragraphs 3a,b.c f, 10 Pargraphs 3a. b. c 4 10 addressed 
in B00519 ltr to V Stello Manager of training appointed 
000512 Supervisor of radwaste operations named on 800701 
Flh'FRClCK, 1 R Jersey Central Power 4 Light Co 80/03/20 lp 


R Periodic operating reports 4 related correspondence 


□008250339 Forwards monthly operating rept for Jul I960 

RE5S, D A Jersey Central Power > Light Co BO/08/14 lp 


— 8003250344 Monthly operating rept for Jul 3<?80 

HCCLAlfi- C M Jersey Central Power >■ Light Co 80/08/14 iOpp 


S Reportable occurrences, LERs 4 related correspondence 


8008030006 Forwards RO 60-27-1P 

CARROLL, J T Jersey Central Power 6 Light Co 80/07/17 lp 

--800-3080011 RO 80-27— IP on 8007 1 6, reac tor bldg to suppression chamber 
vacuum breaker inlet pipe found covered w/plastic bag Caused 
by personnel error Bag was left on since G00607 leak rate 
test Dag removed 

CROSBY, P J Jersey Central Power 4 Light Co BO/07/17 2pp 


B0OBO8OO26 Operating Reactor Event Memorandum 80-03 ro possible cracks 
in 6-inch to 5— inch recent* ic reducers in Core Spray Sys 2 
Operation permitted for one full cycle Pipe indications will 
be inspected -during refueling outage 

EtBENHUT, D C Division of Licensing 80/07/23 2pp 


8008050549 PN0-I-B0-109 on 000723 , f ac i 1 1 ty received empty U externally 
contaminated spent fuel cask from DM! Contamination 
exceeded NRC & DOT regujatory limits 

KINNEY, W W , KEIMIO.R , CROCKER, HH Region I. Philadelphia, Office 
of the Director 80/07/24 2pp 


8003050048 Forwards Nonroutine Environ Operating Rept 50-219/80-3 
ROSS, D A Jersey Central Power 4 Light Co 60/07/30 ip 


— 80QB090GS2 Nonroutine Environ Operating Rept 50-217/80-3 on 800720, ui/ 
US Route 9 discharge bridge temp above 67 OF. second dilution 
pump was not placed into operation, which exceeded ETS 
limiting conditions Caused by insuf f 1 c lent pump quota 
* Jersey Central Power (/ Light Co 60/07/30 2pp 


8008070439 RO 50-219/00-03 on 000720, during routine startup operation, 
second dilution pump 1-2 was not placed in operation 4, 
discharge temp exceeded 87 F for period greater than two 
hours V 15 minutes 

» Jersey Central Power 4 Light Co 80/07/30 2pp 


8008050073 Forwards LER 8O-027/OIT-Q 

ROSS, D A Jersey Central Power 4 Light Co 80/07/31 Ip 

— B008050076 LER B0-Q27/0JT-0 on 800716, duri rig tour by plant mg t 4 NRC 
per sonne ), reac tor bldg to suppression chamber vacuum breaker 
inlet pipe found covered w/plastic Caused by personnel 
erroT Plastic removed from vacuum breaker inlet opening 
ROSS. D A Jsrsey Central Po-wer 4 Light Co 63/07/31 3pp 
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BQ0B03O17I Forwards FO 50- 339/00-2 

ROSS, D A Jersey Central Power 4 L » g Jr t Co Gfl/OS/OI Ip 


■P0O3QBG174 f»0 50-219/80-2 on 79 1 1 25-26, during routine startup/ less than 
too dilution poops were operating for 9-h 4, 97 minutes while 
ambient water temp was less than 60 O F Caused by error in 
plant procedures Plant procedures were revised 

NEIGLE D . RARAN.fi Jersey Central Pouer t Light Co 80/07/29 
3pp 


GC09120546 RO 50/21 9/B0-32/IP iiih l 1 e performing tour of reactor bldg, 
discovered both doors to containment spray pump t ompar tmen ts 
open, Ver j 1 1 c at ion lurvei] lance to check doors was not 
performed Pump room doors closed ic dogged shut 
CARROLL, J T , GASBARRa, D Jersey Central Roger & Light Co 
8Q/0S/06 3pp 


G00SJ3D579 Forwards RQ 50/219/80-33/ IP 

CARROLL. J T Jersey Centra) Power it Light Co 00/08/06 Ip 


SOQ81&033O Nohroutsne Emit on Operating Flept 30-219/60-4 on 900727—29, 
dilution pump 1-1 tripped U could not be restarted within 15 
minutes Caused by high lubricating oil tenp due to low 
cooling water pressure Sys mods proposed 

ROSS. D A Jersey Central Rawer 4, Light Co B0/Q8/07 3pp 


SQtiG 1 90396 Forwards RO 50-219/00-4 

ROSS. B A Jersey Central Rower 1 Light Co 80/00/07 lp 


6008 190352 R0 50-219/80-4 an 000737-39, d 1 1 ut l on pump 1-1 tripped 4 
could not be restarted within required time limit on seven 
occasions Caused by component Failure due to Inadequate 
cooling sys Rump 1-2 will be held as reserve 
« Jersey Central Power 4 Light Co GO/O0/O7 2pp 


6000180437 Forward* LER 60-026/03L-0 

ROSS, D A Jersey Central Rower 4 Light Co 90/08/08 lp 


— GOO3I0O441 LER SO-026/03L-0 On 900709, during routine testing insp of 
hydraulic snubbers installed in saf e t y -r ela t ed sys. snubber 
75/5 failed to lock up m compression direction Caused by 
roreign natl in snubber fluid Snubber flushed t refilled 
ROSS, D A Jersey Central Power 4 Light Co BO/OS/OB 3p p 


6008200385 Forwards LER 90-031/03L-0 

ROBS, D A Jersey Central Power 4 Light Co 80/03/11 lp 


— 8003200237 LER B0-03I /O3L-0 on SCO?] 6, snubber 75/33 failed to lock Up 
in tension direction Cause attributed to component failure 
Snubber was replaced with operable spare 

ROSS, 0 A Jersey Central Power 6 Light Co 00/03/11 3pp 


6006310431 Forwards LER B0-O3O/O3L-0 

ROSS, D A Jersey Central Power 4 Light Co 80/00/Ii Ip 


— 3008210467 LER 80-030/03L-0 on 8007 1 6, dur 1 n g valve operability test, 
electromagnetic relief valve D failed to open Plant shut 
down Caused by deficient maint procedure. Valve plunger 4 
pilot valve operating lever clearance adjusted 
ROSS, D A Jersey Central Power & Light Co 00/03/11 3pp 


00820036 1 Forwards LER 80-029/03L-0 
RQS5, 0 A Jersey Central Power 4 Light Co 80/08/13 Ip 


-B008200365 l ER 80-029/03L-0 on 80071 i , <1 u r i ng plant startup, core spray 
pumps 4 diesel generators started, dur to high drywell 
pressure sensor actuation Caused by Instrument setpoint 
shift Plant shut down 6 sensors recalifir 

RDS3, D A Jersey Central Power 4 Light Co 88/00/11 3pp 


0625043? Forwards LER S 0-032/0 1T-0 

R03-5, 0 A Jersey Central Power J Light Co 80/08/14 !p 


300 8 250440 LER 0O-O32/O1T-O on 000806, both con ta i ament spray pump 
compartment doors found open Caused by lack of 
administrative controls Engineering evaluation planned re 
effective controls of access through water tight doors 
ROSS. D A Jersey Central Power 4 Light Co 80/00/14 3pp 


Operator Eraminations 


106023) Forwards three util reactor operator training programs per 
Denton 000328 1 tr 

iRROLL.J T Jersey Central Power 4 Light Co 83/07/20 lp 


— 8003060287 "Reactor Operator Training Programs " 

BARRETT, R J , SULLIVAN, J S , QARVEY , W A Jersey Central Power 4 
Light Co 80/07/23 SSpp 


DOCKET 30-220 NINE MILE POINT NUCLEAR STATION, UNIT 1 


F Security, medical, emergency & fire protection plans 


B008120647 Response to 800409 requesl for documentation of completion 
dates for alternate shutdown sys a< sir facilities V 
completion dates fur Fire protection mods at five 
fac 1 1 ities 

LA l NAS, G Plant Systems Branch 00/04/13 2pp 


8000260 1 04 Notifies that Health Physics Network telephone sys has been 
I ns tal 1 od, 1 1 n l ing site health physics personnel w/NRC & 
regional ofcs Network, ac tivated in emergency, is restricted t< 
should be used only whan other eommun Ications out of svc 
CRIER, 0 H Region 1, Philadelphia, Office of the Director 
80/04/24 2pp 


0000060102 Updates review status of supplementary items to fire 
protection safety evaluation (Amend 38) Item 3 1 2, Sprinkler 
Sys 4. Item 5 3 2 6. diesel geneiator rooms, remain open Status 
list For i terns enc 1 

IPPOLITO, T A Operating Reactors Branch 2 00/07/22 3pp 


B008I20621 Forwards add! Fire protection evaluation of sprinkler sys 
for reactor bldg, control roam, turbine bldg, waste bldg, offgas 
bldg 4: admlni stration bldg Licensee proposed fire protection 
mode are acceptable 

BENAROYAr V Chemical Engineering Branch 80/07/2S 5pp 


00000301 J 7 Notifies of completion of final incomplete items pertaining 
to sprinkler sys Safety evaluation Items 3 1 2(21,3 1 2(3) 4 
S 2 1 b re cable spreading room 4 diesel generator bldg 
remain open 

IPPOLITO. 7 A Operating Reactors Branch 2 B0/07/30 2pp 


OOO01BO542 Requests reapproval of fire protection mod ichedules, 
previously approved by NRC 790727 Itr Requests extension of 
completion date for detection sys 4 shutdown panel to Jul 
1931 6 for sprinkler sys to Fab 1981 Justification end 
DJ6E, D P Niagara Mohawk Fewer Corp 00/03/07 9pp 


900B180498 Discusses discrepancies between util 4; NRC re fire 
protection sprinkler sys Proposed encapsulation of diesel 
generator 102 control cables unacceptable Industrial Testing 
Lab Inc test rept using pyrocrete encapsulation end 
DT5E.1) P Niagara Mohawk Power Corp SO/G8/1) 2pp 


•800SI80502 Test rept, "De term i na t j on of Thermal Transmission 
Character i s tics of Two-Inch Thick Pyrocrete 241 Coating " 
e Industrial Testing La bora tor 1 es, I nc 79-9-40 79/09/06 7pp 


8008230090 Notification of 000319,20 & 22 workshops in Valley Forge, PA, 
Chicago, IL 4 Atlanta. <7A, respect ively, to solicit public 
comment re NI/REG-0696. "Functional Criteria for Emergency 
Response Facilities " 

CRIER. G H Region it Ph i lade 1 phia. Office of the Director 
BO/08/1 I 2pp 


8003280317 Corrects typographical error in 800807 ltr providing addl 
info re facility fire protection Error was made in last 
sentence of opening paragraph 

DISK. D P Niagara Mohawk Power Corp 80/03/22 lp 


P Operating license stage documents 4 correspondence 


6008060338 Forwards errata sheets correcting errors In five addl TMI-2 
related requirements submitted by 300507 ltr Items involved 
are II » 3 25.11 K 29 «< 1 1 K 3 44 3vc lists end 
EISEKHur. D C Division of Lf censing 80/06/09 69pp 


0000060024 Forwards FR notice re 800714-17 regional meetings to address 
portion or Commission 800523 memorandum & order describing 
requirements of environ q ua 1 1 f i ca t ion of electrical 
equipment installed in safety sys 

FISENNVT, O 0 Division of Licensing 90/06/30 lp 


— 0000060189 Notice of 800714-17 regional meetings to addrass portion of 
Commission 800523 memorandum 4 order describing requirements 
of environ qua 1 1 f i c at i on Of electrical equipment installed 
in safety sys Svc lists end 

EISEMHUT.D <3 Division of Licensing 80/06/27 117pp 



DOCKETED ITEMS 


2i 


Q0QSQ5 OOA4 Re^uea^ amend to util Tech ! 
of 1 tr re sci am discharge vo 1 designs 
<Jriv« sys to reduce su^cept i t>i 1 1 to 
Hod*l Tech Specs encl 

EISENHUT, D g Pivision of Licensing 


:pecs within 90 days of receipt 
for BNR control rod 
coindsn cause failures 

BO/ 07/07 ip 


3008070168 Forwaids Sup pi 2 to IB I 
Control Hods, to Folly Insert Dor 
response required 
OR I EH II H Region 1, Philadelph 
00/07/22 2pp 


lulletin 00-17, '•Failure of 76 of 160 
ng Scram at OMR ' Written 

a, Office of the Dnecter 


--800B0500B6 Model Tech Specs T» control rod operability 
* Division of Licensing 30/07/07 15pp 


6008060355 Forwards BWR model Tech Specs for NUHEG-057B, TMI -2 Lessons 
Learned Category A Items *• proposed wording of conditions 
Request s submittal of license amend application, 
incorporating encl specs.wlthin 60 days of receipt 
EISENHOT, 0 G Division of Licensing 60/07/13 3pp 


— 8008060372 BUR model Tech Specs for NUHEQ-QS79, TM I -2 Lassons Learned, 
Category A Items re umergoncy power supply requirement, 
direct indication of valve position h instrumentation for 
inadequate core cooling Svc list encl 
* Division of Licensing B0/07/I2 24pp 


6008050185 Responds to Section 2 1 6a of MUREO-0570 re integrity of sys 
outside containment Revises 791231 piogram for reducing 
leakage to use only helium tracer in air or gas fdllod sys 6 
only visual detection for liquid filled sys 
LEMPCES, T E Miagara Mohawk Power Corp 60/07/30 3pp 

B0Q3OSO53O Provides info re changes In Ofc of Nuclear Reactor 
Regulation ofc 1 1 1 1 es , p o s l t ion s t, assignments as result of 
800429 reorgan 1 lotion 

NOVAH, T 14 Assistant Director for Operating Roactor* 80/07/30 
2pp. 

8008110333 Forwards evaluation of CE 300221 generic response to 
ISichelson concerns re facility Evaluation responds to NRC 
800507 request re NUREG-066Q, Item 2 fi 3 46 
IHSE.D P Niagara Mohawk Power Carp 00/03/01 lOpp 


6008060210 Forwards application for amend to License OPH-63 Tech Specs 
re reactor vessel instrumentation Fee encl 

THOMAS, E D LeDocuf, Lamb, Lciby U ilacRae 30/00/05 Spp 


— 0008060221 Application for amend to License DPfi-63 Tech Specs, providing 
common ref level for reactor vessel Instrumentation 
D1SE, D P Niagara Mohawk Power Corp 00/03/01 Spp 


— 8008060223 Proposed revised pages ta Tech Spec », provid log common ref 
level for reactor vessel instrumentation Supporting info 
anc 1 

* Niagara Mohawk power Corp B0/0B/O5 lOpp 


£009260732 Notification of 300021 site meeting w/util in Nine Mile 
Point. NV to discuss reactor bldg crack 

POLK, P J Operating Reactors Branch 2 30/08/11 lp 


8008150100 Infoims that no ASHE SA-312 4/or A-312 fusion welded pipe 
used u, safety-related sys at plant for which stress levels 
eiceed 85 7. of allowable 

LE11PGES, T E Niagara Mohawk Power Corp 80/07/24 Ip 


0008100234 Submits lesponsc 1 to IE Bulletin 30-1/ Alternate vent path 
upon to bldg atmosphere qn side of vent valve piping away 
from sci am discharge valve was provided by welding standpipe 
to vent line downsti earn of vent val\o 

LEMPCES/ T E Niagara Mohawk Power { oi p 30/07/25 2pp 


8008270223 Confnms 800724 tclcon in which NRC citended invitation to 
attend 800805 working meeting at Rogion 1 ofc to discuss 
plant as-installed configuration or control rod drive sys 
Shutdown discharge vol 6 other matters re i£ Bulletin 30-17 
CRIER, B if Region 1. Phi ladciphia. Office of the Director 
30/07/25 Spp 


8008070436 Foiwards suppi to IE Info Notice 90-06. "No t i f 1 c A t i on of 
Significant Events at Operating Power Reactor Facilities “ 

No written response required 

GRIER, 0 H Region 1, Ph l lade Iph i a, Office of tire Director 
30/07/29 Jp 


3008140510 Forwards IE Bulletin 30-20, "Failures of Westinghouso Type 
W-2 Spring Return to Neutral Control Switches 1 Requests 
info re estimate of manpower associated u/correctivc 
actions needed after identifying problem 

GRIER.il H Region 1, Ph i lade 1 p h is, Office of the Director 
80/07/31 jp 


8003180022 Forwards IF Duilotin 80-19, "Failures of tier c wry-Wet tod* 
Hatrii delays in Raactoi Protective Sys of Operating Nuclear 
Power Plants Designed by Combustion Engineering 11 Action 
inquired by facilities w/QLs pi CPs 

GRIER, B |l Region 1, Philadelphia. Office of the Director 
30/07/31 lp 


80QQ250074 Forwards IE Info Notice 80-29, "Broken Stud's on Tprry 
Turbine Steam Inlet Flange ” Mo specific action or response 
r eque s ted 

GRIER, D H Raglan I, Philadelphia, Office of the Director 
80/08/07 Ip 


9008230515 Forwards IE Info Notice 80-30, "Potential for Unacceptable 
Interaction Between Control Rod Drive Scram function & 

No h esse nt t a 1 Control Air at Certain GO BUR facilities 11 
No written response required 

GRIER. D H Region £. Phi la del p h la. Office of the Director 
30/08/19 lp 


Q Inspection rsports, IE Bulletins L c errtip otldenc a 


fi Periodic operating reports 6 related correspondence 


B009040459 Forwards IE Bulletin 80-1/, "Failure of 76 of 105 Control 
Rods to Fully Insert During Scram at BWR h Written rospome 
required 

ORIEJt.B H Region l, Ph i 1 ad e 1 ph la. Office of the Director 
30/07/03 Ip 


8008010079 Forwards response to IE Bulletin flO-il. "Masonry Hall 
Design '* Appro* 74 masonry walls identified where failure 
could affect safety-related sys Equipment 6 sys associated 
w/ sub j walls Identified 

LEMPGES, T E Niagara Mohawk Power Corp 30/07/03 6pp 


0000010216 Responds to IE Bulletin BO-17 Procedures in effoct detail 
actions t o be taken when control rods fail to insert as 
required General review of all station operating prpceduies 
re failure of control rods to insert. bring conducted 
LEMFGE5, T E Niagara Mohawk Power Corp 30/07/11 0pp 


3003070073 Forwards Suppi I to IE Bulletin 80-17, "Failuto of 76 of 135 
Control Reds to Fully Insert During 3cram at BWJ? 11 Written 
response required 

GRIER, 3 H Region I, Philadelphia, Office of the Director 
00/07/18 lp 


0000070145 Responds to IE Bulletin 30-17 re control rod scram sys 
ffanual scram performed w/45 of 129 control rods fully 
withdrawn Vent line on scram discharge vol verified as 
functional 

LEMPCES. T E Niagara Mohawk Power Corp BO/07/21 3pp 


80G31Q0404 Forwards monthly operating rept fflr Jut 1980 
LEI4PGES, T E Niagara Mohawk Power Corp 60/03/07 ip 


--8003100400 Monthly opoiating rept for Jul 1930 

ROMAN. T H Niagara Mohawk Power Corp 80/08/07 4pp 


2 Reportable occur! ences, l ERs l related correspondence 


8008060022 RO 80-13 on 80071 5. dui I ng scram test per IE Bulletin 30-17, 
control rod driveline 34-43 did not seise Caused by valve 
plunger stic k lug. apparent) y due to presence of internal 
corrosion t moisture Solenoid valve cleaned 6 reassembled 
* Niagara Mohawk Power Corp 80/07/16 Ip 


GOOaOSOkOG Forwards ICR QO-013/OIT 0 

LCHPGES. T C Niagara Mohawk Power Corp 60/07/29 Ip 


— 0008050422 LCR-0O-OJ 3/ul T-Q on 80G71S, dur lug manual test for IE 
Bulletin 60 -17. con ti ol rod drive 34—13 did not scram Caused 
by moisture it corrosion products preventing scram solenoid 
from operating propet iy 

KARR I SDH, P Niegaia Mobauik Power Cotp 30/07/25 tp 


8003 l l 0342 Forwards LEH 80 012/03L 0 

LCMP0E3, T C Niagara Mohawk Fowei Corp 80/08/01 lp 
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-iKl.jailO.344 UEfi 60-0 1 2/OJL-O on 8004 1 9, d u r ! ng surveillance testing of 
f ur bine anluipatory trip bypass.ri scram switch 02-I3A was 
operating outside setpoint Caused by instrument Jrfft Switch 
readjusted 6 will be tested monthly 

HARRISON P Niagara Mohaw. Power Corp D0/08/0I Ip 


800835056! Forward* LER 00-0 l 4 , 03L-0 

LEHPGES. T E Niagara Mohawk Power Corp 60/0B/S5 lp 


--800825057I LEU BO -0 I 4 /Q3L-3 on 8G0717. dur I ng *tart~up performance for 
IE Bulletin 80-17 auto scram to s t. opeTa b 1 1 1 tg test attempted 
on valve during shutdown period Yatve failed to open upon 
ranual initiation Valve removed A disassembled 
HARRISON, P Niagara Mohawk Power Corp 80/08/03 2pp 


800027035! Forwards LEU 00-01 5/04L-0 

LEI ,0 CE5i T E Niagara Mohauk Power Corp 00/00/ IB Ip 


- 0008270353 LER 80-0 l 5/Q4L-0 on 000004. d u r i ng steady s l ate operation, 
offgas monitoring *ys mad ver tan tig placed in purge mode of 
operation Caused bg technician error Sys returned to normal 
operating mode. restor t ng sgs operability 
WASH ISON . P Niagara Mohawk Power Corp 83/08/10 Spp 


DOCKET 50-224 UNIV QF CAL 1 FORN 1 A RESEARCH REACTOR 


F Security, medical, emergency b fire protection plans 


8009200447 Forwards revised emergency plan, App C. "Fuel Element 
Cladding Failure - Assessment of Eiposure Dates, " A App D, 
“Direct Radiation Dose at Etcheverry Hall Patio Due to Loss 
q# Po-ol t/a ter 

KAPLAN. S If California, Univ of. Berkeley 60/08/11 Ip 


--0000200451 Revised emergency gljn.App C. "Fuel Element Cladding 
Failure - Assessment of Ecposure Doses, ' A App D, “Direct 
Radiation Dose at Etcheverry Hall Patio Due to Lois of Pool 
Water * 

* California. Univ of. Berkeley 79/12/20 KJpp 


DOCKET 50-228 AER0TES1 RaDIOOFIAPHT A RESEARCH REACTOR 


F Security, medical, emergency A fire protection plans 


8009060206 Forwards mods to radiography A research reactor security 
plan Mods withheld tref 10CFR2 790) 

NEWACHECK, R L Aero test Operations 80/07/30 Ip 


P Operating license stage documents l correspondence 


800BO6QD4B Requests payment for HRC review of 800411 application to 
transfer License R-9B from Aerotest Operations to Aerotast 
Operations Acquisitions H/o end cade requirements 
hilLLER.il 0 License Fee Management Branch 80/07/23 lp 


DOCKET 50-237 DRESDEN NUCLEAR PDI4ER STATION. UNIT 2 


F Security, medical, emergency i fire protection plans 


8008120432 Advises of inability to submit security plan revisions until 
8C0S1J Overall program review schedule will not Be affected 
PEOPLES, D L Commonwealth Edison Co 80/07/31 lp 


8008050140 Forwards corrigendum U errata changes for safeguards 
contingency plans, App C Fncls withheld l ref 10CFR2 7901 
PEOPLES. D L Commonwealth Edison Co 00/08/01 lp 


0038340198 Forwards security plan revision (App Dk re guard training 
qualification plan Plan withheld (ref 10CFR2 790) 

ABEL.J S Commonwealth Edison Co 90/OB/ll lp 


3000270699 Notification of 800019,20 b 22 workshops in Valley Forge, PA, 
Chicago, U L At Ian ta-CA, respectively, to solicit public 
comment Te NOREO-0696, “Functional Criteria for Emergency 
Response Faci litles 11 

kEPFLER. J 0 Region 3. Chicago, Office of the Director 00/08/11 
2pp 


008200325 Responds to NRC 90D611 request that util participate in 
study of people-related problems in nucleaT safeguards 
Requests review of study ques t i ans, pe r s anne I to be 
questioned t data usage before util makes cormltment 
ABEL, V 5 Commonwealth Edison Co 0Q/QB/22 Ip 


0 Adjudicatory correspondence 


8038070335 Notice of filing of amended contentions Svc list encl 
SEKULER.S N , FAHNER, T C Illinois, State of 80/08/04 2pp 


■8038070311 Amended contentions withdrawing Contentions 1-23 from 703908 
petition No sufficient need for spent fuel pool storage 
eipansion demonstrated Technical L financial capabilities 
questioned Waste «q* not adequate Proof of SVC encl 
SEKULER.S N . FAHNEft, T C Illinois, State of 80/08/04 6pp 


8008210379 Response stating no objection to State of JL 000804 
substitution of amended contentions in lieu of 790908 
contentions Moves to strike amended Contentions A, 0, 0 U E 
No factual basis established Certificate of Svc encl 

3TEPT0E.P P Commomuea 1 th Edison Co STEP TOE, P P Isham, Lincoln U 
Deale 90/08/12 l5pp 


8000190530 Response in opposition to Statu of IL 800804 Contentions A. 
B. D, E. p l< M3J No opposition to admission of Contentions C, 

0. H, I , J l L re reduction of worker e «pos urn , re* i dual stress 
analysis l other spent fuel issues W/C«r t i f i cate of Svc 
GODDARD. R J Hearing Branch 2 80/00/15 lOpp 


0000200214 Response to Administrative Law) Judge 800722 memorandum t 
order Elaborates on NRC position re withholding "objective 
scientific r*pts" cortcerntng CPC calculation* of potential 
do»es resulting from open valves 14/Cert i f i cate of Svc 
BURNS. S 0 Rulemaking «, Enforcement Division 00/00/18 lOpp 


— 8009200221 Forwards semiannual rept for Jan-June 1974 re leak tests 
Pages 17-18, r e levant to Palisades proceeding encl 
ABEL, J 8 Conunonwea 1 6h Edison Co 74/08/ 21 3pp 


H General correspondence 


8008270533 Advises that JS Abel has replaced DL Peoples as util 
director of nuclear licensing Organ! tat ion reporting to 
director remains unchanged 

REED, C Commonwealth Edison Co 83/08/13 lp 


P Operating license stage documents 4 correspondence 


BOQ0O6O05B Forwards errata sheets correcting errors in five addl TMJ-2 
related requirements submitted by 000307 1 tr I temr involved 
are ll R 3 25. II K 39 & II K 3 44 Svc lists encl 
EIEENHVT, D G Division of Licensing 00/06/09 69pp 


8000060229 Forwards Geosciences Branch pre J i mi nary recommendation* re 
sits specific spectra Fot SEP evaluation of seismic design 
adequacy of selected plants Final recommendation will be 
provided in Dec 1980 

JACKSON, R E Geosciences Branch 80/06/23 37pp 


8008060024 Forwards FR notice re 000714-17 regional meetings to address 
portion of Commission 800323 memorandum it order describing 
requirements of environ qua) ification of electrical 
equipment installed in safety sys 

£ l SENHNT . □ G. Division of Licensing ao/0*/3Q lp 


--8009060I89 Notice of 600714-17 regional meetings to address portion of 
Comisiss i on 800523 memorandum {, order describing requirements 
o f environ qua llfieation of electrical equipment installed 
in safety sy» Svc lists encl 

E1SENHUT.DO Division of Licensing 80/06/27 il7pp 


6008050064 Requests amend to util Tech Specs ail thin 90 days of receipt 
of I tr re *erarn discharge vo 1 designs for BWR control rod 
drive sys to reduce susceptibility to common cause failures 
Model Tech Specs encl 

E I S ENHUT , D Q Division aP Licensing 00/07/07 lp 


- -8006 050086 Model Tech Spec* re control rod operability 
a Division of Licensing 00/07/07 ISpp 


8008060355 FoTwards BWR model Tech Spec* for NUREG-0378, TMI-2 Lesions 
Learned Category A items & proposed wording at conditions 
Requests submittal of license amend application, 
incorporating encl spec s, u»i thin *0 days of receipt 
EiFEiJHUT. D G Division o-f Licensing 80/07/12 2pp 


--SOO0O6O372 BWR model Tech Specs for NURE0-057H, TMI-2 Lessons Learned, 
Category A items re emergency power supply requirement, 
direct indication of valve position U instrumentation for 
inadequate core cooling Svc list end 
* Division of Licensing 00/07/12 24pp 



DOCKETED ITEMS 


BOO0O5OOB2 Confirms 800724 telcon ro meeting ui/operating BUR licensees 
6 forwards sample ltr of notification 

HEIBHMAN.R F Region 3. Chicago. RoaC-or Operations Nuclear Support 
Stench 80/07/24 Ip 


•8008050088 Confirms 800734 telcon notification of 000730-31 meeting ui/ 
operating SUR licensees in Clen Ellyn. IU to discuss as-built 
scram discharge vol l piping Schedule enc 1 

HEISHMAN.R F Region 3, Chicago. Reactor Operations Nuclear 
Support Branch 80/07/34 4pp 


3OO80SQO96 Confirms B00724 telcon notification of 800730-31 meeting w/ 
operating BUR licensees m Glen Ellyn. IL to discuss as-built 
scram discharge vol Si piping Schedule end 

HEIBHMAN, R F Region 3. Chicago. Reactor Operations Nuclear Support 
Branch 80/07/24 4pp 


SOQB040160 Submits list of activities util plans to pos tpone. due to 
financial & technical manpower limitations Basis for 
judgment 6 completion dates included 
REED . C Commonwealth Edison Co 00/07/25 9pp 


□008140117 Forwards points to he addressed in 801231 SEP submittal re 
anchorage 8 support of safety-related electrical equipment 
CRUTCHFIELD, D Operating Reactors Branch 5 0Q/07/2B 5pp 


8008030231 Reviews reactor turblno bldg design parameter verification 
Structural parameter* used in 1963 Blume seismic analyses of 
reactoi — turbine bldg complei reviewed Enel comparison tables 
provide review results 

JAMECEK, R F Commonwealth Edison Co 00/08/01 4pp 


□000110479 Forwards info i oquesfced by NRC ro SEP Topic I J 1—7 D. 
“Containment Structural Integrity Teils " 

JANECEK, R F Commonwealth Edison Co 80/06/05 Ip 


— 8008110479 "Rept of Initial Overload Test S' Leakage Rate Determination 
of Pressure Suppression Containment 11 
a Chicago Bridge S< Iron Co £7/01/31 24pp 


— 0006110400 Initial test procedure. '‘Pressure Suppression Containment 11 
* Chicago Bridge %> Iron Co 66/11/02 £6pp 


— 80061 10485 "Std Test Procedure" for Contract 7-2600 
» Chicago Bridge it Iron Co SB/03/03 20pp 


800S130230 Advises of NRG acceptance of Revisions 11-13 to CE-l-A. 
"Coflim Ed <JA Program for Nuclear Generating Stations " 

Revisions concern general or ganl la t i onal 6 programmatic 
changes 

HAAS8, W P Quality Assurance Branch 80/00/07 Ip 


B00929O681 Responds to NRC 800612 request foi review of NRC evaluation 
of SEP Topic V-12 A re water purity of DWR primary coolant 
Util concurs w/results except for statement re lack of 
recording conductivity meters at Unit 2 
JANECEK, R F Commonwealth Edison Co 80/0a/12 Ip 


E008250471 Forward* CE-l-A. QA program for nuclear generating stations. 
Revision 13 

NAUOHTON, W F Commonwealth Edison Co 00/00/13 lp 


■8C0B2SO4SB QA program for nuclear generating *ta t ions. Ravi si on 13 
a Commonwealth Edison Co CC-l-A R13 0O/OB/O4 I43pp 


9000260068 Forward* request for addl Info re degraded grid voltages 
Requests response within 43 days 

NOVAK. T 11 Assistant Director for Operating Reactor* 80/08/13 
4pp. 


Q008I9049S Advises that Q£ Rept NCDE-24527-P. "Development of Downcomer 
Lateral Loads from Full Scale Test Facility Data." was 
forwarded to NRC by GE 790331 ltr Rept should be Included on 
Dresden it Quad Cities dockets 

JANECEK, R F Commonwealth Edison Co 80/00/14 lp 


6008230458 Forwards addl analyse* concerning adequacy of station 
electric distribution sys voltages Analyses are based on 
coincidental occurrence of numerous improbable events & are 
very conservative 

JANECEK, R f Commonwealth Edison Co 80/00/18 9pp 


£009270372 Advises that final part of NEDO-21000, "Mark I Containment 
Program Load Definition Rept" was transmitted to NRC by LJ 
□ebon 790315 ltr Rept provides info re hydrodynamic loads 
producsd on containment sys during L0CA 
JANECEK, R F Commonwealth Edison Co 80/00/18 lp 


6000270375 Advises that NEPO-2ie0B, "Mark I Containment Program Load 
Da# 1 n it I on Rept’ was transmitted to NRC by LJ Sobon 
701230 ltr Rept provides info re hydrodynamic load* on 
containment sys during postulated LOCA 
JAh'cCEH. R F Commonwealth Edison Co 00/00/19 ip 


G Inspection reports. IF Bulletins L c on e s p cm d enc e 


8C03060470 Forwards IE Bulletin 80-17. "Failure of 76 of 185 Control 
Rods to Fully Insert During Scram at DWR ' Written response 
r equ lied 

KEPPLER. J G Region 3, Chicago. Office of the Director 00/07/03 
lp 


8008120319 Forwards Waste Packaging Insp Rept 15000046/00-52 on B0042Q 
6 notice of violation 

DAVIS. A B Region 3. Chicago. Fuel Facility & Materials Safety 
Branch 80/07/03 2pp 


— 6008120327 Notice of s rotation from ir.sp on G00428 

* Region 3. Chicago. Office of the Director 00/05/30 Ip 


— 0008120335 Waste Packaging Insp Sept 15000046/60-52 on 000420 
Nonccimp l jance noted failure to meet requirement for strong, 
tight package 

PECK. C C Region 5. San Francisco. Office of the Director 
THOMAS. R D . BOOK, H E Region 5, 3an Francisco, Fuel Facility b 
Material* Safety Branch 00/05/30 2pp 


0 O-Oa 140126 Forwards IE Insp Repts 50-237/80-10,50-249/00-14, 
50-254/00-14 it 50-265/80-17 on 600610-19 No noncomp luncs 
noted 

FI8R£LLI,0 Region 3. Chicago, Reactor Construction 6 Engineering 
Support Branch Q0/07/O? 2pp 


— 8008140130 IE Insp Repts 90-237/00-10, 50-249/80-14, 50-254/80-14 it 
50-265/80-17 on 800618-19 No non comp 1 1 ati c a noted Major areas 
inspected licensee actions re IE Bulletin 79-14, d i scus s i ng 
NRC raquireddht*. procedure* £ analysis review 

YIN, r T , BfUCKLEY. 8 H . DANIELSON, D H Region 3, Chicago, Office 
of the Director 00/07/03 4p p 


8008210530 Forwards addl response to IE Bulletin 80-17. "Failure of 76 
of 185 Control Rod* to Fully Insert During Scram at BUR •' 

Analyses performed for MSIV closure resulted in half of 
control rods failing to scram 

JANECEK, W F Commonwealth Edison Co 80/07/14 6pp 


□008010096 Responds to Item 4 of IE Bulletin 60—17 re failure of 
control rods to fully insert Preliminary training began 
800711 

JANECEK, R F Commonwealth Edison Co 00/07/ 17 2pp 


6008070029 Forwards cooling lake insp repts for May it June 1980, in 
response to NRC request 

JANECEK, R F Commonwealth Edison Co 80/07/17 I7pp 


8086070086 Forwards Supp l I to IE Bulletin 80-17, "Tai lure of 76 ef 185 
Control Rods to Fully Insert During Scram at DNR " Written 
response required 

KEPPLER, / G Region 3, Chicago, Office of the Director 60/07/18 

if 


0008070115 Forward's response to IE Bulletin 00-17 re failure of control 
rods to insert Provides add] info on ATWS w/o recirculation 
pump trip 

JANECEK, R T Commonwealth Edison Co 80/07/16 9p p 


BOO 6070201 Forwards Suppl 2 to IF Bulletin 80-17, "Failure of 76 of 105 
Control Rod* to Tully Insert During Scram at DNR " Written 
response required 

KEPPLER. J 0 Region 3, Chicago, Office of the Director 00/07/22 
2pp 


8006070133 Forwards response to IE Bulletin 60-14 re de g rad a 1 1 on of 
BUR scram discharge vol capability Scram discharge vol 
verified operable 

PEOPLES, D L Commonwealth Edison Co 00/07/25 3pf 


6OOBO0OO86 Responds to IE Bulletin 60-17 re failure of control rods to 
insert fully Mods completed on 0007 1 9 to establish positive 
vent path Alternate vent paths are positive it do not depend 
on component operability 

JANACEK, ft F Commonwealth Edison Co 80/07/28 2pp 


0000150343 Forwards suppl to IE Info Notice 80-06. "Notification of 
Significant Events at Operating Power Reactor Facilities 11 
No written, response required 

KEPPLER. J 0 Region 3, Chicago, Office of the Director 80/07/29 
lp 
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DOCKETED ITEMS 


0003100077 Responds to IE Bulletin -90-1.41 re Fas emou n t . I n c pressure 
r rarismi * te* t Transrotttei application to tie United to 
arceptable values detailed evaluation will br performed 
prior to use lute C!u has been mforncJ 
PE 0 PUt 5 .Il l Coowioiiel th Edison Co 90707/30 dpi* 


£100(31301 A7 Forwards response to Items 3 > 3 of IE Bulletin 80-17, 
Failure of TL, of 195 CohIto! Bods to Fully Insert During 
Scran at HUB • Rod scran ir*e> t tune uas 3 49-s for manual 
scram 5 3 64-s for automatic scrar 

DELGEC1RGE, L G Corrmo owe a I th Edison Co- G0/07/3I 4pp 


90130190-37*1 forwards IE Bulletin 00-2-0. 'Failures of 17 b s t 1 n g h -o u \ e Type 
W-2 Spring Return to Neutral Control Switches ' Action 
required 

KFPPLCW, J G Region 3. Chicago, Office of the Director 00/07/31 
IP 


90 00233*409 Forwards IE Bulletin 00—19* "Failures of Merc or y - We tt"d 
flatrir Relays in Reactor Protective 3y s at Operating Nuclear 
Powei Plants Designed by Combustion. Engineering " Action 
requiied by facilities u/Ot s or CPs 

K-EPPLER, J 0 Region 3, Chicago. Office of the Director 80/07/31 
*P 


9008100126 Forwards IF Bulletin 80-20. "Failures of Nes 1 1 nglious e Type 
11-2 Spring Return to Neutral Control Switches.' sent to 
listed licensees for action on 800731 

PAPPAS, H Region 3. Chicago. Office of the Director 00/08/01 Ip 


0008250003 Responds to TF Bulletin 80-07, "CUR Jet Pump Assembly 
Failure. " supp 1 eihent a ng util 800023 h 0509 responses Daily 
individual jet pump surveillance tests will be continued 
until NRC concludes failure mechanism review 
PEOPLES. D L Ccfo/npnwea 1 th Edison Co 80/08/05 Ip 


00081802*12 Forwards IE Info Notice BQ-29* "’Broken Studs on Terry 
Turbine Steam Inlet Flange " No specific action or response 
r e goes led 

KEPPLFfi, J 0 Region 3, Chicago, Office t»t the Director 60/08/07 
lp 


8008H 0063 Ack receipt of 80072*1 1 t r informing NRC of steps taken to 
correct violations noted in IE Insp Repti 50-010/00-1 1, 

50-237/00-11 L SO— 2*19 7SO- 1 5 

DAVIS, A S Region 3, Chicago. Fuel Facility i, Materials Safety 
Branch BO/OB/OO lp 


— 8008140364 Responds to NRC 600703 3tr re violations noted in IE Insp 
Ropts 50-010/00-11,50-237/00-1! & 50-249/80-15 Corrective 
actions Operating Procedures DOF 2000-22 6 37 reviewed t* 
revised re proper drum handling 

JANACEIt.lt F Commonweal th Edison Co BO/07/24 lp 


800B260J15 Reguests applicable isometric drawings R summary of stress 
levels for affected piping sys, to complete evaluation -of 
IE Bulletin 79-14 response Submittal should be provided 
within 30 day* of 1 tr receipt 

XEPPLER, J 0 Region 3, Chicayd. Office of the Director B0-/08/1B 
2pp 


>i Periodic operating report* 4. related correspondence 


3008200209 Forwards monthly operating repts for Jui I960 
SCOTT, D J C ommonweal th Edison Co 60/08/04 Ip 


-0008200290 Monthly operating rept* tor Jui I960 

C1ESZK1EHICZ. S Commonwealth Edison Co 80/08/04 16pp 


Reportable occurrences, LER® 4 related correspondence 


>00250555 LER 80-013 has been cancelled 
COLLINS, (1 Commonweal t ft Edison Co 30/08/01 Ip 


08250562 LER GO-012 ha* been cancelled 

C0LLtWS,M Commonwealth Edison Co 60/00/01 lp 


3G2S0614 LFfl 60-010 has been cancelled 

lOLLTNS.tl Cumoionuioa [ th Ed i sen Co BO/OS/Ol lp 


8120381 Forwards LER G0-O23/03L-O 

i TEP HENSON. 8 D Commonwealth Edison Co 00/08/00 lp 


000120384 LER 0O-O2S/U3I.-O on 000721, while performing i*o lotion 
condenser condensate line hi-flow cailbr.PPIS 2-1349 R 
tripped at 34 inches water, increasing DP Caused by 
instrument setpoint di 1 f t Switch readjusted 
MAGROth ft Commonweal th Edison Co, £30 /00 / 08 lp 


SOO 0260600 Fou wards LER 90-024 /03L-0 

SCOTT, 0 J Common vea 1 th Edison Co SO/OS/ 14 lp 


■8009260614 LER 80-024/03L-0 on 000721 , dur i nfl normal op era t i on* . drywsl l 
oxygen cone entr* t i an Indication failed downscale Caused by 
excessively high temp of analyser cell due to failure of 
temp sensing switch Fenuial.Inc Temp switch 1000-0 replaced 
M A GROIN R Commonwealth Edison Co 00/03/ 15 lp 


80 OG 260600 Forwards LER 0O-O2A/O3L-O 

SCOTT, 0 J Commonwea 1 th Edison Co BO/00/1 S lp 


— 0OOG26O6O9 LER 90-026/O3L-O on G0O725, while checking operating pressurt 
of d rywel 1 high pressure ECCS switch, 1 629b, ins t rumen t 
mechanic found pressure switch valved out Cause unknown 
Valve reopened 

5TACHMIAK.R Commonwealth Edison Co 00/08/15 lp 


800826058] Forwards LER B0-O27/031.-0 

SCOTT, D J Commonwealth Edison Co 80/00/19 Ip 


—8008260592 LER 80-027/03L-0 on BO072S, dur mg preparation for IE 
Bulletin S0-I7 scram tests, low level of diesel generator 
coolant noticed in water tank Water found in oil Caused by 
leaking tubes in cooling water/svc water heat eicbangers 
SPEROFF, R Commonwealth Edison Co 80/00/20 lp 


V Operator Examination* 


8000110431 Forwards revised "Rsitual i f I ca t ion Program for Licensed 
Operators, Senior Operators 4 Senior Operators (Limited) lf 
WAUGH TON, If F Commonwealth Edison Co 80/08/01 lp 


■80031 10489 "Requal If ication Program for Licensed Operator*, Senior 
Operators 5 Senior Operators (Limited),' 1 revised 
NAVCHTON.WF Commonwealth Edison Co 80/08/01 10pp 


DOCKET 50-243 OREGON STATE l/NIV RESEARCH REACTOR 


P Periodic operating reports 4, related correspondence 


8008260492 Informs NRC that during reporting peri od< 770701 -800630, 
there were no reportable changes at research reactor 
ANDERSON, T V Oregon State Un i v SO/O0/10 lp 


DOCKET 50-244 ROBERT EMMET G INNA NUCLEAR PLANT, UNIT 1 


F Security, medical, emergency t, fire protection plan* 


8008120-647 Response to 8O04O9 request for documentation of completion 
dates for alternate shutdown sys at six facilities t, 
completion dates for fire protection mods at five 
facil i ties 

L AINAS, 0 Plant Systems Branch 80/04/IS 2pp 


8006250750 Notifies that Health Physics Network telephone sys has bean 
insta iled, I inking site health physics personnel w/NRC U. 
regional ofes Ne twprk, ae fei va ted in emergency, is restricted fc 
should be used only when other communications out of sve 
GRJER.O H Region 1, Ph i ladelp hia , Office of the Director 
80/04/24 2pp 

0000280038 Notification of 800019,20 6 22 workshops in Valley Forge, PA. 
Chicago, IL i, Atlanta, GA, respectively, to solicit public 
comment re NUREO-0696. "Functional Criteria for Emergency 
Response Facilities 11 

GRIER, 0 H Region 1, Philadelphia, Office of the Director 
80/08/11 2pp 


P Operating license stage documents 4* correspondence 


8004230389 Forwards info to NRC consultant for seismic review team for 
seismic review of electrical equipment, in response to PJ 
Gallagher 800116 Itr Info includes sketches of battery racks 
t, other diagrams U/o end 

WHITE, L D Rochester Gas b* Electric Corp 80/04/17 ip 

0008060358 Forwards errata sheets correcting errori in five addl TfU-Z 
related m i t s s nbroi t by £fD0&&7 ltr Ifcfftnn involv*o 

are II K 3 25, I I K 29 U II K 3 44 Svc list* end 
EISENHUT, D G Division of Licensing 80/06/09 69pp 



DOCKETED ITEMS 
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8(308080229 Forwards Geosciences Branch preliminary recommendations re 
site specific spectra for SEP evaluation of seismic design 
adequacy of selected plants Tinal recommendation will be 
provided in Doc 1900 

JACK50N, R E Geosciences Branch 00/06/23 37pp 


8008060024 Forwards FR notice re 000714-17 regional meetings to address 
portion of Commission 800323 memorandum tt order describing 
requirements of environ qualification of eloctrical 
equipment installed In safety sys 

ETBENHUT, D G Division of Licensing 00/06/30 ip 


— BOOBO6O109 Notice of 000714-17 regional meetings to address portion nf 
Commission 800323 memorandum L order describing requirements 
of environ qualification of electrical equipment installed 
in safety sys Svc lists end 

EISENHJT, D 0 Division of Licensing 00/06/27 117pp 


8QQB06O214 Forwards Amend 34 to License DPR-1 8, sa f e ty evaluation 5 
notice of Issuance 6 availability 

CRUTCHFIELD* D Operating Reactors Branch 5 BO/07/14 2pp 


— 0OOBO6O217 Amend 34 to License DPR-18, add ing limiting conditions for 
operation & fuel handling 6 revising surveillance 
requirements for spent fuel sys 

CRUTCHFIELD. D Operating Reactors Branch 5 80/07/M 30pp 


■8D0BO6QP2D Safety evaluation supporting Amend 34 to License DPR-18 
* Office of Nuclear Reactor Regulation. Director 80/07/14 3pp 


— 0008060222 Notice of issuance U availability of Amend 34 to License 
DPR-18 

CRUTCHFIELD. D Operating Reactors Branch 5 BO/Q7/M 2pp 


0009270203 Expresses appreciation for assistance in study of encl 
NUREO-1360 t* NUREQ-1369 W/o encl 

BRUNNER. E J Region 1. Philadelphia. Reactor Operations Nuclear 
Support Branch 80/07/23 Ip 


8009110057 Forwards addl guidance re anchorage Ik support of safety- 
related electrical equipment Includes scope of 
Investigations J< info which should be documented for NRC 
review of potential safety concern, 

CRUTCHFIELD. D Operating Reactors Branch 5 80/07/28 Bpp 


8009270220 Advises NRC of position that fee paid u/791220 application 
to f ab ri ca te. sh ip. store f/ use mixed oxide fuel assemblies, 
covers ell reviews by NRC No further fees required 
WHITE. L. D Rochester Das & Electric Corp 00/09/01 ip 


8009080237 Responds to NRC 800707 evaluation of Lessons Learned 
Category A requirement 221b. "Shift Technical Advisor ° 
Shift technical advisor must possess senior reactor operator 
license {> bachelor's degree in science or engineering. 

WHITE. L D Rochester Gas t. Electric Corp 80/08/03 Bpp 


800S12041 1 ? Respond* to NRC 800624 request -for review of SEP Topic 
III-5 B. "Pipe Break Outside Containment" J. for schedule of 
implementation of NRC positions Alternative diesel generator 
cooling method test to be conducted by June 1981 
WHITE. L D Rochester Qas t. Electric Corp 80/08/07 3pp 


8000190362 Forwards Criteria Document EWR-2512. "Piping Seismic 
Upgrading Program " 

WHITE. L D Rochester Qas b Electric Corp 00/00/14 Ip 


— 8008190367 Criteria Document EWR-2512. "Piping Seismic Upgrading 
Program " 

YOOSE.W A Westinghouse Electric Corp HUTTON, J C Rochester Gas 
U Electric Corp 80/06/30 59pp 


9008270444 Responds to 800801 ltr re review costs associated w/800200 
route approval request for shipment of fuel rods to 
facility Costs were not covered by fee paid for 791214 amend 
reques b. Outs tend ing fee should be remitted promptly 
HILLER, W □ License Fee Management Branch 80/00/15 lp 


8000260293 Fnrwards proprietary 6 nonpropr i etar y versions of draft 
Interim technical evaluation rept, "Equipment Environ 
Oual 1 f ica t ion " Proprietary version withheld 
(ref 10CFR2 790), 

CARFAGNQ.B P Franklin Ins t 1 tu te/rranki in Research Center 
80/OB/20, Ip 


Q Inspection reports. IE Bulletins tr correspondence 


8000070513 Forwards IE Circular 80-17. "Fuel Pm Damage Due to Hater 
Jet Fron Baffle Plate Corner ' No written response required 
GRIER, B H Region 1, Philadelphia, Office of the Director 
80/07/23 Ip 


8009220110 Forwards IE Bulletin 80-10, "Haint of Adequate Min Flow 
Through Centrifugal Charging Pumps Following Secondary Side 
High Energy Line Rupture “ Action required 

GRIER, D H Region 1, Philadelphia, Ofrice of the Director 
00/0 //24 Ip 


BO 08070 437 Forwards suppl to IE Info Notice 00-06, "Notification of 
Significant Events at Operating Power Reactor Facilities " 

No written response required 

DRIER B H Region I. Ph 1 1 ade 1 p h l a. Office of the Director 
80/07/29 lp 


800B1 40543 Forwards IE Bulletin 00-20, "Failures of We s t ing h ous e Type 
W-2 Spring Return to Neutral Control Switches ’’ Requests 
info re estimate of manpower associated tu/eorrec t ive 
actions needed after identifying problem 

GRIER, B H Region 1, Ph 1 lad e l ph la. Office of the Director 
00/07/31 lp 


8008180017 Forwards IE Bulletin 80-19, "Failures of Mercury-Wetted 
Matrix Relays in Reactor Protective Sys of Operating Nuclear 
Power Plants Designed by Combustion Engineering " Action 
required by facilities w/OLs or CPs 

GRIER, 0 M Region 1, Ph l lad e 1 ph la , Office of the Director 
80/07/31 lp 


8008260423 Forwards IE Info Notice 00-29, “Broken Studs on Terry 
Turbine Steam Inlet Flange " No specific action or response 
requested 

OR I Eft, 0 H Region 1, Philadelphia. Office of the Director 
80/08/07 lp 


8 Reportable occurrences. LERs t related correspondence 


0000000396 Forwards revised LER 79-023/01X-1 

WHITE, L D Rochester Gas * Electric Corp 80/00/05 Ip 


— 8008080400 Revised LER 79-023/0IX-1 on 791 207, duT i ng lnservico insp, 
liquid penetrant examination of pressuriler no i i le-to-sa f e- 
end weld showed linear indications Caused by inadequate 
delta ferrite content t geometric discontinuity 
CURTIS, A E Roches tei Gas L Electric Corp 00/08/05 4pp 


DOCKET 50-245 MILLSTONE NUCLEAR POWER STATION, UNIT 1 


F Security, medical, emergency t- fire protection plans 


0008250733 Notifies that Health Physics Network telephone sys has been 
i nstal I ed, 1 in k ing site health physics personnel w/NRC 6 
regional ofes Network, ac fc i vated in emergency, is restricted fc 
should be used only when other communlcati ons out of svc 
GRIER, B H Region 1, Philadelphia, Office of the Director 
80/04/24 2pp 


0000200497 Confirms 800723 talc on re meeting scheduled on 800005 in 
King of Prussia, PA to discuss Implementation uf security 
program Agenda encl 

ALLAN, J M Region 1. Ph I 1 ade Iph la. Office of the Director 
00/07/25 2pp 


8008200056 Notification of 000019,20 i- S3 workshops >n Valley Forge, PA. 
Chicago, IL 6 Atlanta, ©A, respectively, to solicit public 
comment re NUREC-0696, "Functional Criteria for Emergency 
Response Facilities 11 

GRIER. B H Region 1, Philadelphia, Office of the Director 
80/00/11 ' 2pp 


H General correspondence 


8008060106 Comment* cm petition for rulemaking 2-JO opposes Citnens 
Advisory Board request to require mods to licensing 
procedures Mods require addl burden Present procedures 
give interested person* access to licensing proceedings 
CQUNSIL.IJ 0 Northeast Utilities 00/06/66 3pp 


P Operating license stage documents 6 correspondence 


8008060358 ForuiaTds errata sheets correcting errors In five addl 7MI-2 
related requirements submitted by 000507 ltr Items involved 
are II K 3 25. II K 29 ft IE K 3 44 9vc lists encl 
EI6ENHUT. D 0 Division of Licensing 80/06/09 69pp 
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0008430229 Forward s Oe o *c 1 enc s s Branch p r o 1 j mi nary recommendations re 
site specific spectra for SEP evaluation of seismc design 
adequacy of selected plants Final recouimendation util be 
provided in Dec 1980 

JACttSOti.fi E Geoscience* Branch 80/06/23 37pp 


800B06GQ24 Forward* FR notice re 000714-17 regional meeting* to address 
portion of Cornell s l Ion 000323 memorandum * order describing 
r equ i ■ emeu t * of environ qua 1 l r icat 1 on of electrical 
equipment installed in safety sys 

EISENHUT.D <5 Division of Licensing 80/06730 tp 


--8008060I 89 Notice of 000714-17 regional meetings to address portion of 
Commission 800523 memorandum 4 order describing requirements 
of enviFon qualification of electrical equipment installed 
in safety sys Svc lists anc 1 

ElSEMHUr.D 0 Division of licensing 80/06/27 U7pp 


8008050464 Requests amend to util Tech Specs within 90 days of receipt 
of Hr re scram discharge vol designs for BUR control rod 
drive sys to reduce susceptibility to common cause failures 
Model Tech Specs encl 

EISEHMUT.a G Division of Licensing 80/07/07 Ip 


— 8008050086 Model Tech Specs re control rod operability 
» Division of Licensing 80/07/07 I5pp 


S00S06&353 Forwards 8KR model Tech Specs for NURE0-O570, TMI-2 Lessons 
Learned Category A items 6 proposed wording of conditions 
Requests submittal of license amend application, 
incorporating encl sp ec ». ui th 1 n 60 days of receipt 
EISEUHUT.D 0 Division of Licensing 80/07/12 2pp 


— 8008060372 BUR model Tech Specs for NUflEO-0570, TMI-2 Lessons Learned. 
Category A items re emergency power supply requirement! 
direct indication of valve position 6 instrumentation for 
inadequate core cooling Svc list encl 
* Division of Licensing 80/07/12 24pp 


8008060293 Discusses SEP Topic III-6 re seismic design Lists remaining 
mechanical % electrical equipment Info needed by NRC 
consultant to evaluate seismic design adequacy Requests Info 
within 30 days 

CRUICHFJELO.D Operating Reactor* Branch 3 30/07/22 3pp 


0008040124 Requests meetings w/NRC re participation in interim 
reliability evaluation program Also submit* program concerns 
from NRC 800612 meeting NRC approach has no apparent regard 
for licensee interests 

CCUN31L.U 0 Northeast Nuclear Energy Co (subs of Northeast 
Utilities! 80/07/24, 3pp 


8008030181 Responds to NRC 800611 request for Info re low pressure 
turbine disc Integrity Forward! util response bo NRC 
p la n t -spec i f ! c 6 generic questions 

CDUNSILpU 0 Northeast Nuclear Energy Co (subs of Northeast 
Utilities! 80/07/24 9pp 


0000060439 Requests info required to continue NRC evaluation of 
facility piping sys Design info for underground lines of oil 
day tent t< compressed ajr line* U support details showing 
configuration L original lead should be provided 
CRUTCHFIELD, D Operating Reactors Branch 3 00/07/25 2pp 


8009110063 Forwards add! guidance re anchorage & support of safety- 
related electrical equipment Includes scope of 
investigation* U Info which should be documented for NRC 
review of potential safety concern 

CRUTCHFIELD. D Operating Reactors Branch 3 80/07/28 Spp 


S0Q8I10389 Advise* that performance capability analysis re containment 
purge valves t valve operator*, performed by Aills Chalmers, 
indicate* no basis for blocking valves 4 that purge valves 
will cloie within Tech Spec limit Rept will be forwarded 
CQUN5IL.il G i FEE, W F Northeast Nuclear Energy Co (subs of 
Northeast Utilities! 80/07/31 2PP 


3008180107 Ac k receipt of 800627 responses re LFCI flow *plit 
methodology questions Requests add I Info re LPC I shutoff 
head formulation 

CRUTCHFIELD, D Operating Reactors Branch 5 80/07/31 2pp 


3000210237 Forwards addl info confirming vent t. purge valve closure 
capability Data from encl A! I i s-Cha Imer* valve test program 
was used to analyic each vent/purgs valve No basis exists 
for blocking any vent/purge valve 

‘nUNBIL, II 0 Northeast Nuclear Energy Co (subs of Northeast 
lilies! 80/08/08 2pp 


--3008210292 “Test Rept on Ai 1 is-Chalmers 6-Inch Stream Seal Butterfly 
Valvs in Air Concerning Nuclear Containment Isolation 
Valves 11 

SCHWARZ, P . ZEIDERS, R H . GOLDMAN. M L Al H t-Cha liners Corp 
79/12/17 ISOpp 


8400260276 Forwards responses to Items 2, 3 A 4 of 000627 Hr requesting 
add! info re station electric distribution sys voltages 
Items 3 6 5 will be submitted by 801114 Sketch of plant 
auxiliary bus sys encl 

COUNSIL.IJ G . FEE, W F Northeast Nuclear Energy Co (subs of 
Northeast Utilities! 0O/OB/2 0 7pp 


800B260625 Submits further elaboration re position on reactor vessel 
water level detector Eilstlng instrumentation adequate for 
dstsctlon of Inadequate core cooling Written staff 
requirements for TMt lessons learned fulfilled 
COUWStL. H G , FEE, W F Northeast Utilities 80/08/21 4pp 


3 Jnspectson reports, IE Bulletins b correspondence 


800B0 10086 Responds to IE Bulletin 80-10. “Contamlna 1 1 on of 
Konrad i oac t ive Sys L Resulting Potential for Unmonitored. 
Uncontrolled Release of Radioactivity to Environ " 
Nonradloactive sys identified for potential radioactivity 
COUNSIL.UO Northeast Utilities 80/07/03 4pp 


G0Q8O7O149 Responds to fE Bulletin 30-11 re masonry wall design Log 
sheets identifying masonry walls encl Acceptance criteria 
for ra-evaluati on will vary N/o encl 

CQUNSIL.il G Northeast Nuclear Energy fo (subs of Northeast 
Utilities) 80/07/07 2pp 


8008010267 Responds to IE Bulletin 80-17 Surveillance testing has 
verified no significant amount of water in scram discharge 
vol b associated piping Scram discharge vol vent valves are 
operable t vent sys is free of obstruction 

CQUNSIL.il 0 Northeast Nuclear Energy Co (subs of Northeast 
Utilities) 80/47/08 2pp 


8008010280 Responds to IE Bulletin 79-03A, “Longitudinal Weld Defect* 
in ASHE BA-312. Type 304 Stainless Steel Pipe " 

Sa f e ty-re 1 a ted piping sys reviewed No SA— 312 or A-312 welded 

pipe In use greater than 85% of code allowable stress 

CQUN9IL. H 0 Connecticut Yankee Atomic Power Co 00/07/11 2pp 


0000060008 Forwards response to IE Bulletin 80-4 7 Full training of all 
licensed operators to reeogniie 6 mitigate event completed 
800710 Util has revised affected procedure* b form* to 
include rept requirements 

CQUNSlL.WO Northeast Nuclear Energy Co (subs of Northeast 
Utilities) 80/07/14 Spp 


8000070110 Responds to IE Bulletin 80-17, Items 2, 3 fc 6c Tests b insp* 
satisfactorily completed on 800712. u/a xeeptlon of wiring 
error in IO-s scram reset delay Initial review re standby 
liquid control capacity performed 

COUNSIL.M 0 North eae t Nuclear Energy Co (subs of Northeast 
Utilities! 80/07/16 4p|> 


0008070070 Forward's Buppt t to IE Bulletin 80-17, "Failure of 76 of 185 
Control Rods to Fully Insert During 8cram at BUR " Written 
response required 

GRIER, B K Region 1. Phi la d e tphla, Office of the Director 
00/07/18 Ip 


BOO0O7O19i Forwards Buppl 2 to IE Bulletin 00-17. "Failure of 76 of 185 
Control Rod* to Fully Insert During Scram at HWfi " Written 
response required 

GRIER. 8 H, Region 1. Phi la delphia, Office of the Director 
80/07/22 2pp 


0000270219 Confirms 900624 telcon in which NRC extended invitation to 
attend 80O&O4 working meeting at Region 1 afe to discuss 
plant as-installed configuration of control rod drive sys 
shutdown discharge vol t other matter* re IE Bulletin 80—17 
GRIER, B H Region I, Ph i lad e 1 phla. Office of the Director 
80/07/25 2pp 


0000050330 Responds to IE Bulletin 00-17, Supp 1 2, “Failure of 76 of 189 
Control Rods to Fully 3n**rt During Scram at BWR " Mod 
e spending three roan— days performed 000722 on north side 
scram discharge vol vent 

CGUNSIL.il 0 Northeast Nuclear Energy Co. (subs of Northeast 
Utilities) 60/07/27 lp 


8000070428 Forwards suppl to IE Info Notice 80-06, "Notification of 
Significant Events at Operating Power Reactor Facilities " 

No written response required 

GRIER, 8 H Region 1. Philadelphia. Office of the Director, 
60/07/29 ip 



DOCKETED ITEMS 


3E 


B009I40545 Forwards IE Bulletin 00-20. "Failures of Wes t i nghouse Type 
W-a Spring Return to Neutral Control Switches " Requests 
Info re estimate of manpower associated u/corrective 
actions needed after identifying problem 

GRIER, B H Region 1/ Philadelphia. Office of the Director 
B0/07/31 lp 


B0081B0049 Forwards IE Bulletin BO-19) "Failures of Mercury-Wetted 
hatrii Relays In Reactor Protective 6ys of Operating Nuclear 
Pouer Plants Designed by Combustion Engineering ” Action 
required by facilities wi/OLs or CPs 

GRIER) B H Fie g i on li Ph i 1 adei ph ia) Office of the Director 

80/07/3 1 tp 


9008250076 Forwards IE Info Notice 00-29. “Broken Studs on Terry 
Turbine Steam Inlet Flange " No specific action or response 
raque l ted 

CRIER, 8 H Region 1. P h i 1 a d e 1 p h 1 a . Office of the Director 
BO/OB/Q7 (p 


03082005 17 Forwards IE Info Notice 00-30. "Potential for Unacceptable 
Interaction Between Control Rod Drive Scram Function & 

Nones * ent ia I Control Air at Certain GC BWR Facilities " 

No written response required 

GRIER. B H Region 1, Philadelphia. Office of the Director 
80/08/19 lp 


R Periodic operating reports l related correspondence 


9009200264 Forwards month ly operating rept for Jui 1990 
MROCZKA.E J Northeast Utilities 00/00/14 lp 

— BOO02OOB77 Monthly operating rept for Jul 1980 
MARRAM. 0 Northeast Utilities 80/08/01 6pp 


S Reportable occurrences. LERs t related correspondence 


B0090B0274 RQ-S-O-il/iP on BOOB03. while investigating reason for low 
offgas Semple flow & radiation level, offgas delay pipe 
sample lire manual stop valve found closed Cause under 
Investigation Results of further analysis forthcoming 
MROEZKA.E J Northeast Nuclear Energy Co isubs of Northeast 
Utilities) SO/OB/04 ip 


8039120532 RO 80-1 1/IP on Q00803. while investigating low offgas sample 
flow &■ radiation Level, discovered offgas delay pipe sample 
line manual stop valve closed Investigation continues & will 
be reported in 14-day followup rept 
MROCZKA.E J Northeast Utilities 00/00/04 lp 


8000220212 Forwards LER 60-01 1/OlT-O 

MROCZKA.E J Northeast Nuclear Energy Co (subs of Northeast 
Utilities) BO/OB/15 ip 


--8006220217 LER 0O-O11/O1T-O on 800003. both air ejector offgas sys 
radiation monitors found inoperable Caused by sample 
line manual stop valve being closed Valve did not appear on 
sys valve lineup list Valve added to list 

* Northeast Nuclear Energy Co (tubs of Northeast Utilities) 
30/09/15 3pp 


M Operator Examinations 


8008260503 Forwards Haddam Neck Plant reactor operator qualification 6 
r equa 1 i f ic at ion programs &• Mi 1 1 stone. Un i ts 1 & 2. reactor 
operator qualification program 

COUNSlt.i U O , FEE. W F Northeast Utilities 00/06/15 2pp. 


— 8003260998 "Qualification of Reactor Operator* 
* Northeast Utilities 90/08/31 13pp 


DOCKET 50-247 INDIAN POINT STATION, UNIT 2 


F Security, medical, emergency b fire protection plans 


8008120647 Response to 000409 request for documentation of completion 
dates for alternate shutdown sys at si* facilities tr 
completion dates for fire protection mods at five 
f ac i 1 i t ies 

LAINAS, 0 Plant Systems Branch 00/04/13 2pp 


8008250741 Notifies that Health Physics Network telephone sys has been 
lastal led. 1 Inking site health physics personnel w/NRC t 
regional pfcs No twork, ac t i vated in emergency, is restricted 1 6 
should be used only when other communications out of svc. 

CRIER. B H Region 1. Philadelphia, Office of the Director 
00/04/24 2pp 


8000050192 Submits revisions t> add) info re security force training 
qualification plan, in response to NRC 000620 1 tr Info 
withheld (ref 10CFR? 790) 

ZARAKAS.P Consolidated Edison Co of New York 80/07/30 2pp 


800(3270100 Foi wards IE Health Physics Appraisal Rept 50-247/80-02, 
notice of violation t significant appraisal findings 
GRIER. B H Region I. Ph 1 1 ad o 1 p h i a . Office of the Director 
B0/06/07 5pp 


0008270102 Notice of violation from health physics appraisal on 
0003 i 0-0321 

* Region 3. Ph l 1 ado 1 ph ia, Office of the Director 80/07/3t ip 


— 0008270108 IE Health Physics Appraisal Rept 50-247/80-02 None omp I i anc e 
noted method for liquid waste disposal was changed u/o 
written safety evaluation re involvement of unreviewed 
safety question 

WHITE. J R , DONALDSON. D E Region 1, Philadelphia. Office of the 
Director SM1TH.G H Region 1, Philadelphia, Fuel Facility fc 
Materials Safety Branch 03/07/31 60pp 


80082B0068 Notification of 800819,20 b 22 workshops in Valley Forge, PA, 
Chicago. IL 5/ Atlanta. OA, rospectively.to solicit pub lie 
comment re NUREQ-0696, "Functional Criteria ror Emergency 
Response Facilities " 

GRIER. B H Region 1, Philadelphia. Office or the Director 

ao/oa/u 2pp 


B0OB25039O Forwards revised security force training 6 qualification 
plan Plan withheld (ref 10CFR2 790) 

ZARAKA5. P Commonwealth Edison Co B0/08/1G lp 


G Adjudicatory correspondence 


BOOBO6028B Order granting entenslon until 000912 for Commission to 
review ALAB-436 6 portions of ALAB-S61 Certificate of Svc 
enc 1 

CHILK.S J Office of the Secretary of the Commssion 80/00/01 
3pp 


0OOB1 104B7 Response in opposition to licensees' motion for 
reconsideration of portion of Commission 000530 older re 
adjudicatory hearings Urges public forum re UCS 790917 
petition 

WEISS, E R Union of Concerned Scientists UEfSB.E R Sheldon. 
Harmon 6 Deist 80/06/05 Bp p 


'9008110490 Urges reconsideration of Commission 800611 vole permitting 
interim operation b rejecting UCS request for hearing 
5EC Y-B0-2B3 questioned Certificate of Svc end 
WEISS. E R Sheldon. Harmon S, Weiss 80/07/16 Bpp 


8008130382 Forwards summary of actions taken fot compliance w/NRC 
800211 confirmatory order re six-month interim requirements 
pending completion of addl review 

ZARAKA9.P Consol i dated Edison Co of New York 80/08/11 27pp 


—8008130309 Compliance study in response to NRC 000211 confirmatory 
order re UCS petition to suspend operation Demonstrates 
methods by which safety rules U regulations are implemented 
Financial i reporting requirements not addressed 
• Consolidated Edison Co of New York 60/08/31 393pp 


H General correspondence 


8004290018 Responds to 80021S Itr re operation of facility Special 
measures under consideration to reduce probability of severe 
reactor accident or to lessen consequences Confirmatory 
orders issued as interim measure 

DENTON. H R Office of Nuclear Reactor Regulation. Director 
00/04/Ot 2pp 


9004250033 Urges NRC to approve UCS petition re shutdown of facility 
because of proximity to New York City 6 impossibility of 
evacuating so many people 

MOS, L L , M03. M Affiliation Unknown 80/02/19 lp 


BO0B13OIO5 Forwards documents in response to 800206 ltr eipresslng 
concerns re emergency preparedness status 6 
responslb i 1 i t i es, E« p 1 ai ns nature 6 scope of improvements 
currently in progress 

GRIMES, B K Emergency Prepared nest Program Offsce 80/07/07 2pp 


B00B0 10067 FOI A request for TMI-2, "Startup Problem Rept" b inteTvenor 
Citnens Committee for Protection of Fnviron proposed 
findings of fact & conclusions of law re Indian Point 2 
LEAS, J Union of Concerned Scientists 80/07/15 Ip 
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900QO10O64 Responds td POM request For TM1-2. "Startup Problem Rept" 
7 tntrrvenor Cftlrens CorwttEe for Protection of Environ 
proposed findings of Fact V conclusions of law re Indian 
Paint 2 NRC B0t>7t8 Itr to Met Ed entl Search continuing 
FELTON, V 11 Division oF Rules and Records BO/07/3 0 Ip 


8008000354 Forwards addl info re mods addressed in Sections C 2 (, C 4 
of MAC 8006 1 3 interim safety evaluation of auxiliary 
feedwater sys Mods uill -be completed hy 600011 Oversize 
drawings available In Central Files only 

ZARAKAS, P Consol Ida ted Edison Co of Hew York 00/07/3 0 4pp 


I Financial information 


800BD6Q292 Forwards secondary financial projection for Aug 1980-Jul 
1981 

ZARAKAS, P Consolidated Editor Co of New York BO/07/31 2pp 


P Operating license stage documents 4 correspondence 


8ODBO60358 Forwards errata sheets correcting errors in five addl TMI-2 
related icquirenents submitted by 00051)7 itr Items involved 
are 11 K 3 25,11 R 29 & II K 3 44 Svc lists end 
EISEHHUT, 0 o Division of Licensing 00/06/07 69pp 


000012002-1 Requests response to end info requirements needed for 
review or its! studies performed by Pi c lard, Lowe !< Garrick 
NOVAK. T M Assistant Director for Operating ReactdTS 80/06/23 
4fP 


800S040024 Forwards fli notice re 800714-17 regional meetings to address 
portion of Commission 000523 memorandum h. order describing 
requirements of environ qua ! i f icat I on of electrical 
equipment Installed in safety sys 

E 1 SEWHJT ■ D 0 Division of Licensing 80/06/30 Ip 


— 800S06018? Notice of BD07I4-17 regional meetings to address portion of 
Commission 800523 memorandum * order describing requirements 
of environ quail r i cation of electrical equipment installed 
in safety sys Svc lists end 

E13ENMUT.D G Division of Licensing BO/D6/27 ll?pp 


800BJ20032 Forwards NRC evaluation of control rod guide tftimhle wear in 
facilities u/fuel assemblies designed by Westlnghous e Issue 
is resolved for 15 X 15 fuel assemblies designed by 
Meetinghouse for facility 

VARDA, S A Operating Reactors Branch 1 80/07/03 4pp 


0009120022 Requests that proposed am nd, inc o rp orat 1 ng 
deficiencies identified In encl.be submitted within 
of receipt of Itr Tech Specs thould be as stringent 
STS 

VARDA, S A Operating Reactors Branch 1 B0/D7/D? 


improvements 
45 days 
as NRC 

5pp 


to 


8008070051 Summary of B00603 meeting w/utlls in Bethesda.MD re Filtered 
vented containment sys ■!< core retention devices JF Meyer 
opening remai is, agenda l> list of attendees end 

METER, 3 F , MARCHE8E*A Standard 1 1 a 1 1 on 6 Special Projects Branch 
S0/07/2I tOpp 


800B1306L9 Forwards request for addl info re review of fracture 
toughness design of steam generator 4 reactor coolant pump 
supports Facility classified as Group 1 plant Requests that 
response be submitted within 30 days of receipt of Itr 
NOVAK* T N Assistant Director for Operating Reactors 00/07/21 
Rpp 


8008120596 Summary of 000610 meeting w/utils In Rethesda.MD re current 
views on degraded cooling/core melt accident sequences 
LONG* J K Standard i la t i on 4 Special Project* Branch 80/07/31 
44pp 


8000140118 Summary of technology exchange meeting on 800617 ui/utils In 
Bethesda.MD re containment structural response for 
facilities Program will culminate in decision for or against 
mitigation feature requirements by NRC in late fall 
MEYER, 0 F Reactor Systems Branch 80/07/31 7pp 


— 8008140205 Summary of 000616 meeting w/util in Bethesda.MD re technical 
presentation of current results on dominant accident 
scenarios 6 related probabilistic studies 
LONG, J K Reactor Systems Branch 80/07/31 Spp 


80O8IS0274 Requests assessment of effects of combined LOCA h seismic 
load conditions to complete review of RCS analysis for 
postulated LOCA Requires response within 30 days 
NOVAK, T M Assistant Director for Operating Reactors 80/07/31 

2pp 


8000270101 Requests Implementation of recommendations in NUREO-0612* 
"Control of Heavy Loads at Nuclear Power Plants - Resolution 
of TAP A-36 " Forwards guidelines for control of heavy loads 
U request for addl info 

E1SENHUT, B G Division of Licensing BO/07/31 24pp 


8000060241 Respond* to NRC BO062O Itr re adequacy of station electric 
distribution sys voltages Tech Specs changes re new under 
voltage relay protection for 480 volt buses to bo proposed 
Responses to list of questions end 

ZARAKAS, P Consolidated Edison Co of Hew York 30/03/01 i5pp 


6008060255 Responds to NRC 800630 Itr re util 800411 proposed schedule 
for installation of ATMS instrumentation mod Cites risk 
assessments from Meetinghouse It NRC task force repts to 
support reasoning behind ATMS timetable 

2ARAKA3 * P Consolidated Edison Co of New York 80/08/01 2pp 


8008140291 Forwards Amend 1 to application for OL amend, reques t i ng Tech 
Spec changes re Installed air filtration sys Affidavit of 
*vc end 

ZARAKAS, P Consolidated Edison Co of Nbw YorTt 80/08/04 3pp 


■8009140294 Amend 1 to application for £>L amend Amend* 750228 
application to update proposed air filtration sys 
requirements 

ZARAKAS, P Commonwealth Edison Co 30/08/04 20pp 


8003110379 Responds to 600702 request for addl info re backfitting of 
severe accident mitigation features Since substantial 
differences exist between Zion i. Indian Point units, each 
util will submit separate responses no sooner than 800905 
NAUQNTGM, M F Commonwealth Edison Co 80/08/07 lp 


8008I40Q5B Submits names of Dfc of Nuclear Reactor Regulation contacts 
for facility resulting from rear gani la t ton on SD042B 
NOVAK, T M Assistant Director for Operating Reactors 60/07/21 

2pp 


3008010052 Summary of 800624 meeting w/uti 1 re QA program compliance ui/ 
Item F I (f)(0) of NRC task action plan List of attendees & 
agenda enc 1 

OLSHAN, L Operating Reactors Branch 1 80/07/23 4pp 


'008140618 Discusses outstanding generic 6 plant-specific licensing 
actions for Facility Marking papers attached summari i mg , on 
item by item basis* current status of all items 
VAR0A* 8 A Operating Reactors Branch 1 80/07/29 19pjJ 


308150306 Forward* safety evaluation re fuel handling accident inside 
containment per review of util 770321 4 0615 l fcrs Requests 
proposed amend to Tech Specs within 60 days 
VARGA, S A Operating Reactors Branch I 80/07/28 2pp 


6000150309 Safety evaluation re fuel handling accident inside 
containment Doses for one l two asembly failure are 
appropriately within guideline values 
* Operating Reactor* Branch 1 80/07/28 ?pp 


6009130394 Forwards application for amend to License DPR— 26* in response 
to NRC 600305 L 600613 Itr*, consisting of Tech Spec change* 
to establish limiting conditions for operation for series 
valves located (n condensate storage tank discharge line 
ZARAKAS, P Consolidated Edison Co of New York 80/08/11 Ip 


—3008130395 Application for amend to License OPR-26 consisting of Tech 
Spec change* to establish specific limiting conditions for 
operation for condensate storage tank discharge line series 
valves 

ZARAKAS, P Consolidated Edison Ca of New York 80/08/11 2pp 


— 8009130398 Proposed changes to Tech Spec 34a Util safety evaluation 
enc 1 

* Consolidated Edison Co of Mew York 80/08/31 2pp 


8009130462 Forwards response to NRC interim safety evaluation re 
auxiliary feedwater sys Items C f,C 3 & D Also responds to 
NRC request for info re auxiliary feedwater initiation, 
indication $■ channel i rat 1 on 

ZARAKAS, P Consolidated Edison Co at New York 80/08/it 21pp 


6G082OO278 Forwards Class III fee for 800611 license amend application 
re auxiliary feedwater sys Payment made under protest Util 
reserves right to challenge validity of fee t< basis for 
Class lit determination 

ZARAKAS, P Consolidated Edison Co of New York 80/08/14 lp 



DOCKETED ITEMS 


3; 


8008210307 Forward* 1 nf o» photogi aphs b drawings re backfitting of 
severe accident mitigation features. in response to NRC 
800702 Itr Photographs & drawings available in Central Flies 
only 

ZARAHAS.P Consolidated Edison Co of New York BAYNE. J P Power 
Authority of the state of Now York BQVOB/14 9pp 


Q Inspection reports. 16 Bulletins b correspondence 


0008010137 Responds to IE Bulletin 80-08. “Examination of Containment 
Linar Penetration Welds " All Unit 2 penetrations designed b 
fabricated to provide dual barrier to prevent potential 
containment atmosphere leakage 

ZARAKAB. P Consolidated Edison Co of New York BG/07/07 4p p 


8008010140 Forwards response to IE Bulletin 00-11 re masonry walls 
Rs-iva 1 eat 1 on criteria will be developed bg owners group 
Util will then advise NRC of schedule 

ZARAKA3. P Consolidated Edison Co of New York 50/07/07 6 p p 


600-BQ70519 Forwards IE Circular 00-17. "Fuel Pin Damage Due to Water 
Jet From Baffle Plate Corner “ No written response required 
ORIER.B N Region 1. Ph 1 ladelph la. Office of the Director 
00707/23 Ip 


8006220103 Forwards IE Bulletin 80-10. "Maint of Adequate Min. Flow 
Through Centrifugal Charging Pumps Following Secondary Side 
High Energy Line Rupture " Action required 

ORIER.B H Region 1. Ph 1 lade iph 1 a. Office of the Director 
80/07/24 lp 


8008070421 Forwards suppl to IE Info Notice 80-06, “No 1 1 f i c a 1 1 on of 
Significant Events at Operating Power Reactor Facilities " 

No written response required 

CRIER. U H Region 1. Ph i 1 ad e 1 ph 1 a. Office of the Director 
80707/29 lp 


8000140558' Forwards IE Bulletin B0-20. "Failures of Meetinghouse Type 
W-2 Spring Return to Neutral Control Switches “ Requests 
Info re estimate of manpower associated w/corrective 
actions needed after identifying problem 

ORIER.B HI Region 1. Ph 1 lade Iph la. Office of the Director 
80/07/31 lp 


8008180001 Forwards J£ Bulletin 00-19, "Failures of liei curif-We t ted 
Matrix Relays in Reactor Protective 9ys of Operating Nuclear 
Power Plants Designed by Combustion Engineering “ Action 
required by facilities w/OLs or CPs 

ORIER.B H Region I. Ph 1 la de Iph la. Office of the Directpl 
60/07/31 . lp 


BO0B2SOQB7 Forwards IE Info Notice 80-29. "Dioken Studs on Terry 
Turbine Steam Inlet Flange “ No specific action or response 
r eque t ted 

ORIER.B H Region i. Ph i ladelphia. Office of the Director 
80/00/07 «p 


fi Periodic operating reports t related correspondence 


0-OOB1BO49O Forwards data specified In Section 401 Certification for 
Jul 1980 

MONTfiW A Consolidated Edison Co of New York BO/O0/JO 10PP 


9006190417 Forwards monthly operating rapt for Jul 1980 

ZARAKAS. P Consolidated Edison Co of New York 80/08/14 ip 


--6008190480 Monthly operating ropt for Jul 1980 

ElCih E Consolidated Edison Co of New York 80/00/06 5pp 


BOOQZOOSa? Forwards raw data on daily record of fish collections for 
Jul 1980 Unit I circulators were shut down for entire month 
Unit 3 was not operated from 800718 to Q00729 Site 
impingement exceeded 10,000 fish/day for 000708 to 8007J5 
BARAKA 8 .P Consolidated Edison Co of New York 80/08/15 lp 


— 3000200341 Raw data on daily record of fish collections for Jul 19B0 
a Consolidated Edison Co of New York 80/00/15 4pp 


3 Reportable occurrences. LER* b related correspondence 


9008120128 Advises that 791109 response re inadvertent safety injection 
actuation during surveillance testing adequately addresses 
concerns of NRC 790912 ltr 

VAR 9 A , 8 A Operating Reactors Branch i BO/07/15 2pp 


6000040165 Forwards LER BO-QO8/O3L-0 

ZARAKAS, P Consolidated Edison Co of New York 80/07/30 ip 


— 8008040166 LFR BO-OOS/U3L-P on 800718. c or. Comment isolation valve 
failed to close fully Plant shutdown initiated Caused by 
i-inch globe being jammed Valve retested successfully after 
internal trim replaced Plant returned to full power 
MAKEPEACE. J M Consolidated Edison Co of New York 80/07/30 
lp 


T Hearing transcripts on noi.-an 1 1 trus t matters 


5008080051 Transcript of 000725 meeting in Mash 1 ng ton, DC Pp 1-46 Draft 
mencranlun t order encl 
» Commission 80 '07/2? 63p p 


DOCKET 50-249 DRESDEN NUCLEAR POWER STATION, UNIT 3 


F Security, medical, emergency A fire protection plans 


8000120432 Advises of inability to submit security plan revisions until 
800811 Overall program ievj«w schedule will not be affected 
PEOPLES. D L Commonwealth Edison Co 80/07/31 Ip 


QO08O5O14O Forwards corrigendum >a errata changes for safeguards 
contingency plans, App C Ends wirpheld tret 10CFR2 790) 
PEOPLES. D L Commonwealth Edison Co 00/08/01 lp 


0006140160 Forwards secuiity plan revision (App B) re guard training 
qualification plan Plan withheld (ref 10CFR2 7901 
ADEL, J S Commonwealth Edison Co 80/09/11 Ip 


8000270699 Notification of 800019.20 b 22 workshops In Valley Forge. PA. 
Chicago, IL b A 1 1 an t a , CA, resp ec 1 1 vel y, to solicit public 
comment to NUR6C-0496, "Functional Criteria for Emergency 
Response Facilities " 

KEPPLER. J 0 Region 3, Chicago. Office of the Director 80/09/11 

2 pp 


0OO02BO335 Responds to NRC 600611 request that Util participate in 
study of people-related problems in nuclear safeguards 
Requests review of study questions, pers none 1 to be 
questioned t data usage before util mokes conmitment 
ABEL, J S Commonwealth Edison Co 00/09/22 Ip 


0 Adjudicatory correspondence 


8000070305 Notice of filing of amended contentions 8 vc list encl 
SEKULEfl. 8 M , FAHNER, T C Illinois, State of 80/08/04 2pp 


— BO0BO7O31 1 Amended contentions withdrawing Contentions 1-23 from 780908 
petition Nn sufficient need for spent fuel pool storage 
expansion demons tea ted Technical b financial capabilities 
questioned Waste sys not adequate Proof of sve encl 
BEKUER. 6 N, FAHNER, TC Illinois, State of 00/03/04 4 pp 


8008210379 Response stating no objection to StatO of IL BOO804 
substitution of amended contentions in lieu of 7909013 
contentions Moves to striko amended Contentions A. B. D & E 
No factual basis established Certificate of Svc encl 
STEPTDE, P P Commonwealth Edison Co STEPTOE.P P Isham. Lincoln 4< 
Deale BO/08/12 15pp 


8008190530 Response in opposition to State of IL 8 00804 Contentions A. 
B. D, E. F b K<3> No apposition to admission of Contentions C. 

O.M.I.J k L n reduction of worker exposures, res i dual stress 
analysis t other sp-ont fuel issues IJ/Cer t i f i cate of Svc 
GODDARD. R J Hearing Branch 2 60/08/15 >0pp 


BOOB200214 Response to Administrative Law Judge 800722 memorandum b 
order Elaborates on NRC position re withholding "objective 
scientific repts” concerning CPC calculations of potential 
doses resulting from, open valves M/Cert if icate of Svc 
BURNS, 9 0 Rulemaking 5 Enforcement Division 80/08/19 lOpP 


— 800820022I Forwards semiannual rept for Jan-June 1974 ro leak tests 
Pages 17- 18. re 1 evan t to Palisades proceeding encl 
ABEL. J 8 Commonwealth Edison Co 74/08/21 3pp 


H General correspondence 


B008270533 Advises that J 6 Abel has replaced DL Peoples as util 
director of nuclear licensing Organiiation reporting to 
director remains unchanged 

REED, C Commonwealth Edison Co 80/08/13 ip 
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DOCKETED ITEMS 


P Operating license stage h c or r espondenc e 


B0QG06O35B Forwards errata s-hsets correcting errors in, five addE TMI-2 
reUtecf requirement s submitted by 000507 Itr Iters involved 
are II H 3 25,11 K 39 ( 1! « 3 44 Bvt lasts end 
ElSElfHUT.D ff Division of Licensing 80/06/09 69pp 


GO 08060024 Forwards Ffl notice re 800714-17 regional meetings to address 
portion of Corm l ss ion BOQ523 memorandum it order describing 
requirements of environ qualification of electrical 
equipment installed ir\ safety 

EISEIIHI/I.n G Division of Licensing 80/06/30 lp 


-GOOaOoOIS'? Natice^of G0Q7I4-I7 regional meetings to address portion of 
Commission 8005^3 me 0 , 0 random it order describing requirements 
of environ qualification of electrical equipment installed 
in safety sys Svc lists end 

EtSENHur.fi fl Division of Licensing 80/06/27 I17pp 


8008050064 Requests amend to util Tech Specs within 90 dags of receipt 
of Itr re scram discharge vo l designs for BWPt control rod 
drive sy s to reduce susceptibility to common cause failures 
Model Tech Spec s otic l 

EIEENHur.fi O Division of Licensing 80/07/07 Ip 


'8008050086 Model Tech Specs re control rod operability 
a Division of Licensing 80/07/07 15pp 


8003060355 Forward* GW model Tech Specs for NURE0-O57B. 7MI-3 Lessons 
Learned Category ft Items ti proposed wording of conditions 
Requests submittal! of iicorse amend application, 
incorporal 1 ng end sptc s, ui tltln 60 day* of receipt 
C18ENHUT.fi 0 Division of Licensing 80/07/12 2 pp 


-8000060372 BUR model Tech Specs for MWEG-0578. TKI-2 Lessons Learned. 
Category ft Items re emergency power supply requirement, 
direct indication of valve position h Instrumentation for 
inadequate core cooling Svc list enc 3 
* Division of Licensing B0/O7/13 24pp 


1QQ8D50G82 Confirms 800724 teicon re meeting tu/operating BWR licensees 
it forwards sample Itr of notification 

HElBHMAN.fi F Region 3. Chicago. Reactor Operations Nuclear Support 
Branch 00/07/24 lp 


-8008050089 Confirms B00724 telcon notification of B00730-31 meeting W/ 
operating BUR licensees in Dien Ellyn. 1L to discuss as-built 
scram discharge vo-1 6 piping Schedule end 

HEI5IIMAM, R F Region 3. Chicago. Reactor Operations Nuclear 
auppoi t Branch 80/07/24 4pp 


>09090096 Confirm* 0OO7P4 telcon notification of 800730-31 meeting in/ 
operating filfR licensees in Glen Ellyn. IL to discuss as-built 
scram discharge vol i< piping Schedule end 

HEISHMAfl, ft F Region 3, Chicago. Reactor Operations Nuclear Support 
Branth 80/07/24 4pp 


03040160 Submits list of activities util plans to postpone, due to 

financial f technical manpower limitations Oasis for 

judgment {■ completion dates Included 

4FE&. C Commonweal th Edison Co 00/07/25 9pp 


>8049050 Forwards Reload 6. Cycle 7 startup test rept 
JANECEn, ft f Commonuiea 3 td Edison Co 80/07/30 Sp 


1008040059 Reload 6. Cycle 7 startup testing rept 
* Commonwealth Edison Co- 30/07/30 9pp 


81I00S5 Submits changes in Cl*c of Nuclear Reactor Regulation ofc 
1 1 i e*. pot 1 lions t personnel a s 1 1 gnman ts due to 
eorgani niton 

iVftli. T ft Assistant Director for Operating Reactor* BD/07/30 
P 


1120230 Advise* q( NftC acceptance of Revinons 11-13 to CE-l-A. 
omm Ed Oft Program for Nuclear G-enerabing Stations " 
visions concern genei al or g anna 1 1 ona 1 4 programmatic 
anges 

AgS. M P Quality Assurance Branch 60/08/07 Ip 


250471 Forwards CC-I-A. OA piogram fpr nuclear generating stations. 
/i*ion 13 

JOHTON.U F Commonweal tli Edt»on Co SO/PB/13 lp 


>3250468 QA program for nuclear generating s ta 1 1 ons. Re vl sion 13 
Commonwealth Edison Co CE-l-ft R13 0D/OB/O4 143pp 


0008260048 Forwards request for add! info re degraded grid voltages 
Request* response within 43 days 

NOVAK. T H Assistant Director for Operating Reactors B0/08/13 
4pp 


8008190495 Advises that GE flept NEDE-24527-P. "Development of Downcomer 
Lateral Loads from Full EcalO Test Facility Data." was 
forwarded to MAC by GE 790531 1 ti Rept should be included on 
Dresden fc Quad Cities docket* 

JANFCEK, R F Commonwealth Edison Co 90/08/14 lp 


0008230458 Forwards add 1 analyses concerning adequacy of station 
electric distribution sys voltages Analyses are based on 
coincidental occurrence qF numerous Improbable events & are 
very conservative 

JANECEK.ft F Commonwealth Edison Co SO/08/1B 9pp 


8008270372 Advises that final part of NED0-21 BBS, "Mark 1 Containment 
Program Load Definition Rept" was transmitted to NRC by LG 
Eobon 790315 Itr Rept provides info re hydrodynamic load* 
produced on containment sys during LOCA 
JANECEK. R F Commonwealth Edison Co 80/0B/18 Ip 


0008270375 Advises that NEQQ-21flB3, "Hark I Containment Program Load 
Definition Rept" was transmitted to NftC by LJ Sobon 
781228 Itr Rept provides Info re hydrodynamic loads on 
containment sys during postulated LQCA 
dANECEK. R F Commonwealth Edison Co BO/OB/19 lp 


0 Inspection reports. IE Bulletins & correspondence 


0008070031 Forwards IE lnsp Rept 50-S49/8D-U on B0041S-16 No 
noncompl lance noted 

DAVIS, A Q Region 3> Chicago. Fuel Facility &. Material* Safety 
Branch 60/05/20 2pp 


■8008070034 IE lnsp Rept 50-249/80—11 On 800415-18 No noncompl lance 
noted Major areas inspected radiation protection program 
during refueling tr major meint. e ipp sure control, posting t< 
labeling 

FISHER. M L Region 3, Chicago. Fuel Facility 6 Materials Safety 
Branch PAUL. R A Region 3. Chicago. Office of the Director 
BO/05/ 1 4 6pp 


8005050076 IE Bulletin 80-17, "Failure of 76 of 105 Control Rods to 
Fully Insert During Scram at Bllft " 

• Office of Inspection t. Enforcement. Office of the Director 
80/07/03 4pp 


8009060470 Forwards IE Bulletin 00-17, "Failure of 76 of 105 Control 
Rod* to Fully Insert During Gcram at BWR “ Written response 
requirid 

HEPPLER, J G Region 3, Chicago, Office 0 # the Director 80/07/03 
It 


0008120319 Forwards Waste Packaging lnsp Rept 15000046/80-52 on 800420 
it notice of violation 

DAVIS, A 8 Region 3. Chicago, Fuel Facility L Materials Safety 
Branch 00/07/03 2pp 


— B008I20327 Notice of violation from insp on 000428 

* Region 3, Chicago. Office of the Director 80/05/30 Ip 


—8000120335 Waste Packaging lnsp Rapt 1 5000046/80-52 on 800428 
Noncompl lance noted failure to meet requirement for strong, 
tight package 

PECK. C C Region 9, San Fi e-ncf scs. Office of the Director 
THOMAS. R D , BOO/. H E Region 5, San Francisco. Fuel Facility &■ 
Materials Safety Branch 90/05/30 2pp. 


8003140126 Forwards IE Uttp Pepts 5Q-237/8Q-IQ. 50-249/80-14, 
50-254/80-14 4 50-265/60-17 on 800618-19 No noncompliance 
noted 

FlORELLliG Region 3. Chicago, Reactor Construction It Engineering 
Support Branch 80/07/09 2pp 


—3008140138 IE lnsp Rept* 50-237/80-10,50-249/80-14.30-254/80-14 * 
50-265/80-17 on 800618-19 No noncompl lane 0 noted Major areas 
inspected licensee actions re IE Bulletin 79-14. discussing 
NRC requi rements, procedures L analyst* review 

VIN. I T , BRICKLEV.R H , DANIELSON, D H Region 3, Chicago, Office 
of the Director 80/07/03 4pp. 


8008210530 Forwards add! retponse to IE Bulletin S0-17j "Failure of 76 
of 185 Control Rods to Fully Insert During Scram at BUR " 

Analyse* performed for MSfV closure resulted in helf of 
control rods failing to scram 

JANEceti, R.F Commonwealth Edison Co 80/07/14 6pp 



DOCKETED ITEMS 


@008010096 Responds to Item 4 of IE Bulletin GO-17 re failure of 
control rods to fully insert Preliminary training began 
E007 1 1 

JAWECEK, R F Commonweal th Edison Co 00/07/17 2pp 


000007002V Forwards cooling lake insp repts for May U June ]9go. in 
response to NRC reguest 

JANECEK, R F Commonwealth Edison Co 80/07/17 I7pp 


8006190P27 IE Bulletin 00-17, Suppl 1, "Failure or 7 6 of 105 Control 
Rada to Fully Insert [luring Scram at BU’fi " 

a Office of Inspection ft Enforcement, Office of the Director 
80/07/IB 3p p 


0006070006 Forwards Suppl 1 to IE Bulletin 80-17, "Failure of 76 a f IQ9 
Control Rods to Fully Insert During Scram at BWR " Written 
r« spans e regu ired 

KEPPLERpJ 0 Region 3, Chicago, Office or the Director 80/07/18 

IP 


0000070115 Forwards response to IE Bulletin 80-17 ro failure of control 
rod* to insert Provides a ddl info on ATW9 w/o recirculation 
pump trip 

JANECEK. R F Commonwealth Edison Co 00/07/19 9p p 


800G070201 Forwards 9uppl 2 to IE Bulletin 80-17, "Failure of 76 of 105 
Control Rods to Fully Insert During Scram at BUR 1 Written 
response required 

KEPT LER, J 0 Region 3, Chicago, Office of the Director 80/07/22 
2pp 


60080701 50 Forwards response to IE Bulletin B0-I4 re degradation of 
8WR scram discharge vo I capability Scram discharge vol 
veri f 1 ed oporab 1 e 

PEOPLES, 0 L Commonwealth Edison Co 80/07/25 3pp 


8003000149 Forwards response to IE Bulletin BO-17 re failure of control 
rads to insert Scram tests ti insp performed Mods made to 
scram discharge vol vent lines 

JANECEK, R F Commonwealth Edison Co 90/07/23 8pp 


0008090006 Responds to IE Bulletin 80-17 re failure af control rods to 
Insert fully Mods completed on 800719 to establish positive 
vent path Alternate vent paths are positive U do not depend 
0 t\ component operability 

JANACEK. R F Commonwealth Edison Co B0/07/2B 2p p 


0009190343 Forwards suppl to IE Info Notice 80-06, "Notification of 
Significant Events at Operating Power Reactor Facilities " 1 

No written response required 

KEPPLER, J 0 Region 3, Chicago, Office of the Director 00/07/29 
IP 


0000190077 Responds to IE Bulletin 80-16 re Rosemount, Inc pressure 
transmitter* Transmitter application to be limited to 
acceptable values Detailed evaluation will be pei farmed 
prior to use Site DC has been Informed 
PEOPLES, D L Commonwea 1th Edison Co 00/07/30 4pp 


6000100074 Forwards IE Bulletin BO-2o, "Failures of Hestinghouse Typo 
U-2 Spring Return to Neutral Control Switches " Action 
required 

KEPPLER, J G Region 3, Chicago, Office of the Director 00/07/31 

Ip 


0000200409 Forwards IE Bulletin 00-ly, "Failures Df Mercury-Wetted 
Matri* Relays In Reactor Protective By* of Operating Nuclear 
Power Plants Designed by Combustion Engineering 11 Action 
required by facilities w/0L« or CPs 

KEPPLER, J G Region 3, Chicago, Office of the Director 00/07/31 

lp 


8000180126 Forwards IE Bulletin 00-20, "Failures of Rest ingh Ouse Type 
H-2 Spring Return to Neutral Control Switches," sent to 
listed licensee* for action on 000731 

PAPPA8«H Region 3, Chicago, Office of the Director 80/08/01 lp 


B008250003 Responds to IE Bulletin 80-07, "BWR Jet Pump Assembly 
Fa I lure," supplementing util 800423 k 0509 responses Dally 
individual jet pump surveillance tests will be continued 
until WRC conclude* failure mechanism review 
PEOPLES, t> L, Commonwealth Edison Co 00/08/05 lp 


0OO01SO242 Forwards IE Info Notice 80-29, "Broken Studs on Terry 
Turbine Steam Inlet Flange " No specific action or response 
requested 

KEPPLER , J 0 Region 3, Chicago, Office of the Director 00/08/07 

IP 


0000140363 Ac k receipt of 800724 Itr informing MRC of steps taken to 
correct violations noted in IE Jnsp Repts 50-010/80-11. 
50-237/60-11 k 50-249/90-15 

DAVIS, A B Region 3, Chicago, Fuel Facility 6 Materials Safety 
Branch 80/08/00 Ip 


--D008I40364 Responds to NRC 800703 !*r u violations noted in IE Insp 
Repts 50-010/80-1 I , 30-237/00-1 1 t, 50-249/80-13 Corrective 
actions Operating Procedures DOP 2000-22 t, 39 reviewed A 
revised re proper drum handling 

JANACEK, R F Commonwealth Edison Co 60/07/24 ip 


B008260335 Requests applicable isometric drawings S summary of stress 
levels for affected piping sys, to conplete evaluation at 
IE Bulletin 79-14 i espouse Submittal should be provided 
within 30 days ot ltr tecei.pt 

KEPPLER, J G Region 3, Chicago, Ofrtce of the Director 80/09/10 

2pp 


FI Periodic operating i eperti 6 related coirespordence 


B0083D0289 Forwards monthly operating repts for Jul 1980 
SCOTT, D J Commonwea 1 th Edison Co 80/00/04 lp 


— 8008200290 Monthly operating repts for Jul 1980 

CIESZKtEWICI, 8 Commonwealth Edison Cd 80/06/04 16pp 


& Reportable occurrences, IERs i , elated con etpondence 


8000050313 Forwards LEtt 80-031/0IT-0 

BTEP1(EN5CJU, II fl Commonwealth Edison Co 80/07/20 Ip 


— 800005032! UER 00-031 /Ql T-0 on 000719, after manual scram, 4-mch pipe 
was B07, full after level alarms cleared Cause unknown, but 
sys apparently Insufficiently vented during drain cycle 
Continuous water level monitoring sys being Investigated 
HOLLAND, P Commo,nweal th Edison Co 80/07/2B 2pp 


BOOQ26O430 Updated LFR 80-004/03L-1 on B00202, dur 1 ng load Increase, 
control room alarms indicated Failed jet pump 13 Caused by 
beam bolt assemb ly breaking Beam replaced Rema in 1 ng b earns 
Inspected V cracked beams replaced 
DUNBAR , J Coranonwea 1 th Edison Co 80/07/30 2pp 


0008250569 LER BO-OIS ha* been cancelled 
■» Comnonwoa 1 th Edison Co 80/00/01 lp 


8000250707 LER 80-014 cancelled 

* Commonwealth Edison Co 80/00/01 Ip 


0OOB12O4II Foi wards LER 8O-O3O/O3L-0 

STEPHENSON, D li Commonwealth Edison Co 80/00/04 |p 


— 3008120423 LER 30-030/031-0 on B00719. routine surveillance OF MSIV 
closure times showed that KSIVs 3-203-2B b 2D closed In less 
than 3-s Caused by timing mechanism becoming mlsadjustud 
from normal plant operation 

BPEROFF.n Commonwealth Edison Co 80/00/05 lp 


800620031 & Forwards LFR 0O-O23/O3L-O 

SCDTT, D J Commonwealth Edison Co 00/00/14 lp 


--8006200322 l ER 30-023/03L-0 oh 800710, during setpoint surveillance, 
solenoid valve for torus to reac toi bidg vacuum breaker 
3-I60I-20A determined l riop or a t i ve, p r evon 1 1 ng valve from 
opening Caused by mechanical failure Valve replaced 
« Commonwealth Edison Co flO/Otf/14 lp 


0006270339 Forwards LFR 80-033/03L-0 

SCOTT, D J Commonwealth Edison Co 00/09/18 lp 


--8000270343 LFR 00 033/03L-0 on B00724 , during normal operations, l/4-inch 
through-wall leak discovered In 3A component cooling sve 
water pump casing Caused by casting hole on bottom of 
ta s ing Pump removed S hole plugged 

ZTRKAS K H Commonwealth Fdlson Co 80/08/19 lp 


8008260437 Foi wards LER 60-032/03L-0 

9CQTT, D J Ccmimonwea 1 th Edison Co 90/00/22 lp 


■80DB260440 LER 00-03,2/031.-0 on 800724, luh i 1 e performing average power 
range monitor rod block * scran* functional tests, mom tor 3 
failed to Initiate rod block Caused by failure of relay H2, 
model 35AT6004R 1 Monitor 3 bypassed L relay leplaced 
* Commonwealth Edison Co 80/00/21 lp 
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V Operator Flaming t Ions 


8008130491 foi ujrd» revises "Hcq ua 1 1 f i c a 1 1 on Program for licensed 
Opera * ors, Seni or Operators 6 Senior Operators iLiroited) “ 
WAUGHTON, U F Comnonwra 1 th Edison Co 80/08/0! lp 


—8008110439 "Reqoal 1 f t cat ton Program f-oi Licensed Oper a tor i , Sen lor 
Operators 4 Senior Operators <L i m te d ) , " revised 
MAVGHTOH. W F Commonwealth, Ed 19 on Co 80/00/01 lOpp 


DOCKET 50-250 TURKEV POINT PLANT, UNIT 3 


F Security, medical, emergency 4- fire protection plans 


8008120647 Response to 800409 request tor documentation of completion 
dates tor alternate shutdown sys at su facilities 6 
completion dates for fire protection mods at fi\o 
facilities 

LATMAS, 0 Plant Systems Branch 80/04715 2pp 


0 Adjudicatory correspondence 


8008080030 Forwards 1QCFR2. 50 4 51 Section 2 7151cl governing 
interested state participation in NRC proceeding If/o encls 
GOLDBERG. S Healing Branch 3 60/07/36 Ip 


8009030133 Forwards 600725 FR notice re procedural assistance change 
in adjud icatOT’j licensing proceedings 
COLDOERO. S C Hearing Branch 2 80/08/06 4pp 


1 Financial information 


8008150192 Forwards Annual Financial Rept 1979. util consolidated 
financial statements 4 internal cash flow projection, 
enclosing retained earnings 

UHRIC.R E Florida Power 6 Light Co 80/03711 Ip 


Operating license stage document* 4 con dependence 


8008120662 Amend 45 to DPR-31 , al 1 owl ng licensee to proceed <w/mods In 
Paragraphs 3 1 1 tbi ough 3 1 19 of NRC fire protection 
safety evaluation Mods should be completed prior to Doc 
1980 

SCHWENCER, A Operating Reactors Branch 1 (Pre 800428) 79/03/23 

2 pp 


300806035B Forwards errata sheets correcting error* in five addl TMI-2 
related requirements submitted by SQ0507 ]tr Items involved 
are il K 3 25. II K 29 i II K 3 44 6 vc lists end 
E1SENHVT, D G Division of Licensing 30/06/09 69 pp 


008060024 Forwards FR notice re 800714-17 regional meetings to address 
porticn of Commission 600523 memorandum 4 order describing 
requirements of environ qua i 1 f cca 1 1 on of electrical 
equipment installed in safety sys 

E3GEMHUT.J) O Division of Licensing 80/06/30 Lp 


-8008060189 Notice of 800714-17 regional meetings to address portion of 
Commission 300523 memorandum U order describing requirements 
or environ qua 1 1 f 1 ca 1 1 on of electrical equipment installed 
in safety sys Svc lists end 

EJSCNHl/IVB 0 Division of Licensing 80/06/27 !t?pp 


08130609 Forwards NRC evaluation of control rod guide thimble wear in 
PNRs designed by Wes t i nghou s e Issue resolved for 15x35 
full assemblies for facility 

VARGA, S A Operating Reactor. Hr 3 nch J 00/07/07 4pp 


00330203 Advises that 800307 response on water 4 foam suppiession 
ySiSmoVe detection sys 4 reactor coolant pumps is 
acceptable No new info on open items has been provided 6 
current proposal is not m compliance w/NRC proposed rule 
VARGA, S A Operating Reactors Branch 1 80/07/09 2 pp 


581303 1 1 Requests response to enc 1 questions on provisions for 
adwastss from condensate polishing deminer a 1 1 1 e r re NRC 
'eviow of design mods to radwaste treatment sys Response 
rhould be submitted within 30 days of receipt of I tr 
IGVAK, T 11 Assistant Director for Operating Reactors 00/07/17 

pp 


• 140087 Submi ts names of Ofc of Nuclear Reactor Regulation contacts 
resulting from reoi ganj. jat 1 on on 30042S 
VAH.T 11 Assistant Direr tor for Operating Reactors 80/07/21 


3009150292 Forwards qoes t i ons re purge valve instrument U control 
Issue Requests response within 60 days 

NOVAK T II Assistant Director for Operating Reactors 80/07/28 
5pp 


8009120016 Requests that response to enc 1 questions re radiological 
assessment bo submitted within 30 days from 800710 so that 
review schedule for DES may be maintained 

NOVAK, T 11 Assistant Director for Operating Reactors 80/07/29 
4pp 


8008120019 Forwards request for addl info re low fracture toughness 
since facility has been classified as Oro,up 1 accoiding to 
fWREG-0577 Response should be submitted within 30 days of 
receipt of Itr Further NRC evaluation will be required 
NOVAK. T M Assistant Director for Operating Reactors 80/07/29 
Bpp 


8008250148 Forwards Amend 59 to License DPR-31, safety evaluation 4 
notice of issuance 4 availability 

VARGA, S A Operating Reactors Branch 1 80/07/30 3pp 


— 8008250152 Amend 59 to License DPR-31. p errai tting continued operation 
Fot eight it one-half equivalent months of operation from 
800124 at which time steam generators shall be inspected 
VARGA, S A Operating Reactors Branch 1 8D/07/30 2pp 


— 800(3250156 Safety evaluation supporting Amend 39 to License DPR-31 
* Office of Nuclear Reactor Regulation, Director 80/07/30 3pp 


— BOO8250159 Notice of issuance it availability oP Amend 59 to License 
DPR-31 

VARGA. S A Operating Reactors Branch 1 80/07/3 0 2p p 


8008040123 Updates status of review of proposed STS re definition of 
term "operable * Proposed amend adapting guidance from NRC 
800410 Itr to format of facility Tech Spec* has been 
approved by Plant Nuclear Safety Committee 
UHRJG.R E Florida Power 4 Light Co 80/0B/QI lp 


8008150434 Forwards response to NRC 600729 request for addl info on 
radiological evaluation Pot draft E1S re steam generator 
repair 

UHRIO.R E Florida Power & Light Co 80/08/08 16pp 


600B250594 Application to amend Licenses DPR-31 It DPR-41. to include 
schedule for emergency power sys testing 4. surveillance 
Proposed amend doss not constitute unreviewed safety 
question Affidavit encl 

1/HRfG, R E Florida Power & Light Co 00/08/15 2pp 

--8008250603 Proposed revision to Tech Spec 4 0b Table 4 0-1, spec 1 fyin 
schedule for emergency power sys testing it surveillance 
* Florida Power 4 Light Co 80708/15 5pp 


8008260580 Forwards short-term lessons learned Item 2101 for NRC 
review L approval 

UNRtG.R E Florida Power ti Light Co 80/08/20 5pp 


0 Inspection reports, IE Bulletins 4 correspondence 


8000010186 Forwards IE Insp Rejits 50-250/90-22 4 50-251/80-22 on 
800611-13 No noncomp 1 lane e noted 

GTOHR, J P Region 2, Atlanta. Fuel Facility 4 Materials Safety 
Branch 80/06/26 2pp 


— 800B010I92 IE Insp Rep 6 s 30-250/90-22 4 50-251/00-22 on 000611-13 Nd 
noncompl ianee noted Major areas inspected licensee action on 
previous Insp findings 6 IE Bulletin 79-18 

JENKINS, 0 R Region 2, Atlanta, Fuel Facility fe Materials Safety 
Branch PERROTTl.D J Region 2, Atlanta, Office of the Director 
80/06/26 3pp 


8009130296 Forwards NRC evaluation of 790424,0504.0604,18 & 25 
responses to IE Bulletins /9-06A t- 79-06A, Revlsi on 1 
Licensee demonstrated correct interpretation of bulletin 
requirements 

VAROA.S A Operating Reactors Branch i 80/07/07, 19pp 


B00812007B Forwards IE Circular 80-17, "Fuel Pin Damage Due to Water 
Vet From Baffle Plate Corner 4 No written response required 
O'nEILLV, J P Region 2, Atlanta, Office of the Director 80/07/23 
«P 


8008110101 Forwards response to I tents 1.2 4 3 of IE Bulletin 80-11. 
“Masonry Wall Design " Ninety-nine concrete masonry walls 
are in proximity to or have attachments from safety-related 
piping or equipment 

UHR1G.S E Florida Power it Light Co 80/07/24 5pp 
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0003140473 Responds to IE Bulletin BO-16 No flosenount 1151 or 
1152 pressure transmitters w/A or D output codes Installed 
in safety-related applications 

UHIIG.R E Florida Power A Light Co 60/07/SB Ip 


00OB26O1B2 Forwards IE SuppI 1 to IE Info Notice BO-06. "Notification 
of Significant Events at Operating Power Reactor 
Facilities 11 

O'REILLY. J P Region 2. Atlanta. Office of the Director SD/07/29 
IP 


8008140584 Forwards IE Bulletin 80-20, '“Failures of tie s 1 1 ng hous e Type 
W-2 Spring Return to Neutral Control Switches ' Requests 
info re estimate of manpower associated w/corret t i ve 
actions needed after identifying problem 

O'REILLY. J P Region 2. Atlanta, Office of the Director 80/07/31 
!j> 


6OOB2OO309 Forwards IE Bulletin 80-19, "Failures of Mercury-Wetted 
Matrtf Relays in Reactor Protective Sys Of Operating Nuclear 
Power Plants Designed by Combustion Engineering " Action 
required by facilities w/OLs or CPs 

O'REILLYrO P Region 2. Atlanta, Office of the Director 60/07/31 

If 


3008130206 Submits followup rept re IE Bulletin 80-06. "Engineered 
Safety Feature (E6F) Reset Controls " Mods described in 
Sections 3b, 3c, 3d t< 3h of util 800620 Itr will be 
implemented Neit followup tept scheduled for 800915 
UNRIG, R E Florida Power f/ Light Co 80/08/01 ip 


80CB27OO4O Responds to IE Bulletin 80-10 re c on tan i nation o# 
nonradioac fcive sys t resulting potential for urnnoni bored, 
uncontrolled radioactive releases to environ Survey of sys, 
established sampling frequencies i> analysis methods enc 1 
UHRIO, R E Florida Power it Light Co B0/08/01 2pp 


SQ0B1SQ487 Forwards IF Info Notice 80-29. "Broken Studs on Terry 
Turbine Steam Inlet Flange " No specific action or response 
r equos ted 

O'REILLY, J P Region 2, Atlanta, Office of the Director 00/08/07 
lf> 


©006580305 Ack receipt of 600730 Itr informing NRC of steps taken to 
correct violations noted in IE Insp Repts 50-250/79-39, 
50-251/79-35,50-335/79-33 A 50-3B9/79-22 

MUHPHY, C E Region 2. Atlanta, Reactor Construction & Engineering 
Support Branch 80/00/13 Ip 


- -BO-OB/80316 Suppl to 800501 Itr re violations noted in IE Insp Repts 
S0-5S0/79-35, 50-251/79-35, 50-335/79-33 t< 50-389/79-22 
Corrective actions procedures revised t- training sessions 
conducted Compliance to be achieved by 800731 
UHRIO, R E Florida Power A Light Co 80/07/30 Ip 

001)027069? Forwards IE Info Notice 80-24, "Low Level Raduiasto Burial 
Criteria " No written response required JH Snieiek 000530 
memo encl 

tl 'REILLY* J P Region 2, Atlanta, Office of the Director 00/08/14 

!p 

R periodic operating reports 6 related correspondence 


G008110442 Forwards "Groundwater Monitoring Program, Jul 1979-June 
1900,." supplementing 000331 "Annual Nonradiolog i ca 1 Environ 
Hon t tori ng Rept 13 " 

UMBIO.R E Florida Power t< Light Co 80/08/04 Ip 


0009110445 "Groundwater Monitoring Program, Jul 1979-Junu I960 
• Dacres 8» Moore 80/07/09 102pp 


aO , 0B1003B9 Forwards monthly operating repts for Jul 1900 
SCHMIDT, A D Florida Power it Light Co 80/08/10 ip 


--0000180391 Monthly operating repts for Jul 1900 

CHILSQN.V T Florida Power /> Light Co. 80/08/10 13pp 


S Reportable occurrences, LERs i related correspondence 


0000310378 Forwards LER 80-013/09<-0 

SCHMIDT, A D Florida Power & Light Co 80/07/08 lp 


--9-308210384 LER 60-013/09X-0 on 800624, not i f i ed by M38S vendor that 
potential safety concern could oiist re intermittent contact 
operation of Wostinghouso W-2 switch in neutral position 
Cause not stated 

8CH0PPMAN, M A Florida Power t Light Co 80/07/08 lp 


8008050392 Forwards LER 60-01 3/Q3L-0 

SCHMIDT, A I) Florida Power 5. Light Co 00/07/16 lp 


■8008050397 l ER 0O-O1P/C3L-O on 800620. daily calibr of Unit 3 power 
range channel not performed as required Caused by personnel 
error due to misunderstanding between person performing test 
i person lesponsible for test 

PACE . P L Florida Power A Light Co 80/07/21 lp 


8080250444 Forwards LER 00-008/0 1 Y- 1 , upda t i ng 800519 initial rept 
SCHMIDT, A D Floiida Power Pt Light Co 80/08/11 lp 


-—0008250452 l.ER 00-008/01 X- 1 an 800505, insp 4 reanalyses per IE Bulletin 
79-14 revealed inadequate support of 3A it 3B resistance temp 
detector bypass loops Change nod installed to properly 
support piping 

FACE, P L Florida Power V Light Co 00/00/1! 2 pp 


V Operator Enam i na t i ons 


8009060340 Forwards 800709 proposed revision to plant Administrative 
Procedure 0301 . 1 1 e en 5 ed operator requa 1 i f i ca t i an program 
UHRIO, R E Florida Power it Light Co 80/00/01 16pp 


DOCKET 50-251 TURKEY POINT PLANT. UNIT 4 


F Security, medical, emergency 6 tire protection plans 


8008(20660 Amend 37 to DPR -4 1 * a ! I ow l ng licensee to proceed w/mods jn 
Paragraphs 3 l E through 3 ! 49 of NRC fire protection 
safety evaluation Mods should be completed prior to Dec 
i 960 

SCHWENCER, A Operating Reactors Blanch 1 (Pre aOO,12B) 79/03/21 
3pp 


0008120647 Response to 800409 lequest tor documentation of completion 
dates for alternate shutdown sys at six facilities A 
completion dates foi fire protection mods at rive 
facilities 

LAIMAS, O Plant Systems Branch 80/04/15 2pp 


<5 Adjudicatory correspondence 


BOO8OSO03O Forwards 10CFR2, 50 t 5C Section 2 7lSlc> governing 
interested state participation in NRC proceeding N/o ends 
GOLDBERG, 8 Hearing Branch 2 00/07/28 lp 


0008000133 Forwards 000725 FR notice re procedural assistance change 
in adjudicatory licensing proceedings 
GOLDBERG , B C Hearing Branch 2 60/08/06 4pp 


I Financial information 


6008190192 Forwards Annual Financial Rept 1979, util consolidated 
financial statements it internal cash flow pinjectlon. 
excluding retained earnings 

UHRIO, fi E Florida Power «< Light Co 00/00/11 lp 


P Operating license stage documents l correspondence 


6008060358 Forwards errata sheets correcting errors in five addl TMI-2 
related requirements submitted by 800507 Itr I tens involved 
are II K 3 25, If K 29 t II K 3 44 Svc lists encl 
EIEENHUT, D G Division of Licensing 00/06/09 69pp 


8008060024 Forwards FR notice re 0OO7I4--17 togional meetings to address 
portion or Commission 800523 memet andutii it order describing 
requirements of environ qualification of electrical 
equipment installed in safety sys 

EISENHUT, D G Division of Licensing 80/06/30 lp 


— 000006010? Notice of 600714-17 legianal meetings to address portion of 
Commission 000523 memorandum i order deset ibirtg < equ irements 
of environ qua 1 i f ica t ion of electrical equipment installed 
in safety sys Svc lists encl 

£ I SENH'JT, D 0 Division of licensing 80/06/27 I17pp 


6008130609 Forwards NRC evaluation of control rod guide thimble wear in 
PWRs designed by Wes tmg house Issue resolved for 15x15 
fuel assemblies for facility 

VARGA, S A Operating Reactois Branch 1 00/07/07 4pp 
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9008130283 s« s that {300507 response an urater 6 foan suppression 

sys. smoke detection sys { reactor coolant putnps is 
acceptable No new info on -open (tens has been provided tr 
curie rit proposal is not in cerp J unc e w/NRC proposed rule 
WtRQrt 5 A Operating Reactors Branch 1 BO/07/09 2pp 


0OO&130311 Requests response to eric! quest ions on provisions for 
radians tes from con don sate polishing de.mineraliier re NRC 
rex lew of design mods to radwaste treatment sys Response 
should ho submitted within 30 dags of receipt of ! tr 
NOVAK, T M Assistant Dll pc tor for Operating Reactors BD/07/S7 
4pp 


0009140007 Submits names of Gfc of Nuclear Reac tor Regulation contacts 
for facility lesulting from re o i gait i i a 1 1 on on 000426 
hD/AK T (1 Assistant director for Operating Reactors 90/07/31 
2pp 


9009150393 Foiuards questions re purge valve i ns tT-umen t -6 centra] 
issue Requests response uithin 60 dags 

NOVAK T II Assistant Director for Operating Reactors 00/07/29 
5pp 


8009120016 Requests that idsponse to rnc 1 questions re radiological 
assessment be submitted Within TO dags from 000710 so that 
review schedule for DES mag be maintained 

NOVAK. 1 M Assutant Director for Operating Reactors 00/07/29 

4pp 


13008120019 Forwards request for addl Info re low fracture toughness 
since facility has been classified as Croup 1 according to 
NUREO-0577 Response should t* submitted within 30 dags of 
receipt a f 1 tr Further NRC evaluation will be required 
NOVAK. T 11 Assistant Director for Operating Reactors 80/07/29 

0pp 


8009040123 Updates status of review of proposed STS re definition of 
term 'operable " Proposed amend adapting guidance from NRC 
90G1SO ltr to format of facility Tech Specs has teen 
approved by Plant Nuclear Safety Committee 
UNRIG. R F. Florida Power tr Lijght Co 00/00/01 Ip 


0009130424 Forwards response to NRC 900727 request for addl Info on 
radiological evaluation for draft EIS re steam generator 
repa If 

UHR1G, R E Florida Power f- Light Co 90/00/09 16pp 


[1000290594 Application to amend Licenses DPR-31 4< DPR-41, to include 
schedule for emergency power sys testing A surveillance 
proposed amend daps not constitute unrev i eued safety 
question Affidavit encl 

UNRIG. R E Florida Power A Light Co B0/OS/I5 2pp 


— 9000250603 Proposed revision to Tech Spec 4 8 tr Table 4 8-1 » spec I fy inj 
schedule for emergency puuei sys testing tr surveillance 
< FI m Ida Power 8. Light Co 00/00/15 5pp 


BOO026O5GO Forwards short-term lessons learned I tern 2 10b for NRC 
review 6 appro val 

UNRIG. H E Florida Power tr LLght Co 90/09/20 5pp 


9 Inspection reports. IE Bulletins A correspondence 


7910170246 Forwards IE Info Notice 77-25. "Reactor Trips at Turkey 
Point Units 364 " Mo action required 

KEPPLER, » S Region 3. Chicago. Office of the Director 79/i0/01 
lp 


000801 0196 Forwards IE Jnsp Nopts 30-250/80-22 6 50-251 /BO-22 on 
000611-13 No noncomp] i ante noted 

8T0HFJ, J P Region 2. Atlanta. Fuel Facility !■ Materials Safety 
Branch 60/06/26 2pp 


— 0000010192 IE Insp Rep Is 50-250/90-22 J- &0-251 /80-22 on 000611-13 No 
non-compliance noted Mayoi arsis inspected licensee action on 
previous imp findings *r IE Bulletin 79-18 

uENKINS.G FI Region 2. Atlanta. Fuel Facility U Materials Safety 
Branch PEflROrri.D J Region 5. Atlanta. Office of the Director 
90/06/26 3pp 


000010256 Forward* IE Insp Rop t 50-251/80-19 on 800528-30 No 
noncompliance notrd 

MURPHY. C E Region 2. At larita Redctoi Construction t Engineering 
Support Branch 80/06/2? 2pP 


■9008010260 JE Insp Rept 5O-2SJ/00-19 on 000329-30 No none omp 1 iance 
noted Major areas inspected Installed equipment per IE 
Bulletin 79-OiD 

CDNLOW. T E Region 2, Atlanta. Reactor Construction 6 Engineering 
support Branch RUFF. A B Region S. Atlanta. Office of the 
Director 80/06/29 4pp 


3008130296 Forwards NRC evaluation of 790424.0504.0604.10 J, 25 
responses to tE Bulletins 77-06A 6 79-06A. Revl s l on 1 
Licensee demonstrated correct interpretation of bulletin 
requirements 

VAROA. S A Operating Reactors Branch I 00/07/07 1 *?p p 


8000120078 Forward* IE Circular 80-17. "Fuel Pin Damage Due to Water 
Jet From Baffle Plate Corner " No written response required 
O'REILLY, JP Region 2, Atlanta, Office of the Director 00/07/23 
If 


S009110I01 Forwards response to Items 1.2 6 3 of IE Bulletin 00-11. 
“Masonry Nall Design " Winety-nine concrete masonry walls 
are in proximity to or have attachments from saf ety-related 
piping or equipment 

UNHID, R E Florida Power t> Light Co 80/07/24 5pp 


8000140473 Responds to IE Bulletin 80-16 No Rosemount llSi or 
1152 pressure transmitters w/A or D output codes installed 
in lafety-related applications 

UHRfO.R E Florida Power 6 Light Co 60/07/29 Ip 


9000260182 Forwards EE Suppl 1 to IE Info Notice 80-06, "Notification 
of Significant Events at Operating Power Reactor 
Facilities " 

O'REILLV. J P Region 2, Atlanta, Office of the Director 00/07/2? 
ip 


0000140504 Forwards IE Bulletin 30-20, "Failures of Hestinghouse Type 
W-2 SpTing Return t-o Neutral Control Switches " Requests 
info re estimate of manpower associated w/corrective 
actions needed after Identifying problem 

O'REILLY, J P Region 2< Atlanta, Office of the Director 80/07/31 

Ip 


SOOBSCOSSY Forwards IE Bulletin 80-19, "Failures of Mercury-Wetted 
Metric Relays in Reactor Protective Sys of Operating Nuclear 
Power Plants Designed by Combustion Engineering " Action 
required by facilities w/OLs o.r CPs 

Q'REILLY. Jf Region 2, Atlanta. Office of the Director 90/07/31 

IP 


8008130206 Submits followup rapt re IE Bulletin 00-06, "Engineered 
Safety Feature (ESF) Reset Controls " Mods described in 
Sections 3b, 3c. 3d U 3b of util 800620 ltr Will be 
implemented Next followup rept scheduled for 900915 
UHRfffi R E Florida Power *• Light Co 80/09/01 lp 


8009270040 Responds to IE Bulletin 80-10 re contamination of 
nonrad i oae t f ve sys tr resulting potential far unmanitored, 
uncontrolled radioactive releases to environ Survey of sys, 
established sampling frequencies l* analysis methods encl 
UHR1Q.R E Florida Power tr Light Co 80/00/01 Spp 


6009150497 Forwards IE Info Notice 80-29, "Broken Studs on Terry 
Turbine Steam Inlet Flange “ No specific action or response 
requested 

0 'REILLY . J P Region 2, Atlanta, Office of the Director 00/09/07 

lp 


90082B&305 Ack receipt of 800730 ltr informing NRC of steps taken to 
correct violations noted in I£ insp flepti 50-250/79-35, 
50-251/79-35,50-335/79-33 & 50-389/79-22 

MURPHY, C E Region 2. Atlanta, Reactor Construction Jr Engineerlnq 
Support Branch 80/08/13 lp 


■9009260316 Suppl to S00S01 ltr re violations noted in IE Insp Repti 
90-250/79-35, 50-251/79-35. 50-335/79-33 Jr 50-399/79-22 
Corrective actions procedures revised Jr training sessions 
conducted Compliance to be achieved by 900731 1 

UriRIGt R £ Florida Power i Light Co 00/07/30 ip 


000027(0692 Foi wards IE Info Notice 80-34. "Low Level Radwaste Burial 
Criteria *’ No written response required -JH Snieiek 800530 
memo encl 

O'REILLY. JP Region 2, Atlanta, Office of the Director 00/09/14 
If 


R Periodic operating reports, 6 related correspondence 


8008J 10442 Forwards "Or oundwa ter Monitoring Program, Jul 1979-June 
1980," supplementing 900331 "Annual Ncnradiolog leal Environ 
Monitoring Rept 13 " 

l/HUKJ, R E Florida Power *r Light Co 00/00/04 Ip 
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-■'B009 1 1 0445 "Gre'undwatur Monitoring Program. Jut 1979-June I 960 •• 
» Dames t Moore 00/07/09 102pp 


800818036? Forwards monthly operating repts for Jul 1980 
SCHMIDT. A D Florida Power t> Light Co 80/08/10 Ip 


--800B1B0391 Monthly opeiating lepts for Jol I960 

CHILSON.V T Florida Power i, Light Co 00/00/10 I3pp 


3 Reportable occurrences, LEU 5 & related correspondence 


800305039? Forwards LER 80-010/031-0 

SCHMIDT. A D Florida Power t Light Co 90/07/14 Ip 


--0003030449 LER 80-01 0/03L-0 on 00061 7, dur mg power asc ens i on, leakage 
developed through crack in north channel cover of 4C 
component cooling woter heat eichanger Caused t>y corrosion 
Channel cover will bo replaced 

PACE. P L Florida Power h Light Co 80/07/17 Ip 


8008030403 Forwards LER 0O-OO9/O3L-O 

SCHMIDT, A D Florida Power b Light Co 00/07/14 lp 


— — 8OQ8QQ043S LER 80— 0O9/O3L— 0 on 800614, during shutdown, low flow was 
indicated on 4C bypass loop Caused by valve stem separating 
from disc in manner which prevented valve from fully 
opening 

PACE.P -L Florida Power 6 Light Co 80/07/14 3pp 


SC-O82S05-47 Forward* LER 79-009/03L-1 

SCHMIDT, A D Florida Power 5 Light Co 80/08/11 lp 


— -9000250553 LER 79-009/03L-1 on 79061 1, mechanical snubber on steam 
generator C feedwater lino found In " 1 oc k ed-up " condition 
Caused by snubber overload resulting in damage to thrust 
bearing Snubber will be replaced u/DD, 000 lb rated snubber 
PACE, P L Florida Power 4c Light Co 80/00/ 1 1 lp 


9 Operator Examinations 


60000603+0 Forwards 800709 proposed revision to plant Administrative 
Procedure 0301, 1 i cens od operator roqua 1 1 f icati on program 
UHR10.R E Florida Power *c Light Co 00/00/01 16pp 


DOCKET 50-232 UN1V OF NEW MEXICO RESEARCH REACTOR 


8 Impaction reports, IF Bulletins 4- correspondence 


B000140149 Forward* IE Circular 00-14, "Radioactive Contami not i on of 
Plant Demineral i;»d Water Sys 4t Resultant Internal 
Contamination of Personnel," No response required 
fiEYFRIT, K V Region 4, Dallas, Office of the Director 80/06/24 

Ip 


DOCKET 50-234 OUAD-C IT1E8 STATION, UNIT 1 


F Security, medical, emergency t, fire protection plans 


0006120432 Advises of inability to submit <ecu T ity plan revisions until 
800811 Overall program review schedule will not bo effected 
PEOPLES, D, L Commonwealth Edison Co 00/07/31 lp 


30080-30140 Forwards corrigendum 6 errata changes foi Safeguards 
contingency plans.App C t-ncls withheld (ref 10CFR2 790-1 
PE-OFLE0, D L Commonwealth Edison Co 60/08/01, Ip 


3000X4-0186 Forwards security plan revision (App 0) re guard training 
qualification plan Plan withheld (ref 10CFR2 7901 
ASEL.ui B Commonwealth Edison Co 80/08/11 Ip 


3006270699 Notification of 800019,20 4, 22 workshops in Valley Forgo, PA, 
Chicago, IL it Atlanta, 0A> respect! vely, to solicit public 
comment re NUREG-0696, "Functional Criteria for Emergency 
Response Facilities " 

FvEPtPLEfti J 0 Region 3, Chicago, Office of the Director 60/00/11 
2PP 


H General correspondence 


SOO027O533 Advises that OS Abel has replaced Du Peoples as util 
director of nuclear licensing Organl tat I on reporting to 
director remains unchanged 

PEED, C Commonwealth Edison Co 80/08/13 Ip 


J Insurance *, indemnity i n f orma 1 1 on 


8008130399 Forwards Endorsements 32 / 53 to MAELU Policy MF -54 
05 TER. T Commonwealth Edison Co 80,08/il 3 pp 


P Operating license stage documents i c orre sji ond eric e 


0008060358 Foi wards eirata sheets correcting eirors in fs*e add) TUI -2 
related 1 equi r emeriti submitted by 803507 Itr Items involved 
are II K 3 29, I 1 It 29 t. It K 3 44 Svc list* enc] 

EI&FNHOT, D G Division ot- Licensing 00/06/09 69pp 


800B060024 Forwards FR notice ip 000714-17 legjonal meetings to address 
portion of Cormtss 1 on 800323 memoranduin 6 order describing 
requirements of envtt on qua 1 1 r icat 1 on or electrical 
equipment installed in safety sys 

EISFNHUT.D Q Division of Licensing 00/06/30 Ip 


-0008060169 Notice of 000714-1/ regional meetings to addi ess portion of 
Commission 806523 memorandum V order describing reqoi remen ts 
of environ qualification of electrical equipment installed 
in safety sys 8vc lists end 

EISENHUTift C Division qf Licensing 80/06/27 ll7pp 


8008050064 Requests amend to util Tech Specs within 90 days of receipt 
of Itr re scram discharge vo I designs for Blffl control rod 
drive sys to reduce susceptibility to common cause failures 
Mod o 1 Tech Specs enc I 

E1SENHUT*D G Division of Licensing 00/07/07 Ip 


0008050-086 Model Tech Specs re control rod operability 
•* Division of Licensing 00/07/07 ISpp 


8008060395 Forwards BUR model Tech Specs for NUREC-0570, TMI-2 Leasotio 
Learned Category A item* fc proposed wording of conditions 
Requests submittal of license amend application, 
incorporating end specs, within *0 days of receipt 
EI8CMHUT. D 0 Division of Licensing 00/07/12 2pp 


—8008060372 BUR model Tech Specs for NURE0-0978. TMI-2 Lesions learned. 
Category A item* re emergency power supply requirement, 
direct indication of valve position 4 instrumentation for 
inadequate core cooling Svc list enc I 
a Division of Licensing 80/07/12 S4pp 


0000050082 Confirms 800724 tel con re meeting w/operating BUR licensees 
t, forwards sample Itr of notification 

HE1GHMAN, II F Region 3, Chicago, Reactor Operation* Nuclear Support 
Branch 80/07/24 lp 


— B008050088 Confirms 800/24 telcon notification of 800730-31 meetihg w/ 
opei a ting BUR licensees » ri Glen Ellyn, IL to discos* as-built 
scram discharge vol t piping Schedule ehcl 

Hel8HMAN«R F Region 3, Chicago, Reactor Operations Nuclear 
Support Branch 80/87/24 4pp 


8000080096 Confirms C00724 telcen not 1 f icatlon of 800730-31 meeting w/ 
operating PUR licensees in Glen Ellyn, IL to discuss as-built 
scram discharge vol b- piping Schedule encl 

HEIQIIMAM, R r Region 3, Chicago, Reactor Operations Nuclear Support 
Branch 80/07/24 4pp 


8008010160 Submit* list of activities util plans to p ostpone, duo to 
financial It technical manpower limitations Basis for 
judgment b completion dates included 
REEO, C Commonwealth Edison Co 80/07/25 9pp 


800805037? Forwaids add) info 1 1 primary containment isolation in 
response ta NRC request Mods to primary containment 
isolation reset, logic made to prevent reset until valve 
control switches have been placed in closed position 
■JANrCFK, R F Commonweal tb Edison Ca 60/07/29 2pp 


8008110055 Submits changes in OFc of Nuclear Reactor Regulation, ofc 
t i t | ps, pos i t I one 6 personnel assignments due to 
reor gani lotion 

NOVAK, T tl Assistant Director for Operating Peartors 00/07/30 

2pp 


80001 40246 Forward* Amends 5/ 4 52 to Licenses DPR-S9 b EPR-30, 
r espec tive 1 y, safety evaluation X notice of issuance J, 
aval lability 

IPPOLI TO, T A Operating Reactois Branch 3 00/08/06 Spp 


■00-08140251 Amend* 57 8- 52 to Licenses DPR —29 i OPR— 30, r espec t ivel y , 
revising Tech Specs, App B, so that 2 f per hour temp change 
limit do»i not apply during changes in mode of condenser 
cooling, and changing monitoring reporting requirements 
IPPCk.lTO> T A Qpei atlng Reactors. Branch 2 80/00/06 lOpp 
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DOCKETED ITEMS 


8039140254 Safety evaluation supporting Amends 57 {, 52 tn Licenses 
DPR— 2 7 L DFfl-30, respectively 

0 Office of Nuclear Reactor Regulation, Director 00/00/06 2pp 


6003140297 Notice of issuance t availability of Amend* 57 & 52 to 
Licenses DPR-29 L DPR-30, r e s p ec 1 1 v e 1 y 

IFP0L1T0, T A Operating Reactors Branch 2 00/08/06 «2pp 


8008230455 Forwards Amends 57 6 5 3 to Licenses DPR-2? fc DPR-30, 
respectively. EIS l notice of issuance t availability 
1 PPOL 1 TO, T A Operating Reactor* Branch 3 80708/06 3pp 


— 0003260469 Amends 57 '• 52 to Licenses DPR-29 6 CPR-30, rasp ec 1 1 ve 1 y , 
revising Tech Specs so that 2 F per Iiout temp change linit 
does not apply during changes in node of condenser cooling 
iPPOLITQ.T A Operating Reactors Branch 3 80703706 !0pp 


8008060470 Forward* IE 
Rod* to Fully Insert 
required 

KEPPLER. J O Region 

IP 


Bulletin 00-17, "Failure of 7* of 1S5 Control 
During Scram at BWR " Written response 


3, Chicago, Office of the Director 60707703 


0008140173 Forurerds IE »nsp Ropts 50-254780-15 «< 50-265700-18 on 
000624-25 No noncomp 1 lan c e noted 

FIORELLI.Q Region 3, Chicago, Reactor Construction t. Engineering 
Support Branch 80/07/00 2p p 


—8003140173 IE Insp Repts 50-254 700-1 S b 50-265780-18 on 800624-25 
No noncomp 1 l anc o noted Major areas inspected torus support 
mod OA/OC program, procedures 4 work activity implementation, 
welding 4 non-destruc fci ve examination review 
WARD, K 0 , DANIELSON. D H Region 3. Chicago, Office of the 
Director 80/07/03 4pp 


--8008200463 E 1 A supporting Amends 57 h 52 to Licenses DPR-24 * DPR-30, 
res p ec t ive 1 y 

IPPOLITO,T A Operating Reactors Branch 3 60708706 2pp 


— 8003PB0467 Notice of issuance ! availability of Amends 57 U 52 to 
License* DPR-29 5 BPR-30, r e s pec t i ve 1 y 

IPPOuITD, T A Operating Reactors Branch 3 00/09/06 2pp 


3000120230 Advises of NRC acceptance of Revisions 11—13 to CE-l-A, 
"Comm Cd OA Program for Nuclear Generating Stations " 

Revisions concern genera! organ 1 1 a 1 1 ora i L programmatic 
change* 

HAAS5, 14 P Quality Assurance Branch 80/08/07 ip 


SQOB250471 Forwards CE-t-A.QA program for nuclear generating stations. 
Rev i s i on 13 

NAUCIfTONhlf F Commonwealth Edison Co 80703713 Ip 


8QQG140I26 Forward* IE Insp Repts 50-237/60-10,50-249/80-14, 
30-254/30-14 b 50-265/80-17 on 800618-19 No noncomp 1 lance 
noted 

FIORELLI , <J Region 3, Chicago, Reactor Construction 6 Engineering 
Support Branch B0707/09 2pp 


—8003140138 IE Insp Repts 50-237/80-10, 50-249780-1 4, 50-254/00-1 4 6 
50-265780-17 on 800610-19 f4o noncomp 1 lance noted Major areas 
Inspected licensee actions re IE Bulletin 79-14, d 1 scuss lng 
NRC requirements, procedures U analysis review 

VIN, I T . BRICKLEV*, R H , DANIELSON. D H Region 3, Chicago, Office 
of the Director 00707/03 4pp 


8009210530 Forwards add! response to IE Bulletin 00-17, "Failure of 76 
of 105 Control Rods to Fully Insert During Scram at SNR " 

Analyses performed for M3IV closure resulted in half of 
control rods failing to scram 

JAN EC EH, R F Commonwealth Edison Co 00707714 6 pp 


-- 0009250 4 B8 OA program for nuclear generating * tat ions, Re vis i on 13 
a Coemonwod I th Edison Co CE-l-A R)3 00700/04 143pp 


00O826Q06B Forwards request for addl info re degraded grid voltages 
Requests response within 45 days 

NOVAK, T H Assistant Director for Operating Reactors 00/00/13 
4pp 


8008190493 Advises that GE Rept NEDE-24527-P, "Development of Downcomer 
Lateral Loads from Full Scale lest Facility Data," was 
forwarded to NRC by GE 790531 itr Sept should be included on 
Dresden b Quad Cities dockets 

JANECFK.fi F Commonweal th Edison Co 80/00714 lp 


0000250450 Forwards addl analyses concerning adequacy of station 
electric distribution sys voltages Analyses are based on 
coincidental occurrence of numerous improbable events t, are 
very conservative 

JANeCEK, R r CorrTDrUijeal th Edison Co 80/00/ !0 9pp 


QQ0B27O3/2 Advises that final part of NEDO-210BB. "Mark I Conta i omen t 
Program Load Definition Rept 1 * was transmitted to NRC by LJ 
Sobon 790315 Itr Rept provides Info re hydrodynamic loads 
produced on containment sys during LOCA 
JAh'FCEK. R F Commonweal th Edison Co <30/08/10 lp 


80011270375 Advises that NED0-21 609, "Mark I Containment Program Load 
Definition Rept” was transmitted to MAC by LJ Subon 
781228 itr Rept provides info re hydrodynamic loads on 
containment sys during postulated LOCA 
JANbCEK, R F Commonwealth Edison Co 80/00719 lp 


Q inspection reports, IF Bulletins i c orr esp o nd enc e 


80002 5 D2 16 Ack receipt of 80D3I6 itr Informing NRC of steps taken ta 
correct violation noted in Waste Packaging insp Rept 
l 5000039779- OSE 

DAVIS, A B Region 3> Chicago, Fuel Facility & Materials Safety 
Branch 60704/21 2pp 


8003110005 Forwards IE Insp RBpts 50-254780-1 i i SO-265/BO-t4 on 
600508-0605 No noncomp I i ance noted 

ME I SHMAN, R F Region 3, Chicago. Reactor Operations Nuclear Support 
Branch 00706730 2pp 


8000070006 Forwards SuppJ I to IE Bulletin S0-I7, "Failure of 76 of 195 
Control Rods to Fully Insert During Scram at HWR " Written 
response required 

KEPPLER, J C Region 3, Chicago, Office of the Director 80/07/18 

Ip 


8OO0O7O115 Forwards response to IE Bulletin 80-17 re failure of control 
rods to Insert Provides addl info on ATHS w/o recirculation 
pump trip 

JAMECEK, R F Commonwealth Edison Co 00/07/18 9pp 


0008070281 Forwards Suppl 2 to IE Bulletin 00-17, "Failure df 76 of 195 
Control Rods to Fully Insert During Seram at HWR " Written 
response required 

KEPPLER, J G Region 3, Chicago, Office of the Director 80707/22 

2pp 


8OO0O7QJ53 Forwards response to IE Bulletin 80-14 re degradation of 
BUR- scram discharge vol capability Scram discharge vol 
verified operable 

PEOPLES, 0 L Commonwealth Edison Co 80/07/25 3pp 


0000000086 Responds to IE Bulletin 80-17 re failure of control rods to 
insert fully Mods completed on 800719 to establish positive 
vent path Alternate vent paths are positive 4: do not depend 
on component operability 

JAMACEK, R F CommorUiiea I th Edison Co 90/07/28 2pp 


0000150343 Forwards suppl to IE Info Notice 00-06, "Notification of 
Significant Events at Operating Power Reactor Facilities " 

Nd written response required 

KEPPLER, J 0 Region 3, Chicago, Office of the Director 80/07729 
lp 


8008180077 Responds to IE Bulletm 80-16 re Rosemount, Inc preisure 
transmitters Transmitter application to be limited to 
acceptable values Detailed evaluation will be performed 
prior to use Site QC has teen informed 
PEOPLES, 0 L Commonwealth Edison Co 00/07/30 4pp 


9008180074 Forwards IE Bulletin 88-20, "Failures of Westinghouse Type 
W-2 Spring Return to Neutral Control Switches " Action 
requir ed 

KEPPLER, J G Region 3. Chicago. Office of the Director 00/07/31 

Ip 


--BOOB1 10090 IE Insp Repts 50-254/80-11 t, 50-2657S0-I4 on H0050B-0685 
No nopcemp 1 lance noted Major areas inspected operational 
safety ver 1 r icat ion, maint observation, survei 1 lance 
observation 6 LER followup 

CHRIESOriMOS, N , SPES5ASD, ft L Region 3, Chicago. Office of the 
Director 87/06727 7pp 


0008200489 Forwards IE Bulletin 80-19, "Failure* of Mercury-Wetted 
Matrn Relays In Reactor Protective By s of Operating Nuclear 
Power Plants Designed by Combustion Engineering " Action 
required by facilities w/OLs or CPs 

KEPPLER. J G Region 3. Chicago. Offic-e of the Director 30/07/31 
tp 



DOCKETED ITEMS 


B0GB1BQ126 Forwards IE Bulletin 00-20. 'Failures- of Westinghouse Type 
U-S Spring Return to Neutral Control Switches." sent to 
luted licensees for action on B0Q731 

PAPPAS. H Region a. Chicago. Office of the Director 80/03/01 tp 


a-008180242 Forwards IE Info Notice 00-29. "Broken Studs on Terry 
Turbine Steam Inlet Flange " No specific action or response 
requested 

KEPPLER, J 0 Region 3, Chicago, Office of the Director 0(5/08/07 
If 

8006230488 Forward* IE Insp Repts 30-254/80-18 6 50-265/00-20 on 
800714-18 6 notice of violation Notice of violation withheld 
(ref 10CFR2 790) 

HIND. if. A Region 3. Chicago. Safeguards Branch 60/08/12 2pp 


—0008280495 IE Insp Repts 90-254/00-18 6 50-265/80-20 on 800714-18 
Noncomp 1 ianc e noted failure to establish compensatory 
measures for failed secur i ty-related equipment J. to control 
access to vital areas Details withheld (ref 10CFH2 790) 

HIND. J A Region 3. Chicago, Safeguards Branch MADEDA. T J » 
CHR I STOPPER, 0 M Region 3, Chicago. Office of the Director 
00/03/ II 2pp 


— 6000200221 Forward s semiannual rept for Jan— June (974 re leak tests 
Pages 1 7 -IS. re I e van t to Palisades proceeding end 
AGEL. / S Commonwealth Edison Co 74/08/21 3pp 


--8008200252 Forwards draft ltr of act re TVA 800110 response to 
discussions at 000121 mgt meeting in Athens. AL 

LONG i r J Region 2. Atlanta. Office or the Director 30/01/11 

«3PP 


8008260790 Second round of interrogatories requesting info on criteria 
used to dj f f ei on t i at e between single incidents t chains of 
incidents, continuing vi o 1 a ti on s, w i tnesses 5, bases of item of 
noncomp l ianc e Certificate of Svc enc! 

BIELAWSKI.A P Consumers Power Co BIELAWSlU.A P Isham. Lincoln «, 
Beale 00/08/19 lOpp 


P Operating license stage document* 4 correspondence 


8008060358 Forwards errata sheets correcting error* in five addl TMI-2 
related requirements submitted by 800507 ltr Items fnvolved 
are II K 3 25,11 K 29 S i I K 3 44 Svc lists enc 1 
EISENHOT.O 0 Division of Licensing 80/06/09 69pp 


8008260333 Requests applicable isometric drawings 4< summary of stress 
levels for affected piping sys, to complete evaluation of 
IE Bulletin 79-14 response Submittal should be provided 
within 30 days of ltr receipt 

HEPPLER, J 0 Region 3, Chicago. Office of the Director 00/08/18 

2pp 


ft Periodic operating reports 6 related correspondence 


8008190340 Forward* changes, tests !< experiments completed during Jul 
1900 for Licenses DPR-29 6 DPR-30 Ringer girder slots were 
enlarged in pressure suspension chamber M-4-1-78-37 
K.AL1VIANAK18, N Commonwealth Edison Co 80/08/01 2pp 


8000200286- Forwards monthly operating repts for Jul 1980 
KALI VI ANAK 18, N Commonwealth Edison Co 80/00/01 lp 


— 9009200200 Monthly operating repts for Jul 1900 

RAFERA. T Commonwealth Edison Co 00/00/01 23pp 


S Reportable occurrences, LERs S related correspondence 


6000000229 Forwards Geoscience* Branch preliminary recomnendatlons re 
site specific spectra for SEP evaluation of seismic design 
adequacy of selected plants Final recommendation will be 
provided In Dec 1980 

JACKSON, R E Geosciences Branch 80/06/23 37pp 


8008060024 Forwards Tft notice re 800714-17 regional meetings to address 
portion of Commission 80OS23 memorandum i- order describing 
requirements of environ qualification of electrical 
equipment installed in safety sys 

EISEMHUT.DG Division of Licensing 00/06/30 tp 


— 8008060109 Notice of 800714-17 regional meetings to address portion of 
Commission S00523 memorandum i order describing requirements 
of environ qualification, of electrical equipment installed 
In safety sys Svc lists end 

ElSCNHjr.D 0 Division of Licensing 00/06/27 117pp 


80080A0J07 forwards current evaluation of SEP Topic* fll-JO A.III-IO 0. 
VI-7 F.vnt-3 0,9111-4 V XV-I6 Requests notification if 
as-built facility differs from licensing basis assumed in 
assessment 

CRUTCHFIELD, D Operating Reactors Branch 5 00/07/11 29pp 


9008050439 SO on 80071 1, ch lor lne residual concentration lt» discharge 
bay exceeded Tech Specs limit Caueed by damaged diaphragm in 
air operated valve Initial analysis determined Improper 
Pumping halted until residue cleared 

KALIVI ANAK18, N Commonwealth Edison Co 00/07/28 2pp 


V. Operator Examination* 


8008110481 Forward* revised “Requalif icatlon Program for Licensed 
Operators. Senior Operators & Senior Operators (Limited) " 
NAU9HT0N, U F Commonwealth Edison Co 80/00/01 lp 


— 8000110489 "Requallf ication Program for Licensed Operators. Senior 
Operators i Senior Operators (Limited),' 1 revised 
NAUGHT ON. W F Commonwealth Edison Co 80/09/01 lOpp 


POCKET 50-235 PALISADES NUCLEAR PLANT 

F Security, medical, emergency 6 fire protection plans 


0000010300 Forward* "01q Roci Nuclear Power Station Evacuation Tima 
Estimates" 6 "Palisade* Nuclear Power Station Evacuation 
Time Estimates, " in response to NRC 791129 request Rept* 
available In Central Files only 
TitJFFflAN, 0 P Consumers Power Co 80/07/23 *p 


0006270719 Notification of 500819,20 6 22 workshops In Valley Forge, PA, 
Chicigo, IL fc Atlanta.OA. respectively, to solicit public 
comment re NUREG-0696, "Functional Criteria for Emergency 


Response Facilities " 

KEPPLER, 7 <3 Region 3. Chicago, Office of the Director 


80/08/11 


2pp 


<5 Adjudicatory correspondence 


8008070266 Notifies that 800425 request for relief from ASHE Code, 
Section XI re inservice pump testing warrants Claes III fee 
Request requites approval t, involves single safety Issue 
MILLER, W O License Fee Management Branch 00/07/24 lp 


800006029/ Forward* draft rept on plant detailing MRC Safety Topic 
trf-1 re classifications of s true t rues, camponan ts & sys 
NISHIMVRA. (1 W EG4.0, Inc 80/07/23 lOpp 


8008060306 Forwards rough dTaft rept detailing NRC Safety Topic VI 1-2. 
engineered safety feature *y» control logic 4 design 
RequBSti comment® 4 recommendations 
MlSHtKUfiA, M « £0«J, Inc 30/07/2B !3pp 


COQS060329 Forward* draft of "SEP Review of NRC Safety Topic VI-7 D 
Associated W/E 1 ec t r t ra 1 , I ns ti u.ttan tat ion 4 Control Portion 
of Engineered Safety Feature Switchover From Injection to 
Hoc lrculat ion Mode fur Palisades Nuclear Power Plant " 

NianmURA, H W BOM, rnc 80/07 /2B 9pp 


9008030226 Forwards selimic de*ign Info re steam line which feeds steam 
driven auxiliary feedwater pump 6 typical 2-lnch diameter 
line rigidly designed field run pipe, per NRC request 
flyers 1 1 e drawings available in Central Files only 
MARUSiClili R M Consumers Power Co 80/00/01 6pf> 


3008230340 Forwards Region 3 000904 memo re recommended Tech Spec 
change 

BRYAN. B E Division of Reactor Operations Inspections 00/08/13 
lp 

—8008280345 Discuases two problems associated w/ability of facility to 
cope ciVs team line rupture accident Requests that matter be 
promptly forefarded to Qfe of Nuclear Reactor Regulation w/ 
request to have Tech Spec* changed 

STREETER, J F, Region 3, Chicago, Reactor Operations Nuclear 
Support Branch 60/08/04 lp 


800B200214 Response to Administrative Law Judge 800722 memorandum & 
order. Elaborates ot\ NRC position re withholding "objective 
scientific repts” concerning CPC calculations of potential 
doses resulting from open valves W/Certif icate of Svc 
BURNS. 8 0 Rulemaking 4 Enforcement Division 80/08/18 lOpp 


8008260347 Immediate action ltr confirming actions to be taken by util 
re plant po* t-ac c i dan t effluent monitoring sy*,per 800815 
d t s cus s 1 on 

KEPPLER, J 0 Region 3, Chicago, Office of the Director 80/08/tS 

2pp 
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DOCKETED ITEMS 


GOOB26G604 forwarda facility T ecb Specs change request Sc {hack covering 
for ulass lit t p,ange 

HOFFMAN, D P Consumers Power Co 00/09/21 Ip 


—8000260607 Tech 
YOl/NODAHl , R C 


Specs charge request redefining 
Consumer* Power Co 0O/QB/21 


"operability 

4pP 


0008280440 Responds to NBC BOO 6 I 9 Itr requesting add! info re adequacy 
or station electric distribution Relag mods completed ft 
final ve-ision of logic diagram incorporated w/Drawmg E-17, 

Sheets ) b 2 or facility PfclDs 

HUFFMAN, [> P Consumers Powei Co B O/GB/22 4pp 


OOO02-BO395 Forwards. "Physics Testing Rept for Core 4 Startup " 
HOFFMAN, D P Consumers Power Co 80/09/25 tp 


6009130042 Responds to IE aullefcin 90-10, "Contamination of 
Nonradioac t i ve 8ys ft Resulting Potential for Unmonitorad, 
tlncontroi I ed Release of ftadioactivi ty to Environ * Limits 
would not be enceeded in case of heating boiler failure 
HOFFMAN, b P Consumers Power Co 80/08/01 lp 


SQoaie<H26 Forwards IE Bulletin SD-20. "Failures of West i nghous e Tgpi 
U-2 Spring Return to Neutral Control Switches." sent to 
listed licensees foT action on 600731 

PAPPAS. H Region 3, Chicago, Office of the Director 00/00/01 ip 


8009180231 Forwards IE Info Notice BO-29, "Broken Studs on Terry 
Turbine Steam Inlet Flange “ No specific action or response 
requested 

kEPPLER, J G Region. 3. Chicago. Office of the Director 80/08/07 
IP 


8000280397 "Physics Testing Rept for Core 4 Startup " 

KENNEDY, D M . HERRICK.,/ A Consumer* Power Co 00/07/31 24pp 


IT Inspection reports. IE Bulletin! ft correspondence 


8000070537 Forwards IF Insp Rept 50-255/00-08 on 900505-09,12-16 it 
1 9-30 ft notice of violation 

KEPPLCR, J G Region 3, Chicago, Ofnce of the Director 00/07/01 

2pp 


8000120454 Respond* to deviation noted in IE Insp Rept 50-253/80-10. 
Discussions w/lieemsed control operators ft shift supervisors 
stressed importance of commitment to maintain two operators 
in control room 

HOFFMAN, D P Consumers Power Co GO/OS/00 lp 


6009190548 Reipondi to JE Bulletin 00-20 No Westinghouse Type H-2 
spring return to neutral control switches used In safety- 
related applications at facility 
HUSTON, R H Consumers Power Co 80/00/12, lp 


-0003070555 Notice of violation from insp on 000505-09. 13-J6 ft 19-30 
* Region 3. Chicago. Office of the Director 80/06/ 30 lp 


8008070564 tE Insp Rept 50-255/30-03 on 8C0SO5-09, J2-16 ft 19-30 
None amp i idnce noted operation w/ irsuf f ic i en t 
instrumentation, improper shift turnover record ft failure to 
document alternate onsite review committee members 
jQRCCNEEN. it L . HELLER. J K . BOYD, D C Region 3, Chicago, Office 
of the Director 80/06/20 ilpp 


0OGQ12O34G Submits riotariied a f f i rma 1 1 on inadvertently omitted from 
000709 re i p onse t o IE Bulletin SO-ll. "Masonry Hall Design " 
HOFFMAN, 0 F Cqi>*uir,Ei *. Power Co B0/O7/1B 2pp 


80(50120112 Forwards TE Circular 80-17. "Fuel Pm Damage Due to Water 
Jet Ftqit> Baffle Plate Corner " Hu written response required 
KEPPLtR.JQ Region 3, Chicago. Office of the Director 90/07/23 
If 


8006200544 Forwards IE Bulletin 00— IQ. "Maint of Adequate Min Flow 
Through Centrifugal Charging Pumps Following Secondary Side 
High Energy lino Rug tui e “ Ac 1 1 ori required 

KEPPLCR, J 0 Hog ion 3, Chicago, Office of the Director 00/07/24 
lp 


8000050014 Responds to IE Bulletin 80-16. 'Potential Misapp I i cation of 
R o t emoun t , I nc Models 115! 6 1152 Pressure Transmitters H/ 

Eithoi A oi D Output Codes " Analyres effects of postulated 
transmitter malop era lion I ist of transmitters encl 
HOFFMAN. D P Consumers Power Co 80/07/29 4pp 


BOOS 13033/ Forward* sup pi to IE Info Notice 00-06, "Notification of 
Significant Events at Operating Power Reactor Facilities •* 

No written lesponso required 

YEPpLEfi, j Cl (legion 3, Chica-go, Office of the Director. B0/07/29 
If 


5000100096 Forwoid* IE Bulletin 00-20, "Failures of Nestinghouse Type 
W-2 Oprjng Return bo Neutral Control Switch el ' Action 
required 

KCPPLER, J G Region 3, Chicago. Office of the Director 0O/D7/3i 
lp 


000200450 rorwar d s IE Bulletin 00-19. "Failures of Hereof y-tfetted 
NakriJ Relays in fleactoi Protective Sys of Operating Nuclear 
Power Plants Designed by Combustion Engineering " Action 
required t y facilities w/QLs or CPs 

KEPPLFR, J 6 Region 3, Chicago. Office of the Director 80/07/31 
Ip 


0-8060S91 Respond* to IF Bulletin 79-10, 'Audibility Problems 
Eneounteted on Evacuation of Personnel from High Noise 
Areas ’ Upon completion of repair* to evacuation alarm ays. 
test will be conducted by Oct 1900 
iOFFMAN.D P Consumers Power Ca EiO/OB/Ol lp 


58060296 Responds to IE Bulletin 60-12 re decay heat removal *ys 
eviews Incident circumstances 4 event * equence, p lari t decay 
eat rsmosal degradation even t*. hardware capability ft 
iequecy of safeguard procedures re loss event* 

OFFMAN, D P f im umer * Rower Ca 00/00/Di Bpp 


8008190293 Respond* to IE Bulletin 79-02. "Pips Support Bate Plate 
Designs Using Concrete Eypansiou AmthoT Bolts " All tested 6 
inspected anchor bolts that did not satisfy acceptance 
criteria were modified or replaced 
HOFFMAN, 0 p Consumers Power Co 80/00/lS 13pp 


6059220193 Notifies that insp of accessible valves ft engineered safety 
sys completed in Jul I960, per NRC 791109 order Facility in 
compliance w/Teth Specs 

HOFFMAN, DP Consumers Power to, 60/08/18 lp 


8006250S92 Responds to IE Bulletin 80-19, "Failure of Mercury-Wetted 
Matrix Relays In Reactor protective Sys of Operating Nuclear 
Power Plants Designed by C -£ " Mercury-wetted relays 
eichanged for non-wetted relays in June 1970 
HOFFMAN, D P Consumer* Power Co 00/00/19 lp 


fi Periodic operating reports It related correspondence 


8008190401 Forwards monthly operating rept for Jul 1980 
KENNEDY, D h Consumer* power Co 80/88/12 lp 


• — 0008190405 Monthly operating rept for Jul 1980 

BODTHE, P J Consumers Power Co 00/00/11 4pp 


S Reportable occurrences, LEfte & related correspondence 


8OOB04OD66 Forwards NPEES noneompliance notification re excessive oil 
in turbine sump oil separator tank 
FRC&T.0 R Consumers Power Co 80/07/2 8 lp 


- -8006040070 MPDFS noncamp J i ance notification on 800711, oil detected in 
turbine sump ail separator tank Measured at 35 3 mg/1, which 
esceeded dally limitation of SO mg/1 Caused by possible 
over! pad ing of filter elements Filter* changed 
F0BES.fi L Consumers Power Co 80/07/25 tp 


80000500/7 Forwards LER 8<3 ~Q20 / 0 1 T- 0 

HOFFMAN, D P Consumers Power Co 80/07/29 lp 


— 0008050080 L€R 80-020/01T-0 on 80071 1. control rod drive mechanism 
sailed to operate properly.tesuiting in rod being misaligned 
for apprai five minutes Caused by dirty control relay 
armatures ft contractor interlock which resulted in sticking 
* Consumers Power Co 00/07/29. ip 


BP0B1 20438 Forwards LER 80-021 /01T-0 

HOFFMAN, D P Consumers power Co 80/08/06 ip 


— 0008120436 LER BO-Oai/OlT-O on 8007S5. during valve inservlce insp 
surveiltance fees t, conta inmen t sump valve, CV-3030 opened 
Caused by personnel error Calve closed ft significance of 
recogni i ing offnormal alignments stressed 
* Consumers Power Co 80/08/06 3pp 


0OO812O3B6 Forwards LER B0-023/O3L-Q 

HOFFMAN, D P Consumer * Power Co 80/08/00 lp 
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•BO0B12O308 LER 0O-O23/O3L-O on 0007(0. prior to plant * tar tup . rad i a t i on 
detectors RE 1005 4 1007 determined inoperable Cause 
unknown. a 1 though high temp environ hypo thus i led Doth 
detectors replaced 

* Consumer* Power Co 00/00/08 Ip 


0000120380 Forwards UER 0O-OS2/O3L-O 

HOFFMAN, D P Consumers Power Co 80/08/00 lp 


•BG08t2<mo LER 90-022/03L-0 on 000710, 2-h after reactor criticality, 
channel NI-03 not declared operable prior to reactor 
startup Caused by failure of shift supervisor to check 
control meehan 1 sm 

■* Consumers Power Co 00/00/08 lp 


80081*? 0465 Forwards LER 80-024 /OlT-0 

HUSTON, Ft l? Consumers Power Co 80/08/12 lp 


0008190460 LER 0O-O24/O1T-O on 800731 . w/d i es e 1 generator 4 charging 
pump P-35A inoperable. backup pump p-358 failed Diesel 
generator restored in one hour Caused by pump packing 
failure on P-53D Pump repacked * restored to svc 
* Consumers Power Co B0/0B/12 Ip 


8Q 08190474 Forwards LER 00-025/01 T-0 

HUSTON, ft N Consumers Power Co 00/08/13 lp 


■8008190477 LER B0-023/01T-0 on 800801 , dur i ng vol control tank venting, 
unplanned gaseous release occurred w/o 13-day min holdup 
Caused by either dirt trapped in head plat# 6 diaphragm or 
uneven tightening of compressor head bolts 
* Consumers Power Co BO/OB/13 3pp 


800 0220233 Forwards LER 0O-O26/O3L-O 

HOFFHAM, D P Consumers Power Co 00/08/ IB lp 


■0003220236 LER 80-026/03L-0 on 000719, during refilling of safoty 
injection tanks, FT-0313 found inoperable Caused by failure 
to close instrument oqualiiiny valve during recent callbr 
* Consumers Power Co 80/08/IB lp 


9008260471 Forwards updated lEH 00-021 /01X-1 re effects „n engineered 
safe g ua» d s operab i 1 i ty , r ec ircula 1 1 on flow hydraulics - LOCA. 
radiological effects as result of hypothetical accident ei/ 

CV-303O open fc main steam line break effects 
H1/3T0N, R H Consumers Power Co 80/00/20 Ip 


8000260493 LER 80-021 /OIX-l on 800725, during valve lnservice ln#p, 
operator opened containment sump valve CV-3030 Valve stayed 
open 36-h Caused by operator error Valve c losed, operator 
counseled !< shift turnover checklist revised 
■* Consumers Power Co 80/03/20 63pp 


V Operator Examinations 


8008120406 Forwards "CPCo Hot License Program-Reactor Operator," 
requested by NRC 0OO3SB 1 tr re submittal of revised programs 
for NRC review 

HOFFMAN, D P Consumers Power Co BO/OB /06 lp 


--0008120493 "CPCo Hot License Program-Reactor Operator 11 
* Coneumers Power Co 00/07/31 24pp 


DOCKET 30-239 BROWNS FERRY NUCLEAR POWER STATION, UNIT i 
F Security, medical, emergency & fire protection plans 


0008050244 Act util willingness to participate in fire protection sys 
testing research program Lists members of NRC team for 
000731 site visit 

IPP0L1T0, T A Operating Reactors Branch 2 80/07/23 2pp 


H General correspondence 


6008130254 Responds to 800620 ltr re incineration of low level waste at 
facility Licensee plans to install vol reduction lye NftC 
will hold public hearing & perform environ assessment of 
proposed action 

NOVAK, T H Assistant Director for Operating Reactors, 80/03/12 

»P 


8008270340 Forwards constituent 800727 ltr re util proposal to dispose 
of low level radwaste in incinerator Requests continuous 
updates on status of NRC consideration of proposal 
SASSER i J Senate B0/oa/l8 3pp 


I Financial information 


8000270529 Forwards info to meet guarantee requirement of retrospective 
premium s y « Inc l odes financial statements for FY79. quarterly 
rept, 1 -y v internal cash flow projection 4 narrative 
s bate merit r e curtailment of Capital oipenditures 
MILLS, L M , DUR ALL, J Ft Tennessee Valley Authority 80/08/22 
52pp 


P Operating license stage documents K correspondence 


8OOB'O6C)350 Forwards oirato sheets correcting eriors in five add! TMI-2 
mated requirement* submitted by 800507 ltr Items involved 
are 51 K 3 23. U H 29 k II k 3 44 Svc lists encl 
EISENHVT, D 0 Division of Licensing 80/06/09 69pp 


8008060024 Forwards FR notice re B00714-17 regional meetings to address 
portion at Commission 800523 memorandum 4 order describing 
requirements or environ qua 1 1 f i ca 1 1 on of electrical 
equipment Installed in safety sys 

EISENHUT , D 0 Division of Licensing 80/06/30 ]p 


— 8008060189 Notice of 000714-17 regional meetings to address portion of 
Commission B00523 memorandum 4 order describing requirements 
of environ qualification of electrical equipment installed 
in safety sys Svc lists encl 

E1SENHVT.D O Division of Licensing 80/06/27 !]7pp 


3000050064 Requests amend to util Tech Specs within 90 days of receipt 
of ltr re scram discharge vol designs cor BUR control rod 
drive sys to reduce susceptibility to common cause failures 
Model Tech Specs enc i 

£15ENHUT,D 0 Division of Licensing 80/07/07 Ip 


— 8008050006 Model Tech Spec* re control rod operability 
* Division of Licensing 00/07/07 I3pp 


B05B060355 Forwards BUR model Tech Specs for NUREO-0578, THl-2 Lessons 
Learned Category A item* b proposed wording of conditions 
Requests submittal of license amend appl icatiom, , 
incorporating encl spec*. within 60 days of receipt 
EISENHUT.D 0 Division of Licensing 80/07/12 2pp 


- BOOB 0603 7 2 BUR model Tech Specs for NUREO-0578. TMI-2 Lesions Learned, 
Catogory A items re emergency p ower supply requirement, 
direct indication of vakve position 4 instrumentation for 
inadequate core cooting 3vc list entl 
* Division of Licensing 00/07/12 24pp 


0008250370 Discusses info provided by TVA re critical situation 
concerning electrical power generation for svc area Requests 
written c onf Irma tion of TVA si tua t i on 

NQVAK, T II Assistant Director for Operating Reactors B0/07/1B 
lp 


— 8000250394 Request* eitenslon of time for performing IE Bulletin 80-17, 
Item 2, requirement for scram tenting Dally load demands 
due to heat wave have resulted In condition af power 
emergency Testing requirement should be extended to BQO01 1 
HILLS. L H Tennessee Valley Authority 80/07/18 2pp 


3003120329 Submit* addl details re interim reliability evaluation 
program, Phase Il.subj of 800612 meeting Ample opportunity 
will be given for licensee input on methodology U 
assumptions Hill draft rept re Phase III procedure guide 
EIBENHVT, D o Division of Licensing 80/07/2S Bpp 


BOQ0O7O197 Requests review U comment* on encl repl re BUR augmented 
off-gas treatment sy* Comment* should be provided within 90 
days W/o encl rept 

IPPOLITO, T A Operating Reactors Hranch 2 00/07/29 2pp 


8008110242 Provides info re change* in Clfc of Nuclear Reactor 
Regulation oft t i 1 1 e s , po * 1 1 1 on s b assignments as result of 
800428 rear gan 1 iat ion 

NOVAK, T H Assiltant Director for Operating Reactor* 00/07/30 

2pp 


0003030538 Application for amend to Licenses DPR-33. DPR-52 4 DPR-6B 
author itlng storage of low Level radwaste generated by 
unsite operation fur life of plant Facility description, 

Const schedule t related drawings encl 

MILLS. L M Tenn«s»eo Valley Authority 80/07/31 &30pp 


00O922O40G Forward* request for addl info for evaluation of facilities 
reactor bldg crane confoirtlty to NUR £0-0554, "Sing I a- 
Fa 1 lure-Proof Crane* for Nuclear POTuer Plants ' 

NOVAK, T M Assistant Director for Operating Reactors 00/00/04 
14p P 
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0009080285 Application fca amend Licenses BPR-33 t DPR-52, chan g lng 
Tech Specs Remittance for Class Ilf fee for Unit I U Class I 
fee for Unit 2 being wired Responses to 800400 t< 0S09 Jttrs 
enc 1 

MILLS' L M Tennessee Valley Authority 00/03/06 2pp 


■gOOBOaOSaa Proposed changes to Tech Specs re limbing condition* for 
operation l surveillance requirements 
* Tennessee Valley Authority 80/08/06 99pp 


8OOBO0O294 Application for amend to Tech Spec* of Licenses DPR-33, 
DPR-52 & DPR-68, implement i ng mods to auxiliary electrical 
sys to resolve ambiguities in light of stringent safety 
policies of TVA Board 1 NRC 

MILLS. L M Tennessee Valley Authority 8Q/00/Q6 2pp 


-"8008080301 Proposed changes to Tech Specs 3 9 t< 4 9 re limiting 
conditions for operation t- surveillance requirement* of 
auxiliary electrical sy* Include* justification for proposed 
Tech Specs change* 

* Tennessee Valley Authority 00/00/06 20pp 


BD0B130244 Advises that fees re SQ0509 application for change In Tech 
Spec */ ui th dr awn in util 800521 Hr, arc being retained by 
NRC nevie'ji of application bad *tarted before withdrawal 
MILLER. W 0 Lceense Fee Management Branch 80/08/00 lp 


6000200071 Responds to util info re primary Coolant sy* pressure 
uolation valves Two specific Event 5 valve can#! jurat! on* 
do not eiist at facility Fortner activity re broader topic 
of snfcersys LOCAs may be required 

JPP0LITQ. T A Operating Reactor* Branch 2 00/08/08 3pp 


— 8008200121 "PnmaTy Coolant Sy s Pressure Isolation Valves*" for Browns 
FprTy Units l, 2 i 3 Technical evaluation repfc 

NOELL.P N * STILWELL, T C Franklin In* ti tut e/Frank 1 in Research 
Center NRC-03-79-1 10 80/0-7/21 Spp 


8008190248 Application for amend to License* DPR-33, DPR-52 & DPR-A8, 
consisting of 7ech Spec changes for steam line space high 
temp isolations of HPCI, reactor core Isolation cooling 6 
main ifceam isolation sy* while retaining alarm function* 

MILLS. L M Tennessee Valley Authority 00/08/12 2pp 


~ '8008190299 Proposed changes to Tech Spec, for steam line space high temp 
isolations of HPCI, reactor core isolation cooling & main 
steam isolation ays while retaining alarm functions 
« Tennessee Valley Authority 80/OS/12 I6pp 


8008140309 Application for amend to License* DPR-33 !< JJPR-32, chang ing 
Tech Specs to extend values of max average planar linear 
heat generation rate vs fuel eiposure Jus t I f i ca t i on provided 
as errata 8< addenda to end LQCA analyse* 

MILLS* L II Tennessee Valley Authority 80/08/13 2pp 


— B0OSI4O311 Proposed Tech Spec s. ex tending values of max average planar 
linear heat generation rate vs fuel expo*ure 
a Tenne*sea Valley Authority 60/00/13 1 lpp 


0 Inspection report*, IE Bulletins 6 correspondence 


BO0819OO14 Act receipt of 750224 1 tr informing NRC of step* taken to 
correct violation* noted m IE Jnsp Repts 50-259/79-02 & 
50-260/75-02 

DAVIS. T 0 Office of Inspection 5 Enforcement, Office pf the 
Director 75/04/Ot ip 


-8008190016 Responds to NRC ttr re violations noted in IE In-sp Repts 
50-259/75-02 4 50-260/79-02 Corrective actions developing 
design to prevent backflow from plant stock to standby gat 
treatment sys 

OILLELAWD, J E Tennessee Valley Authority 80/02/24 3p p 


8008060469 Forwards IE Bulletin 00-17, "Failure of 76 of 105 Control 
Rods to Fully Insert During Scram at BUR * Written response 
required 

O'RErLLY. J P Region 2, Atlanta, Office of the Director 80/07/03 

IP 


007310208 Forwards response to Items 2 (Unit 31*4* 5. 6<c) & 7 of IE 
Bulletin 80-17 Present standby liquid Control sy* design is 
unable to support two-pump flew but sys is equipped ui/ 
interlocking contacts Item 2 for Unit* 1 S< 2 will be sent 
MILLS, L fl Tennessee Valley Authority 00/07/16 10pp 


000070081 Forwards Suppl 1 to £E Bulletin 00-17* "Failure of 76 of 185 
Control Rod* to Fully Insert During Scram at BUR " Written 
response required 

O'REILLY, JP Region 2, Atlanta, Office of the Director BO/O7/10 
lp 


3008060383 Respond* to i£ Bulletin 80-17* "Failure of 76 of 185 Control 
Rods to Fully Insert During Scram at BWR " More definitive 
test for scram discharge vent valves completed on 800720 
WILSON, J tj Tennessee Valley Authority 80/07/22 lp 


8008070 1 98 Forwards Suppl 2 to IE Bulletin BO-17, "Failure of 76 of 189 
Control Rods to Fully Insert During Scram at BWR “ Written 
response required 

O'REILLY, JP Region 2, Atlanta, Office of the Director 00/07/22 

2pp 


0008070094 Responds to IE Bulletin 80-16 No fipsemount Model 1151 or 
1152 pressure transmitters w/Output Codes A or D are 
installed in any safety-reta ted application 
MILLS,!. M Tennessee Valley Authority 80/07/28 lp 


9008130589 Confirms critical power supply situation outlined in util 
8000716 ltr requesting extension of deadline for performance 
of IE Bulletin 00-17 Action Item 2 scram test* 

WEINER. R E Energy, Dept of 80/07/28 2pp 


6008140283 Forwards investigation result* in response to IE Bulletin 
BO-14 Two instances of scram discharge vol high-level alarm 
ball float damage 4* one instance of drain valve operability 
degradation Identified 

MILLS* L H Tennessee Valley Authority 80/07/28 5pp 


B0Q82602-03 Forwards IE Suppl 1 to IE Info Notice 80-06. "Notification 
of Significant Events at Operating Power Reactor 
Facilities " 

O'REILLY, J P Region 2, Atlanta, Office of the Director 80/07/29 
lp 


8008140578 Forward* rE Bulletin 80-20, "Failures of Westinghouse Type 
W-2 Spring Return to Neutral Control Switches " Requests 
info re estimate of manpower associated w/eorrectlve 
actions needed after Identifying problem 

□ 'REILLY, J P Region 2, Atlanta, Office of the Director 00/07/31. 

IP 


8000200394 Forwards IE Bulletin 80-19, "Failure* of Mercury-Wetted 
Matrix Relays in Reactor Protective Sy» of Operating Nuclear 
Power Plants Designed by Combustion Engineering " Action 
required by facilities w/OLs or CPs 

O'REILLY. J P Region 2. Atlanta, Office of the Director 80/07/31 
lp 


80081B0663 Forwards response to IE Bulletin 80-17 Proper scram solenoid 
valve bus operation verified by monitoring each df eight rod 
scram group buses independently Scram discharge vol tank 
alarm malfunction rapt not required by F8AR or Tech 8p»c* 

PARRJS.M 0 Tennessee Valley Authority 80/08/01 6pp 


8008150097 Forward* IE ln*p Repts 50-259/80-29. 50-260/80-22 fc 50-296/80 
-23 on 000707- JO No none omp 1 1 ane e noted 

O'RETLLY.J P Region 2, Atlanta* Office of the Director 80/08/06 

2pp 


--0OOB155313 I£ Imp Repts 50-259/90-39. 50-260/80-22 V 50-296/80-23 on 
800707-10 No noncompl lance noted Major areas inspected 
security plan Si organ! i at ion St physical barriers Details 
withheld iref 10CFR2 7901 

01LLESP JE, F- P , T ILLMAN* A Region 2. Atlanta. Office of the 

Director 80/07/28 lp. 


0008180169 Responds to IE Bulletin S0-I7,8uppl 1, "Failure of 76 of 103 
Control Rods to Fully Insert During Scram at BWR " Revised 
operating procedures specify remedial action in event of 
water level detection in scram header 

MILLS, L M Tennessee Valley Authority 80/00/07 4pp 


0009180197 Forwards IE Info Notice 80-29, "Broken Studs on Terry 
Turbin* Steam Inlet Flange " No specific action or response 
requested 

O'REILLY, JP Region 2. Atlanta, Office of the Director 00/08/07. 

Ip 


8008260239 Forwards monthly status Tept for work through 000801 r* 
IE Bulletin 79-14* "Seismic Analysis for As-Built 
Safety-Related Piping Sys " Includes info re drawing 
configuration lnsp. pipe support insp t: Valve imp 
HILLS, L K Tennessee Volley Authority 80/08/1 i 29pp 


0008270379 Forward* Progress Rep t 3 for work related to IE Bulletin 
80-06 Drawing review completed for HPCI 4 reactor coolant 
isolation cooling sy*. 

MILLS, L M Tennessee Valley Authority 00/08/U. 3pp 
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0008270670 Forwards IE Info Notice 80-24, "Low Level fladwasfco Burial 
Criteria " Nd written response required JH Snseiok 000330 
memo end 

O'REILLY'. J P Replan 2, Atlanta. Office of the Director 80/00/14- 
IP 

G0082B05D9 Ack receipt of 000711 ltr informing NflC of steps taken to 
correct items identified in notice of violation L notice 
of proposed imposition of civil penalties Payment af penalty 
received on 300711 

6TELLC3.V Office of Inspection t< Enforcement. Office of the 
Director 80/08/14 Ip 


R Periodic operating reports i< related correspondence 


8008050290 Forwards quarterly fish impingement rept for Apr-June 1980 
MILLS. L M Tennessee Valley Authority 00/07/29 lp 


■0008050276 Quarterly fish impingement rept for Apr-Uune 19G0 
* Tennessee Valley Authority 80/07/29 13pp 


8Q09180322 Forwards monthly operating repts for Jul 1900 
ABERCROMBIE, H Tennessee Valley Authority 80/08/08 ip 


— 0003100332 Monthly operating repts for Jul 1980 

ABERCROMBIE, H Tennessee Valley Authority 80/00/02 3Spp 


S Reportable occurrences. LERt 4, related correspondence 


0008080303 Forwards LER 80-053/03L-0 

CALHOUN, J. R Tennessee Valley Authority 80/00/01 lp 


8009050309 LER 0Q-O53/O3L-O on 800704. during normal operation, 1 inear 
heat generation rate Tech Specs exceeded in three nodes 
Caused by operator raising reactor pressure to clear one 
steam line low pressure isolation Power reduced to conform 
* Tennessee Valley Authority 80/08/01 2pp 


8008120490 Forwards LER BO-055/03L-0 

CALHOUN, J R Tennessee Valley Authority 0O/OB/D6 ip 


— 8008120303 LER B0-03S/03L-0 on 000709, dur 1 ng HPC I special instruction 
4 5 E 1 d t e.PDV 73-43 failed to operate properly Caused by 
valve stuck closed due to loose valve guide Valve 
disassembled t< cleaned t valve guida tightened 
e Tennessee Valley Authority 00/00/06 2pp 


8000120493 Forwards LER 9D-056/03L-0 

CALHOl/N, J R Tenneisee Valley Authority 00/09/00 lp 


— 0009120494 LER 90-056/03L-0 on 90071 1, during normal operation, 1 inear 
heat generation rate Tech Spec limit exceeded in one node 
Caused by withdrawing four control rods five notches Instead 
of thrai Rods inserted three notches 
* Tennessee Valley Authority BQ/0S/08 2pp 


DQQ8I9Q437 Forwards revised LER 80-026/03L-1 

CALHOUN, J R, Tennessee Valley Authority 80/00/08 lp 


— 6008190441 Revised LER 8O-026/Q3L-1 • on 800322, HPCJ stop valve TCV-73-18 
would not open completely Caused by worn mechanical 
overspeed trip piston Preventative maint program has been 
established 

s Tennessee Valley Authority 60/08/08 2p p 


DOCKET 50-260 BROWNS FERRY NUCLEAR POWER STATION, UNIT 2 


F Sscurity, medical, emergency & fir* protection plans 


BOO303O244 Ac It util willingness to participate In fir* protection sya 
testing research program Lists members of NRC team for 
800731 site visit 

IPPOLITO, T A Operating Reactors Branch 2 00/07/23 2pp 


I Osneral correspondence 


9009 130254 Responds to 000620 ltr re incineration of low level waste at 
facility Licensee plans to Install vol reduction sys NRC 
will hold public hearing »• perform environ assessment of 
proposed action 

NOVAK, T N Assistant Director for Operating Reactors 8O/0B/12 

ip 


8003270340 Forwards constituent S0O727 ltr re util proposal to dispose 
of low level vaduiaste in incinerator Requests continuous 
updates on status of NRC consideration ot proposal 
SASSER, J 5enate B0/0B/I9 3p p 


I Financial information 


9008270529 Forwards info tD meet guarantee requirement of retrospective 
premium ays Includes financial statements for FV79, quarter 1 y 
rept. l-yr internal cash flow projection 5 narrative 
statement re curtailment of capital eipenditures 
MILLS. L M . OURALL, J R Tennessee Valley Authority 80/09/22 
52pp 


P Operating license stage documents 1 correspondence 


8000060398 Forwards errata sheets correcting errors in five addl Tfll-2 
related requirements submitted by 000507 ltr Items Involved 
are IT K 3 25. 1 1 K 29 l> II K 3 44 6vc lists end 
EISENHUT, D G Division of Licensing 30/06/09 69p p 


0008060024 Forwards FR notice re 800714-17 regional meetings to address 
portion of Comm i ss i on 000523 memorandum V order describing 
requirements of enviTon qual i f i ca t i on uf electrical 
equipment installed in safety sys 

EISENHUT, 0 0 Division of Licensing 80/06/30 Ip 


•8008060109 Notice of 600714-17 regional meetings to address portion of 
Commission 800523 memorandum b order describing requirements 
of enviion qualification of electrical equipment installed 
in safety sys 8vc lists snd 

EISENHUT, D O Division of Licensing 00/06/27 1 17p p 


600B050064 Requests amend to util Tech Specs within 90 days of receipt 
of ltr re scram discharge vol designs for GIJR control rod 
drive sys to reduce susceptibility to common cause failures 
Model Tech Specs enc I 

EISENHUT, & G Division of Licensing 00/07/07 lp 


— 6000050086 Model Tech Specs re control rod operability 
* Division of Licensing 60/07/07 15pp 


0006060355 Forwards BWR model Tech Specs for NURE0-057B. TMI-2 Lessons 
Learned Category A items 6 proposed wording of conditions 
Requests submittal of license amend application, 
incorporating end specs, within 60 days of receipt 
EISENHUT. D 0 Division of Licensing 00/07/12 2pp 


— 60080603 72 BWR model Tech Specs for NURE0-0D7&, TM 1-2 Lessons Learned, 
Category A items re emergency power supply requirement, 
direct indication of valvo position L instrumentation for 
inadequate core cooling Svc list end 
a Division of Licensing 80/07/12 24pp 


6006250379 Discusses info provided by TVA re critical situation 
concerning electrical power generation for svc area Requests 
written confirmation of TVA situation 

NOVAK, T (1 Assistant Director for Operating fieactoTS 90/07/10 

lp 


— 0006250-394 Requests extension of time for performing IE Bulletin 00-17, 
I tern 2, requirement for scram testing Daily load demands 
due to heat wave have resulted in condition of power 
emergency Testing requirement should be extended to &O0B11 
HILLS, L M Tennessee Valley Authority 30/07/10 2pp 


6008070197 Requests review t, comments on end rept re DWR augmented 
off-gas treatment sys Comments should be provided within 90 
days U/e enc 1 rept 

IPPOLITO, T A Operating Reactors Branch 2 30/07/29 2pp 


60001 10242 Provides info re changes in Ofc of Nuclear Reactor 
Regulation ate 1 1 1 1 es, p o s 1 1 1 o n* h assignments as result of 
30042a reorgani i ation 

NOVAK. T M Assistant Director for Operating Reactors 80/07/30 
2pp 

8008030550 Application for amend to Licenses OPR-33, DPR-52 fc DPR-66 
author 1 1 ing storage of luuj level radwaste generated by 
onsite operation for life of plant Facility description, 
const schedule t* related drawings end 

MILLS. L II Tennessee Valley Authority 30/07/31 630pp 


6008220409 Fonuards request for addl info for evaluation of facilities 
reactor bldg crane conformity to NOREG-OS34, "Single- 
Failure-proof Cranes for Nuclear Power Plants “ 

NOVAK. T H Assistant Director for Operating Reactors 00/00/04 
14pp 
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8006090285 Application to cmsntl Licenses DPR-33 6 DPR-52. Chang mg 
Test Specs Remittance tor Class III Fee for Unit i 6 Class I 
fee for Unit 2 feeing wired Responses to 000400 J, 0509 ltr* 
ancl 

MILLS. L M Tennessee Valley Authority 80/0S/OA 3pp 


8008070198 Forwards Suppl 2 to IE Bulletin S0-I7* 
Control Rods to Fully Insert During Scram at BWR 
response required 

O'REILLY, J P Region 2/ Atlanta Office of the 
2f>P 


“Failure of 76 a# 163 
" Written 

Director 80/07722 


--3003080208 Proposed changes to Tech Specs re limiting conditions for 
opet otlon 6 surveillance requfremsnts 
« Tennessee Valley Authority 80/08/06 99 pp 


9006070094 Responds to IE Bulletin 80-16 No Rosepiount Model 
1IS2 pressure transmitters w/Output Code* A or D are 


installed in an g safety-related application 




Hall 




1151 or 


>3008080294 Application far amend to Tech Specs of Licenses DPR-33, 
UpR-52 J DPR-68, implementing mods to auxiliary electrical 
sys La tesolve ambiguities in light of stringent safety 
policies of IVA Board U NftC 

MILLS. I H Tennessee Valley Authority 80/08/06 2pp 


00O8I3O5S9 Confirms critical power 
8000716 ltr requesting eitension 
of IE Bulletin 30-17 Action Item 
WEINER. R E Energy. Dept of 


supply situation outlined in util 
of deadline for performance 
2 scram tests 
80/07/28 Spp 


--00OSOBO301 Proposed changes to Tech Spec* 3 9 t, 4 9 r# limiting 
condition* for operation \ surveillance requirement* of 
auxiliary electrical sy* Includes justification for proposed 
Tech Specs change* 

* Tennessee Valley Authority 80/08/06 20pp 


8008140283 Forwards investigation results in response to IE Bulletin 
BO-14 Two instpneas at scram discharge vol high-level alarm 
tail float damage 6 one instance of drain valve operability 
degradation identified 

MILLS, L M Tennessee Valley Authority 90/07/28 5pp 


8008 1 30244 Advises that fees re SOO90? application for change in Tech 
Spet s . <ui th drawn in util BOOST?! ltr. are being retained by 
NFIC Review of application had started before witfidrewsl 
MILLER. U 0 License Fee Management Branch 80/08/08 Jp 


8008260203 Forwards IE Suppl l to IE Info Notice 80-06, “Notification 
of Significant Events at Operating Power Reactor 

O'REILLVW P Region 2, Atlanta, Office of the Director. 80/07/29 
If 


8008200071 Responds to util info re primary coolant sys pressure 
isolation valve* Two specific Event 5 valve configurations 
do not exist at facility Further activity re feroader topic 
or intersys LOCAs may be required 

IPPQLITO T A Operating Reactors Branch «? 60/08/00 3pP 


— 8008200121 ‘'Primary Coolant E?s Pressure Isolation Valves," for Browns 
Ferry Units 1,2 t 3 Technical evaluation rept 

NOEU-.P N , smwElL.T C Franklin Insti tote/Frankl in Research 
Center NflC-03- 79-1 IB 60/07/21 5pp 


000819024B Application for amend to Licenses 0PR-33, DPfi-52 *, DPB~60> 
consisting of Tech Spec changes for steam line space high 
temp Isolation* of HPC l . reactor core isolation cooling & 
main steam isolation sy* while retaining alarm function* 

MILLS, L M Tennessee Valley Authority 00/09/12 2pp 


- -800S1902SB Promoted changes to Tech Spec, for *tea<n line space high temp 
isolations of HPCI.reactor core isolation cooling fcnaln 
steam Isolation &yn while retaining alarm function* 

* Tennesiee valley Authority CO/Oa/iS 16pp 


300814030? Application for amend to License* DPfl-33 6 BPR-52, e h anging 
T^ch Spec* to extend values Of mai average planar linear 
heat generation rate v* fuel exposure Justification provided 
a* errata 4 addenda to end LflCA analyses 
MILLS, L It Tennessee Valley Authority 80/00/13 2pp 


8O0814O31 1 Promoted Tech Sp e< *, e « tend log values of max average planar 
linear heat generation rate v« fuel exposure 
* Tennessee valley Authority BD/08/13 llpp 


8008140576 Forwards IE Bulletin 90-29, "Failures of Hestinghovse Type 
W-Z Spring Return to MeutTal Control Switches " Requests 
info re estimate of na^powot* fls^ocijtsd w/c orrec t i ve 
action* needed after identifying problem an/m/'U 

O'REILLY. J P Region 2. Atlanta, Office a* the Director 80/07/31 

*P 


8008200394 Forward* IE Bulletin 80-19, "Failures of Mercury-Wetted 
fteldy* in Reactor Protective Sy* of Operating Nuclear 
Pouer Plants Designed fey Combustion Engineering » Action 
required by facilities w/OLs or CPs 

0 'REILLY, J P. Region 2, Atlanta. Office of the Director 

ip 


80/07/31 


9003180665 Forwards response to IE Bulletin 80-17 Proper scram solen id 
valve feus operation verified by monitoring each of eight rod 
scram qroup buses independently Scram discharge vol tank 
alarm malfunction rept not required by F8AR or Tech Bpecs 
PARRIS, HO Tennessee Valley Authority 00/08/01 6pp 


8008150097 Forward* ££ tn*p Repts 50-259/80-39,50-260/80-2.* 
-23 on 800707-10 No non c omp Uane e noted 

O'REILLY, J P Region 2. Atlanta. Office of the Director 
2PP 


& 50-296/80 

ao/os/0* 


-8008150313 IE Insp Repts 90-039/80-29,80-260/80-22 b 30-296/00-23 on 
80070 7“ 10 Ho nencompliancB noted Major areas inspected 
security plan t, organ! latifn 4* physical harrier* Detail* 
withheld Ir«f 10CFR2 7901 . . .. 

QTLLESP IE. F P , TILLMAN, A Region 2, Atlanta, Office of the 


n f pdf tor 


afl 


inspection reports. If! Bulletin* i correspond ence 


3l>aJ9u014 Ac* receipt of 750224 ltr informing NRC of *tep* *al»n *® 
correct violation* noted in IE Insp Rafts 30-259/75-02 * 
50-260/79-03 , ,,,, . .. 

DAVIS. T o Oft ice of Inspection 4 Enforcement, Office of the 
Director 75/04701 Cp 

£3008190018 Respond* to LiRC ltr r* violations noted ir IE l»'*P Repi* 
50-259/75-02 b 30-260/73-02 Corrective actions developing 
design tx) prevent backflow from plant stack to standby ga* 

treatment *y» „ 

OILLELAHD, J F T*nrxes*»x> Valley Authority 80/02/24 3pp 


>006046? Forwards IE Bulletin 00-17, "Failure of 76 of 195 Control 
od» to Fully Insert During Scram at 3WR " Written response 

'V1EILLY, JP Region 2, Atlanta, Office of the Director Q0/07/03 
P 


8O7O081 Forward* Suppl 1 to IE Bulletin 80-17, "Pa»»vre of 76 of 185 
ontrot nods to Fully tnfort During Scram at EWR “ Written 
espouse required . ^ 

•RE ILLY, J P Region 2, Atlanta. Office of the Director 80/07/1*1 


>060303 Responds to IE Bulletin 80-17. "Failure of 76 of 183 Control 
ds to Fully Inert During Scram at BWH " More 
»»fc for scram discharge vent valve* completed on 800720 
tSOU.J U Tennessee Valley Authority 80/07/32 ip 


0008180169 Responds to IE Bulletin B0-l7,8uppl 1. "F«Uure of 76 of 1&9 
Control Rods to Fully Insert During Scram at 13WR Revised 
operating procedure* specify remedial action in event of 
water level detection in scram header 

MILLS, L II Tennessee Valley Authority 80/08/07. 4pp 


8008180197 Forwards IE Info Notice 80-29. "Broken Stud* on Terry 
Turbine Steam Inlet Flange " No specific action of response 

CTREILLvfj p Region 2, Atlanta, Office of the Director 80/08/07 
tf 


>08260239 Forwards monthly statu* rep fc for work through 800B01 re 
IE Bulletin 79-14, "Seismic Analyst* for A*-Boilt 
Safety-Related Piping 8y* » Include* info re drawing 
configuration inip.pipe support Imp I o')!? 

fllLLSfU M T*nnes-s«« V-alloq Authority 00/08/11* 2*?pp 

>08270379 Forwards Progress Repfc 3 for work related to IE Bulletin 
80-06 Drawing review completed for H & CI it reactor coolan 
ksolstidn cooling *y* ....... 

HILLS, L M Tennessee Valley Authority 80/00/11 3pP 


108270679 Forward s IE Info Notice 80-24, "Low Level Radwaet. Burial 
Criteria " No written response required JHSnieiek 800530 

O'REILLy) J P Region a, Atlanta, Office of the Director 80/09/14 
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R Periodic operating reports i related correspondence 


B00B03-Q29O Forwards quarterly fish impingement rept for Apr-June 1900 
MILLS, L 11 Tennessee Valley Authority 80/07/2? !p 


— 0008050295 Quarterly fish impingement rept for Apr-June 1*730 
* Tennessee Valley Authority 80/07/29 13pp 


8003160322 Forwards monthly operating repts far Jul I960 
ABERCROMBIE. H Tennessee Valley Authority 80/08/09 Ip 


— 0008180332 Monthly operating repts for Jul 1980 

ADERCROMBIE.H Tennessee Valley Authority 00/08/02 35pp 


5 Reportable occurrences. LERs i related correspondence 


6000090303 Forwards LER 80-026/03L-0 

CALHOUN, J R Tennessee Valley Authority 00/07/20 lp 


— 0008050390 LER B0-026/03L-0 on 800627. during normal operation. 2A -450 
volt reactor motor operated valve board lost power to normal 
feeder breaker. supp 1 1 ed from 3A compartment of 2A 480 volt 
shutdown board No cause determined Power sensor installed 
* Tennessee Valley Authority 00/07/28 2pp 


B00S120472 Forwards LER 80-027/03L-0 

CALHOUN. JR Tennessee Valley Authority 00/08/08 lp 


—8008120405 LER GO-0S7/O3L-O on 000712, while performing 81 4 1 A il 
reactor protection sys scram. channel B1 relay failed to 
de-energiie Caused by inoperable limit switch on M9JV 1-30 
dus to corrosion Limit switches replaced 
a Tennessee Valley Authority 00/00/08 2pp 


8008190449 Forwards LER GQ-Q20/O3L-O 

CALHOUN. J R Tennatsee Valley Authority SO/OB/13 lp 


— 6000190449 LER 8O-O20/O3L-O on 000715. core spray discharge pressure 
switch 2-PB-7S-35 did not operate within Tech Spec limit 
Caused by instrument drift Switch was imp ec ted. c al if>r h 
functionally tested for repeatability 
* Tennessee Valley Authority BO/OB/13 2PP 


0000260524 Forwards LER 80-029/03L-0 

CALHOUN, J R Tennessee Valley Authority 60/03/20 ip 


— 6008260537 LER S0-029/03L-0 on 000722, while performing Surveillance 
Insp 4 1 A-7, reactor low level switch LI9-3-2Q3C did not 
operate within Tech Spec limits Caused by instrument drift 
Switch inspected l recalibr 

• Tennessee Valley Authority 80/08/20 2po 


DOCKET 50-26 1 H fi ROBINSON PLANT. UNIT 2 


F Security, medical, emergency 8> fire protection plans 


8008050197 Forwards Revision 1 of safeguards contingency plan Plan 
withheld (ref 10CFR2 790) 

UTLEY, E E Carolina Power tt Light Co 00/03/01 lp 


BO0B060279 Forwards Revision 6 of industrial security plan Plan 
withheld (ref 10CFR2 7901 

UTLEY, E E Carolina Power «< Light Co 00/08/04 lp 


8003000275 Forwards replacement page to util 800618 emergency plans, 
correcting control room emergency personnel listing Informs 
that no response received from NRC re util emergency plans * 
proposals which could delay facility completion 
UTLEV.E E Carolina Power it Light Co 00/00/04 3pp 


E0092IQ426 Forwards drawings bo be inserted in Revision 6 of recently 
submitted security plan Drawings withheld (ref 10CFR2 790) 

WALKER* J B Carolina Power L Light Co 80/08/11 lp 


P Operating license stage document* 6 correspondence 


3008060358 Forwards errata sheets correcting errors in five addl TMI-2 
related requirements submitted by 000507 Itr Items involved 
are II K 3 25, 1 1 K 27 l II K 3 44 Svc lists end 
EI8ENHUT.0S Division of Licensing 00/06/09 69pp 


0008060024 Forwards FR notice re 000714-17 regional meetings to address 
portion of Commission S00523 memorandum * order describing 
requirements of environ qua 1 1 1 1 cation of electrical 
equipment installed in safety sys 

EIEENHUT. D 0 Division of Licensing 00/06/30 lp 


— 8006060139 Notice of 800714-17 regional meetings to address poition of 
Commission 600523 memorandum 6 order describing requirements 
of environ qualification of electrical equipment installed 
in safety sys 8vc lists me I 

EISENMtir, D C Division of Licensing 60/06/27 117pp 


8008200066 Informs util of adm i ni s tra t i ve error re issuance of Page 
3 5-10 Tech Specs copy should be corrected w/encl revised 
page 

VARQA, S A Operating Reactors Branch 1 60/07/07 3pp 


8009140079 Submits names of Ofc of Nuclear Reactor Regulation contacts 
for facility resulting from r e organ! la t t on of 800428 
NOVAK, T M Assistant Director for Operating Reactors 60/07/21 

2pp 


800B040149 Application for amend to License DPR-23. changing Tech Specs 
to incorporate eiistlng interim administrative procedures re 
RP1 sys misalignment limits Fee enc 1 

UTLEY, E E Carolina Power i Light Co 80/08/01 2pp 


—0003040150 Proposed Tech Spec Pages 3 10-2,3 IO-2A.3 10-1 1 it 3 10-1 IA 
re administrative procedures concerning RPI sys misalignment 
1 Units 

* Carolina Power 4. Light Co 80/08/01 4pp 


3009120515 Submits revised ECCS analysis Unit 2 can operate at 107, tube 
plugging at eiisting limits U remain within 10CFR50 46 
criteria w/s i gni f i cant margin Two Euan Nuclear Co repts re 
ECCS analysis enc I 

UTLEV.E E Carolina Power *, Light Ca 80/08/03 40pp 


COQBI30S51 Forwards info re loss of offsite power survey per B00609 
requeit 

UTLEY, E E Carolina Power *- Light Co SO/QB/07 !3pp 


8008210180 Responds to 800709 ltr requesting interpretation of ANSI 
N45 2 10 re longhand signature on certificates of 
conformance Recommends forwarding details to ASME for 
official interpretation 

HAASS. W P Quality Assurance Branch 00/08/12 lp 


Q Inspection reports. IE Bulletins 4 correspondence 


0008100323 "Environ Qua 1 1 f 1 ca fc ion of Electrical equipment." first 
i isue, lubmi tted as 90-day rept in response to IE Bulletin 
79-Q1B 

* Carolina Power it Light Co 60/06/30 98pp 


0008180178 Forwards IE Imp Rept 50-261/00-10 on 600609-13 No 
noncomp I i one « noted 

LEWIS. R C Region 2, Atlanta. Reactor Operations Nuclear Support 
Branch 80/07/11 2pp 


— 8008160(81 IE Imp Rapt 50-261/80-10 on 300609-13 No noncompl lance 
noted Major areas inspected program re control of 
centrifugal pumps made by Dresser Industries It review of 
relevant documents 

SHAFER, W D , FOSTER. L E Region 2. Atlanta. Office of the 
Director 80/07/11 7pp 


0008270262 Forwards IE Insp Rept 50-261/00-13 on 800616-20 No 
noncompliance noted 

LEWIS- tt C Region 2, Atlanta, Reactor Operations Nuclear Support 
Branch 80/07/14 2pp 


— 0000270268 IE Insp Rept 50-261/00-13 on 000616-20 No noncompliance 
noted Majoi areas inspected operations L bulletins 

KELLOGG, P J Region 2, Atlanta. Reactor Operations Nuclear Support 
Branch HARDIN, A K Rogian 2, Atlanta. Office of the Director 
60/07/14 4pp 


0000130309 Forwards NRC evaluation of 790423,0626,0712 * 0B23 
responses to IE Bulletins 79—06A b 79- 06A, Revision 1 
Appropriate actions to bulletin requirements have been 
taken 

VAROA* S A Operating Reactors Branch l BO/07/17 16pp 


300&1200S6 Forwards IE Circular 00-17, "Fuel Pin Damage Due to Hater 
Jet From Baffle Plate Corner " No written response required 
0 'REILLY, J P Region 2. Atlanta. Office of the Director 80/07/23 

Ip 
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3008080423 Forwards nonprop r i star y IE insp Rept 50-26 1 /BO-17 o n 000715 
No none omp l tone e noted Details withheld (ruf IQCFR2 7901 
KENNA, U S Region 2/ Atlanta. Safeguards Branch 00/07/29 2pp 


— 0OO9Q3O427 Nomproprietary IE Insp Rept 50-261 /SO- 1 7 on 000715 No 
noncomp 1 i ance noted Major areas inspected review of licensee 
action on previous insp findings Details withheld 
(ref 10CFR2 790) 

liCOREi D E Region 3, Atlanta. Office of the Director 
OlLLESPIE.FP Region 2. Atlanta. Safeguards Branch 90/07/29 

»P 


8009180 642 Responds to IE Bulletin 00-16 re Rcsemount, Inc pressor* 
transmitter Pressure transmitter PT-950A sub j to esposur* of 
140X input resulting in anomalous output signal has 
no safety-related function Corrective actions not required 
FOPR, B J Carolina Power 6 Light Co 90/07/29 Ip 


80OB26O17? Forwards IE Suppl 1 to IE Info Notice 80-06. “Notification 
or Significant Events at Operating Rower Reactor 
Facilities " 

0 'REILLY. J P Region 2. Atlanta, Office of the Director 80/07/29 
lR 


0008150141 Forwards 1£ Bulletin 00-20. "Failures of Wcstlnghouse Type 
W-2 Spring Return to Neutral Control Switches " Requests 
info re estimate of manpower associated w/correctivi 
actions needed after identifying problem 

0 'REILLY, J P Region 2, Atlanta, Office of the Director 30/07/31 
>P 


6008160119 Forwards IE Bulletin 00-19. ''Failure* of Mereury-We tted 
Matrit Relays in Reactor Protective 3y* of Operating Nuclear 
Power Plants Designed by Combustion Engineering " Action 
required by facilities w/CLa or CPs 

O'REILLY. J P Region 2, Atlanta. Office of the Director SO/07/31 
IP 


0008150479 Forward* IE Info Notice SO-29, “Oroksn Studs on Terry 
Turbin* Steam Inlet Flange “ No specific action or respome 
requested 

O'fiEILLY, J P Region 2. Atlanta. Office of the Director 80/08/07 
if 


B008150394 Forwards Revision 2 to 000429 steam generator insp it SER 
Revision provides mare accurate eddy current test data 
results & chronolog leal classification of tube degradation 
Conclusion not altered by revision 

OTLEY.E E Carolina Power & Light Co 00/08/11, 3pp 


3008270382 Responds to IE Bulletin 80-15 Direct Insp of emergency 
notification sys power source conducted w/result* forwarded 
800626 Sys power source is from onsite power 
FURR, S J Carolina Power tc Light Co 30/00/ 1 4 3pp 


008270680 Forwards IE Info Notice 00-24, “Low Level Radwaste Burial 
Criteria " No written response required OK Snieiek 800330 
memo end 

O'REILLY, -J P Region 2, Atlanta, Office of the Director 80/00/14 
»P 


Periodic operating reports t related correspondence 


>08120337 Forward* monthly operating repfc faT Jul 1900 
STARKEY, R B Carolina Power S; Light Co 00/03/07 Ip 


8008120591 Monthly operating rept for Jul 1900 

WATFORD, M L Carolina Power «< Light Co 80/08/03 3 pp 


0827084S forwards “Effluent A (Taste Disposal Semiannual Rept for 
Jan -June 1990 “ 

STARKEY, R B Carolina Power it Light Co 00/08/22 Ip 


SOQ02703S2 “Effluent 4 Waste Disposal Semiannual Rept for Jan-June 
1980 '■ 

* Carolina Power ft Light Co 00/08/22 82 pp 


Reportable occurrences, LERs 4 related correspondent* 


8120519 Forward* LER 00 - 0 1 5 / 0 l T -0 

iTARKEV.fi 0 Carolina Power t Light Co 30/08/07 2pp 


■009120329 LER 8O-015/O1T-0 on 000726, rfur Ing periodic test,PT-19A. 
reactor protection sys relays RT-5 ft fir-6 failed to energies 
h wera replaced Caused by shorting' condition where field 
wires connect to coll wires Relays returned to vendor 
STARKEY, R 8 Carolina Power 4, Light Co 80/00/07 lp 


8009260549 Forwards LER 80-01 A/03L-0 

STARKEY, R B Carolina Power 4 Light Co 80/0B/2i lp 


— B009260S4 1 LER 80-016/03L-0 on 800710, two Orinnel unit* found 
inoperable Caused by reservoir fluid levels below required 
min limit* Reservoir gaskets t fluid supply lines removed, 
cl sailed, inspected 4 reinstalled 

STARKEY. R 0 Carolina Power 4 Light Co 00/08/31 2pp 


DOCKET 50-362 BRIGHAM YOUNG UN IV RESEARCH REACTOR 


0 Inspection reports, IE Bulletins 4 correspondence 


G008140158 Forwards IE Circular 80-14, “Radioactive Contamination of 
Plant Demi nera 1 i red Water Sys 6 Resultant Internal 
Contamination of Pers-onnel " No response required 
SEYFRIT, K V Region 4, Dellas, Office of the Director 80/06/24 
IP 


DOCKET 50-263 MONTI CELLO NUCLEAR GENERATING PLANT 


F Security, medical, emergency *• fire protection plan* 


8000060144 Act receipt of 800403 Revision 9 to security plan Agree* 
that change* are consistent w/code requirements Changes to 
security plan will be withheld (ref 10CFR2 790) 

IFPQLITO, T A Operating Reactor* Branch Z 90/07/21 2pp 


9008120107 Submits add! info required by fire ‘protection safety 
evaluation for remaining open Items 3 18 (2) re fire 
barrier around Div 11 cable tray*. Sect ion 3 1 0(4) re load 
ctr fire walls 4 Section 3 1 9 re cablet 
HAVER, L 0 Northern State* Power Co 80/08/05 3pp 


0008270730 Notification of 800319,20 it 22 workshops in Valley Forge, PA, 
Chicago, fL ft Atlanta, GA, respectively, to solicit public 
comment re NVREG-0696, “Functional Criteria for Emergency 
Response Facilities. " 

KEPPLER,J 0 Region 3, Chicago, Office of the Director 00/00/11 
8pg 


H General correspondence 


3008060111 Comments on proposed rule 10CFR20 limit* of contamination 
for disposal of matl as nonrsd ioaetive waste k release of 
mat! for unrestricted use should be developed & incorporated 
^/proposed rule 

WtNOBCKILL, J, E Northern States Power Co 00/07/08 3pp 


P Operating license stage documents ft correspondence 


8008060359 Forward* errata sheets correcting error* in five add! TMl-2 
related requirement* submitted by B00307 itr It»m* involved 
are 11 K 3 25, il.K 29 it U K 3 44 8vc list* *ncl 
gISENHVT, DO Division of Licensing 80/06/09 69pp 


8000060024 Forwards FR notice re 800714-17 regional meeting* to address 
portion of Commission 800923 memorandum & order describing 
requirements of environ qualification of electrical 
equipment installed in safety sy*. 

E I9ENHUT, D 0 Division of Licensing 80/06/30 ip. 


— 8008060 1 S9 Notice of 000714-17 regional meeting* to address portion of 
Commission 800923 memorandum 4 order describing requirements 
of environ qua 1 i f i ca t i on of electrical equipment Installed 
in safety sys Svc lists end 

E13ENHUT. 0 0 Division of Licensing 00/06/27 U7pp 


00O0O5GG64 Request* amend to util Tech Specs within 90 days of recaipt 
at Itr re scram discharge vot designs for BWR control rod 
drive sys to reduce susceptibility to common cause failures. 

Model Tech Specs end 

EI8ENHUT, DG Division of Licensing 80/07/07 ip 


— B0O8O30G06 Hodel Tech Specs re control rod operability 
* Division at Licensing 00/07/07 l5pp 


B00-B 060353 Forward* BWR model Tech Specs for NURE0-0578, TMI-2 Lessons 
Learned Category A items & proposed wording of condition* 

Requests submittal of license amend application, 
incorporating end spec *, wi tf> »n 60 days of receipt 
ElfiENHOT, D 0 Division of Licensing 80/07/12 2pp 
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--8008060372 BWR model Tech Specs for NUREG-Q578, TMI-2 Lessons Learned, 
Category A Items re emergency power supply requirement! 
direct Indication of valve position 5 instrumentation for 
inadequate core cooling Svt list end 
• Division of Licensing HD/07/12 24pp 


BOO BO 70205 Forwards Suppl 2 to IE Dull e tin B0-17i "Failure of 76 of 105 
Control Rods to Folly Insert During Scram at BUR 1 Written 
response required 

KEPPLER, J Q Region 3, Chicago. Office of the Director 00/07/22 

2pp 


0003000096 Confirms 800724 telcon notification of 800730-31 meeting <uY 
operating BUR licensees in Oten Ellyn. IL to discuss as-built 
scram discharge vol it piping Schedule end 

HEI8HMAN. R F Region 3, Chicago. Reactor Operations Nuclear Support 
Branch 80/07/24 4pp 


9008000139 Submits response to IE Bulletin 80-16 Rosemount Hodel 1131 
or 1152 transmitters are not installed in any 
safety-related application 

GILBERTS. D E Northern States Poser Co 80/07/24 Ip 


8008090091 Confirms 800725 telcon notification of 800730-31 meeting w/ 
operating BUR licensees in Glen Ellyn. IL to discuss as-built 
scram discharge vol it piping Schedule end 

HET&HKAN.R F Region 3p Chicago. Reactor Operations Nuclear Support 
Branch 80/07/25 4pp 


6000070187 Provides info re Ofc of Nuclear Reactor Regulation change# 
in pfe t i 1 1 es. p os i t ions V assignments of personnel due to 
resrganl latl on 

NOVAK. T M Assistant Director for Operating Reactors 80/07/30 
2pp 


8000030326 Forwards application for amend to App A Tech Specs of 
License DPR-22, adding addl fire protection requirements 
HAVER. L 0 Northern States Power Co 80/07/31 2pp 


8008070131 Responds to Suppl 2 to IE Bulletin 00-17 re failure of 
control rods to insert Mods made to provide positive vent 
path foT scran discharge vol 

GILBERTS. D E Northern State* Power Co 80/07/25 2pp 


H008070147 Submits response to IE Bulletin 00-14 re degradation of OWR 
scram discharge voi capability Scram discharge vo t verified 
operab lc 

GILBERTS, D E Northern States Power Co 80/07/25 2pp 


60GB150331 Forwards supplemental IE Info Notice 00-06, "Notification of 
Significant Events at Operating Power Reactor Facilities " 

No written response requtred 

KEPPLER, J Q Region 3. Chicago, Office of the Director 00/07/29 
£p 


■EOCB08Q335 Application for amend to App A Tech Specs of License DPR-22. 
revising Sections 3 13 5 4 13 re fire detection t< protection 

syi 

* Northern States Power Co BO/07/31 2pp 


8008180093 Forwards IE Bulletin 00-20, “Failures of Westinghouse Type 
W-2 Spring Return to Neutral Control Switches " Action 
required 

KEPPLER. J 0 Region 3, Chicago, Office of the Director 00/07/31 

tp 


— 8008090342 Proposed changes to Tech Specs 3 13 it 4 13, revising fire 
detection t protection eye 

* Northern States Power Co B0/07/31 15pp 


QOQ0OBO3O3 Forwards revised description of mod to provide automatic 
degraded voltage protection Info suppls util 780421 ltr 
describing lost of voltage logic 

MAYER. L □ Northern States Pouter Co 00/00/04 12pp 


3008140286 Forwards summary technical rapt. "Reactor Primary 
Containment Integrated Leak Rate Test." May 1980 
HAVER, L 0 Northern 8tates Power Co 80/08/08 lp 


— B00814028S "Reactor Primary Containment Integrated Leak Rate Test," 
May 1900 

G0RAN3DN. R A Northern States Power Co 80/05/31 4ipp 


8000200441 Forwards IE Bulletin 80-19, “Failures of Mercury-Wetted 
Matrin Relays in Reactor Protective Sy« of Operating Nuclear 
Power Plants Designed by Combustion Engineering " Action 
required by facilities w/OLs or CP* 

KEPPLER. J G Region 3, Chicago. Office of the Director B0/07/31 
IP 


8008130161 Responds to IE Sulletln 80-17, "Failure of 76 of 109 Control 
Rods to Fully Insert During Scram at BUR " All rods fully 
Inserted w/normal scram time* during manual t automatic 
scram tests 

GILBERTS, D E Northern States Power Cu 80/08/01 8pp 


8009180136 Forwards IE Bulletin 80-20, "Failures of Westinghouse Type 
W-2 Spring Return to Neutral Control Switches," sent to 
listed licensees for action on 800731 

PAPPAS. H Region 3, Chicago, Office of the Director 90/08/01 lp 


O Inspection reports, IE Bulletins & correspondence 


B009H0095 Forward* IE Insp Rept 30-263/00-12 on 800603-06 *t notice of 
violation 

HEI8HMAN. R F. Region 3, Chicago, Reactor Operations Nuclear Support 
Branch 80/07/01 2pp 


— 800BI 10-099 Notice of violation from insp on 800603-06 

» Region 3, Chicago, Reactor Operations Nuclear Support Branch 
80/06/30 lp. 


— 0008110102 IE Insp Rept 50-263/80-12 on 800603-06 Noncomp 1 i anc# noted 
failure to follow r aqua li f i ca t i on program procedure* 

JACK I U, I N , SCHULZ, R. D , WARNICK, R F Region 3, Chicago, Office 
of the Director 80/06/30 4pp 


3008110512 Forwards IE Insp Rept 90-263/79-22 on 800603 
No noncamp 1 lance noted 

DAVIS.A B Region 3, Chicago, Fuel Facility it Materials Safety 
Branch 80/07/01 2pp 


— 0009110518 IE Insp Rapt 50-263/79-22 on 800603 No noncompl lanes noted 
Major areas inspected * telephone discussion it closeout of 
results of previous sample collection U submission of 
spiked samples 

JANUBKA, A 0 , ESS 10, T H Region 3. Chicago, Office of the 
Director. BO/06/25 4pp 


3009060474 Forwards IE Bulletin 00-17. "Failure of 76 of 195 Control 
Radi to Fully Insert During Scram at BWR 11 Written response 
required 

KEPPLER, J 0 Region 3, Chicago. Office of the Director 80/07/03 
lp 


8000070096 Forwards Suppl 1 to IE Bulletin 8D-17. "Failure of 76 of 185 
Control Rod* to Fully Insert During Scram at BWR " Written 
response required 

KEPPLER, J 0 Region 3. Chicago, Office of the Director 00/07/18 


8008250036 Responds to IE Bulletin 60-15, "Passible Loss of Emergency 
Notification Sys (ENS) W/Loss of Offsite Power * Emergency 
dieset generator will supply power to emergency notification 
syi in case of offsite power loss 

GILBERTS, D E. Northern States Power Co 80/08/05 2pp 


0000190615 Ac k receipt of 800724 ltr informing NRC of steps taken to 
correct violations noted in IE Insp Rept 90-263/80-13 
HIND, J A Region 3, Chicago, Safeguards Branch B0/D8/06 lp 


— 8008190633 Ack receipt of NflC 800702 ltr re violations noted in IE Insp 
Rapt 50-263/80-13 Corrective actions withheld 
i ref 10CFR2 790) 

GILBERTS, D E Northern States Power Co 00/07 /24 Ip 


8008260049 Responds to IE Bulletin 79-03A, "Longitudinal Meld Defects 
in ASHE BA-312. Type 304 Stainless Steal Pipe " Thorough 
review completed of saf ety-related sy* No applications where 
Type 300 series fusion welded pipe used 
GILBERTS, D E Northern States Power Co 80/08/06 lp 


8008280070 Responds to IE Bulletin 80-17. "Failure of Control Rods to 
Insert During Scram at BUR " Informs that all licensed 
personnel reviewed procedures to recognise it mitigate event 
similar to Browns FerTy Training completed S00B05 
GILBERTS, D E Northern States Power Co 80/09/06 2pp 


8008100218 Forwards IE Info Notice 80-29, "Broken 8tuds on Tarry 
Turbine Steam Inlet Flange 11 Ho specific action or response 
requested: 

KEPPLER, J 0 Region 3, Chicago, Office of the Director 80/08/07 
lp. 


8008280331 Responds to Part A of IE Bulletin 80-17, Suppl k re control 
rod failure during scram Procedural implemented that 
require immediate scram if header water level threatens 
■cram capab i 1 i ty 

GILBERTS, D E Northern States Power Co 80/08/07 12pp 
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8008270273 Ack receipt of 800723 1 1 r informing NRC of steps taken to 
correct delations noted »n IE Insp Rept 50-263/60-12 
HE I SHIIAff. -R F Region 3, Chicago. Reactor Operations Hue 1 ear fiupport 
Branch 60/08/14 Ip 


- - 80082 7 0282 Responds to NRC 800701 ltr re violations noted in IE Imp 
Rept 50-263780-13 Corrective actions requal l f Icat i on 
program revised u/addl procedure to identify licensed 
personnel requiring retraining 

GILBERTS, D E Northern States Power Co 80/07/23 Ip 


ft Periodic operating reports 4 related correspondence 


80081103)6 Forwards monthly operating rept tor Jul 1990 
HAVER. L 0 Northern States Power Co 80/09/06 Ip 


— 8008 1 10317 Monthly operating rept for Jul 1960 

MVRABO, A L Northern States Power Co 80/03/09 4pp 


3008210336 Forwards "Environ Monitoring fc Ecological Studies Program. “ 
1979 annual rept 

WARD, £ C Northern States Power Co SO/OS/14 lp 


--60082103*40 “Environ Monitoring t Ecological Studies Program. “ 1979 
annual rept 

« Northern States Power Co 80/07/19 lOOpp 


S Reportable occurrence*! LEfts 4. related correspondence 


0008 120531 Forwa Td* L£R 30-024 /03L-0 

MAYER. L 0 Northern States Power Co 80/09/07 lp 


--8008 120539 LER 80-024/031.-0 on 900707, during normal operation*, reactor 
recirculating loop sample outboard isolation valve failed to 
close Caused by worn out Buna-N disc in solenoid pilot valve 
plunger Solenoid valve replaced 

THURMAN, P Northern States Power Co 80/06/07 lp 


V Operator Eeami nations 


9008070472 Forwards revised procedures for operator training program*, 
per NRC 800507 request re addl TMl-2 related requirements 
QONYEAU.UA Northern States Power Co 80/09/01 33pp 


DOCKET 50-265 0UA0-C l TIES STATION, UNIT 2 


F Security, medical, emergency fc fire protection plan* 


8008120432 Advises of inability to submit security plan revision* until 
S00311 Overall program review schedule will not be affected 
PEOPLES, D t Commonwealth Edison Co 00/07/31 lp 


8009030140 Forwards corrigendum* en rata changes for safeguard* 
contingency plant, App C Encls withheld (ref 30CFR2 790) 
PEOPLES, 0 L Commonwealth Edison Co 8O/OB/01 Ip 


3O0&HO1B8 Forward* security plan revision (App 81 re guard training 
qualification plan Plan withheld (ref 10CFR2 790) 

ABEl, J S Commonweal th Edison Co 80/08/11 lp 


1000270699 Notification of 800819,20 fc 22 workshop* In Valley Forge, PA, 
Chicago, IL fc Atlan ta. GA, r espec 1 1 vely. to- solicit public 
comment re NUSEG-0676, “Functional Criteria for Emergency 
Response Facilities " 

KEPPLER.J G Region 3, Chicago. Office of the Director 80/08/11 

?pp 


General correspondence 


108270533 Advises that JB Abe) has replaced X>L Peoples at util 
director of nuclear licensing Organuation reporting to 
director remains unchanged 

HEED, C Commonwealth Edison Co, 80/08/13 Ip 


Operating license stage documents A correspondence 


00060358 Forwards errata sheets correcting errors in five add! TMI-2 
related requirements submitted by 800507 ltr Items involved 
are 1 1 K □ 25,11 H 29 b If K 3 4*1 Svc list* end 
EISENHUI.D 0 Division of Licensing 60/06/09 69pp 


BQ08QAO024 Forward* FR notice re B007J4-17 regional meeting* to address 
portion of Commission 800523 memorandum & order describing 
requirements of environ qualification of electrical 
equipment installed in safety sys 

E1SENHUT.D 0 Division of Licensing 80/06/30 lp 


— 8008060109 Notice at 800714-17 regional meeting* to address portion of 
Commission 8009-23 memorandum 4* order describing requirements 
at environ qualification of electrical equipment Installed 
in safety sys Svc list* end 

EtSEMHUT. D 0 Division of Licensing 80/06/27 117pp 


8008050064 Bequests amend to util Tech Spec* within 90 days Of receipt 
of ltr re scram discharge vo 1 designs for BWR control rod 
drive sys to reduce susceptibility to common cause failure* 

Model Tech Specs on c 1 

EIBENHUT.D 0 Division of Licensing 60/07/07 lp 


--8008050086 Model Tech Spec* re control rod operability 
* Division of Licensing BO/07/07 13pp 


00OSO6O3S9 Forwards BWR model Tech Spec* for WREO-OS78. TMI-2 Lesson* 
Learned Category A Items ft proposed wording of conditions 
Request* submittal of license amend application, 
incorporating tncl specs, ui th in <60 day* of receipt 
E16ENHUT, D G Divl s 1 on of Lie ens tng 80/07/12 2pp 


— 8008060372 BWR model Tech Spec* for NWEG-0578, TMI-2 Lesson* Learned 
Category A items r« emergency power supply requirement, 
direct indication of vatva position fc instrumentation for 
Inadequate core cooling Svc list end 
« Division of Licensing 80/07/12 24pp 


B009050082 Confirms 000724 telcon re meeting w/eperating BWR licensee* 
6 forwaTdi sample ltr of notification 

HE 1 8HMAN, R F Region 3. Chicago, Reactor Operations Nuclear Support 
Branch 60/07/24 lp 


— 8008050008 Confirms 800724 telcon notification of 800730-31 meeting u/ 
operating BWR licensees in Glen Ellyn, IL to discus* as-built 
scram discharge vo 1 it piping Schedule end 

HEI8HMAN. R F Region 3. Chicago, Reactor Operations Nuclear 
Support Branch 80/07/34 4pp. 


80OS080O96 Confirm* 800724 telcon notification of 800730-31 meeting vf 
operating BWR licensees in Olen Ellyn, IL to discuss as-bullt 
scram diechargo VOl & piping Schedule end 

HE I SHMAN, ft F Region 3, Chicago, Reactor Operations Nuclear Support 

Branch 80/07/24 4pp 


6008040160 Submits list of activities util plant to postpone due to 
financial fc technical manpower limitations Satis for 
judgment 6 completion date* included 
REED. C Commonwealth Edison Co 80/07/25 9pp 


8009050372 Forward* addl info r« primary containment isolation In 
response to NRC request Mods to primary containment 
isolation reset logic made to prevent re*et until valve 
control switches have been placed in closed position 
WANECEH. R F Commonwealth Edison Co 80/07/29 2 pp 


6O0S11O055 Submits changes in Ofe at Nuclear Reactor Regulation ofc 
t i tics, pos 1 1 ion* it personnel assignment* du* to 
r e orga n-i tat i on 

NOVAK, T M Assistant Director for Operating Reactor* 80/07/30 

2pp 


8008140246 Forward* Amend* 57 4 52 to License* DPP-29 fc 0PR-3O. 
resp active l y, safety evaluation fc notice of issuance fc 
ava liability 

IPPOLITO, T A Operating Reactor* Branch 2 80/08/06 5pp 


—8008140231 Amends 57 It 52 to License* DPR-29 fc DPR-30, r**P*ctlv#ly, 
revising Tech Specs, App 0,s» that 2 F per hour temp change 
limit doe* not apply during changes in mode of condenser 
cooling, and changing monitoring reporting requirement* 

IPPOLITO. T A Operating Reactor* Branch 2, B0/OB/O6 10pp. 


— 6008140254 Safety evaluation supporting Amend* 57 & 92 to License* 
DPR-29 it DPR-30, respectively. 

* Office of Nuclear Reactor Regulation, Director 80/08/06 Spp 


— 8008140257 Notice of issuance & availability of Amend* 57 * 52 to 
License* QPR-29 ft DPR-30, respectively 

IPPOLITO, T A Operating Reactor* Branch 2 80/08/06, 2pp 


8009280455 Forward* Amend* 57 l 32 to Licenses Dpfi-29 fc DPR-30, 
r«*peetlveiy, BIS fr notice of issuance fc availability 
IPPOLITO, T A Operating Reactor* Branch 3 80/08/06, 3pp 


DOCKETED ITEMS 
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— 8009200460 Amends 57 &■ 52 to Licenses DPR-29 t< DPR-30, r e spec t i ve ly . 
revising Tech Specs so that 2 F per hour temp change limit 
(foes not apply during changes in mode of condenser cooling 
IPPOL f TO, T A Operating Reactors Branch 3 90/OB/O6 lOpp 


— 8008200463 ElA supporting Amends 57 J, 52 to Licenses OPR-24 b DPR-30. 
respec ti vely 

IPPOL $ TO. T A Operating Reactors Branch 3 B0/08/Q6 2pp 


--6Q09280467 Notice of issuance 4< availability of Amends 57 Si 52 to 
Licenses DPR-29 b DPR-30, re spec 1 1 ve l y 

IPPOLITDjT A Operating Reactors Branch 3 BO/OB/06 2pp 


8009120230 Advises of NRC acceptance of Revisions 11-13 to CE-l-A, 
"Comm Ed QA Program for Nuclear Generating Stations " 

Revisions concern general organi lational 4, programmatic 
changes 

HAAS Si W P Ovality Assurance Branch 00/08/07 lp 


8008280471 Forwards CE-l-A, QA program for nuclear generating stations. 
Reviiion 13 

NAUOHTON.M F Commonweal th Edison Co 00/08/13 lp 


— 0009250483 QA program for nuclear generating s tat 1 oni. R evis i on 13 
a Commonwealth Edison Co CE-l-A R13 80/09/04 143pp 


B008260068 Forwards request for addl info re degraded grid voltages 
Requests response within 45 days 

NOVAK. T H Assistant Director for Operating Reactors 80/00/13 
4pp 


80031 90495 Advises that OE Rept NEDE-24527-P. "Development of Downcomer 
Lateral Load* from Full Scale Test Facility Data." was 
forwarded to NRC by OE 790531 ltr Rept should be included on 
Dresden 6 Quad Cities dockets 

JANECEK, R F Commonwealth Edison Co 80/08/14 Ip 


0008250458 Forwards addl analyses concerning adequacy of station 
electric di*fcribution sys voltages Analyses are based on 
coincidental occurrence of numerous improbable events & are 
very conservative 

JAWECEK, R F Commonwealth Edison Co 00/08/18 9p p 


0000270372 Advises that final part of NEDO'21898, “Mark I Containment 
Program Load Definition Rept” was transmitted to NRC by LJ 
Bobon 790315 ltr, Rept provides info re hydrodynamic loads 
produced on containment sys during LOCA 
JANFCEK.R F Commonwealth Edison Co 80/08/18 Ip 


6008270375 Advises that NE00~2tB88, "Mark 1 Containment Program Load 
Definition Rept" was transmitted to NRC by LJ Sobon 
701228 ltr Rept provides info re hydrodynamic loads on 
containment sys during postulated LOCA 
JANECEK.R F Commonwealth Edison Co BO/O0/19 lp. 


Inspection reports. IE Bulletins 6 correspondence 


0OO014OI26 Forwards IE Insp Repts 50-237/80-10.50-249/80-14, 
50-234/80-14 4 50-265/80-17 on 80Q6J8-t9 No noncomp 1 lance 
no te d 

F10RELLJ.S Region, 3, Chicago, Reactor Construction A Engineering 
Support Branch 80/07/09 2pp 


— 8008140138 IE Insp Repts 90-237/60-1O, SO-249/80-14, 50-254/00-14 t 
50-265/80-17 on 800610-19 Ha moncomp 1 lane e noted Major areas 
inspected licensee actions re IE Bulletin 79-14. discussing 
NRC requirements, proc edure s t analysis review 

YIM. I T Region 3, Chicago, Office of the Director 80/07/03 
4pp 


800S21O530 Forwards addl response to IE Bulletin 80-17, "Failure of 76 
of IBS Control Rods to Fully Insert During Scram at BWR “ 

Analyses performed for MS1V closure resulted in half of 
control rods failing te scram 

JAh'ECEK. ft F Commonwealth Edison Co 80/07/14 6pp 


8008070086 Forward* 9uppl 1 to IE Bulletin 80-17, "Failure of 76 of 185 
Control Rods to Fully Insert During Scram at BUS “ Written 
response required 

KEPPLEft, "J o Region 3, Chicago, Office of the Director 80/07/19 
If 

8008070115 Forwards response to IE Bulletin 80-17 re failure of control 
rods to insert Provides addl info on ATWS w/o recirculation 
pump trip 

JANECEX.R F Commonwealth Edison Co 80/07/18 9pp 


8008070201 Forwards Suppl 2 to IE Bulletin 00-17. “Failure of 76 af 183 
Control Rod* to Fully Insert During Bcram at BWR " Written 
response required 

KEPFLEft. <J G Region 3, Chicago, Office of the Director 80/07/22 
2pP 

8008070153 Forwards response to tE Bulletin 80-14 re degradation of 
UIIR scram discharge vol capability Scran* discharge val 
verified operable 

PEOPLES, D L Commonwealth Edison Co B0/Q7/25 3pp 


8000000086 Responds to IE Bulletin 00-17 re failure of control rods to 
insert fully Mods completed on 800719 to establish positive 
vent path Alternate vtnt paths are positive i. do not depend 
on component operability 

JANACEK.R F Commonwealth Edison Co 00/07/28 2pp 


8008150343 Forwards suppl to IE Info Notice 80-06. "Notification of 
Significant Events at Operating Power Reactor Facilities " 

No written response required 

KEPPLER, J Q Region 3, Chicago, Office of the Director 80/07/29 
»P 


8008100077 Responds to IE Bulletin 80-16 ie Re semount, Inc pressure 
transmitters Transmitter application to be limited to 
acceptable values Detailed evaluation will be performed 
prior to use Site QC has been informed 
PEOPLES, D L Commonwealth Edison Co, 00/07/30 4pp 


9000110005 Forwards IE Insp Repts SO-2S4/BO-1 1 6 30-265/80-14 on 
900509-0603 No noncomp l iance noted 

HEISHMAN.R F Region 3. Chicago. Reactor Operations Nuclear Support 
Branch 80/06/30 2pp 


8008 1 80074 Forwards IE Bulletin 00-20, ’Failures of Westinjhouae Type 
(J— 2 Spring Return to Neutral Control Switches “ Action 
required 

KEPPLER , J Q Region 3, Chicago. Office of the Director 80/07/31 
tP 


--9OO01 10090 IE Insp Repts 50-254/00-11 «< 50-265/80-14 on 800508-0608 
No noncomp lienee noted Major areas inspected operational 
safety verification, maint observation, surveillance 
observation 6 LER followup 

CHR 1 SBOT I MOS. N . 8PESSARD, R L Region 3, Chicago, Office of the 
Director 80/06/27 7pp 


8000200409 Forward* IE Bulletin BO-19, “Failures of Mercury-Wetted 
Matri* Relays in Reactor Protective Sys of Operating Nuclear 
Power Plants Designed by Combustion Engineering " Action 
required by facilities uj/OLs or CPs 

KEPPLER.J 0 riegion 3, Chicago. Office of tbs Director 80/07/31 
IP 


BOQ0O&O47Q Forwards IE Bulletin 80-17. ’’Failure of 76 of 185 Control 
Rode to Fully Insert During Scram at BWR “ Written response 
r equlre d 

KCPPLER, J e Region 3, Chicago. Office of the Director 80/07/93 

lp 


0008180126 Forwards IE Bulletin 80-20, 
W-2 Spring Return to Neutral Control 
listed licensees for action on 900731 
PAPPAS. If Region 3, Chicago, Office 


“Failures of Westmghouse Type 
Swi tches, “ sent to 

of the Director 80/09/01 lp 


0OOS14O173 Forwards IE Insp Repts 50-254/BO-15 b 50-265/80-18 on 
000624-25 No noncompliance noted 

FtORELLIrS Region 3, Chicago, Reactor Construction & Engineering 
Support Branch 60/07/08 2pp 


— 43008140178 IE Insp Repts 50-254/00-13 &■ 50-265/90-18 on ©00624-25 
Wo noncompliance noted Major areas inspected torus support 
mod QA/OC program, procedures b work activity implementation, 
welding S non-destructive enaminatian review 
WARD. K 0 . DANIELSON, D H Region 3, Chicago. Office of the 
Director 80/07/03, 4pp 


8000180242 Forwards IE Info Notice 80-29, ’Broken Studi on Terry 
Turbine Steam Inlet Flange “ No specific action or response 
roque-sted 

KEPFLER.J 0 Region 3, Chicago, Office of the Director 60/09/07 
iP 

8OOS23O4B0 Forward* IE Insp Repts 90-254/80-18 b 50- 265/BO-20 on 
800714-10 b notice of violation Notice of violation withheld 
(ref 10CFR2 790) „ _ 

HIND, j A Region 3, Chicago, Safeguards Branch 80/08/12 ZPP 



E6 


DOCKETED ITEMS 


-~CJ=;:04r5 IE lisp Rept* 5 j- 254/,2Q~18 i *0-265/80-20 on 600714-10 
Hen* p's S i ace r.ottd failure to utabiish conpematory 
-taiurn for fatied setup i ty-r* la ted equipment 4 to control 
*cc»»* tc vital area* Details withheld (ref 10CFR2 790) 

«l 1.4 ) ». Pegicn 3 Chicago, Safeguard* Branch MA0ED4.T W > 
OiICiTCFFER 5 rt fiegicn 3 Chicago, Office of the Director 
fj/cn/n Epp 


•- '“EsC'jjJ Requests applicable isometric drauings t svrmary of stress 
levels far affected piping tys.to complete evaluation of 
[£ Guile. in 77-14 response Submittal should be provided 
within 33 dais or 1 tr receipt 

rEFFLES J G Region 3 Chicago. Office of the Director 80/08/18 
*pp 


0 Adjudicatory correspondence 


8008130440 Opposes HR Denton 800710 (noma requesting that Commission 
incorporate intervenorB HI Environ Decade 800329 request 
for hearing u/prlor requests NRC 800512 ardor will exclude 
consideration of safety Isiues from prior requests 
FALK.K M Wisconsin's Environmental Decade 60/07/24 Spp 


— 8Q0B 130652 Act receipt of NRC 800421 Itr re svc of documents filed 1 by 
MAC NRC failed to serve intervener w/mod of 791130 order 
Forwards motion for extension of time to request hearing 
Certificate of Svc only enc 1 

FALK.K M Wisconsin's Environmental Decade 80/04/26 3pp 


R Periclic operating reports l related correspondence 


EOC9i3j 233 Forwards "Ouad-Cities Nuclear Power Station Unit 2, Summary 
Otaeus of Fuel Perfornsnce. End of Cycle Four - Beginning of 
Cycle F i - e rp r 1923 “ 

► rU VI Atlanta, H Co— onuealrh Edison Co 80/07/30 Ip 


80C3Ijj 213 Quad-Cities nuclear Power Station Unit 2.So4>mary Status of 
Fuel Performance. End of Cycle Four - Beginning of Cycle 
Five, Apr 1983 " 

* Cc — cr_ealth Edison Co 80/07/30 Ip 


Sv'juO 150340 Forwards c h anges, tests 4 esperiments completed during Jul 
1933 for Licenses CFR-2? 1 CPS-30 Ringer girder slots were 
enlarged in pressure suspension chanter M-4-1-76-37 
rALlVIAfUUIS, H Cc—pnwea 1 th Edt son Co 00/08/01 2pp 


cCC52C02S6 Forwards ninthly operating repts for Jul 1980 
KALIVIA'.AKIS, N Connonwealth Edieon Co 80/08/01 Ip 


8008060229 Petition for part ic ipat ion as interested state Request* 
Institution of hearing to address intepvenor 000715 
contentions 

WALSH / P , LA FOLLETTE, B C Wisconsin. State of 00/07/30 2pp 


—0000060228 Motion seeking certification of or appeal from Commission 
000313 decision. CLI-80-10 Submitted as alternative request 
if ASLB denies hearing re steam generator tube degradation 
safety problem W/notic* of appearance !t Certificate of 8vc 
FALK.K H Wisconsin's Environmental Decade 60/07/30 3pp 


8008150311 Response advising of no objection to State of 141 petition 
to participate as interested state in proceeding Certificate 
o f Svc enc 1 

CVR.K Rulemaking & Enforcement Division 80/00/13 2pp 


8008250521 Requests that hearing include safety issue* Involved w/ 
degrading tubes 

FLYNN, J T. Wisconsin. State of B0/08/19 ip 


--B003ZCQZS3 Monthly operating repts for Uul 1930 

HAFERA r Commonwealth Edison Co e0/08'01 23pp 

S Reportable occurrences, LERs i related correspondence 


£. >6050435 W on 6007 J i, c h 1 or i ne rendual concentration >n discharge 
baj 'speeded Tech Specs limit Caused by damaged diaphragm in 
air operated valve Initial analysis determined improper 
Pulping >ntt*d until rtsujue 

*• ALlVIAf.AAlS. u Commonweal th Edison Co 80/07/28 2 pp 


6208230516 LER 80-014 has been cancelled 

CGLUf.S M Commonwealth Edison Co 60/08/01 Ip 


V Operator Esaamation* 


£C n?lr^ Bl 'Requal if jeatton Program for Licensed 

MAUGHrmi’u 3 ?"*^ Op * ratorl 6 Senior Operators (Limited) “ 
UvHTOfi.WF Commonwealth Edison Co 80/00/01 ip 


—60381 10489 "R 
Operators 4 
HAUCHTOW, W 


equal ificat ion Program for Liteneed Operators. Senior 
Senior Operator, (Limited)," 

F Commonwealth Edison Co 80/08/01 (Opp 


POfNT BEACH ^clear p tA *ir. unit i 
b fire protection 


GCO0O8OO53 Submit* trip rept re 6Q052I- 
iftrprov* t»nt 

ArEL5Q‘), UL Emergency Preparedness 


site review of 
censing Branch 


emergency 

80/06/03 


SvvWv.00015 Forwards request Pnr 

MJwTS'* A Un Rnt ” St <r*f °10CFR2^790> Sa£e * Ui, "^ S 

£ T " A,,, “* n ‘ Op erat ing^R electors 80/07/30 


EOO»27u 736 fip 1 1 f ieat tan of 
Chicago, JL t Atlanta, CA 
ccmnent re WRea-GiRi, - 
Raepcnse Facilities •• 
KEFPLER, j o Regions 
2pp 


630019.20 6 22 uorlshopi 

respectively, t0 * 0 |, clt p 
Functional Criteria for £ 


Chicago. Office of the Director 


V Forge. PA. 


80 /OS/ it 


800B270383 Submits info urging Commission to order full scale 
adjudicatory hearing on safety concern* resulting from 
steam generator tube degradation 
LOFTOS. T Wisconsin, State of 80/08/20 £pp 


8008250409 Response in opposition to WI Environ Decade G00730 motion 
for certification of Marble Hill as precedent 
Change in Commission composition doe* not uarrant 
certification Certificate of Svc end 

CYft.K 0 Rulemaking *. Enforcement Division 80/00/2! 4pp 


P Operating license stage documents U correspondence 


■* -< a CO Licenses uph-24 i, l 
respectively, safety evaluation «< notice of l.suanco & 
avai lability 

SCHWENCER, A Operating Reactors Branch 1 (Pre 8004201 
app 


80/04/03 


u, venues u ( -n-«q a WrH-27, rei 
making minor changes to Tech Specs «. approving revised 
argani la t i ona 1 structure 

SCHHEHCER. A operating Reactors Branch l (Pre 800429) 


80/04/03 


' a °DPR-24°i DFR-^r»;ec a t!^iy U,,POrUn9 Amen<,< 43 40 t0 Licfln »* 

* 0fflee nf Nuclear Reactor Regulation, Director 80/04/03 Sju 

2 pp ’ Operating Reactors Branch l (pre 800420) 80/04/03 


s^ , Sttriiv? ! R«aK ! R3 T "" a 

EISEMHUT, D 0 Division of Licensing" eo/Oi/S? 1 69pp 

"!5{S 4 .;'ss;:.s. , issi,'isr , r: 7 /•••...i ....... 



G Division of Licensing 80/06/30 ip. 

Commission 800523 Memorandum f' e nrd ,,al rf raeSUnS ‘ to * ddr *** portion at 

«r.oS Zl\%' n licensing 80/06/27 ll7 pp 

8009l5!’due 8 ?o‘‘othe^wo?k i e?fortrr , " lt ? e ’’ io,i ° n NURE0-0577 until 
if .^tension found u^cc^U R8<lUeStS nofc ‘ ^ 1 <= i on only 
™,CW Wisconsin Electric Poiuar Co 80/07/03 



DOCKETED ITEMS 


3000110363 Forward*' revised table entitled "Point Beach Nuclear Plant 
Staffing." to replace table in 800703 comments on 
NUflEO-0654, Errata 

FAY.C W Wisconsin Electric Power Co 0O/OS/O4 4pp 


8000070476 Forwards "Steam Generator Imp Results U/Compar i stm to 
Previous Insps " Requests written determination of 
acceptability of results Anticipates return to power an 
B00SQ7 pr 08 

FAY. C W Wisconsin Electric Power Co 80/08/05 3pp 


— 8008070480 "Steam Generator Insp Results (J/Compar ison to Previous 
Imps " 

■* Wisconsin Electric Power Co 80/00/05 5pp 


BOOBOBOI05 Forwards steam generator tubesheet photographs par BOOS05 
I tr re recent add y current insp t, to satisfy obligation 
under confirmatory order of 791 130 Oversi i e photographs 
available in Central Files only 

FAYi C W Wisconsin Electric Power Co 00/08/06 lp 


B00S1 20465 Clarifies util B00604 Itr re problems in qualifying reactOT 
operators to latest NRC requirements Requests relief from 
artra man on shift qualification requirement for auxiliary 
operator in control operator trainee position 
FAY« C U Wisconsin Electric Power Co 80/QB/07 3pp 


8008150442 Responds to B00725 request that plants participate In Div 
of Safeguards NMSS study Util will cooperate w/study 
IVEY. D J Wisconsin Electric Power Co S0/0B/12 lp 


3 Inspection reports. IE Bulletins b correspondence 


BOOBO 1 01 lo Responds to IE Bulletin 00-11, "Masonry Wall Design " Fifty- 
two maso-iry walls or blackouts whose failure could affect 
safety-rr latrd equipment identified Walls will be upgraded 
or verified as to required design loadings 
DURSTEIN.S. Wisconsin Electric Power Co 80/07/10 21pp 


8008120092 Forwards IE Circular 80-17, "Fuel Pin Damage Due to Water 
Jet From Baffle Plate Corner " No written response required 
KEPPLER , J 0 Region 3, Chicago, Office of the Director 90/07/23 
lp 


BCGB080i3£ Submits response to IE Bulletin 80-16 re misapplication of 
certain pressure transmitters No Rosemount Model 1151 or 
1152 pressure transmitters are installed In any 
safety-related application 

FAY. C W Wisconsin Electric Power Co 80/07/24 ip 


6008200516 Forward* IE Bulletin 80-10, "Maint of Adequate Min Flow 
Through Centrifugal Charging Pumps Following Secondary Side 
High Energy Line Rupture " Action required 

KEPPLER, J 0 Region 3. Chicago, Office of the Dlrpctor 80/07/24 
If 


8003150327 Forwards supplemental IE Info Notice 80-06, "Notification of 
Significant Events at Operating Power Reactor Facilities " 

No written response required 

KEPPLER, J 6 Region 3. Chicago, Office of the Director 00/07/2? 

IP 


BOD8190OS2 Forwards IE Bulletin 80-20, "Failures of We still g hou s e Type 
W-2 Spring Return to Neutral Control Switches " Action 
required. 

KEPPLER. -J G Region 3, Chicago, Office of the Director 80/07/31 

Ip 


6000200444 Forwards IE Bulletin 80-19, "Failures of Mercury-Wetted 
Matrix Relays in Reactor Protective Sys of Operating Nuclear 
Power Plants Designed by Combustion Engineering 11 Action 
required by facilities w/DLs or CP* 

KEPPLER. J. G Region 3, Chicago, Office of the Director B0/07/31 

lp 


0008180126 Forwards IE Bulletin 00-20, "Failures of West inghouse Type 
W-E Spring Return to Neutral Control Switches." sent to 
lilted licensees for action on 800731 

PAPPAS, H Region 3, Chicago, Office of the Director 80/07/31 lp 


8009190210 Forwards IE Info Notice 80-29, "Broken Studs on Terry 
Turbine Steam Inlet Flange " No specific action or response 
requested 

KEPPLER, J.-O Region 3, Chicago, Office of the Director BO/OB/07 

Ip. 


8008200060 Responds to IE Bulletin 79-03A. "Longitudinal Weld Defects 
in ASME S A-31 2, Typ e 304 Stainless Steel Pipe " Util in 
prof ess of reviewing pipe line stress analyses for all 
safety-related sys 

FAY, C W Wisconsin Electric Power Co 80/09/07 2pp 


8008260370 Discusses plans 4, schedule for steam generator tube insps 
during Nov I960 outage, in response to NRC 800800 request 
Facility planned to be taken out of sve 801107 
FAV,C W Wisconsin Electric Power Co 80/08/22 lp 


R Periodic operating reports 4 related correspondence 


800812039B Forwards monthly operating repts for Jul 1980 
FAY.C W Wisconsin Electric Power Co BO/OB/12 Ip 


— 8000120400 Monthly operating repts for Jul 1980 

FAY, C W Wisconsin Flectric Power Co 80/0B/05 3pp 


S Reportable occmrences. LERs 1 related correspondence 


BOOB 2 10391 Forwards LER 00-009/0 l T-0 

FAY, C W Wisconsin Electric Power Co 80/09/11 lp 


•0OOB21O4Q2 LER 8O-0O9/OIT-O on 000728 while in cold shutdown 4, during 
hydrostatic leak test of steam genera tors, two dripping 
explosive plugs t< two wet end plugs noted Cause not stated 
Dripping plugs weld repaired 

FAY.C W Wisconsin Electric Power Co 80/03/11 Bpp 


T Hearing transcripts on non-ant i trus t matters 


8008070455 Transcript of 800730 prehearing conference in Two Rivers, W1 
Pp 1-97 

» Atomic Safety and Licensing Board Panel BO/ 07/30 97pp 


(J Congress i one I /Exec utive Correspondence 


80QB270409 8ubmit* info requesting NRC support of adjudicatory hearing 
to examine tube degradation problem h related safety Issues 
NEE9S, J C Wisconsin's Environmental Decado B0/C8/04 6p p 


V Opeiator Examination* 


8008120382 Forwards 600730, "Amended Licensed Operator Reque 1 1 f i cat i on 
Program," Revision 1 S< “Control Operator Training Program," 

Revision I 

FAY.C W Wisconsin Electric Power Co 80/08/07 lp 


-6008120383 "Amended Licensed Operator Roqua 1 1 f I ca 1 1 on Program," 
Revision t 

• Wisconsin Electric Power Co 80/07/30 9pp 


•800812039S "Control Operator Training Program. “ Revision l 
a Wisconsin Electric Power Co 80/07/30 71pp 


DOCKET 50-267 FORT ST VRAIN NUCLEAR GENERATING 8 TAT I ON 


F Security, medical, emergency A: fire protection plans 


0008120345 Forwards request for add! info required for emergency plan 
approval Provisions should bo provided by B00B29 
TEOESCO, R L Assistant Director for Licensing 80/07/23 13pji 


P Operating license stage documents 4- correspondence 


8008060350 Forwards errata sheets con acting errors In five add) Tttt-2 
related requirements submitted by 800307 ltr Items Involved 
are II K 3 25, II K 29 * 1 1 K 3 44 Bvc listi end 
EI6E1JHUT , D 0 Division of Licensing QO/O6/09 6?pp 


BO0B060Q24 Forwards FR notice re B00714-17 regional meetings to addres 
portion of Commission B00S23 memorandum & order describing 
requirements of environ qualification of electrical 
equipment installed in safety sys 

EI8ENHUT . D 0 Division of Licensing 80/06/30 lp 


•0008060189 Notice of 800714-17 i egional meetings to address portion 
Commission 900523 memorandum U order describing requirements 
of environ qualification of electrical equipment installed 
in safety sys Bvc lists and 

EISENHUT, D G Division of Licensing 80/06/27 II7pp 
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DOCKETED ITEMS 


600005017? Forwards application for amend to License DPR-34 App A Tech 
Specs Sections 7 4 4 3 4 i Changes are administrative Foe 
enc I 

LEE, D R Public Service Co ot Colorado 80/07724 2pp 


-8008050184 Application for amend to App A of License PPR-34 
LEE. u R Public Service Co of Colorado 80/07/24 2pp 


•BDO&Q50niB Proposed revisions to Tech Specs Sections 7 4 4-541, 
eliminating disparities between Tech Specs 4 code 
requirements 4 revising- callbr method for thermocouple 
« Public Service Co of Colorado 00/07/24 llpp 


0 Inspection reports, IE Bulletins 1 correspondence 


8000070391 Forwards IE Bulletin 80-03- "Ei amine 1 1 on of Containment 
Liner Penetration Melds " Written response required 
SEYFR1T.K V Region 4. Dallas. Office of the Director 80/04/07 
IP 


8008220404 Forwards IE Info tip tide BO-19, ”141 OSH Recall of 

Rsc i rculat i ng-Kode {Closed Circuit) So If-Contained Breathing 
Apparatus IRebieatherj " No response required 

SEYFRIT-K V Region 4. Dallas, Office of the Director 80/05/06 
VP 


600B240A93 Forwards IF Bulletin BO-IO, 'Contamination of Nonradi oac t i ve 
Sg» 4 Resulting Potential for On non 1 1 or ed. One ontrol i ed 
Releaie of Radioactivity to Environ 11 

SEYFR IT, # V Region 4,, Dallas. Office af the Director 00/05/06 
)P 


3008 1 906211 Forwards IE Bulletin BO-15, "Possible Loss of Emergency 
Notification SYS tENS> W/I.on of Offsite Power " Written 
response required 

SEYFRIT, K Y Region 4. Dallas. Office of the Director 00/06/18 
IP 


1000190634 Forwards IE Bulletin 80-16, "Potential Ml sappl ica t i on of 
Roiemount Jnc Models 1151 4- 1152 Pressure Transmitters 
W/Either A or D Output Codes ■' Written response required 
IE Circular 80-14 also end No written response required 
SEYFRIT, K V Region 4. Dallas, Office of the Director 80/04/27 
'P 


0082001C6 Responds to IE Bulletin BO-15. “Possible Lose of Emergency 
Notification Sys <EN5) w/Coss of Offsite Power " Suggests 
NRC contract Mountain Bell re teitlng of ENS eitenslon 
MILLEN.C K Public Service Co of Colorado 80/06/30 3pp 


JD6200I34 Respond* to IE Bulletin 00-10. 'Contamination of 
NoflTadiosc 1 1 ve By* 4 Resulting Potential for Unman i bored , 
Uneuntrol Jed Release of Radioactivity to Environ " All 
nanrad ioect 1 ve sys included in routine monitoring program 
LEE.O R Public Service Co of Colorado 80/06/3-0 lp 


08270030 Respond* to IF Bulletin 79-14, updating 791013 commitment to 
rept discrepancies 4, corrective actions re seismic review 
for as-built safety-related piping sys Sumniar y of corrective 
actions for 600414-0613 encl 

SMART, F E Public Service Co of Colorado 80706/30 3pp 


0627QQ26 desponds to TC Bulletin 8O-0B. "Eiam of Containment Liner 
Penetration Melds " Majority af penetration* investigated 
indicate that full radiography was performed on containment 
liner penetration welds per ABME requirement 
WARTiF E Public Ee-rvics Co of Colorado QQ/07/02 2p p 


J820O0O9 Responds to IE Bulletin 80-16 Util de term! ned that no 
tosamount Model 1151 or 1152 pi enure transmitters w/A or D 
lUtput code* Installed (n facility Uo further action 
I armed 

EE. 0 fl Public Service Co at Colorado 60/07/22 lp 


'60I0IB3 Ack receipt of 300628 Itr informing NRC of steps taken to 
orroct violation* noted in IE Insp Kept 50-267/90-10 
ADSCN-0 L Region 4, Dallas. Reactor Operations Nuclear Support 
ranch 80/07/25 2pp 


0060101S7 Responds to NRC 30060-6 ltr re violations noted in JE Insp 
Rept 50-267/80-10 Cori active actions procedural instruction* 
e fire watch duties hove been reiterated to responsible 
STsannel 

E-OR Public Service Co Pf Colorado 00/06/28 7pp 


'35-1 Forwards supplemental IE Info Notice 80-06, "Not if 1 cat ion of 
flcant Event* at Operating Power Reactor Facilities * 
itten response required 

IT,*. 9 Region 4. Dallas, Office of the Director 80/07/29 


R Periodic operating reports & related correspondence 


8008130419 Forwards monthly -operating rept for Jul 1980 

WAREKDOURQ, D Public Service Co of Colorado 80/08/07 lp 


— 8008130430 Monthly operating rept for Jul 1900 

GAUM, J N Public Service Co of Colorado 80/08/01 6pp 


B0Q936O4O3 Forwards semiannual effluent rep t, Jan-June 1980 

WAREMBOURG.D 11 Public Service Co of Colorado 80/08/12 Ip 


— 0008260406 Semiannual effluent rept, Jan-June 1980 

* Public Service Co of Colorado BO/OB/31 B5pp 


S Reportable occurrences, LEHs 4. related correspondence 


8008260940 Forwards LER 80-033/03L-0 

HAREMBOURC, D Public Service Co of Colorado 80/07/25 Spp 


-8008260552 LER B0-O35/O3L-G on B-00625, during regeneration of condensatf 
polisher resin.wasfce water discharged into liquid effluent 
sys Caused by failure of Eeckman conductivity cell Cell 
replaced 4, discharge valve opeTability verified 
QAHM.J W Public Service Co of Colorado 80/07/23 Spp 


BO 081 50137 Part 21 Rept 30-267/80-01 Info witheld (ref 10CFR2 790) 
LEE, □ fi Public Service Co of Colorado 80/07/29 2pp 


BOOB 26063 1 Forward* LER 80-036/03L-0 

WAREMBDUflG, D Public Service Co of Colorado 80/08/05 Spp 


— 8000260636 LER BO-036/03L-O on 800706, dur i ng rise to power 6 outpasslng 
of moisture from circulato-r buffer-mid-buffer upset 6 
cross-tower leakage of buffer helium dryer due to HV-21332 
Valve disc replaced by brass model 

OANfl, J W Public Service Co of Colorado 80/08/05 ip 


8006130473 Forwards LER 60-030/031.-0 

WAREMBOURQ, D Public Service Co of Colorado 80/08/08 5pp 


B00B130483 LER 0O-O38/O3L-O oh 800709, during regeneration of batch Of 
condensate polisher resin. waste water was discharged to 
liquid effluent sys Caused by D-12.D-13 regeneration valves 
being In wrong position Valve petitions manually corrected 
OAhM. J W Public Service Co of Colorado Bo/OB/OB, ip 


0008130509 Forwards LER 80-037/03L-0 

WAREMBOURG, D Public Service Co of Colorado 80/08/08 Spp 


— BOOB 1 3051 4 LER 80-037/03L-0 on 80071 1 , reac tor operated In degraded mod* 
w/onty one complete PCRV liner cooling water loop operating 
Caused by removal of other PRCV liner from sve coupled w/ 
thTee brief periods of reactor power operation 
GAHK, J H Public Service Co of Colorado 80/00/08 lp 


80-08150416 RO on 800004, rad i oa c t iv i t y released in reactor bldg Caused 
by helium circulator sys malfunction Employee Safety not 
jeopardi i ed, a tmospher ic release negligible 6 public not in 
danger 

GASCHlER.J A Public Service Co of Colorado 80/08/11 lp. 


8000190608 Forward* LER 8Q-040/03L-0 

WAREKBOUR0, f> Public Service Co of Colorado 80/08/11 3pp 


—8008190616 LER 80-040/03L-0 on S00712, plant liquid effluent sample 
required by BR N3 1 1 not taken Caused by personnel time 
required to perform semiannual auiiliary cooling method 
test Sampling resumed next sM ft 
* Public Service Co of Colorado 80/08/11 lp 


00081 90597 Forwards LEH 80-035/O3X-1 

WAREMBOURG, D Public Service Co of Colorado 80/08/12 6pp 


■0003190602 LER 80-035/O3X-1 . on GO0629, during reg onora 1 1 on, c ond ensate 
polisher resin, waste water was discharged to plant effluent 
*y* rather than waste neutraliiing tank Caused by failed 
Beckman conductivity cell. Cell replaced 
a Public Service Co of Colorado 80/08/12 lp 


8008270157 PNC- IV-80-025 on S00B16, hydraul lc oil line to steam bypass 
valve around circulators C-21C3 & C-2104 failed Reactor was 
manually shut down Leak generated considerable smoke In 
reactor bldg 6 local fire dept was called 

WESTERMAN, T F , MADSEN,® L Region 4- Dallas, Office of the 
Director 80/08/18 lp 
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8003260475 Forwards L£R 0O-O36/O3L-O 

WAREMBOURG, D Public Service Co of Colorado 8D/0B/20 4pp 


--BOO326O470 LER 80-029/03L-0 on 000721 . 11 qu 1 d nitrogen storage tank 
level determined beloui Tech Specs Caused by use of nitrogen 
blanket during loop shutdown & late delivery of liquid 
nitrogen shipment More liquid nitrogen ordered 
OAHM, \f U Public Service Co of Colorado 00/00/20 Ip 


BO0B260466 Forwards LER 80-041/03L-0 

HAREMBOURG. D Public Service Co of Colorado B0/0B/22 6pp 


— 8008260460 LER B0-041/C3L-0 on B00721 , d ur i ng Jul tt Aug testing of 
helium circulator seal malfunction pressure differential 
switches) settings Pound to be less conservative than 
allowed Caused by dirt accumulation in electrical switches 
e Public Service Co of Colorado 00/08/22 lp 


8008260408 Forwards LER 80-04S/03L-0 

WAREMBOURO. D Public Service Co of Colorado 00/08/23 4pp 


— 8003260301 LER B0-Q42/03L-0 on 800725. plant was operated at appro* 474 
thermal power t< 131 MWe w/two inoperable reserve shutdown 
units In 30 hopper subsystem Caused by Isolation of bottle 
for repair of leakage at brass fitting for Region 15 hookup 
OAHM. J, W Public Service Co of Colorado 60/0B/22 lp 


DQCKET 50-26*? OCONEE NUCLEAR STATION. UNIT 1 


P Operating license stage documents it correspondence 


0008060358 Forwards errata sheet* correcting error* in five add l TMI-2 
related requirements submitted by 800507 Itr Items Involved 
are II K 3 25,11 K 29 fc II K 3 44 8vc lists end 
EIEENHVT.D 0 Division of Licensing 00/06/09 A9pp 


8008060024 Forwards FR notice re 800714-17 regional meetings to address 
portion of Commission 000523 memorandum it order describing 
requirements of environ qua 1 if ication of electrical 
equipment installed in safety sys 

EISENHUT.D 0 Division of Licensing 80/06/30 lp 


— 80080601 89 Notice of 800714-17 regional meetings to address portion of 
Commission B00523 memorandum 4: order describing requirements 
of environ qua 1 1 f lea t ion of electrical equipment Installed 
in safety lys.Svc lists end 

EIBENHUf.D 0 Division of Licensing 80/06/27 117pp 


8008060356 Notifies that addl evaluations of horizontal clearances at 
eve support structure in support of asymmetric LOCA loads 
review are in progross Mods will be completed during no* t 
available outage, 

PARKER. W 0 Duke Power Co 80/07/28 ip 


8003060246 Responds to NRC B00626 ltr re prediction requirements for 
LOFT Small Break Test 13-6 Pre-test submittal will include 
basis for model.time loro edit 4 list of assumption* 

Submittal will be provided to NRC by 801203 
PARKER. W □ Duke Power Co 80/07/31 2pp 


0OOBO6Q336 Responds to NRC 000529 request to submit «mend to OL 
revising required reporting requirements to Reg Guide 1 16, 
Revision 4 Discusses determination that addition of specific 
request would be unnecessary 
PARKER, W □ Duke Power Co B0/07/31 3pp 


BOOU110247 Advises of refund of Class 1 amend fees rr 800716 
application for changes on HPI operability Application 
affects only Unit 2 

MILLER, U Cl License Fee Management Branch BO/O0/OI lp 


0009140204 Forwards Amends 84, 64 4 B1 to Licenses DPR-3B, DPR-47 4 
DPR-55, respBct ivel y, safety evaluation L notice of issuance 
S< availability 

REID.R W. Operating Reactors Branch 4 80/09/01 2pp 


— SOOB1 40208 Amends 84,84 4 81 to Licenses DPR-38, DPfl-47 4 DFR-SS, 
resp «c t i ve 1 y, si tend ing, on emergency temporary basis, 
allowable period of inoperability of 2B HPI pump by 48-h 
REID, R tl Operating Reactors Branch 4 80/08/01 9pp 


— 0008140213 Safety evaluation supporting Amends B4.84 4 Hi to Licenses 
DPR-38. DPR-47 & DPR-55, respect ive ly 

* Office of Nuclear Reactor Regulation, Director 80/08/01 2pp 


0008140217 Notice of issuance 4 availability of Amends 34.84 4 81 to 
Licenses DPR-38, DPR-47 4 DPR-55, respec lively 
REID, R U Operating Reactors Branch 4 80/03/01 2pp 


8000280310 Forward s Amends 05,85 6 62 to Licenses DPR-3B i, DPfi-47 t 
DPR-55. respectively, safety evaluation t notice of issuance 
% availability 

REID. R If Operating Reactor? Drench 4 BO/O0/OS 2pp 


—0003280312 Amends 35,85 K 82 to Licenses DPR-38, DPR-47 4 DPR-55. 
r espe c t i ve 1 y, rev i s l n g Tech Specs by temporarily extending 
allowable period of inoperability of "?U" HPt pump for Unit 
2 until 800815 

REID.fl W Operating Reactors Branch 4 00/00/01 8pp 


■800B2B0321 Safety evaluations supporting Amends 85, 85 4 82 to Licenses 
DPR-38, DPR-47 5 DPR-5 5, re s p ec t i ve l y 

* Office of Nuclear Reactoi Regulation, Director 80/08/01 2pp 


■0008280324 Notice of issuance & availability of Amends 85,85 i 82 to 
Licenses DPR -38, DPR “4 / 4 DPR-55, respectively 
REID.R U Operating Reactors Branch 4 00/03/01 2pp 


8008110429 Formal ds addendum, add mg none.empt quantities of ail, to 
800519 request for permission to dispose of contaminated oil 
by burning 

PARKER. If 0 Duke Power Co 80/03/04 5pp 


0000150362 Responds to NRC request for assessment of plant poweT supply 
situation 16 temporary mod of OL. allowing operation above 
601! Recommends granting mod to assure continuity of sve 
WEiNCR.R E Energy, Dept of 00/03/05 2pp 


6008 110328 Forwards revised pagd to Tech Spec S 4 1 to reflect fuel 
assemblies in new spent fuel racks Attached page replaces 
page in 800725 ltr Fee already submitted u/800701 ltr 
PARKER. W Cl Duke Power Co 8D/0B/O7 lp 


■0008110330 Revised page to Tech Spec 5 4 1 reflecting fuel assemblies 
in neui spent fuel racks 
* Duke Power Co 00/06/07 Ip 


B008210471 Forwards r e vi so d /cor r ec te d pages to proposed Tech Specs 
submitted on 000701 

PARKER, U 0 Duke Power Co 80/00/14 tp 


— 0000210475 Revised Pages 9,10.12,13,15.17,21, 6 33 to proposed changes 
to Tech Specs re pipani ion or storage capacity of spent fuel 
pool submitted on B00701 
a Duke Power Co 80/08/14 9pp 


8000210353 Informs that typ ograp h i ca I error found in moderator temp 
coefficient section of i ep t, 'Oconee Nuclear Station Generic 
Startup Physics Test Program " Corrected page enc l 
PARKER, Id D Duke Power Co 60/08/15 2pp 


0009260483 Forwards addl info for safety evaluation approving 
preliminary design of proposed safety-grade anticipatory 
reactor trip per 791220 request Unit 3, anticipated to shut 
down for refueling Nov 1980, will be first to receive sys 
PARKER, W 0 Duke Power Co 60/08/18 14pp 


0008260251 Advises that Ofc of Controller has been authoriied to refund 
Classes 111 $, I fees paid u/ util 090215 application re 
spent fuel pool expansion Classes IV & I fees submitted w/ 

B00701 application are appropriate 

MILLER, M 0 License Fee Management Branch 80/09/21 tp 


Q Inspection reports, IE Bulletins 4 correspondence 


8008060171 Forward* IF Insp Rep l 50-269/80-22 on 800528 No 
none ompkia nee noted 

KENNA.W 8 Region 2, Atlanta. Safeguards Blanch 80/06/17 lp 

— SO 00069174 IE Insp Rept 50-269/80-P2 on 800528 No noncompliance noted 
Major areas inspected physical protection of irradiated fuel 
in transit Details withheld <ref 10CFR2 790) 

GILLESPIE, F P Region 2, Atlanta, Safeguards Dranch ORDERS. W T 

Region 2, Atlanta, Office of the Director 80/06/17 lp 


8008010162 Forwards response to IE Bulletin 80-06 re engineered safety 
feature reset controls High pressure in jec tlon, penetrab 1 on 
room, reac tor bidg cooling units t, Keowpe hydro units will 
not remain in emergency mode upon signal reset 
PARKER, 11 □ Consumers Power Co 80/07/14 4pp 


8008070567 Forwards IE Cireulai 80-17, 'Fuel Pin Damage Due to Hater 
Jet From Baffle Plat* Corner ' No written response required 
0 ' -REILLY" . J P Region 2 Atlanta. Office of the Director 80/07/23 

>P 
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DOCKETED ITEMS 


6G091QOSBO Responds to IE Bulletin 79-02, Revis i oil 2 Includes final in*p 
* testing summaries for units Field nod tt final 
documentation necessary to comply u/bulletin factors of 
safety not yet completed 

PARKER, If 0 Dole Power Co 80/07/29 37pp 


80082-60195 Forwards IE Suppl 1 to IE Info Notice 60-06, "Notification 
or Significant Events at Operating Power Reactor 
Facilities 

0'REfLLV, JP Region 2. Atlanta, Orrice of the Director 80/07/29 
lp 


800,8180340 Act receipt of IE Insp Rept* 50-269/00-25,50-270/80-22 & 
50-207/80-19 on 800623 l 26 No proprietary info 
PARKER. K 0 Duke Power Co B0/Q7/3Q Ip 


—8009180353 Foruards IE Insp Repts 50-269/00-25.50-270/80-22 «• 
50-287/80-19 on 800623 t- 26 Mo ncncompl lance noted 

MURPHY. C E Region 2, Atlanta, Reactor Construction fc Engineering 
Support Branch 80/07/21 Spp 


— 8008180358 1€ Insp Repts 50-269/80-25.50-270/00-22 t 50-287/80-19 on 
B0Q623 J, 26 No none omp I lane e noted Major areas inspected 
response to (£ Bulletin 79-13 6 one e-th rough steam generator 
manway stud failure 

HEKDTiA R Region 2. Atlanta. Reactor Construction 6 Engineering 
Support Branch ECONQMOS.W Region 2, Atlanta, Office Of the 
Director 80/07/17 5pp 


8008140587 Forwards IE Bulletin SO-SO, "Failures of Hestinghouie Type 
W-2 Spring Return to NcutraL Control Switches ’■ Requests 
Info re estimate of manpower associated u/correctiv* 
actions needed after Identifying problem 

O'REILLY, J P Region 2, Atlanta, Office of the Director 80/07/31 
lp 


8008180102 Forward* IE Bulletin. 80-19, "Failures of Mercury-We tt rd 
Matnr Relays in Reactor Protective Sys of Operating Nuclear 
Power Plants Designed by Combustion Engineering “ Action 
required by facilities w/OLs or CPs 

Q'REILLY.J P Region 2, Atlanta. Office of the Director 00/07/31 
lp 


8003180248 Responds to IE Bulletin 80-10, "Con lamina 1 1 on of 
Nonrad i oae t ive Sys t> Resulting Potential for Unman 1 1 ored. 
Uncontrolled Release o-f Radioactivity to Environ " 
Monitoring programs established 
PARKER . U 0 Duke Power Co SO/OB/Ol Ip 


8008150256 Ack receipt of IE Insp Rept 50-269/80-27 on 600707-09 
No proprietary info 

PARKER, W 0 Duke Power Co 80/06/04 Ip 


— 9008150293 Forwards JE Insp Rept 50-269/00-27 an 600707-09 Mo 
none ompl lance noted 

MURPHY, C E Region 2. Atlanta, Reactor Construction & Engineering 
Support Branch 80/07/25 2pp 


— 8008t50301 IE Insp Rept 50-269/80-27 on 800707-09 No noncompliance 
noted Major areas inspected response to IE Bulletin 79-010 
re installed equipment revleu 

CCNLOW, T E Region 2, Atlanta, Reactor Construction S. Engineering 
Support Branch HUFF. A B Region 2, Atlanta. Office of th* 
Director 00/07/24 3pp 


0091 50492 Forwards JE Info Notice 00-29. “Broken Studs on Terry 
Turbin* Steam InlBt Flange " Ho specific action or response 
requested 

0 'REILLY. J P Region 2. Atlanta, Office of th* Dlractor 80/08/07 
IP 


008220039 Ack receipt of IE Insp Repts 50-269/80-26,50-270/00-23 & 
50-2B7/BQ-20 No proprietary info 
PARKER, W Q Duke Power Co BO/08/07 Ip 


8008220040 Forwards IE Insp Rept* 50-269/80-26,50-270/80-23 l( 
50-287/00-20 an 600709-10 Ho noncanpl iance noted 
STOUR, J P Region 2, Atlanta, Fuel Facility 6 Material* Safety 
Branch 80/07/31 2pp 


BOOS22O043 IE Insp Repts 50-269/80-26,50-270/00-23 b 50-287/60-20 on 
600709-10 No noncompliance noted Major areas inspected 
followup on IE bulletins fc previously identified Item*. 

JENKINS, 0 R Region 2, Atlanta, Fuel Facility h Materials Safety 
Branch PERROTTI.D J Region 2, Atlanta, Office of the Director 
80/07/30 4pp 


192702B9 Responds to 1£ Bulletin 00-18 re MPI pumps Min flow lines 
amain open during normal operation t- are nat isolated by 
afety injection signal 

ARKES, « 0 Duke power Co 80/08/07 Ip 


0008270384 Responds to IE Bulletin 80-20 Hestlnghouse Type W-2 switches 
w/spring return to neutral position not used In safety- 
related applications Approx 36 manhours expended 
PARKER. W Q Duke Rawer Co 00/08/14 ip 


B 000270689 Forwards IE Info Notice BO-24, “Low Level Radwaste Burial 
Criteria “ No written response required JH Bnieiek 800530 
mama end 

(J 'REILLY, J P Region 2. Atlanta. Office of the Director 80/00/14 
IP 


8 Reportable occurrences, LERs 6 related correspondence 


0008050333 Submits corrective actions for 600711 RQ-269/80- 17 re 
removal of concentrated boric acid storage tank pump from 
sve far preventive maint Tech Specs will be reviewed h 
revised to allow preventive maint on plant equipment 
PARKER, W Q Duke PoweT Co BO/O7/30 lp 


8000110410 Forwards LER 0O-O23/OIT-O 

PARKER, M 0 Duke Power Ca 90/08/09 4pp 


—6008110419 LER B0-023/01T-0 on 000709, during return to critical after 
maint/mad outage, actual critical configuration for Unit 1 
differed from predicted critical configuration Caused by 
unrferpred iction S- bias in core excess reactivity data 
PHILPOTT, F, T Duke Power Co 80/00/05 lp 


8008130527 Forwards LER 6D-022/03L-0 

PARKER, W 0 Duke Power Co 00/08/06 lp 

- -8008130535 LER B0-022/03L on 300707, B HPSW pump declared inoperable 
Caused by motor cooler leaks resulting from erosion 6 
corrosion caused by constant flow of lake water through 
tubes Cooler repaired 

JONES, J L Duke Power Co 80/08/06 Ip 


V Operator Exam! n-atiunt 


8008110355 Forwards operator licensing program l< requal if ication 
program revised per NRC 600328 1 tr Requirement for throe 
month* experience by extra man on shift unnecessary Two-wk 
period prescribed 

PARKER, W 0 Duke Power Co 80/07/31 ip 


— BOO01I03SB "Operator Licensing Program " 
* Duke Power Co 80/07/14 ISpp 


— 8000110360 "Requalification Program for NRC Licensed Personnel " 
* Duke Power Co 60/07/14 10pp 


DOCKET 50-270 OCONEE NUCLEAR STATION. UNIT 2 


P Operating license stage document* & correspondence 


8008060359 Forwards errata sheets correcting errors in five add! TMI-2 
related requirements submitted by 000507 ltr Items involved 
are II K 3 25, II K 29 fc II K 3 44 Svc lists end 
E I SENHUT , D 0 Divilion of Licensing 00/06/09 69pp 


8008060024 Forwards Ffl notice re 000714-17 regional meetings to addrese 
portion of Commission 800523 memorandum & order describing 
requirements of environ qua t if icat ion of electrical 
equipment installed in safety sys 

EISEMHUT.D 0 Division of Licensing 80/06/30 ip, 


— 8008060189 Notice of 800714-17 regional meetings to addr*** portion of 
Commission 800523 memorandum % order describing requirements 
of environ qua 1 i f £ca 1 1 an of electrical equipment installed 
in safety lys Svc lists enc 1 

EISENMUT, D 0 Division of Licensing 80/06/27 117pp, 


8008060356 Notifies that addl evaluations of horizontal clearances ft 
svc support structure in support of asymmetric LOCA load* 
review are in progress Mods will be completed during next 
aval Labi e outage 

PARKER, W 0 Duke Power Co 80/07/28, lp 


8006050017 Application to amend license DPR-47, revising Tech Specs 
3 3 1 C to allow operation at 1O0K full power through 
800015 

PARKER, MO Duke Power Co 80/07/31 5pp 


—8000050038 Temporary change to Tech Spec 3 3, l C12) (b ) r* conditions 
for escalation to 1005! full power, expiring at ll - 59 PM on 
80081 S 

* Duke Power Co 90/07/31 lp 
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5006060246 Responds to NRC 800626 ltr re prediction requirements for 
LOFT Smell Break Teit L3-6 Pre-test submittal will include 
tail* for model, time zero edit & list of assumptions 
Submittal will be ■provided to NSC b g 801203 
PARKER* U □ Ouke Power Co 80/07/31 2pp 


BOOB060336 Responds to NRC 800529 request to submit amend to QL 
revising required reporting requirements to Reg Guide l 16. 
Revision 4 Discusses determination that addition of specific 
request would be unnecessary 
PARKER. W 0 Duke Power Co 80/07/31 2pp 


8009110247 Advises of refund of Class i amend fees re 800716 
application for changes on HP! operability Application 
affacts only Unit 2 

HILLER, W 0 License Fee Management Branch 80/08/01 lp 


8008140204 Forwards Amends 84i 84 S< 81 to Licenses DPR-3B, DPR-47 U 
DPR--5Si reap actively, safety evaluation S. notice of issuance 
V avallabil 1 ty 

REID. ft If Operating Reactors Branch 4 80/08/01 2pp 


— 8008140208 Amends 84,84 t, B1 to Licenses DPR-38, DPR-47 & DPR-S5, 
rssp ec tive ly> attend ing> on emergency temporary basis, 
allowable period of inoperability of 20 HPI pump by 48-h 
REID, R W Operating Reactors Branch 4 00/08/01. ?pp 


— 8008140213 Safety evaluation supporting Amends 84 r 04 6 01 to Licenses 
DPR-39, DPR-47 & DPR-35, respectively 

e Office of Nucleer Reactor Regulation, Director 80/08/01 2pp 


— 0008140217 Notice of issuance L availability of Amends 94.04 S< 81 to 
Licenses DPR-38, DPR-47 b DPR-55, respec ti vely 
REID, R H Operating Reactors Branch 4 80/00/01 Bpp 


BW928031O Forwards Amends 83,83 8< 82 to Licenses DPR -SB & DPR-47 t, 
DPH-39. respectively, safety evaluation b notice of Issuance 
& availed i 1 [ty 

REID, ft If Operating Reactors Branch 4 80/08/01 2pp 


— 8008290312 Amends 83,85 U 82 to Licenses DPR-38, DPR-47 it DPR-33, 
respectively, revising Tech Specs by temporarily unbending 
allowable period of inoperability of "SB" HPI pump for Unit 
3 until 800813 

REID, R If Operating Reactors Drench 4 80/08/01 Bpp 


— 9000280321 Safety evaluations supporting Amends 93,89 U 02 bo Licenses 
DPR-38, OPR -47 S. DPR-33, res pec blve 1 y 

• Office of Nuclear Reactor Regulation, Director 90/09/01 2pp 


— 600828D324 Notice of issuance & availability of Amends 85,05 t, 02 to 
Licenses DPR-38, DPR-47 8t DPR-55, raspoc ti vely 
REID, R W Operating Reactors Branch 4, 80/08/01, 2pp 


5008110429 Forwards addendum, adding nonexempt quantities of oil.to 
300919 request for permission to dispose of contaminated oil 
by burning. 

PARKER, W □ Duke Power Co 80/08/04 3pp 


9*008190362 Responds to NRC request for assessment of plant power supply 
situation re temporary mod of OL, allowing operation above 
fiOX Recommends granting mad to assure continuity of sve 
WEINER, R E Energy, Dept of 80/08/09 2pp 


5005110329 Forwards revised page to Tech Spec 5.4 1 to reflect Puel 
assemblies in new spent fuel racks Attached page replaces 
gage in 800725 ltr Fee already submitted w/800701 ltr 
PARKER, W O, Duke Power Co 80/08/07 lp 


B0062604B2 Forwards “Reactor Containment Bldg Integrated Leak Rate 
Test," per Tech Spec 6 6 t, 10CFR5O App J Test results 
Indicate leak rate within acceptance criteria 
PARKER. W 0 Duke Power Co 80/08/15 lp 


■B00926048S "ReactaT Containment Bldg Integrated Leak Rete Test “ 
COLLIER, J U , DAVENPORT, B G , BARR, T 3 Duko Power Co 80/08/iS 
42pp 


8000260483 Forwards add 1 info for safety evaluation approving 
preliminary design of proposed safety— grade anticipatory 
reactor tTip per 791220 request Unit 3, a n t ic 1 p a ted to shut 
down for refueling Nov 1980, will be first to receive sys 
PARKER, W 0 Duke Power Co B0/08/18 14pp 


8000260251 Advises that Ofc of Controller hai been authorized to refund 
Classes III U 3 fees paid w/ util 800215 application re 
ipent fuel pool expansion Classes IV tr f foes submitted w/ 

800701 application, are appropriate 

MILLER, MO License Fee Management Branch 00/08/21 lp 


Q Inspection reports, IE Bulletins 6 correspondence 


8000010162 Forwards response to IE Bulletin 00-06 re engineered safety 
feature reset controls High pressure inj ec t i on, P enetration 
room, rea c tor bldg cooling units 4 Keowee hydro units will 
not remain in emergency mode upon signal reset 
PARKER, W 0 Consumers Power Co 80/07/14 4pp 


8008070367 Forwards IE Circular BO— 17. "Fuel Pin Damage Due to Water 
Jet From Baffle Plate Corner '■ No written response required 
O'REILLY. J P Region 2, Atlanta, Office of the Director 90/07/23 
lp 


0009180580 Responds to IE Bulletin 79-02, Re v i s ion 2 Includos final lnsp 
*, testing summaries for units Field mod S, final 
documentation necessary to comply w/bulletin factors of 
safety not yet completed 

PARKER, W 0 Duke Power Co 80/07/29 37pp 


8009260195 Forwards IE 8uppl 1 to IE Info Notice 80-06, “Notification 
of Significant Events at Operating Power Reactdr 
Fac 1 1 i ties " 

O'REILLY, J P Region 2, Atlanta, Office of the Director 00/07/29 

lp 


8008100348 Ack rocoipt of IE lnsp Repts 50-269/80-25,50-270/00-22 S< 
50-2B7/B0-19 an B006S3 4. 26 No proprietary info 
PARKER, N 0 Duke Power Co 80/07/30 ip 


—8009180353 Forwards IE lnsp Repts 50-269/80-25,50-270/80-22 fc 
50-287/00-19 on 000623 h 26 No noncompl iance noted 
MURPHY, C E Region 2, Atlanta, Reactor Construction b Engineering 
Support Branch 80/07/21 2pp 


— 300B1B0338 IE lnsp llspts 30-069/80-23,50-270/80-22 U 90-287/80-19 on 
800623 it 26 No none omp 1 ia nc« noted Major areas inspected 
response to IE Bulletin 79-13 it once-through steam generator 
manway stud failure 

HERDTiA R Region 2, Atlanta, Reactor Construction it Engineering 
Support Branch EC0N0M0S, N Region 2, Atlanta, Office of the 
Director 90/07/17 Spp 


800E140597 Forwards IE Bulletin 80-20, “Failures of Meetinghouse Type 
W-2 Spring Return to Neutral Control Switches ’• Requests 
infd re estimate of manpower associated u/correctivs 
actions needed after identifying problem 

O'REILLY, J P Region 2, Atlanta, Office of the Director 80/07/31 
ip 


— 6008110330 Revised page to Tech Spec 5 4 1 reflecting fuel assemblies 
in new spent fuel racks 
d Duke Power Co, 00/08/07 lp 


6005210471 Forwards revised/eorrec te d pages to proposed Tech Specs 
submitted on 800701 

PARKER, W. 0 Duke Power Co 80/08/14 ip 


— 5009210475 Revised Pages 9,10.12,13,15,17,21, U 33 tc proposed changes 
to Tech Specs re expansion of storage capacity of spent fuel 
pool submitted on 800701 
« Duke Powar Co 80/08/14 9pp 


BOOB1801O2 Forwards IE Bulletin 80-19, "Failures of Mercury-Wetted 
Matrix Relays In Reactor Protective Sys of Operating Nuclear 
Power Plants Designed by Combustion Engineering “ Action 
required by facilities w/QLs or CPs 

O'REILLY, JP Region 2. Atlanta, Office of the Director 80/07/31 

lp 


8008180248 Responds to IE Bulletin 80-10, “Contamina tion of 
Wonrad i oac 1 1 ve 8ys i. Resulting Potential for Unmon i tor ed. 
Uncontrolled Release of Radioactivity to Environ “ 
Monitoring programs established 
PARKER. W □ Duke Powar Co 80/08/0! !p 


8006150301 Ack receipt of IE lnsp Repts S0-270/B0-1B & 50-287/80-16 on 
5005210353 Informs that typographical error found In moderator temp 800616-20 No proprietary info 

coefficient section of rept, “Oconee Nuclear Station Generic PARKER, W 0 Duke Power Co 80/08/04 Ip 

Startup Physics Test Program " Corrected page end 
I* ARK Eft , W D. Duke Power Co, B0/08/15 2pp 
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DOCKETED ITEMS 


— 8000150209 Forward i IE Insp Repts 50-370/80-10 t 50-207/80-1 6 or 
800616-20 No none onp 1 i-anc e noted 

MURPHY. C E Region 2, Atlanta Reactor Construction t Engineering 
Support Branch 80/07/25 2pp 


— 8038150216 IE Insp fispts SO-27O/BO-I0 *< 50-287/80-16 on 000616-20 No 
nontowp 1 lane e noted Major areas inspected response to IE 
Bulletin 79-018 re document review 

CONLQN, T E , HARDWICK. R T , RUFF, A 0 Region 2, Atlanta, Office of 
the Director 0Q/O7M7 A p p, 


8003150492 Forwards IE Info Notice 00-29. “Broken °n Terry 

Turbine Steam Inlet Flange " No specific action or response 
reques ted 

O'REILLY, J P Region 2> Atlanta, Office of the Director 00/08/07 
if 


3006220038 Act receipt of IE I nap Repts 50-269/00-26,50-270/80-23 S< 
50-287/S 0-30 No proprietary into 
PARKER. WO Duke Powbt Co B0/09/07 Ip 


0008220090 Forwards IE Insp ftept* 50-269/30-26.50-270/00-23 6 
50-287/80-20 on 800709-10 Mo nun c emp 1 1 arc e noted 
5TPWR, J P Region 2. Atlanta, Fuel Facility h Materials Safety 
Branch 60/07/31 2pp 


--B008220043 IE Insp Repts 50-269/80-36,50-270/80-23 fc 50-287/00-20 on 
000709-10 No noncomp I lane e noted Major areas inspected 
followup on IE bulletins % previously identified Items 
JENKINS, S R Region 2, Atlanta, Fuel Facility t, Materials Safety 
Branch PEPRCTTIiD J Region 2, Atlanta. Dfffee of the Director 
00/07/30 4pp 


B00S27O289 Responds to IE Bulletin 00-10 re KPI pumps Min flow lines 
remain open during normal operation U are nut isolated by 
safety injection signal 

PARKER, If 0 Duke Power Co 00/08/07 lp 


B008270384 Respend* to IF Bulletin 00-30 West • nghouse Type U-2 switches 
u/tpring return to neutral position not used In safety- 
related applications Approi 36 manhours expended 
PARKER, W 0 Duke Power Co 00/08/14 lp 


— BOOBI 10360 "Requa 1 i flea t ion Program for NRC Licensed Personnel “ 
a Duke Power Co 80/07/14 10pp 


DOCKET 50-27 1 VERMONT YANKEE NUCLEAR POWER STATION 


F Security, medical, emergency it fire protection plans 


BOO026O1OO Notifies that Health Physics Network telephone sys has been 
i nstali ed, I ink ing site health physics personnel w/NRC & 
regional ofes Me twor k, at 1 1 vafced in emergency, is restricted 4, 
should be used only when other communications out of sve 
■CRIER, 0 H Region t, Philadelphia, Office of the Director 
60/04/24 2pp 


0000070419 Submits notice of temporary change to central alarm station 
barrier, per 000717 fcelcon Notice withheld (ref 10CFR2 7901 
CONWAY, W F Vermont Yankee Nuclear Power Corp 80/07/23 2pp 


3003120366 Forwards Revision 1 to physical security plan Revision 
withheld (ref 10CFR2 790) 

SMITH, R L Vermont Yankee Nuclear Power Corp 80/07/30 2pp 


6000200100 Notification of 000019,20 «< 22 workshops in Valley Forge, PA, 
Chicago, 1L & Atlanta, QA, respectively, to solicit public 
comment re NUREC-0696, “Functional Criteria for Emergency 
Response Facilities “ 

CRIER, 0 M Region I, Philadelphia, Office of the Director 

00/00/11 2pp 


0008140324 Responds to NRC shutdown capability analysis Proposes that 
response to now criteria for safe shutdown in event of fire 
be submitted upon final publication of rule 'as App R to 
10CFR50 

HEIDEfiiL H Vermont Yankee Nuclear Power Corp 80/08/13 2pp 


8000190370 Forwards physical security p lan, Re vi s 1 on 1 Plan withheld 
(ref 10CFR2 7901 

MURPHY. W P Vermont Yankee Nuclear Power Corp 80/08/19 lp 


H General correspondence 


0000270609 Forwards IE Info Notice 80-24, “Low Level Radwaite Burial 
Criteria “ No written response required JW Snieiek B00330 
memo enci 

□ 'REILLY.jp Region 2, Atlanta, Office of the Director B0/03/14 
If 


S Reportable occurrences, LERs 6 related correspondence 


6007230239 Part 21 rept re crocked steam generator manway studs 
Satisfactory operating experience forms constitute 
reasonable basis for continued operation while 
investigations proceed 

TAYLOR, J H Babcock t Wilcoi Co 00/07/11 5pp 


8003130456 Follows up 800530 ltr which provided preliminary info re 
large vol of water discovered in te 1 c on gallery on 
800529 Caused by in leakage permitted by inoperable tendon 
gallery sump pumps Diagram encl 
PARKER, W 0 Duke Power Co 00/08/01 4pp 


SOO0 180447 Forwards LEfi GD-008/OJL-0 

PARKER, W O Duke Power Co 80/00/12 3pp 


--0OO810O454 LER 8O-OO0/O1L-O on 800713, hP I pump 20 was removed from sue 
due to bad bearing in pump motor Pump was repaired L failed 
again t3 days later Cause unknown 4 under investigation 
Facility reduced to 597, full powBr 
JONES, J L Duke Power Co 60/08/12 Jp 


8Q0E2OO357 Incident rept on 8(10717, reactor protective sys channel A 
reactor coolant transmitter was found out of calibr Channel 
A was 8 8 pstg above setpoint of 2,274 png Cause unstated 
Pressure transmitters recaltbr Incident not reportable 
PARKER, W 0 Duke Power Co 00/08/15 2pp 


V Operator Fiaminat i ons 


8000110355 Forwards operator licensing program 1 regnal if ica t Ion 
program revised per NRC 80032S ltr Requirement for three 
months experience by ultra man on, shift unnecessary Tiuo-wk 
period prescribed 

PARKER. W 0 Puke Power Co 00/07/31 lp 


60081 10396 Requests correction in address for MRC correspondence 
SMI TH, R L Vermont Yankee Nuclear power Corp 80/00/06 lp 


0000100094 Responds to VT Agency of Environ Conservation re US Miller 
600622 ltr on radioactive leakage No potential for 
outleakage of contaminated coolant In primary sys operating 
at below atmospheric pressure 

HOUSTON, R W Accident Evaluation Branch 00/00/06 2pp, 


— 0009180099 Requests info on types of accidents that could lead to 
contamination of secondary cooling sys, particularly in case 
of rupture in steam condenser Response should be sent to 
VT Agency of Environ Conservation 
MILLER, J B Affiliation Unknown 60/06/22 lp 


P Operating license stage documents L correspondence 


8008060359 Forwards errata sheets correcting errors in five addl TMl-2 
related requirements submitted by 600507 ltr Items involved 
are II K 3 25. II K 29 b II K 3 44 Svc lists enci 
EISENHUT, D 0 Division of Licensing 80/06/09 6?pp 


8003060024 Forwards Ffi notice re 900714-17 regional meetings to addral* 
portion of Commission 800523 memorandum & order describing 
requirements of environ qua £ if i cat i on of electrical 
equipment installed in safety sys 

EISENHUT, D 0 Division of Licensing 80/06/30 lp 


--B00B060IB9 Notice of 800714—17 regional meetings to address portion of 
Commission 800523 memorandum & order describing requirements 
of environ qualification of electrical equipment installed 
in safety sys Svc lists enci 

EISENHUT, D G Division of Licensing 00/06/27 117pp 


8003050064 Requests amend to util Tech Specs within 90 days of receipt 
of ltr re scram discharge vol designs for BUR control rod 
drive sys to reduce susceptibility to common cause failures 
Model Tech Specs end 

EISENHUT, D <5 Division of Licensing a0/07/07 lp 


— 6008050086 Model Tech Specs re control rod operability 
■* Division of Licensing B0/O7/O7 ISpp 


— 8003110358 "Operator Licensing Program 
Duke Power Co 80/07/14 18pp 
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£003060335 Forwards DHR model Tech Specs for NUREG-057G, 1711-3 Lessons 
Learned Category A items (< proposed wording of conditions 
Requests submittal of license amend application, 

Incorporating enc I specs, within 60 days of receipt 
E ISENHUT, D O Division of Licensing 80/07/12 2pp 


— 800B060372 DHR model Tech Specs for NUREG-0570, TMI-2 Lessons Learned, 
Category A Items re emergency power supply requirement, 
direct indication of valve position 6 instrumentation For 
Inadequate core cooling Svc list end 
» Division of Licensing 80/07/12 24pp 


8008070170 Forwards final rept of EGVG data collected at site from 
760404-07 re operating experience of plant augmented off-gas 
triatment sys Requests comment W/o end 

1PP0LITO, T A Operating Reactors Branch 2 B0/O7/S9 2pp 


BOQBO7O105 Confirms 800720 request for description of all significant 
safety differences between analog trip sys design described 
In 000317 1 fcr U design described In NEB0-21617-A Prompt 
response necessary to review proposed design 
IPPOLITO, T A Operating Reactors Branch 2 80/07/30 2pp 


3QOBO0O433 Submits t i ties, positions & assignments of personnel 
effective 800420 per reorganl lai ion of Ofc of Nuclear 
Reactor Regulation 

NOVAK, T M Assistant Director for Operating Reactors 80/07/30 

2pp 


3009070321 Application for amend to License DPR-20.App A, consisting of 
changes to Tech Specs 

TRIBBLE, J E Vermont Yankee Nuclear Power Corp 80/00/01 2pp 


--BO08070329 Proposed changes to Tech Specs Table 3 11-1C re max average 
planar linear heat-generation rate vs average planar 
•Iposure 

» Vermont Yankee Nuclear Power Corp 80/00/01 6pp 


£008190313 Responds to NRC 800730 request for documentation of 
slgnflcent safety differences between util analog trip sys 
design 6 design described in NED0-21617-A One item does not 
have NRC acceptance 

SMITH, R L Vermont Yankee Nuclear Power Corp B0/00/I3 3pp 


8008260003 Forwards request for addl info re adequacy of station 
electrical distribution voltages Requests response within 
30 days of Itr receipt 

IPPOLITO, T A Operating Reactors Branch 2 00/08/18 4pp 


6008250471 Application far amend to Llconso DPR-2B changing App A Tech 
Specs re core reload, Class III amend fee end 

QRACE.ft H Vermont Yankee Nuclear Power Corp B0/08/I9 I2pp 


— 0QO025O693 "Supplemental Reload Licensing Submittal for VT Yankee 
Nuclear Power Station Reload 7 " 

* Genera 1 Electric Co 80/07/30 29pp 


0 Inspection reports, IE Bulletins & correspondence 


0OOB25O226 Forwards IE Insp Rept 90-271/60-07 on 800519-23 No 
none Drop 1 1 anc e noted 

CARLB0N,R T Region 1, Philadelphia, Reactor Cons true 1 1 on b 
Engineering Support Branch 00/06/30 2pp 


--6000230235 IE Insp Rept 50-271/00-07 on 000519-23 No none amp 1 1 ance 
noted. Major areas inspected administrative procedures, f ire 
brigade tra i ning, observation of ignition source It 
combustible metis control. 

KOLTAV, P , 3 Region 1, Phi ladelphia, Office of the Director 
EBNETER.S D Region 1, Philadelphia, Reactor Construction & 
engineering Support Branch 00/06/27 7pp 


6006040466 Forwards IE Bulletin 00-17, "failure of 76 of 185 Control 
Rods to Fully Insert During Scram at BUR *’ Written response 
required 

DRIER, 9 H Region 1, Ph i ladelphia, Office of the Director 
00/07/03 Ip 


60OS14O531 Responds to IE Bulletin 80-17, fai lure of control rods to 
invert during scram, Review of operating procedures 
comp le ted. Revi s ions made to procedures to include NRC 
recommended actions 

HEIDER.L H Vermont Yankee Nuclear Power Corp 80/07/13 Bpp 


3000010124 Responds to IE Bulletin 80-17 re failure of control rods to 
Invert fully Voltage readings taken at manual b automatic 
streiTi tests verified that buses de-energiied properly 
Backup scram valve operability verified 

hfgIDER,L H Vermont Yankee Nuclear Power Corp, 80/07/18 5pp 


0000070079 Forwards Svpp 1 ] to [£ Bulletin 00-17, “Failure of 76 of IBS 
Control Rods to Folly insert During Scram at 0HR “ WTitten 
response required 

GRIER, B H Region 1, Philadelphia, Office of the Director 
00/07/10 Ip 


9008070190 Forwards Suppl 2 to IE Bulletin 90-17, “Failure of 76 of 185 
Control Rods to Fully Insert During Scram at 8WR “ Written 
response required 

ORIERiB H Region I, Philadelphia, Office of the Director 
00/07/22 2pp 


6008100041 Confirms 000724 telcom invitation foi NRC to attend working 
level meeting to discuss plant as-installed c o n f i g ora 1 1 ail of 
control rod drive sys shutdown dischaige vol ,per IF Bulletin 
80-17 Meeting will be held B00B04 In Region t ofc 
GRIER, B H Region 1, Ph i 1 a d e 1 p h i a. Office of the Director 
00/07/25 2pp 


0000190008 Submits response to IE Bulletin 80-1* Facility does not use 
or plan to use Model 1151 & 1152 pressure transmitters in 
sys info submitted re estimates of manpower expended in 
research U performance of actions 

HEIDER.L H Vermont Yankee Nuclear Power Corp 00/07/25 tp 


8008190036 Responds to IE Bulletins 79-02 6 79-14 re piping support sys 
t seismic analysis Piping geometry verifications & anchor 
bolt replacements completed Seismic analyses will be updated 
to correct NRC cnteria 

CONWAY, M F Vermont Yankee Nuclear Power Corp 80/07/25 2p p 


8000140244 Ack receipt of 300703 Itr informing NRC of steps taken to 
correct violation noted in IE Insp Rept 50-271/00-06 
BROWNER, E J Region 1, Phi ladclph ia< Reactor Operations Nuclear 
Support Branch 00/07/28 tp 


•8008140269 Forwards IE Insp Rept 50-271/80-06 on 800428-0501 6 notice 
of violation 

BROIiNERtE J Region i, Philadelphia, Reactor Operations Nuclear 
Bupport Branch £0/06/ 10 2pp 


— 8009140271 Notice of violation from insp on 80042G-0501 

» Region 1, Philadelphia, Reactor Operations Nuclear Support 
Branch 00/06/04 tp 


--8O0SI4O276 IE Insp Rept 90-271/00-06 on 000426-0501 None omp 1 lane * 
noted failure to record test data completely 

BETTENHAUSEN, L Region 1, Philadelphia, Office of the Director 
CAPHTQN, D L Region I, Philadelphia, Reactor Operations Nuclear 
Support Branch 80/06/04 9pp 


0OO8O7C443 Forwards suppl to IE Info Notice 00-06- “Notification of 
Significant Events at Operating Power Reactor Facilities " 

No written response required 

DRIER, 0 H Region 1, Ph t ladolph 1 a, Office of the Director 
80/07/39 lp 


0008140506 Forwards It Bulletin 00-20, “Failures of Westinghouse Type 
W-2 Spring Return to Neutral Control Switches " Requests 
info re estimate of manpower associated w/correctivo 
actions needed after identifying problem 

GRIER, B H Region t, Philadelphia. Office of the Director 
00/07/31 lp 


8006180020 Forwards IE Bulletin 80-19, “Failures of Mercury-Netted 
Matrix Relays in Reactor Protective Sys at Operating Nuclear 
Power Plants Designed bg Combustion Engineering 11 Action 
required by facilities u/QLs or CPs 

QRIER.B H Region l, Philadelphia. Office of the Director 
80/07/31 lp 


8008260420 Forwards IE Info Notice 60-29. "Broken Studs on Terry 
Turbine Steam Inlet Flange “ No specific action or response 
requested 

GRIER, BH Region I, Philadelphia, Office of the Director 
80/00/07 lp 


6000280529 Forwards IE Info Notice 00-30, “Potential for Unacceptable 
Interaction Between Control Rod Ori^e Sc 1 am Function 6 
Nones sent i al Control Air at Certain GE BWR Facilities 11 
No written response required 

GRIER, B H Region 1, Philadelphia, Office of the Director 
00/08/19 lp 


R Periodic operating reports 4 related con espondonc e 


8008190416 Forwards monthly operating rept for Jul 1980 

CONWAY, W F Vermont Yankee Nuclear Power Carp 60/08/06 lp 
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docketed items 


— 8008190484 Monthly operating rtpt for Jul 1903 
EECR?. F C Vermont Yantee Nuclear P ouer CotP 


ao/oa/o* 7pp 


— 8005060010 Emergency plan 

* Public Service Electric 4 Oa* Co 
AQOpp 


of New Jersey 


80 / 07/12 


5 Reportable occurrence! LERi b related C orrtjp ondence 


8008050289 PSQ-I-80-105 on 800722, ons-man plctet vai let at main 
entrance to protest u»e of nonunion contractor All union 
e<np 1 oytei eipected to honor picket line Licensee plans 
operator! shift schedule of IS luprrvlsory personnel 
RAYMOND. U J , MARTIN. T T , BRUNNER. E J Region I. Philadelphia. 
Office of the Director SO/07/22 2pp 


0008050350 Forward! LER 80-021 /03L-0 

MURPHY. W P Verm out Yantee Nuclear Power Corp 00/07/31 Ip 


— 800 0 0 50355 lER 00-021 /03L-0 on B0Q63). dur i ng uidlg environ air tanple 
collection!. incomplete saaples collected at three itations 
Cauted by Palled poops due to damaged bearings W»u pump! 
imtailed Pump 4 ventilation sods Being ev.luated 
HURPHY.WP Vermont Yankee Nuclear Power Corp 00/07/31 2pp 


S0081 1031 4 Forward! LER 80-022/03L-0 

MURPHY, « P Vermont Yantee Nuclear Power Corp 50/09/06 Ip 


'-8009110315 LER BO-022/03L-0 on 800709* dr ywe 11 term was reduced to leie 
than 3 7 psld to perform vacuum treater teiting Difficulty 
of restoring 1 7 psid was observed Caused by failure of 
vacuum treater to properly seat Breaker was manually cycled 
MURPHY. W P Vermont Vanlee Nuclear Power Carp 80/09/04 lp 


0008110405 Forwards LER 80-023/03L-0 

MURPHY.H P Vermont Yantee Nuclear Power Corp 00/00/04 lp 


6008 1 AO 037 Advise, that 800703 request to transfer .m.rs.ncy operation, 
facility to Quinton, NJ facility is amoved , 07/a . a ,- 

VANS A. & A Operating Reactors Branch 1 BO/07/21 

80QB040034 Bubmits Info re evacuation * ‘" 1F . 1 tr i * f or** P D " " * *° ^ 

300702 ttr Estimates included in B00131 4 0717 ltr» o 
States of OE « NY respectively . . Mb1 . ., r ,, u 

LIBRIZZ1.F P Public Service Electric 4 Oae Co of New Jer y 
80/07/24 ip 


8003230039 Notification of 000919,20 4 22 workshop* in Valley Forge. fA< 

Chicago, IL 4 Atlanta. OA, respectively, to solicit public 
comment re NURE0-0696. "Functional Criteria for Emergency 
Rsiporise Facllitita M 

GflIEfli B H Rtgion 1# Ph i I*dt 1 p h lap Office of th» Director 


Dm inn > 1 1 


0 Adjudicatory correspondence 


BOO0QIO128 Forward* list of documents from NRC Piles that were provided 
on 800701 for uie in util fuel rate case NRC retained 
eihibit numbering s-ys developed for caee 
RUSSELL. VI, T Technical Support Branch BO/07/14 9pp 

8008130374 Forwards 800725 FR notice re procedural aesietance change ln 
adjudicatory licensing proceedings 
MOORE. J E Hearing Branch 2 BO/O0/H App 


H General correepondenc e 


■-80OBI 10417 LER 60-023/03L on S00712. ir, other RR-70 on recirculating pump 
motor 3 wai found to have no visible fluid in sight glass 4 
failed to loct up within procedural tolerances when tested 
Caused by fluid leakage L«n» fittings were replaced 
MURPHY.H P Vermont Yantee Nuclear Power Corp 60/08/06 fp 


9009080248 Notifies that util electric production dept he* moved to 
new ofc* 

LIBRIZZ1.F F Public Service Electric 4 Oa* Co of New Jersey. 
&0/07/30 Ip 


8008200328 Forwards LER 80-024/03L-0 

MURPHY. W P Vermont Yankee Nuclear Power Corp 60/OB/13 lp 


— 3008200334 LER 0O-O24/O3L-O on 80071 B, during normal operat i on. control 
room personnel reported UPS-1B trouble ft loss of voltage 
to KC-09B Caused by failed logic power supply board 
Component replaced 4 unit operationally tested 
MURPHY.H P Vermont Yantee Nuclear Power Corp BO/OS/IS Ip 


8006240544 Forwards LER 80-02S/03L-0 

MURPHY. W P Vermont Yantee Nuclear Power Carp 00/08/20 ip 


—8000240579 LER 8O-O25/03L-0 on 800721. during routine surveillance 
tilting MS-DP1S-2-120C was found u/ietpolnt in excess of 
Tech Spec Caused by setpoint drift 5etpoint readjusted 4 
operation verified 

MURPHY.H P Vermont Yantee Nuclear Power Corp 80/00/20 Ip 


V Operator Examination! 


6008050379 Forwards revised facility licensed operator training 4 
retraining programs per HR Denton 800328 Itr 

LYSTER. K D Vermont Yantee Nuclear Power Corp 80/07/29 lp 


— B008Q503S2 "Initial Operator Licensing ° 

* Vermont Yankee Nuclear Power Corp AP-O7J0 80/07/29 3pp 


*8008050385 "Licensed Operator Retraining " 

* Vermont Yantee Nuclear Power Corp AP-071 I 00/07/29 6pp 


DOCKET 50-272 SALEM HVCLEAR CEHEftATINO STATION. UNIT \ 

F Security, medical, emergency 4 fire protection plans 


6008240093 Notifies that Health Physics Networt telephone sys has been 
installed, linking site Health physici personnel w/NRC 4 
regional ofc* Networt. activated in eaergency, is restricted 4 
should be ussd only when other communications cut of sve 

Region l, Philadelphia, Office of the Director 
SO/04/24 2pp 


604)8040007 Forwards emergency plan 

80/07/17* ^ Public Service EUctric 4 Oas Co of He <u Jersey 


6008030244 Advise* of new address for electric production dept» 
effective 000725 

LIBRIZZl.F P Public Service Electric 4 Das Co. of New Jereey. 
50/07/30 Ip 


J Insurance 4 indemnity Information 


8008040338 Forwards Endorsement 4 to NELIA Policy EB-AO 

CORREA, M A Marsh 4 McLennan, tnc . M 4 M Nuclear Consultants, Inc 
Dlv 80/07/31 2pp 


P Operating license stage documents 4 correspondence 


BOO804O3S8 Forward* errata sheets correcting error* in five addl TMI-2 
related requirement* submitted by 800507 ltr Iteme involved 
are II K 3, 25, II K 29 4 II, K 3 44, Svc lilt* f nc 1 
E1SENHUT.D <5 Division of Licensing 00/06/09, 69pp 


8008060024 Forward* FR notice re 800714-17 regional meetings to eddresp 
portion of Commi*tion 500523 memorandum 4 order describing 
requirement! of environ qualification of electrical 
equipment installed in safety *q< 

eiBENHUT, D 0 Division of Licensing 80/06/30. lp. 


'0000060169 Notice of 800714-17 regional maetinge to addreee portion 
Commission 8O0S23 memorandum 4 order describing requirements 
of environ qualification of electrical equipment installed 
in safety sys Svc lists end 

EISENHUT.D 0 Division of Licensing 80/06/27 ll7pp 


8006140052 Submits names of Ofc of Nuclear Reactor Regulation contact* 
for facility resulting from reorgani latian on 000428 
NOVAK. T. M Assistant Director for Operating Reactors 60/07/21 
app 


9006260532 Forward* request for amend 4 analysis of proposed change* to 
safety Tech Specs, App A, to Licenses DPR-70 6 DPR-7S r« 
administrative controls Proposed Tech Spec changes end 
L1BRIZZI.F.P Public Service Electric 4 Gas Co of New Jersey 

60/00/22 lp 


■8008260506 Application to amend Licenses DPR-70 4 DPR-75 re change to 
Tech Specs on administrative control* 

SCHNEIDER. F W Public Service Electric 4 Ga* Co of New Jereay 
90/08/22 2pp 
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-8008260538 Proposed changes to Tech Spec* & 3-6 11 re adml n 1 * tra 1 1 vo 
control * 

* Public Service Electric 6 Qas Co of New Jersey 80/08/22 

llpp. 


a Inspection reports, IE Bulletins 6 correspond ance 


BOOS 130227 Notice of violation from insp on 800330-0430 

* Region l, Ph 1 ladelph la, Office of the Director 90/09/31 3pp 


5003140240 Forwards IE Insp Repts 50-272/80-19 k SO-31 1/90-09 an 
000517-21 No noncompliance noted, 

MARTINr H. © Region 1, Philadelphia, Safeguard* Drench 00/06/17 

=?P. 


— 8006140252 IE Insp Repts 90-272/80-15 k 50-311/80-OB on 000519-21 No 
noncomp 1 lance noted Major areas Inspected physical barriers, 
asses ament aids, detec tion aids k alarm stations Details 
withheld (rtf 10CFR2 7901 

JONES, E W Region l, Philadelphia, Office of the Director 
DEVLIN,J W Region 1, Philadelphia, Safeguards Branch 90/06/11 

*P 


8008070174 Responds to IE Bulletin 79-03A re longitudinal weld defects 
in 300 series fusion welded pipe in safety-related sy* No 
natl used where cods requirements for pressure design 
• lend 0SX of max allowable stress at design temp 
SCHNEIDER, F W Public Service Electric & Qai Co of New Jersey, 
00/07/14, Ip 


8000000050 Responds to IE Bulletin 90-12, "Decay Heat Removal Syt 
Operability " Procedural review underway k upgrading will 
bs completed by 900915 Emergency Instruction re lost of 
shutdown cooling revised 

SCHNEIOERpF W Public Service Electric k Oat Co of New Jersey 
00/07/ IB 2pp 


8005190024 Responds to IE Bulletin 90-06, "Engineered 8afety Feature 
(ESF) Reset Controls," revising 000613 response Corrects 
item re feadweter valve* BF19 k BF40, fc steam line 
isolation 

SCHNEIDER, F. H Public Service Electric k Oas Co of New Jersey 
60/07/10, 2pp 


8OO0O7OS57 Forwards IE Circular 80-17, "Fuel Pin Damage Due to Water 
Jet From Baffle Plata Corner 11 No written response required 
OftIER,B.H Region 1, Philadelphia, Office of the Director 
00/07/20 lp 


8005220077 Forward* IE Bulletin 80-19, "Kaint of Adequate Min Flow 
Through Centrifugal Charging Pumps Following Secondary Side 
High Energy Line Rupture " Action required. 

CftlEft.B. H Region i, Ph i ladel ph la. Office of the Director 
BO/ 07/24. Ip 


5008130217 Ac V receipt of 000702 ltr Informing NRC of steps taken to 
correct violations noted in IE Insp Repts 80-272/80-06 k 
90-311/00-05 

GRIER.B H Region 1, Phi ladel ph ia. Office of the Director 
80/07/25 lp 


— 8006 130223 Forward* IE Imp Rapt* 50-272/80-06 k 90-311/00-09 on 
000330-0430 k notice of violation 

ORIER , B H Region 1, Ph i lade lph ia, Office of th« Director 
00/06/09 2pp 


— 6006130233 IE Insp Repts 50-272/80-06 k 50-311/00-05 on 800330-0430 
Noncomp 1 lance noted Unit 1 infractions ware partial 
isolation of auxiliary f eedwater, fai lure to record rod 
position k failure to conduct monthly calibr 

NORN HOLM, L J. , HILL, W M Region 1, Philadelphia, Office of the 
Director KEIMIQ,R R Region I, Ph i ladelph ia, Reactor Operation* 
Nuclear Support Branch 80/05/21, 17pp 


6005150190 Submits response to IE Bulletin 90-16 Plan* installation of 
Rossaoynt pressure transmitter* w/output codes A k D at 
plant Transmitters Will not be affected by problem* 
discussed in bulletin 

BCHNE I DER, F W Public Service Electric k Oas Co of New Jersey 

00/07/25. Ip 


8008070425 Forward* suppl to IE Info Notice 00-06, "Notification of 
Significant Event* at Operating Power Reactor Facilities " 

No written response required 

ORIER.B. H Region 1, Philadelphia, Office of the Director, 
00/07/ 29. lp. 


0003140539 Forwards IE Bulletin 80-20, "Failures of ties t Sngh ouse Type 
W-2 Spring Return to Neutral Control Switches “ Requests 
Info re estimate of manpower associated u/corrective 
actions needed after identifying problem 

DRIER, B H Region 1, Ph i lad e 1 p h ia , Office of the Director 
80/07/31 lp 


8008180015 Foi wards IE Bulletin 80-19, "Failures of Mercury-Wetted 
Matrix Relays in Reactor Protective Sys of Operating Nuclear 
Power Plants Designed by Combustion Engineering 11 Action 
required by facilities w/DLs or CPs 

DRIER, D H Region 1, Philadelphia, Office of the Director 
80/07/31 Jp 


8008260426 Forwards IE Irtfo Notice 80-29, "Broken Studs on Terry 
TuTbine Steam InlBt Flange " No specific action or response 
requested 

ORIERiD H Region 1, Ph i 1 ade 1 p h i a. Office of the Director 
60/06/07 lp 


8009270540 Responds to violation noted in IE Insp Repts 50-272/80-13 k 
50-31 1 / 00 - 09 , on 000601-30 Corrective action infraction 
addressed in LED 8Q-004/03L pn 80071 O Facility is now in 
comp I i ance 

SCHNEIDER, F W Public Service Electric t Das Co of New Jersey 
80/09/15 2pp 


R Periodic operating reports k related correspondence 


9OO0I9O13B Forwards "Artificial Island Radiological Environ Monitoring 
Program, 1979 Radiological Rept " 

LIDFlIZZItF P Public Service Electric k Oas Co of New Jersey 
90/07/22 lp 


— 0000190143 "Artificial Island Radiological Environ Monitoring Program, 
1979 Radiological Rept ” 

* Radiation Management Corp 80/06/30 12Qpp 


8008190347 Forwards monthly operating rapt foT Jul I960 

MIDURA,H J Public Service Electric k Das Co, of New Jersey 
80/00/11 lp 


— 8000180340 Monthly operating rept for Jul 1980 

MILLERiL K Public Service Electric k Oas Co of New Jersey 

80/08/11 18pp 


3 Reportable occurrences, LERs k related correspondence 


8008040040 RO 80-40/01P on 800725, damag e to all telephone lines 
oecurrsd resulting in loss of dedicated lines between site k 
NRC Incident Response Ctr Radio contact immediately 
established w/state k local police Svc restored late 800725 
MIDURAi li J Public Service Electric k Oas Co of New Jersey 
00/07/20 lp 


0000080262 Forwards LPl 0O-O41/O3L-O 

LIBRIZZI.F P Public Service Electric k Oas Co of New Jersey 
00/08/04 2pp 


— 6008080265 LER 0O-O41/O3L-O on 80070 B, during routine operation, 
discovered water mixed ui/ lubr 1 c a t i ng nils in 11 safety 
injection pump Caused by cooler tub# failure Tube plugged k 
retested satisfactorily 

MURPHV,M J Public Service Electric k Oas Co of New Jersey 
80/08/04 lp 


0008200017 PND-I-80-120 on 000805, main t mochanic employed at site died 
while in hosp after fall in turbine bldg on B00730 No 
radioactivity involved 

KEIMIOrR R , BRUNNER, E J Region 1. Philadelphia, Office of the 
Director BO/08/06 2pp 


8008120640 Forwards LER GO-O4O/01T-L 

LIDRIZZI.F P Public Service Electric & Oas Co of blew Jersey 

80/00/00 2p p 


— -8008120646 LER 80-04Q/01T-L on 800725, atl telephone communication was 
terminated Caused apparently by person or persons cutting 
all normal phone lines leading to station Emergency measures 
taken until normal line connected 

rt'JRFHV, M J Public Service Electric k Oas Co of New Jersey. 
80/08/00 ip 


0008260407 Forward* LER B0-042/03L-0 

LIBRIZZIiF P. Public Service Electric k Oas Co of New Jersey. 
80/08/19 3pp 
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- -B0C02&0410 LER BO-042/03L-0 on 300721 . r evi ew of surveillance records 
revealed that 92-day t 18-month surveillance not c omp 1* t ad 
when required on 24-vclt starting battery for fire pump 
diesel Caused by electrician tailing ta document insp 
HURPHY, M J Public Service Electric 6 Gas Co of New Jersey 
BO/OB/19 ip 


1 / Operator Examination* 


0000040341 Submits review of status of licensed operating personnel 
Describes plans for Increasing subj personnel & requests 
waiver of requirement that licenses be held one yr Waiver 
would jne relief to licensed personnel working long hours 
SCHNEIDER. F W Public Service Electric \ Oas Co of New Jersey 
80/07/14 2pp 


8008270381 Forwards summaiy of training mat! for mitigating core 
damage training Training currently given to licensed 
operating personnel t support staff 

LIBRIZZ1.F P Public Service Electric i. Gas Co of New Jersey 
80/08/19 3pp 


8008240380 Forwards original of revised 800820 ttr re licensed operator 
staffing plan for facility Initial revision transmitted by 
telex on 800821 Revised itr includes Page 5 portion omitted 
by typing error 

LIBRIZZC<F F Public Service Electric V Gas Co of Net) Jersey 
80/08/21 Ip 


— 8008260385 Revises original 803820 Itr re operator staffing plan by 
Including part of Page 5 originally omitted by typing error 
Restates program committed to by 800801 Itr by allowing 
margins for a t tr i ti on« absenc es l vacations 

LIBR12ZI.F P Public Service Electric & Gas Co of New Jersey 
80/08/20 7p p 


DOCKET 50-274 U S GEOLOGICAL SURVEY RESEARCH REACTOR 


F Security* medical* emergency 4 fire protection plans 


8008270275 Forwards physical security p Ian* Revis i on 2 Plan withheld 
<ref 1QCFR2 7901 

flUSLINO, D H , HARR ANZ INO. A P In fcerior. Dept of, Geological Survey 
CJ0/0B/I3 tp 


O Inspection reports# IE Bulletins h correspondence 


6003140103 Forwards IE Circular 80-14, "Radioactive Contamination of 
Plant Demi nera 1 i ted Water Sys L Resultant Internal 
Contamination of Personnel " No response required 
SEYFRIT , K. V Region 4, Dallas, Office of the Director 80/06/24 

tp 


DOCKET 50-275 DIABLO CANYON NUCLEAR POWER PLANT. UNIT 1 


A App 1 icet i on/cons truction stage documents t correspondence 


3008060024 Forwards FR notice re B007I4-17 regional meetings to address 
portion of Commission 600523 memorandum It order describing 
requirements of environ qualification of electrical 
equipment installed in safety sys 

EISENHUT, 0 6 Division of Licensing 80/06/30 lp 


— 8008060189 Notice of 800714-17 regional meetings to address portion a# 
Commission 800523 memorandum 5 < order describing requirements 
of environ qua 1 1 f lea t i on of electrical equipment installed 
in safety sys Svc lists anc 1 

EISENHUT, D Q Division of Licensing 80/06/27 !17pp 


8007160392 Forwards Btd Order for DOE Wort, "Bys Interaction Support 
foT Diablo Canyon," issued to LLL 

ROES,D F Division of Systems Integration FIN A-0248-0 30/07/07 

IP 


B00S080Q1Q Requests that all applicants for OLs and CP holders provide 
up-to-date completion schedules i, fuel load target dates so 
that MRC may establish licensing priorities Forwards list 
of target schedules for plants to be completed within 3 yrs 
EISENHUT, D G Division of Licensing 80/07/11 10pp 


1009070470 Forwards preliminary procedures for special low pewar test 
program, in response to NRC request Formal mods to 
preliminary procedures will not be submitted to NRC Current 
procedures available to inspectors at plant site 
CRANE, P A Pacific Gas l Electric Co B0/O7/3O 4pp 


— BOO0O7O477 "Special Lou Power Teat Program, Chemical U Vo 1 Control Sys 
Charging *i Letdown Cooldown Capability " 

LACONTE, D Pacific Gas tc Electric Co 90/05/13 12pp 

— 8003070482 "Special Low Power Test Program, Simulated Loss of Site AC 
Power ' 

SHELLEY, D W Pacific Gas S, Electric Co 30/03/23 lBpp 

--80Q80704B5 "Reactor Trip 14/Safety Injection " 

» Pacific Gas 6 Electric Co 80/04/19 2ipp 


— 0000070488 “LOCA " 

* Pacific Gas t Electric -Co 30/04/22 33pp 


— 8008070491 "Relieving Watch (Shift Turnover) " 

• Pacific Oas <« Electric Co 80/03/27 18pp 


— 80QB070493 “Organ i iat i ona 1 Control of Emergencies " 

* Pacific Oas 4 Electric Co 00/06/11 20pp 

— 80030704'97 “Training Guidelines for Recogniiing U Mitigating 
Consequences of Severe Core Damage " 

» Institute of Nuclear Power Operations 80/06/3 0 23pp 


8009150060 Submits interim criteria for shift staffing to all OL & CP 
licensees !t app 1 icants, per NRC 800507 Itr Discusses 
admini stra tive provisions for emergency L overtime work 
Development i imp I ementa t ion to be reviewed within 90 days 
ElSENHUT.t) 0 Division of Licensing 80/07/31 lOpp 


8009210327 Forwards "Description pf Sys Interaction Program for 
Seismlcally rnduced Events," Revision 3 
CRANE, P A Pacific Oas It Electric Co 00/00/19 ip 


— 8003210320 “Description of Sys Interaction Program for Seismically 
Induced Events*" Revision 3 

* Pacific Gas & Electric Co 80/00/15 lOOpp, 


8008240460 Forward* preliminary "El Centro CA Differential Ground 
Motion Array" in response to 800820 telcon request 
KETCHEN* E 0 Hearing Branch 4 00/03/21 Ip 


--8008 26046 I "El Centro CA Differential Ground Motion Array," preliminary 
rept 

DVCROFT. £> N Interior, Dep fc of, Geological Survey 00-919 DRFT 
80/08/21 l&pp 


8008270299 Forward* request for amend to CPPR-39 1 CPPR-69, ectending 
completion dates to 010331 t 010930, respectively 
0 RANE i P A Pacific Gas L Electric Co 80/08/21 tp 


— 0000270305 Request for amend to CPPR-39 U CPPR-69, extending completion 
dates to B10331 b 810930, respectively 

LANGLEY, E 3 Pacific Oas * Electric Co 80/08/20 lp 


E NRC Safety Evaluation Report (SERI, suppls t correspondence 


8008140214 Sup p 1 10 to 8ER 

» Office of Nuclear Reactor Regulation, Director NURE0-047S 810 
80/03/0 i SBp p 


F Security, medical* emergency b fire protection plans 


B008050102 Requests all applicants for CPs t< OLs submit info re 
proposed nuclear power plant vicinity evacuation estimate* 
Info requested by 800B01 for NSC to identify evacuation 
constraints, spec i al planning measure* 6 possible mods 
EISENHUT, D 0 Division of Licensing 80/07/02 lp 


8008060347 Responds to MRC 800702 request for evacuation times 
Requested info was provided in 000411 rept "Evacuation Times 
Assessment Study for Dlablt? Canyon Nuclear Power Plant, Apr 
1980 “ Final rapt will be completed around 800015 
CRANE, P A Pacific Oas & Electric Co 00/08/01 lp 


G Adjudicatory c or r e sp ondenc a 


6008110161 Discusses issue before ASLB re Chumeth Indian* access to 
certain sacred burial areas reputed to exist at plant site 
Requests consultations w/clesignated spokesman for Chumash 
rndians Lists info required by NRC for discussions 
DAVIE, L 0 Hearing Branch 4 30/07/21 2pp 


■8000070474 "Special Lou Power Test Program, Mature 1 Circulation 
SUMNER, J Pacific Ga* *■ Electric Co B0/05/15 32pp 
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SO0BO4QO75 R«»ponil in opposition t ° ® an Lu 1 * D1> ‘ ) **“ !1 ° tfl Br ’ f ° r Pe3<: * 
900710 request for revised affidavit of nondisclosu e 
Jntervenor objection to original affidavit is untimely 

SM-«rZ. 1 L i L 6lr Antitr 0 it Division OLMSTEAD. W J Hearing Branch 4 
00/07730 2pp 

— 0000940079 Response in opposition to Governor of CA 800725 proposed 
eiperts for security plan hearing Does no* 

designation of J Taylor Expertise relation w/issues must be 
ihgun re atfdl designations Certificate of Svc encl h . 

SWARTZ, L. L Antitrust Division OLMSTEAD. W J Hearing Brenc 4 
E30/ 07 /30 6pp 


800B07Q4 47 Order granting .. tension "“l,* 0 ****”*™™ 1, ^ ° f 
Cfi Joint Intewenors to rasgand to util 000714 motion 
seeking license* for fuel loading it low power * 9 so/03/01 Ip 

80WER3.E S Atomic Safety and Licensing Board Panel 80/03/01 ip 


6003150367 Reguests "LNO Rept f USGS, 1980) . • mentioned in R« 
written testimony, re NRC 300003 response to ALAB-598 
immediate compliance reguested 

BISHOP. C J Atonic Safety and Licensing Appeal Panel BO 
If 


3000150367 Reguests "LNG Rept (LSGS 19801.” mention, d in RM 
written testimony, re NRC 300800 response to ALAO-590 
immediate compliance reguested 

B1SK0P.C J Atomic Safety and Licensing Appeal Panel 00 

IP 


0008150364 notion for revision of nondisclosure affidavit V < 
schedule in ASLB 800308 fourth prehearing conference order 
Access to safeguards contingency plan *• security plan was 
not given to state of CA Urges commencement of discovery 
BROWN, H H . LANPHER. L C • QEORGIOU.B S California, State 
eO/OB/13 4pp 


—00080704*10 Order granting extension until 800000 for Commission 

.r;It yh.tn.r to review ASLAB-598 Certificate • ;«•«» /0J 

CHILK, S j Office of the Secretary of the Commission 80/08/ 1 

4pp 


— 8000160371 Amended affidavit of nondisclosure re licensee S 
plan Prof qualifications encl 

THURMAN, 0 B California, State of THUS HAM, G S Hill C 
4- Phillips 00/00/13 9pp 


^0^1.0 , 0R0WN* HH . LANPHER, L C California, State of 
0O/OB/O4. IAPP 

OLM8TEAD, If J Hearing Branch 4 00/08/04 5pp 

£000030434 ftespons* in opposition to util ‘"J* 10 " design'* all ° Uln5 
*uel loading Si low power testing Issue* of seismic design* 
security planning* QA S, emergency planning must he resolved 
License must be preceded by evidentiary hearing ncHAHen D S 

FLEISCHAKER, 0 8 San Luie Obispo Mothers for Peace 
pififcftjfc «r t D* S 80/00/04 3pP 

■"-ass.KSrCTSR.a'sar^sii “ 

c’wJ"“‘' ar,°T. "‘It,. .< *M m ' M,M 

app - 

HKo o f ’ c ^r. affidavit State of CA m-y examine 

S,E S.. *-8/04 

IIPP* 

.ssk::; «■ .r&wr. 

iS consultant, Certificate of Bvc 

H * OEHR, A C . NORTON. 0 Pacific Oa. fa Electric Co 
00/09/04 6pp- 


iSBsiivr’aa^: * »«•«» » 

.^-s n _ t. ,,{.1 | 0Qi*> 714 r#ou**t for fuffl loading ^ low potior 

SOOTO0O543 Q *° JtlillM cSSplitirf t of 

**»'< »■»<» Bup >i ,o ad i T 

*5PP 

Notice of WA Jf^ 'W' " d,,lBM * UB “ 

b“dWIn“U’a 1 ‘sanTu" OMspd others for Peace 60/09/06 3fp 

„ it rtfdar, ALAB-604, granting Joint Intervenors ' 

6000120704 Memorandum ^ordar.ALAB ^provided" opp or t unity to 

request that Drj Trlfun ^ validity Instructs NRC to 

comment on part , ACRS f or delivery of testimony, by 800902 

iMM'rjts*!; r .i: ■».* *■*-»■ 

•Bp P 

a nnn «. to ASLB 000304 third prehearing conference order HH 
0OO013OS24 "**5*"ha r «U l review applicant security plan on 

M? 3o”?nSr Brown of CA Results will be submitted to 

F m £liV£X'!& Tf C *BROWN, H H HU1 Christopher * 

PM l l Ip. 00/00/11 3PP 


— 8008130374 Amended affidavit of nondi sc losure re licensee S 
plan Prof goal if icat ions b Certificate of Svc encl 
HAMILTON, P California, State of HAH1LTON, P Mill Chr 
Phillips 80/0B/I3 7pp 


8000200160 Forwards JN Brone 800B0B testimony re A SLAB Ouestli 
7 per ASLAB 800807 order. ALAB-404 Constitutes last piece of 
testimony filed before ASLAB re 800624 questions 
KETCHEN, E G Hearing Branch 4 80/08/13 IP 


0000130590 Order directing util to file supplemental position 
300328, Governor of CA 4 Joint Intervenors on 800911 4 NRC an 
800925. re util 300714 motion for fuel loading l> low power 

BQWERS?E S Atomic Safety and Licensing Board Panel S0/03 
29 V 

8000180604 Order granting estension until B00821 for parties t 
to Governor of CA 800013 motion for revision of 
nondisclosure affidavit b prehearing schedule Eifcent of 
discovery should be addressed 

BISHOPiC J Atomic Safety and Licensing Appeal Panel SP/wi 
2pp 

3008100635 Order granting extension until 300822 for Comflissioi 

review M,/i9-£>00 art/rtf 

CHILKfS J Office of the Secretary of the CoflAlition 0O/O£ 

IP 


3000200041 Advises that JE Luce b MO Tr.funac have »*• 

testimony in response to ALAB-590 ACR0 is tu< “ 

4, Trifunac to testify per ALAS 300307 memorandum 8, order. 

KETCHENfE G Hearing Branch 4 80/00/14 2pP 

8003200133 Forward, JN Brun. 000803 testimony re «LAB Question 
-r rrtncH fcii fed 4 last 0i*cc of 

proceeding ^ASLAflh ear ing s will begin on 800923 in San Luis 
KETCHEN.E 0 Hearing Branch 4 80/03/14 Ip 

8000260227 Amended Cert, fleet, of Svc of 000813 motion for rivr 
nondisclosure arfidavit i for revision of prehearing 

SROW^h'h California. State of BROWN, H H H, H Chr t.tPPh , 
Phillips 80/08/14 2pp 


109210368 Forwards 09 Fleischaker 0003' 
Intervenors A. Luco 6 Tr.funec r.pr.s 

proceeding* requests author «..h 

^ppearaneff to ^actlitai 


mil nUMl Q Q. 


— 0008210370 8U 
s*nmlc red 
In order t(? 
FLEISCHAKER. I 


3008210086 Advises 
accommodating 
order re aece* 
BISHOP, C J f 

ip 
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BQ0B210393 Advise* that unsanitued version of security plan ha* bean 
inada available to Governor of CA representatives per A SLAB 
SQ0S04 order Explain* arrangement for Injp 6 copying 
Affidavit* of nondisclosure xecuttd on 000721 
DAVIS, L D Hearing Branch 4 80/00/14 2 pp 


8000250512 Requests that reopened hearings commence on 801013 due to 
unavailability of witnesses. In response to ALAB-604 
Related correspondence 

CRANE. P A Pacific Gas t Electric Co 80/00/15 lp 


6008270195 Response in support of Governor Brown revision of 
nondisclosure affidavit U request for eitension of 000025 
deadline for contentions Interveners were denied access to 
safeguards contingency pian Certificate of Svc one l 

WILLIS, H M San Luis Cbispo Mothers for Peace HILLI6.H M Seymour 
>* Willis 30/08/16 4pp 


0000210053 Response to ASLAB 800814 order States extent U type of 
discovery to narToia issues re security arrangements, 
underlying methodology 6 operating procedures Discovery 
will expedite proceeding Certificate of Svc encl 
BROWN, H H « LANPHER, L C , OEOROIOO, B S California, State of 
80/09/ 18 4pp 


8000210096 Request for c lar if l cation of ASLB GOOBI5 order to meaning of 
supplemental positions Parties should Tefer to Oovernor of 
CA 600804 answer It opposition Requests order re util 000714 
motion W/Certif ! cate of Svc 

BRQWM, H M . KLINE, J A , QEORGIOU.B S California. State of 
80/09/18 6pp 


0008220047 forwards US08 1980, "LNG Rept, “ re NRC testimony of RM 
McMullen in response to ALAB-59S 
KETCHEN, E 0 Hearing Branch 4 30/08/18 I2pp 


0008220090 Notice of appearance an behalf of ACR8 consultants MD 
Trlfunac 6 E Luco Representation provided limited to 
Commission 4 ACR8 Interests in protecting ACR3 collegial 
process from unwarranted intrusion 

NQRDLINQER.M 8 Office of the General Counsel B0/0B/1B 2pp, 


8008260235 Proposes hearing procedures mailmlting development of record 
in reopened seismic proceedings 4 assuring joinder of 
scientific issues Suggests 800904 or 05 prehearing 
conference to discuss scheduling Related correspondence 
FLEISCHAKER, D Flelschaker, D S 80/09/18 2pp 


8008220072 Ac k receipt of 800018 Itr re schedule for rsopened seismic 
hearing Trlfunac 6 Luco will convey concerns through 
appointed NRC counsel 

B1BK0P.C.J Atomic Safety and Licensing Appeal Pansl 80/08/19 
«P 


8008220074 Requests postponement of hearing until 801004 due to 
Trifunac 4 Luco schedule conflict Both witnesses will be 
able to meet u/ASLAB On 800902 

NORDLINGER.M S Office of the General Counsel 00/00/19 2pp 


8008220189 Memorandum 4 order, ALAB-6Q7, denying Joint Interveners' 
motion to reconsider ALAB-59B which reopened record rs 
seismic issues NRC written testimony shall be submitted by 
BOGVrs.rs £927 earthquake ambiguities 

BISHOP, C J Atomic Safety and Licensing Appeal Panel 00/00/19 
4pp 


8006230476 Advises that NRC will be preparsd for 000923 hearing on 
seismic issues 

KETCHEN. E 0, Hearing Branch 4 60/00/19 2pp 


8008220152 Order advising of Commission BOO0U refusal to. review 
Director's decision denying Friends of The Earth request for 
enforcement action 

CHILK. 8 0 Office of the Secretary of the Commission 00/09/20 
IP 


8008260 1 87 Order directing parties that communication w/ASL8 !. other 
parties re MD Trifunac 4 JE Luco appearances as A8LAB 
w i tness a s . shou 1 d be made via MS Nordllnger exclusively Bame 
procedure applies re communication w/wltnesse* 

BISHOP. C J Atomic Safety and Licensing Appeal Panel 80/08/20 

2pp 


forwards five figures Inadvertently deleted from NM Newmark 
800809 testimony 

KETCHEN. E 0 Hearing Branch 4 80/08/21 7pp. 


8000360194 Order explaining ASLB 800815 order re addl filings from 
parties, in response to Oovernor of CA 0OOB18 motion for 
clarification Parties may respond ai deemed appropriate re 
low power testing 

BOWERS, E S Atomic Safety and Licensing Board Panel 80/08/21 

2pp 


8008260229 Forwards summary of MH Brawn 300820 telcon on behalf of 
Oovernor of CA to be placed in PDR per ex parte 
communications requirements Access to PO&E security plan 
denied 

9ALZKAM, R 8 Atomic 8afety and Licensing Appeal Panel 00/08/21 
2pp 


6008260489 Forwards summary of 800B2L telcon re receipt of security 
plan copies for use In Diablo Canyon proceeding 

SALZMAW, ft 8 Atomic Safety and Licensing Appeal Panel 80/08/21 
2pp 


8003200191 Forwards EG Kotchen 300020 ltr u/end directed to A8LAB re 
NM Newmark testimony 

KETCHEN, E 0 Hearing BTanch 2 BO/00/22 ip 


— 3000280196 Forwards five figure* inadvertently delated from NM Ntumark 
testimony submitted on 800808 
KETCHEN, E 0 Hearing Branch 2 BO/OS/2Q 7pp 


8009200273 Order granting extension until 800902 for Governor of CA i 
San Luis Obispo Mother* for Peace to file statement of 
Issues St amended contentions 

BISHOP, C J Atomic Safety and Licensing Appeal Panel, 00/00/22 
lp. 


H General correspondence 


8000280341 Forwards F Elsslar FOIA requests for documents in custody of 
DDJ re facility proceeding 

HUGHES, J V Justice, Dept of 80/07/23. 4pp 


8008520053 Opposes iisuance of PL 

WINGF. N Affiliation Unknown 80/07/26 lp 


0OOB14O3S9 Demand* that NRC deny approval of operating permit for 
facility No plans currently exist for safe evacuation. Plant 
should be converted to continue CA precedent for, safe 
renewable energy Certificate of Svc encl 
WARTEL8.L Affiliation Unknown 80/00/01 4pp 


8009280351 Responds to FOIA request for documents in custody of DOJ re 
facility proceeding Forwards documents listed In Apps A, B, 
t C B/« encl* 

FELTON. J II Division of Rules and Record* 80/08/07. 26pp 


OOOB20O333 Addl response to FOIA request for document* in custody of 
OOJ re facility proceeding Forwards documents listed in App 
A W/o ends 

FELTON. J M Division of Rule* and Records 80/08/12. 2pp 


8009220186 Petition signed by 102 citiiens urging OL not be issued due 
to probleme w/dlspoeal of nuclear wastes 
s Affiliation Unknown 00/00/13 7pp 


8008220059 Opposes issuance of OL 

GARRETT, D Affiliation Unknown 80/08/19. lp 


K Utility Final Safety Analyst* Repurt <F9AR ) & amends 


0008070303 Application for amend to application for OL. consisting of 
Amend 64 to F8AR. 

LANGLEY, E. B Pacific Ga* 4 Electric Co 60/07/29. lp 


— 6009070307 Amend 34 to F8AR 

a Pacific Gas 4. Electric Co S0/07/31. 220pp 


Q Inspection reports, IE Bulletins 4 correspondence 


B00BQB0169 Responds to IE Bulletin BO-OB re containment piping 
penetration welds, Fluetf-head design used, Code applied was 
ASME BtPV code, Section B.Div 1.1963 edition Reg Guide 1 19 
published after const started Welds already radiographed 
CRANE. P, A Pacific Qas *, Electric Co 00/06/18 2pp 


0008120152 Forwards IE Circular 30-17, “Fuel Pin Damage Due to Water 
Jet From Baffin Plate Corner,* 1 No written response required 
ENGELKEN, R H. Region 5, Sen Francisco. Office of the Director, 
80/07/23, ip 
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p '"J«v}0537 Forward* I£ Bull* tin 80-18, "Maint of Adequate Min Flow 
Thrg.jjh Centrifugal Charging Pump* Following Secondary aid* 

^1(6 Energy Lin* Rupture « Action required 

TYJELIKENiR H Region 3, Ban Francisco- Office of tha Director 
W/07/24 lp 


-0008120401 Testimony in response to ASLAH 000624 d *c i * * on, AL AB 593, 
Question B, re structural rosemb lance w/El Centro D fl fS B 0 
Station Analysis of EL Centrol will be ready in Oct 19BO 

KNtOHTlj'p^Assiltant^Dlrectar for Component* It Structures 






rX015O437 Forward * suppl to IE Info Notice 80-06, “Notification Of 
Significant Event* at Operating Power Reactor Facilitle* " 

'■d written response required 

O+iELKEH, Ft. H Reqion 3, Ban Francisco, Office of the Director 
00/07/29 lp 


03091*0526 Forward* IE Bulletin 00-20, “Failure* of Nestlnghouse Type 
W-2 Spring Return to Neutral Control Switches 11 Requeits 
info re estimate of manpower associated w/correetive 
utioni needed after identifying problem 

CMCCLKCNi R H Region 5, San Francisco, Office of the Director 
M/07/ 31 lp 


&M«2004l4 Forwards IE Bulletin 00-19, "Failure* of Her cur y-We ttad 
ftatrie Relays in Reactor Protective 8y* of Operating Nuclear 
Power Plant* Designed bg Combustion Engineering " Action 

Office of tha Director 


remind by facilities w/oL* or CPs 
ENC-ELKEM, R rt Region 5, Ban Francisco, 
©0/07/31 Ip 


-8003130405 Forwards G00612 first draft rag t, ttf E ‘ 

Centro Steam Station Unit 4 for l^^Va 11 ey Earthquake 
un cmi. r A Lawrence Livermore Laboratory 00/06/24 P 


-8000120409 "Dynamic Analysis of SI Centro Steam Station Unit 4 for 
Imperial Valley Earthquake, " draft r«pt 
* Lawrence Livermore Laboratory 80/06/12 S2pp 


-0000120415 Testimony In response to AS LAB 800624 deci . ion. ALAB-599, 
^Question 9*U30S°» tatement^In McHuU.n 800303 a fidav t does 
not impact present case because source mechanism of 1927 


— 0008120417 Act review of McMullen response 
ALAB-S98, Question 9 Comments accurately 

MORRIS, R H Inter t or, Oep t, of 00/07/29 


to ABLAB 800624 decision, 
reflect present UBOS 

If 


T Heart ng transcripts on non-ant 1 tru»t matters 


MJ8180171 Commission determination statement withholding entiT* 
transcript of 300610 dl*cu**ion of physical security plan 
HOYLE, J C Office of tha Secretary of the Commission 00/07/09 

Lf. 


&JOSJ30670 Forward* Joint Interveners' testimony of JN Brun* in 
response to ALAB-590, Certi f icate of 8vc end 
FLEtSCHAKER, D 8 Fleischaker, D 8 00/00/06 4pp. 


B0O013O676 Testimony on behalf of Joint Interveners in J response to ALAB 
-590, Questions 1.4 k 7 Insufficient data re H»6, 7 *« n»7 0 
earthquakes exists to perfect extrapolation method* Pea* 
accelerations have not been established as conservative 
HRtfNE.J- W California, UnW of, 8an Diego 80/00/00 14pp 


0038123310 Prepared direct testimony in response to ABLAB 800624 
decision, ALAB 990, Ouestion 7 Suggest* use of computer 
■odallng which will reduce uncertainties re possibility of 
8* locjliitd drop in facility flroun® motion 

e^UffE, JM California, State of 80/08/00 llpp 


— &>3aiB0323 Prepared direct testimony In responses to ASLAB 800624 
decision. ALAB-590, Questions 1-6 Frea-field response spectra 
is not expected to be modified by facility structure 
Ricemmendi reduction in response Prof qualifications encl 
YOUNG, O. A California, State of 80/00/08 47pp 


0000130602 Written testimony of 
response to ALAB-590 Vol* 1 k 
final Tept re peai horiiontal 
associated w/Hosgri fault 
* Pacific Oa* 4 Electric Co 


JA D lume< HB Se«d,S Smith U others 
2 Contains TeTa Corp Aug 1980 
ground acceleration evaluation 

00/08 /03 243pp 


in 


U Congress iona l /Executive Correspondence 


8008210375 Urge* final 1 
for Santa Clara Valley 
Shares concerns u/Bay 
MlNETA.il V House of 


icensing due to 
electronic* U 
Area Industrial 
flap 80/08/00 


need fOT uninterrupted 
semiconductor industry 
cemmunt ty 
1|> 


power 


DOCKET 50-276 GEORGIA TECH RESEARCH REACTOR 
0 Inspection"* ports, IE Bui 


3OO027O659 Forwards IE Info Notice BO-24, "Lo* Level ^d waste Burial 
Criteria “ No written response required. VH Bnleje* auu54w 

KSluSJi f R.gldn 2 ' Atlantar Office of tha Director 80/00/14 


DOCKET 50-277 PEACH BOTTOM ATOMIC PQWER^aTAT10N^UN^T^2 
F _ ~Secur I tyrmldU air emergency ft fire prot ection pUns 


—6000120320 Prepared direct testimony in response to ASLAB B00624 
decision. ALAB-590, Question 7 Describe* feasibility S. 

of modilinp to facility ground motions 

Prof qualifications L Certificate of Bve end 
DAY, 3 M California, State of 00/08/08 12pp 


K'09ia«33& Forwards NM Newmark.JP Knight, PT Kuo, RL Rot h »*" 
R.H McMullen testimony per ASLAB 000624 dec ision, ALAB-59B 
KETCHEW, E 0 Hearing Branch 4 80/08/03 ip 


-6000120342 Testimony briefing fundamental Issue* in 

rasistent design, in response to ABLAB 800624 dec isl on, ALAB- 
590 Design criteria conservative It requires no change Free 
qualification encl 

NEWHARK, N M Illinois, Vnlv of, Urbane-Champaign. 80/00/08 
92pp 


OO025O73S Notifies that Health Physic h “ b "" 

installed, Unking site health physic personnel w/NRC t 
rsgtonal ofes Networ t . ac 1 1 vated in emergency, 1 s re *t_ rlc 
h mil h h * u**d only uh*n either communication 5 out of »vt 
SS?eR?B H “ "J.UnV tolUUl,**- Office of the Director 
00/04/24 2pp 

000070467 Forwards safeguards c n 2* n sam» 1 & flf fidavi t for 

withholding Plan withheld <t«P I0-CFR2 7?0 * ^„ a 

aFA.DL c Y, E. J Philadelphia Electric Co 00/00/04 Upp 


009120263 Forwards request for addl Info i< ^. ev *'* 1 1 1 

revised guard training qualification plan Encl withheld 

X^? C H* 2 Assistant Director for Operating Reactor, 80/08/06 


—0000120351 Testimony r« seismic matters developed w/PT Kuo, In rasp n 
tc ASLA0 800624 dec 1* ion, ALAB-S98, Question* t, 3 «< 7 . Imperial 
Valliy data must be subjected to critical analysis before 
*p p 1 i c a t i on. Pr of qua 1 1 f icat 1 on* ancl 
ROTHMAN, R L Geosciences Branch 00/08/03 26pp 


— 0000120364 Testimony in response to 
8#l*mic design criteria reviewed 
adequate Imperial Valley earthqua 
affect seismic design 
KtlO.P T. Structural Engineering 


ASLAB B00624 d ec i s l on, ALAB-590 
during ASLB hearings 
Ice data do not adversely 

Branch 80/08/08 19pp 


— BOO012O397 Advises of issuance of NUREG-0003, “Statistical Studies of 
Virtual ft Horiiontal Earthquake Spectra “ Explains 
conclusion a* opposed to Reg Guide 1 60 PT Kuo prof 
qualifications end 

BJHWEIL,. I Structural Engineering Branch 76/07/22 spp. 


008280064 Notification of 000019,20 fc 22 
Chicago, IL h Atlanta. OA, r**P »c tivi ly, to solicit public 
tommeiU re HvREG-0696. "Functional Criteria for Emergency 

PMMilpMa, Office of the Director 

60^0B/U 2?P 


Adjudicatory ond ei^c a 

008010290 Response in opposition to HRC 800703 motion to include 
^finding* of health effects in proceeding ABLAB Presently in 
position to reach issue b resolve radon qua* tl on, ABLAB 

c. ™ r », T » 

Edison Co 8 ILBERO, J E Shew, Pittman. Pott* b. Trowbridge 
00/07/10 7p p 
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8008040001 Response to o th ct partin' positions u effect of NJHEQ/CR- 
1273 on ALAB-562 disposition of Deficiency 1 New estimates 
of ftn-222 li mire omissions more reliable than Perkins 
record Deficiency re-eiam l nation unwarranted 

SILBERO, J E Philadelphia Electric Co CONNER. T B Public Service 
Electric t Gas Co of New Jersey S1LBERC, J E Shaw, Pittman. Potts 
t Trowbridge 80/07/18 6pp 


3008040074 Response to Ecology Action of Oswego fc Environ Coalition on 
Nuclear Power proposed findings of fact & conclusions of law 
re emissions fiom mill tailings piles I* water pathways 
Certificate of Svc encl 

SILBERO, J E i CONNER,! B Public Qbtvicu Electric & Gas. Co of 
JeTseij SILBERGi J E Shau, Pittman, Potts & Trowbridge 00/07/19 
24p p 


3003040135 Reply to interveners Ecology Action of Otwego k Environ 
Coalition on Nuclear Pqujot proposed findings of fact 
Addresses emission* from mill ta i 1 mgs. destabl 1 1 1 ing effects 
of erosion k radon emission rates 

SILBERO. J E Metropolitan Edison Co CONNER* T B Philadelphia 
Electric Co CONNER, T B Public Service Electric S, Oas Co of New 

Jersey 30/07/ 1 8 I9pp 


— 8008040133 Response to ASLAB 800307 order requesting position re 
uhethar disposition of alleged Deficiency 1 in ALAB-562 has 
been affected by NUREG/C-R-1273 Better estimates of radon 
emissions do not require re-e lamina t ion of disposition 
SILBERO, J E * CONNER, T B Metropolitan Edison Co CONNER, T B 
Public Service Electric k Gas Co of New Jersey 80/07/18 6pp 


— 8003040140 Response to NRC 300703 motion to include health effects 
findings Urges ASLAB to make findings re radon emission* 
level Requests application of de minimus theory to eiclude 
insignificant environ impacts Certificate of Eve end 
SILBERO, J E Metropolitan Edison Co CONNER* T B Philadelphia 

Electric Co CONNER, T B Public Service Electric *, Oas Co of New 

Jersey 80/07/18 lOpp 


3000010353 Response in opposition to NRC motion to Include health 
effects in proposed findings of fact ro magnitude of radon 
emissions Kepford 790636 affidavit must be adopted Response 
joined by Ecology Action of Oswego Certificate of Svc encl 
KEPFORD. C TMI-2 h Peach Bottom Intervenors KEPFDRD. C Kepford, 
C 80/07/32 4pp 


3008010253 Response in opposition to NRC motion to include health 
effects in proposed findings of fact re magnitude of radon 
emissions Kepford 790626 affidavit must be adopted Response 
joined by Ecology Action of Oswego Certificate of Svc encl 
KEPFORD. C Affiliation Unknown 83/07/22 4pp 


8008010247 Motion for leave to file out uf time to NIRC proposed 
findings of fact k conclusion* of law Intervenors' 
repreienteti ve was out of town Certificate of Svc encl 
JDHNSRUD, J H TMI-2 k Peach Bottom Intervenors 30/07/33 2pp 


8008010247 Motion for leave to file out of time to NRC proposed 
findings of fact k conclusions of law Intervenors' 
rspresentativs was out of town Certificate of Eve encl 
JCHN3RUD, J H Affiliation Unknown 30/07/23 2pp 


8008010259 Response to NRC reply brief Adopts Ecology Action of Oswego 
reply to NRC proposed findings of fact Supplm mail* w/13 
paragraphs re sealing techniques in underground mines k 
other methods of reducing radon emissions 

KEPFORD, C 7111-2 t, Peach Bottom Intervenors KEPFORD* C Kepford, 

C 30/07/23 +pp 


900010259 Response to NRC reply brief Adopts Ecology Action of Oswego 
'iply to NRC proposed findings of fact Suppls metis w/13 
iragraphs re sealing techniques in underground mines & 
her methods of reducing radon emissions 
°F0RD, C Affiliation Unknown 80/07/23 4pp 


290236 Request for free hearing transcripts per B0Q725 Fft notice 
procedural assistance change in adjudicatory licensing 
iceedings necessary for further procedural Involvement 
"tificate of Svc end 

HN9RUD, J H Environmental Coalition on Nuclear Power 80/09/22, 


berating license stage document* Si correspondence 


,360356 Forwards eTrata sheets correcting errort in five add) TMI-2 
ilated requirements submitted by 800507 ltr Itemi involved 
e II K 3 25, II K 29 4 II K. 3 44 Svc lists encl. 

I3ENHIIT, D 0 Division of Licensing 80/06/09 69pp 


0000060024 Forwards FR notice re 800714-17 regional meetings to address 
portion of Commission 800523 memorandum & order describing 
requirements of environ qualification of electrical 
equipment installed in safety lys 

EISENHUT, D G Division of Licensing 80/06/30 Ip 


— 0008060189 Notice of 800714-17 regional meetings to address portion of 
Commission 800523 memorandum & order describing requirements 
of environ qualification of electrical equipment installed 
in safety sys Svc list* encl 

ElBENHUr.D G Division of Licensing 80/06/27 117pp 


9000050064 Requests amend to util Tech Specs within 90 days of receipt 
of ltr re scram discharge vo 1 designs for BUR control rod 
drive sy* to reduce susceptibility to common cause failures 
Model Tech Gpecs encl 

EISENHUT, D 0 Oivision of Licensing 80/07/07 ip 


— 000 BO 50086 Model Tech Specs re control rod operability 
» Division of Licensing. 00/07/07 15pp 


8008060355 Forwards 8WR model Tech 3pec* for NUREG-0578, TMI-2 Lesions 
Learned Category A items k proposed wording of conditions 
Requests submittal of license amend application* 
incorporating encl specs, within 60 days of receipt 
EISENHUT, D 0 Division of Licensing 00/07/12 2pp 


--BOOQO 60372 BUR model Tech Specs for NUREG-0579, TMJ-2 Lessons Learned. 
Category A items re emergency power supply requirement, 
direct indication of valve position k instrumentation for 
inadequate core cooling Svc list encl 
a Division of Licensing 80/07/12 24pp 


0008270199 Confirms 800723 telcon re inoperability of automatic backup 
scram feature If actions & commitments described are not in 
accordance w/actual actions It commitments. Reg ion 1 should be 
contacted immediately k in writing within 24-h 
GRIER, » M Region 6, Philadelphia* Office of the Director 
80/07/23 2pp 


8008010263 Forwards application for amend of facility OL Application 
requests temporary change in. Tech Spec* re. max permissible 
water temp in containment suppression pool Check encl for 
application fee 

BRADLEV, E Philadelphia Electric Co 60/07/30. ip 


— 3000010269 Application for amend of facility OL, requesting that Tech 
Specs In App A of OL be amended by revising Section 
3 7 A f C to reduce pool temp . fol lowing completion of 
testing to reduce suppression pool temp, 

DALTROFF* & L Philadelphia Electric Co 80/07/30 7pp 


6008050362 Forwards revised Page* 1 I* 2 to application for OL emend t 
revised Tech Bpecs Page* 6 2-1 t- 7. l-l to be Inserted in 
000520 application for amend to Licenses DPR-44 Si DPR-56 
BRADLEV, E J Philadelphia Electric Co 00/08/01 Ip 


— 8006050365 Amended Pages 1 k S to application for OL amend for Licenses 
DPR -44 li DPR-56. clar i fyi ng recent change* in util mgt 
organliation re nuclear activities 

BRADLEV, E J Philadelphia Electric Co 00/09/01 2pp 


— 8006050367 Revised Tech Specs Pages 6 2-i k 7 1-1 re mgt organiiation 
chart 

a Philadelphia Electric Cg 80/06/01 2pp. 


D008140060 Forward* Amends 72 Si 70 to Licenses DPR-44 k DPR-56. 
respe c 1 1 v# 1 y . saf * ty evaluation 6 notice of issuance k 
aval lability 

REIO. R, W Operating Reactor* Branch 4 00/08/01 2pp 


8008140065 Amends 72 it 70 to License* DPR-44 4, DPR-56, re*p#ctiv«ly. 
revising Tech Specs re pool temp suppression for routine 
startup q. power operation conditions 1* for tests which add 
heat to suppression pool 

REIDiR W operating Reactori Branch 4 80/09/01 Bpp 


— 8008140069 Safety evaluation supporting Amends 72 fc 70 to Licenses DPR- 
44 8. DPR-56, respect ively 

* Operating Reactors Branch 4 00/08/01 3pp 


- -80081 40075 Notice of ltsuancs k availability of Amend* 72 Si 70 to 
Licenses DPR-44 k DPR-56, respect ivel y 

REID, ft W Operating Reactors Branch 4, 80/OB/Ol 2pp 


8008110458 Forwards application for amend to OLs DPR-44 

6 DPR-56 re addition of seismic monitoring instrumentation 
operability 6 surveillance requirement* Fee encl 
BRADLEV, E J Philadelphia Electric Co 80/00/09 lp. 
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8008110465 Application for amend to OLs DPR-44 it DPfl-56 
adding seismic monitoring instrumentation operability i« 

« g r v« 1 1 lane e requirements in response to NRC 800701 ltr 
Certificate of Svc ent 1 

SAUER > E Q., BRADLEY, E J Philadelphia Electric Co B0/0R/07 
tiflt 


■&0OSUO469 Add! U revised pages to Tech Spec Sections 3 1S,4 15 J, 
b 7 3, re seismic monitoring instrumentation operability 1 
surveillance requirements 

* Philadelphia Electric Co 80/08/07 Spp 


?>OS'200i2a Responds to util Info re primary coolant sys pressure 
isolation valves Two specific Event 5 valve configurations 
do rot eiist at facility Further activity re broader topic 
of intersys LOCAs may bs required 

AElOiR W Operating Reactors Branch 4 80/08/08 Spp 


■8009200131 '‘Primary Coolant 8ys Pressure Isolation Valves." for Peach 
Bottom Units 1 It 2 Technical evaluation rept 

NOELL.P N ► 8TILWELL, T C Franklin Insti tute/Frankl In Research 
Center NRC-03-79- 1 18 80/07/21 5pp 


8008210409 Responds to B00435 ltr requesting confirmation of ECCS 
equipment configurations in event of dc power supply 
failure ECCS equipment for large it small recirculation loops 
discharge & suction breaks confirm OE findings 
DALTROFF. S L Philadelphia Electric Co 80/08/15 lp 


<i Inspection reportsi IE Bulletins it correspondence 


6008060463 Forwards IE Bulletin 80-17, "Failure of 76 of 183 Control 
Rods to Fully Insert During Scram at BUR " Written response 
required, 

CRIER, 8 H Region 1, Ph i ladelph la, Office of the Director 
80/07/03 Ip 


K>OaS70682 Responds partially to IE Bulletin BO-17 re control rod 
failure fco insert during scram Surveillance tests completed 
on 800706 verified that scram discharge vol it associated 
piping was free from obstruction it water accumulation 
OALTRQFF, S L Philadelphia Electric Co 80/07/10 4pp 


8008200031 Responds to IE Bulletin 80-17 re failure of control Tods to 
Insert during scram Both Units 1 it 2 have ATWS-related 
recirculation pump trips Analysis of net safety of derating 
not required 

GALLAGHER. J W Philadelphia Electric Co 80/07/14 Spp 


&0GBO70I Sfr Responds to IE Bulletin 00-17, supp lementing 800714 response, 
re failure of 76 of IBS control rods to fully insert during 
urn Provides results of review re standby liquid control 
sys injection flaw capability 

GALLAGHER, J W Philadelphia Electric Co 80/07/17 Spp 


KK>B070077 Forwards Buppl 1 to IE Bulletin 80-17, "Failure of 76 of 105 
Control Rods to Fully Insert During Scram at BUR " Written 
Tisponet required 

CRIER, B H Region 1, Philadelphia, Office of the Director 
0 '3/07/1 9 lp 


S0CSQI0145 Responds to IE Bulletin B0-17 re failure of control rods to 
insert fully during scram Items 4 a through 4 d included In 
procedures Ten-day preliminary training requirements 
completed 

OALTRQFF. 9 L Philadelphia Electric Co 80/07/21 3pp 


&308070173 Forwards Suppl 2 to IE Bulletin 80-17- "Failure of 76 of 185 
Control Rods to Fully Insert During Scram at BUR " Written 
response required 

CRIER. B H Region 1, Philadelphia, Office of the Director 
90/07/22 2pp. 


B>3CHB 09004 1 Responds to IE Bulletin 80-i7 re scram tests Requests 
•■tension of required Unit 3 outage to 800B09 Describes 
measures taken to insure control rod drive operability 
GALLAGHER, J W Philadelphia Electric Co 00/07/23 3pp 


€000150109 Submits response to IE Bulletin 80-14, "Degradation of Scram 
Discharge Vol Capability " Surveillance procedures reviewed 
to ensure that degradation of scram discharge valve from any 
cause -would be detected 

GALLAGHER. J W Philadelphia Electric Co 80/07/23 3pp 


8008130243 Responds to IE Bulletin 80-17, Suppl 2, re failure of control 
rod to insert during scram Discusses vent piping test V mods 
to provide vent valve positive venting conditions 
GALLAGHER. J W. Philadelphia Electric Co 80/07/25 2pp 


8006200062 Confirms 80062a invitation to 000804 working meeting at 
Region 1 ofc to discuss plant as-installed configuration 
of control rod drive sys. shutdown discharge vol U other 
matters re IE Bulletin 00-17 

GRIER, D H Region 1, Philadelphia, affice of the Director 
80/07/25 2pp 


0008070431 Forwards suppl to [E Info Notice 80-06, "Notification of 
Significant Events at Operating Power Reactor Facilities “ 

No written response required 

GR1ER.B H Region 1, Philadelphia, Office of the Director 
80/07/2? Ip 


0008140535 Forwards IE Bulletin 00-20, "Failures of Westinghouse Type 
W-2 GpTing Return to, Neutral Control Switches " Requests 
info re estimate of manpower associated w/torrective 
actions needed after identifying problem 

GRIER, B H Region 1, Philadelphia. Office of the Director 
80/07/31 Ip 


8008180011 Forwards IE Bulletin 80-19, ‘Failures of MercuTy-Wetted 
hiatm Relays in Reactor Protective Sys of Operating Nuclear 
Power Plants Designed by Combustion Engineering " Action 
required by facilities u/OLs or CPs 

GRIER, 0 H Region 1. Ph i lade 1 phsa, Office of tha Director 
80/07/31 ip 


0009250077 Forwards IE Info Notice 80-29, "Broken Studs on Terry 
Turbine Steam Inlet Flange " Mo specific action or response 
reques ted 

DRIER, B hi Region I. Philadelphia, Office of the Director 
80/08/07 lp 


8009100543 Responds to IE Bulletin 00-17 re failure of control rods to 
insert during scram at BUR, per 800804 meeting w/NRC Bcram 
testing not yet completed for Unit 2 

COONEY, H J Philadelphia Electric Co 80/09/13 3pp 


— 8008180548 "Isometric Arrangement of Scram Discharge Piping, Unit 2 " 
Sheet 2 

» Philadelphia Electric Co 6280 80/08/11 lp 

— 8000180554 “isometric Arrangement of Scram Discharge Piping, Unit 3 " 
Sheet 2 

« Philadelphia Electric Co 6280 80/00/13 ip 

— 0008100537 "Piping Arrangement of Vent Lines from Control Rod Drive 
Scram Vo t Discharge Headers, fleac tor Bldg Elevation 135 Ft, 

Areas 15 & 16 " Bheet t of 1 

a Philadelphia Electric Co 6280 00/00/13 lp 


•8008180563 "Piping Arrangement of Vent Lines From Control Rod Drive 
Bcram Discharge Vol Head er, Reac tor Dldg Elevation 133 Ft, 

Area 7 " Sheet 1 of 1 

•e Philadelphia Electric Co 6280 00/08/11 Ip 


8000280521 Forwards IE Info Notice 00-30, "Potential for Unacceptable 
Interaction Between Control Rod Drive Scram Function & 

Nonessentlal Control Air at Certain G£ BWR Facilities " 

No written response required 

GRIER, B H Region 1, Philadelphia, Office of the Director 
00/09/19 IP 


ft Periodic operating reports & related correspondence 


8008200263 Forwards monthly operating repts for Jul 1900 
COONEY. II J Philadelphia Electric Co- 00/08/13 lp 


— 0008200260 Monthly operating repts for Jul 1990 

ALDEH.W M Philadelphia Electric Co 80/08/13 9pp 


8008170494 Forwards "Thermal Mapping Rept S0-01 for 800625 for Thermal 
Monitoring Requirements" 4. "Thermal Mapping Rept 80-02 for 
800701 4 II for Thermal Konit-oring Requirements " 

WILLSEY, II B Philadelphia Electric Co 80/08/14 lp 

— 8008190500 "Thermal Mapping Rept 60-fc for 800629 for Thermal Monitoring 
Requirements " 

* Philadelphia Electric Co 80/06/23 4pp 

— 9008190504 "Thermal Mapping Rept 00-02 for 000701 t< 11 for Thermal 
Monitoring Requirements " 

* Philadelphia Electric Co 80/07/11 5pp 
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S Reportable occurrence*! LER* i< related correspondence 


8O08O7OO57 PNQ- I -BO- 1 04 backup scram function inoperable bgcguie both 
backup scram solenoid valve* have 250-volt coil* & power 
supply Is ISS-valt Testing shewed solenoid* would not 
function 

MCCABE. E , BRUNNER, E J fipgioTi i, Philadelphia. Office of the 
Director 60/07/22 2pp 


S0QS1 10373 Forward* UEfi 80-01 1/01T-0 

caCNEi'.HJ Philadelphia Electric Co 80/07/28 2pp 


— 8OO0UO3QO LEfi BO-OU/OIT-O on 800714. during training nn tys, diesel 
generator carder sy* vapor pilot valve found closed 
Cause not found Valve immediately locked open Valve 
alto added to tys checkoff it locked valve li*t* 

COONEY, M J Philadelphia Electric Co B0/07/28 ip 


8009190496 Forward* LER 80-QI2/01T-0 

COONEY. (1 J Philadelphia Electric Co 80/08/04 3pp 


— 8008190506 LE-R 8G-012/01T-0 on 800721, dur mg operational hydro, scram 
discharge yol vent it drain valve* failed to operate 
InvB* 1 1 gati on Indicated at least one vent 6 drain solenoid It 
both backup scran solenoids failed 

COONEY, fl J Philadelphia Electric Co 80/08/04 lp 


8008270519 Forwards LER 80-01 4/04T-Q 

COONEY, H J Philadelphia Electric Co 80/08/IB 3pp 


— 8008270524 LER B0-Q14/Q4T-O an 800609)011 sheen observed on Conawinga 
Pond, near hern that separates pond from coaling tawers 
Caused by oil overflow due to incorrect level gauge reeding 
in diesel storage tank A during ail delivery Oairge recelibr 
COONEY, M J Philadelphia Electric Co 60/08/18 lp 


DOCKET 50-278 PEACH BOTTOM ATOMIC POWER STATION, UNIT 3 


F Security, medical, emergency L fire protection plans 


800B25Q735 Notifies that Health Physics Network telephone sy* has been 
ins tailed, 1 inking site health physics personnel ui/NRC 8, 
regional ofc* Network, activated in emergency,!* restricted & 
should be used only when other e ommuniea t i on* out of sve 
0R1ER.B H Region 1, Philadelphia. Office of the Director 
BO/04/24 2pp 


■8000070467 Forwards safeguards contingency plan t> affidavit for 
withholding Plan withheld <ref 10CFR2 790) 

BRABLEY.E J Philadelphia Electric Co 80/08/04 3pp 


8008120263 Forwards request for add 1 snfo it revision to util BQ06O9 
revised guard training qualification plan Enel withheld 
(ref 10CFR2 790) 

NOVAK, T H Assistant Director for Operating Reactors, 80/08/06 

2pp 


80092S0064 Notification of 800819,20 U 22 workshops in Valley Forge, PA, 
Chicago, IL fc At lan ta, GA, respec ti ve 1 y, to solicit public 
comment r» NUREQ-069 f>, "Functional Criteria for Emergency 
Response Facilities " 

QRIER.D.H Region i, Ph i ladelp hia. Office of the Director 
B0/08/U 2pp 


ffl Adjudicatory correspondence 


8008010290 Response In opposition to NRC 800703 motion to include 
finding* of health affects in proceeding ASi.AU presently in 
position to reach issue it resolve radon question A SLAB 
should decide de Minimus issue 

8IL8ERG, J E Philadelphia Electric Co CONNER, T B Metropolitan 
Edison Co 9ILBER0, J E Shaw, Pittman, Potts & Trowbridge 
30/07/ 18 7pp 


8003040001 Response ta other parties' positions re effect of NUREG/CR— 
1273 on ALA8-562 disposition of Deficiency i.Wew intimates 
■of Rn-222 6 mine emissions more reliable than Perkins 
Tecord Deficiency re-esanunation unwarranted 

BICBER0, J E. Ph iladelph is Electric Co CONNER, T B Public 8«rvice 
Electric U Qas Co of New Jersey STLSERO, J E Shaw, Pittman. Potts 
tt Trowbridge S0/07/IQ 6pp 


5OD8040O74 Response to Ecology Action of Oswego it EnvlTOn Coalition on 
Nuclear Power proposed findings of fact St conclusions of law 
re emissions from mill tailings piles L water pathways 
Certificate of Svc end 

SILBfTRG, J £ , CONNER, T D Public Service Electric ti Das Co of hfew 
Jersey SILBERO.J E Shaw, Pittman, Potts {, Trowbridge 80/07/19 
24pp 


8008040I35 Reply to intervenors Ecology Action of Oswego 6 Environ 
Coalition on Nuclear Power proposed finding* of fact 
Addresses emissions from mill ta i I ings, destabi ii i ins effects 
of erosion 4 radon emission rate* 

5ILBER0, J E Metropol i tan Edison Co CONNER, T B Philadelphia 

Electric Co CONNER, T D Public Service Electric it Qes Co of New 

Jersey 80/07/18 i9pp 


— 9000040138 Response to A8LAB S0O3O7 order requesting position re 
whether disposition of alleged Deficiency 1 in ALAB-962 has 
been affected by NUREG/CR-1273 Better estimates of radon 
emissions do not require re -e earn i nat 1 on of disposition 
8ILBER0, J E , CONNER. T 0 Metropolitan Edison Co CONNER, T B 
Public Service Electric J, Oas Co of New Jersey 80/07/10 6pp 


--■8008040140 Response to NRC B00703 motion to include health effects 
findings Urge* ABLAB to make findings re radon emissions 
level Requests application of d« minimus theory to exclude 
insignificant environ impacts Certificate pf Sve enci 
SILBERO, JE Metropolitan Edison Co CONNER, T B Philadelphia 

Electric Co CONNER, t B Public Service Electric t< 0a* Co of New 

Jersey 30/07/18 lOpp 


0OOB01O253 Response in opposition to NRC motion to include health 
effects in proposed findings of fact re magnitude of radon 
emissions Kepford 790626 affidavit must be adopted Reeponse 
joined by Ecology Action of Oswego Certificate of Sve end. 

KEPF0RD, C TMI-2 i, Peach Bottom Intervenors KEPFORD, C Kepford, 
C 80/07/22 4pp 


0003010247 Motion for leave to file out of bimg to NRC proposed 
findings of fact 6 conclusions of law. Intervenors ' 
representative was out of town Certificate of Sve end 
JOHNSflUD, JH TMI-2 % Peach Bottom Intervenors 00/07/23 2pp. 


8008010239 Response to NRC reply brief Adopts Ecology Action of Oswego 
reply to NRC proposed finding* of fact Suppl* metis w/13 
paragraph* re sealing techniques in underground mine* 6 
othsr methods of reducing radon emissions 

KEPFORD, C TMI-2 6 Peach Bottom Intervenors KEPFORD, C Kepford, 

0 80/07/23 4pp 


8009280236 Request for free hearing transcripts per 000723 FR notice 
re procedural assistance change in adjudicatory licensing 
proceeding* necessary for further procedural involvement 
Certificate of Sve enci 

JQHNBRVD, J H Environmental Coalition on Nuclear Power 30/03/22 

2pp 


P Operating license stage document* tt correspondence 


800S06035S Forward* errata sliest* correcting errors in five addl TMI-2 
related requirements submitted by 800307 ltr Item* involved 
are II K 3 25, I [ K 29 t II K 3 44 8vc lilt* end 
EI8ENHUT, D 0 Division of Licensing 00/06/09 69pp, 


•8OO8O6O024 Forwards FR notice re B00714-17 regional meetings to address 
portion of Commission 800523 memorandum 6 order describing 
requirement* of environ qual ification of electrical 
equipment installed in safety »y* 

EI6ENN0T, D 0 Division of Licensing 80/06/30 lp 


— BOQBO60189 Notice of 800714-17 regional meeting* to address portion of 
Commission 300523 memorandum & order describing requirement* 
of environ qualification of electrical equipment in»talled 
in safety sys Sve lists end. 

EISEHKtir, P O Division of Licensing, 80/06/27 U7pp 


8008050064 Requests amend to util Tech Specs within 90 days of receipt 
of ltr n scram discharge vol designs for BUR control rod 
drive sys to reduce susceptibility to common cause failure* 

Model Tach Specs end 

EISENHUT, B 0. Division of Licensing 80/07/07 lp, 


— 8008050086 Model Tech Specs re control rod operability, 
* Division of Licensing 8&/07/07 ISpp 


6008060355 Forward* BUR model Tech. Spec* for WUR60-0578, TMI-2 Lessons 
Learned Category A items *< proposed wording of conditions 
Requests submittal of license amend application, 
incorporating end specs, uii thin 60 days of receipt 
EISENHUT, 0.0 Division of Licensing 80/07/12 2pp, 


—6008060372 BWR model Tech Spec* for NURE0-O578, TMI-2 Lessons Learned, 
Category A items re emergency power supply requirsnientr 
direct indication of valve position L instrumentation for 
inadequate core cooling Sve list end 
* Oivision of Licensing 80/07/ 12 24pp 
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ErC*&e3?0l?9 Confirm* 800723 telcon re Inoperability of automatic backup 
■ eras fiatur* if-actlon* it commitments described are not In 
accordance w/actual actions it commitments. Beg ion 1 should be 
contacted Immediately S< In writing within 24-h 
GRIEfl. B H Region 1. Philadelphia, Office of the Director 
80/07/23 2pp 


3009060377 Requests written confirmation ro util critical situation 
concerning electrical power generation 

NOVAK, T H Assistant Director for Operating Reactors 80/07/28 
if? 


SOO305O362 Forwards revised Paget 1 it 2 to application for QL amend it 
revised Tech Specs Pages 6 2-1 i 7 1-1 to be inserted in 
8OJ520 application for amend to Licenses DPR-44 it DPR-56 
BRADLEY, E J Philadelphia Electric Co 00/06/01 lp 


— &CK39050365 Amended Pagei 1 it 2 to application for OL amend for Licenses 
DPR-44 it DPR-36, c lar 1 f y Ing recent changes in util mgt 
organisation re nuclear activities 

BRADLEY, E J Philadelphia Electric Co 80/08/01 2pp 


— SOCSOH>3h7 Revised Tech Specs Pages 6 2-1 it 7. 1-1 re mgt organ i iat f-on 

char t 

» Philadelphia Electric Co, 80/03/01 2pp 


&C-OSJ4OC60 Forwards Amends 72 i. 70 to Licenses DPR-44 it DPR-56, 
re spec tlvel y, safety evaluation it notice of Issuance it 
ava liability 

REID, fl U Operating Reactor* Branch 4 80/03/01 2pp 


— 3009140063 Amends 72 it 70 to License* DPR-44 $t DPR-56, respective! y, 
revising Tech Specs re pool temp suppression for routine 
startup it power operation conditions i, for tests which add 
heat to suppression pool 

FEID,R. W Operating Reactors Branch 4 SQ/QB/01 8pp 


■3003140069 Safety evaluation supporting Amende 72 it 70 to Licenses DPR- 
44 it DPfi-36, respectively 

* Operating Reactor* Branch 4 80/08/01 3pp 


'-3003140075 Notice of issuance it availability of Amends 72 it 70 to 
Licenses DPfi-44 it DPR-56, respective ly 

REID. R W Operating Reactors Branch 4 80/08/01 2pp 


30031 10458 Forwards application for amend to QLs DPR-44 
fe DPR-.56 re addition of seismic monitoring instrumentation 
operability 4; surveillance requirements Fee enel 
BRADLEY, E J Philadelphia Electric Co 80/08/08 lp 


-6009110465 Application for amend to OLs DPR-44 it DPR-56 
adding seismic monitoring Instrumentation operability it 
surveillance requirements In response to NRC 800701 I tr. 
Certificate of Bvc end 

BAUER, E 0. , BRADLEY. E J Philadelphia Eloctrlc Co B0/0B/07 

* PP 


— BOOBS 10469 Addl it revised pages to Tech Spec Sections 3 13,4 15 it 
6« 9 3, re seismic monitoring Instrumentation operability it 
surveillance requirement* 

* Philadelphia Electric Co 80/08/07 Spp 


0208200 1 29 Responds to util info r» primary coolant sys pressure 
isolation valves Two specific Event 5 valve configurations 
da not eiitt at facility Further activity re broader topic 
ef int«T*ys LQCAs may be required 

fEJC.R H Operating Reactors Branch 4 80/09/08 3pp 


— 3003200131 “Primary Coolant fiy* Pressure Isolation VaWes," for Peach 
Bottom Units 1 6 2 Technical evaluation rept. 

NOELL, P N , STILWELL.T C Franklin Inititute/Frankl in Research 
Canter NRC-03-79-1 18 80/07/21 5pp 


&COB2 1 0409 Responds to 300425 Itr requesting confirmation of ECC8 
equipment configurations in event of dc power supply 
fat I ure ECC9 equipment for large & small recirculation loops 
discharge it suction breaks confirm OE findings 
DALTROFF, B L Philadelphia Electric Co 80/00/15 lp 


4 Inspection reports, IE Bulletins & correspondence 


KCSO6046-3 Forwards IE Bulletin 80-17, 'Tailur# of 76 of 185 Control 
Reds to Fully Insert During Scram at BUR 11 Written response 
esquired. 

GFtlEfl.B H Region 1, Philadelphia, Office of the Director 
80/07/03 lp. 


8008270692 Responds partially to IE Bulletin 60-17 re control rod 
failure to insert during scram Bur vel 1 lance tests comp 1 e ted 
on 800706 verified that scram discharge vol U associated 
piping was free from obstruction 1/ water accumulation 
DALTROFF, 8 L Philadelphia Electric Co 00/07/10 4pp 


8006200031 Responds to IE Bulletin 00-17 re failure of control rods to 
insert during scram Both Units 1 t 2 have ATU9-r» lated 
recirculation pump trip* Analysis of not safety of derating 
not required 

GALLAGHER , J W Philadelphia Electric Co 00/07/14 3pp 


8008070156 Responds to IE Bulletin 00-17. supp lement ing 80O7i4 response, 
re failure of 76 of 185 control rods to fully insert during 
scram Provides results of review io standby liquid control 
sys injection flow capability 

GALLAGHER, J VI Philadelphia Electric Co 60/07/17 3pp 


8000070077 Forwards Suppl 1 to IE Bulletin 60-17, “Failure of 76 of 195 
Control Rods to Fully Insert During Scram at BWR " Written 
response required 

GRIER. B H Region 1, Ph i ladelp h la. Office of the Director 
80/07/10 lp 


6008010145 Responds to IE Bulletin 80-17 re failure of control rods to 
insert fully dUTing scram Items 4 a through 4 d included in 
procedures Ten-day preliminary training requirements 
c omp le ted 

DALTROFF, SL Philadelphia Electric Co 60/07/21 3pp 


0008070173 Forwards 8uppl 2 to IE Bulletin 90-17, “Failure of 76 of 195 
Control Rods to Fully Insert During Scram at BUR " Written 
response required 

GRIER, D, H Region 1, Philadelphia, Office of the Director 
60/07/22 2pp 


8008030041 Responds to IE Bulletin 80-17 re scram tests Requests 
extension of required Unit 3 outage to 90030? Describes 
measures taken to insure control rod drive operability 
GALLAGHER, J W Philadelphia Electric Co 80/07/23 3pp 


8008060426 Grants util 800723 request for intension of time limit for 
performing IE Bulletin 00-17 scram tests for facility until 
weekend of 800B09 Extension granted due to critical 
situation re power generation in region 
EI8ENHUT.D0 Division of Licensing B0/07/23 3pp 


800815010? Submits response to IE Bulletin 80-14, "Degradation of Scram 
Discharge Vul Capability " Surveillance procedures reviewed 
to ensure that degradation of scram discharge valve from any 
cause would be detected 

GALLAGHER , J W Philadelphia Electric Co 60/07/25 3pp 


9006150243 Respond* to IE Bulletin B0-i7, Suppl 2, re failure of control 
rod to insert during scram Discusses vent piping test 6 mods 
to provide vent valve positive venting conditions 
GALLAGHER, J W Philadelphia Electric Co 60/07/23 2pp 


5000200062 Confirms 800624 invitation to 900804 working meeting at 
Region I ofe to discuss plant as-installed conf lguration 
of control rod drive sys,shutdoun discharge vol 4 other 
matters re IE Bulletin 90-17 

DRIER, B H Region 1, Philadelphia. Office of the Director 
80/07/25 Spp 


8008070431 Forwards suppl to IE Info Notice 80-06. "Notification of 
Significant Events at Operating Power Reactor Facilities " 

No written response required 

GRIER. 0 H Region 1, Philadelphia, Office of the Director 
80/07/29 lp 


8008140539 Forwards 1C Bulletin 60-20, “Failures of Wesfcinghouse Type 
W-2 Spring Return to Neutral Control Switches 11 Requests 
info re estimate of manpower associated w/corrective 
actions needed after identifying problem 

GRIER, B H Region I, Ph l la d e 1 ph i a, Office of the Director 
80/07/31 lp 


800918001! Forwards IE Bulletin 80-19, “Failures of Mercury-Wetted 
Matrix Relays in Reactor Protective Sys of Operating Nuclear 
Power Plants Designed by Combustion Engineering “ Action 
required by facilities w/OLs or CPs 

GRIER, B M Region 1, Philadelphia, Office of the Director 
80/07/31 tp 


0008250077 Forwards IE Info Notice 80-29, "Broken Studs on Terry 
Turbine Steam Inlet Flange " No specific action or response 
requested 

CRIER, 0 II Region 1, P h i lade 1 ph ia , Office of the Director 
80/08/07 Ip 
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8003180543 Responds to IE Bulletin 80-17 re failure of control rode to 
insert during reran at BWR, per 000804 nesting w/NRC Seram 
testing not get completed for Unit 2 

COONEY, n J Philadelphia Electric Co 80/00/13 3pp 


-~aQ0BieD334 "Isometric Arrangement of Scram Discharge P i p i ng, tin i t 3 “ 
Sheot 2 

* Philadelphia Electric Co 6280 BO/OB/13 Ip 


--8009160557 “Piping Arrangement of Vent Lines from Control Rod Drive 
Scram Vo 1 Discharge Headers, Reactor Bldg Elevation 135 Ft, 

Areas IS 4 16 " Sheet I of 1 

« Philadelphia Electric Co 6200 80/08/13 lp 


--8000 180563 “Piping Arrangement of Vent Lines From Control Rod Drive 
Scram Discharge Vol Header, Re ac toT Bldg Elevation 135 Ftp 
Area 7 11 Sheet 1 of 1 

a Philadelphia Electric Co 6200 80/08/11 lp 


G0082B0521 Forwards IE Info Notice 80-30, "Potential for Unacceptable 
Interaction Between Control Rod Drive Scram Function. 4 
Hone t sent la 1 Control Air at Certain OE 3WR Facilities 11 
No written response required 

GRIER, B H Region 1, Ph i lade Iph la. Office of the Director 
80/00/ l 9 lp 


R Periodic operating reports 4. related correspondence 


0OQ82OO263 Forwards monthly operating repts foT Jul 1980 
COONEY, M J Philadelphia Electric Co 8O/0B/13 ip 


— 800S20026S Monthly operating repts for Jul 1930 

ALDEN.W K Philadelphia Electric Co 80/09/13 9pp 


8009170494 Forwards “Thermal Happing Rept 80-01 for 000625 for Thermal 
Monitoring Requirements" ti "Thermal Mapping Rept 80-02 for 
800701 6 11 for Thermal Monitoring Requirements 11 
HtLLSEY.W B Philadelphia Electric Co 80/08/14 lp 


—8008120524 LER 80-Ot6/D1T-0 on 800717, reana 1 g « i s bg Bechtel of as-built 
piping determined that stresses on snubber 3-10-0B-S-44 
exceeded operability criteria Caused bg inadequate design 
dua to as-built condition 4 seismic analysis info variance 
COONEY, M J Philadelphia Electric Co 00/07/31 lp 


BOOS 1 20563 LER 00-015/03L-0 on 800707, dur Ing full power operation, 3A 
refuel floor exhaust rad monitor found drifting downscale 
Cause has -not been determined New OH tube ti electronic 
circuitry Installed 

COONEY i M J Philadelphia Electric Co 80/08/06 lp 


DOCKET 50-280 SURRY POWER STATION, UNIT 1 


F Security' medical, emergency t< fire protection plans 


0008140390 Submit* project status summary re facility mods for fiT* 
protection Breathing apparatus recharging sgs is complete 
eicept for eitonsion of air intake to bldg exterior Fire 
dampers will be installed bg 800930 

SYLVIA, B R Virginia Electric «< Power Co 80/00/12 3pp 


0 Adjudicatory correspondence 


8000030305 Order granting extension until 800806 for Commission to 
review Director's decision under 10CFR2 206 Certificate of 
Svc end 

CHtLK, 8 U Office of the Secretary of the Commission 00/07/30 

2pp 


0008260495 Informs that period for review of Director of Nuclear 
Reactor Regulation denial of J Allen request elasped on 
800B07 w/o addl action Director decision Is final agency 
action re proceeding 

CHILtt. S J Office of the Secretary of the Commission 80/08/22 
lp 


H General correspondence 


— 9008 170SQ0 “Thermal Happing Rept BO-1 for 800625 for Thermal Monitoring 
Requirements " 

• Philadelphia Electric Co 00/06/25 4pp 


8000280423 Requests that mailing address for util bs revised due to 
recent reorganl la t i on JL Wilson replaced bg WL Stewart as 
station manager 

SYLVTA, D R Virginia Electric t Power Co 80/00/25 lp 


— 8008190504 "Thermal Happing Rept 00-02 for B00701 «, 11 for Thermal 

Honitorlng Requirements “ J Insurance <: indemnity information 

» Philadelphia Electric Co 80/07/11 5pp - — ---- — ■ 


0 Reportable occurrences. LERs It related correspondence 


8008130604 Forwards Endorsements 21 it 22 to NEL1A Policy MF-96 

PIERCE. D A harsh it McLennan. Inc . H it M Nuclear Consultants. Inc 
Div 00/08/05 lp 


B008190552 LER 80-01 1/03L-0 on 800516, during power operation. instrument 
surveillance test revealed setpoint for pressure switch 
3-2-1289 at 33 psi above Tech Spec Caused by Barksdale Model 
PrH-M8555-V pressure switch setpoint drift 
C DDNEY , M J Phi ladelphia Electric Co 80/06/13 lp 


8000130604 Forwards Endorsements 21 it 22 to NELIA Policy MF-96 

PIERCE. D A Harsh i. McLennan. Inc . M fc M Nuclear Consul tents. Inc 
Div 00/08/03 lp, 


800B190531 LER 80-012/03L-0 on 800520, d ur Ing full power operation, 
routine testing revealed pressure switch 5121B setpoint at 
700 psi above Tech Spec Caused by personnel error Setpoint 
adjusted Technician instructed 

C DONE Y . II J Philadelphia Electric Co 00/06/19 lp 


8009070097 RO 3-80-16/IP on 000717, pips support snubber 3-10-GB-S44 
exceeded operability criteria Caused by differences between 
as-built condition 6 seismic analysis input Info Hydraulic 
snubber to be replaced w/mechanical snubber 
ULLRICH, U T Philadelphia Electric Co 80/07/17 Spp 


0008070057 PNO-l-80-104 backup scram function inoperable because both 
backup scram solenoid valves have 250-volt coils 1 power 
supply is 125-volt Testing showed solenoids would not 
f unct i on 

MCCABE, E . BRUNNER, E J Region f, Philadelphia, Office of the 
Director 80/07/22 2pp 


P Operating license stage documents s. correspondence 


8008060358 Forwards errata sheets correcting errors In five addl THI-2 
related requirements submitted bg 800507 Itr Items Involved 
are II K 3 25, II K 39 t It K 3 44 Svc lists end 
E1SENHUT, D O Division of Licensing 80/06/09 69pp 


800806 0024 Forwards FR notice re S00714-17 regional meetings to addreei 
portion of Commission 800523 memorandum it order describing 
requirements of environ qualification of electrical 
equipment installed in safety sgs 

EI8ENHUT, D O D i v i s i n n of LI c ens 1 ng 00/06/30 lp 


— 600B060I89 Notice of 800714-17 regional meetings to address portion of 
Commission 000523 memorandum b order doierlbing requirements 
of environ qualification of electrical equipment Installed 
In safety sys Svc lists end 

EI8ENHUT, DO Division of Licensing 00/06/27. 117pp 


8009110373 Forwards LER 80-Dtl/OIT-O 

COONEY, K J Philadelphia Electric Co 80/07/20 2pp 


— 6008110-380 LER 80-01 t/01T-0 on 90071 4 , d uring training on sys, diesel 
generator cardox sys vapor pilot valve- found closed 
Cause not found Valve immediately lacked open Valve 
also added to sys checkoff 6 locked valve lists 
COONEY, M J Philadelphia Electric Co 80/07/28 ip 


0008120517 Forwards LER 80-016/OIT-0 

COONEY, M J Philadelphia Electric Co BO/QB/04 Spp 


0OOBI3O614 Forwards evaluation of control rod guide thimble wear in 
PWRs designed by Weeti nghouse Issue resolved for 15 x 15 
f ue 1 assemb lies for facility 

VARGA, 8 A Operating Reactors Branch 1 80/07/07 4pp 


600731-0421 Comments on NUREG-0577, "Potential for Low Fracture 
Toughness 6 Lamellar Tearing on PUR Steam Generator & 

Reactor Coolant Pump Supports “ Requests extonnon of review 
period to B0D915 to review stress corrosion cracking 
BROWN, 8 C Virginia Electric fc Power Co 00/07/21 2pp 
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8000140049 Submit* name* of Ofc of Nuc I eai Reactor Regulation contact* 
for facility resulting from reorgani i a t ion on 800420 
NOVAK, T M Assistant Diroctor for Operating Reactors 00/07/21 
8pp 


0009140054 Forwards Amend 59 to License DPR-32, safety evaluation $ 
notice of issuance 4 availability 

VAROA, S A Operating Reactors Branch 1 Q0/07/2B 2pp 


— 9009140061 Amend 59 to License DPR-32, permi tt Ing operation for in 
months of equivalent (reactor coolant above 3S0 FI operation 
from 000511 

VAROA, 8 A Operating Reactors Drench 1 BO/O7/20 2pp 


— B009I40067 Safety evaluation supporting Amend 59 to License DPR-32 
* Office of Nuclear Reactor Regulation, Director 80/07/20 4pp 


— 0009140070 Notice of issuance & availability of Amend 59 to License 
DPR-32 

VAROA, 9 A Operating Reactors Branch 1 80/07/29 2pp 


8007310354 Forwards Info re marked-up radiological ET8, in response to 
NRC B0Q604 ltr Requests meeting to resolve significant 
problems concerning installed equipment 4 station 
procedures Draft offsite dose calculation manual end 
FEROUSON, J H Virginia electric 4 Power Co 80/07/30 4pp 


— 8000060116 "Offsite Dose Calculation Manual " 

* Virginia Electric & Power Co 80/07/30 90pp 


9009050344 Discusses review of draft £19 for steam generator repair 
Radiation dosage to residents near plant & proposed method 
for disposal of liquid effluentt should be addressed Comment 
classified at LO-2 Definition of codes end 

POHPONIO,J R Environmental Protection Agency 00/07/31 2pp 


8008110032 FEB re steam generator repair at Surry I 

• Office of Nuclear Reactor Regulation, Director NUfl.EO-0692 
00/07/31 71 pp Available at QPO 93 75 


8000190093 Forwards FE9 for facility 6 related FR notice H/o ends 
VAROA, B A Operating Reactors Branch 1 00/07/31 lp 


8008060351 Amend to operating 1 i c ense, sup p 1 ament ing proposed Tech Specs 
Change 04, re organisation of Nuclear Operations & Maint Dept 
4 Nuclear Technical Svcs Dept 

FEROUSON, J.H Virginia Electric 4 Power Co 90/08/04 3pp 


— 9009060353 8upp! to proposed Tech Specs 6 0, revising Tech Spec to add 
new position of assistant station manager 
e Virginia Electric V- Power Co BO/0B/04 18pp 


8000070460 Forwards "Auxiliary Feedwater Pump Endurance Test Rapt “ 
Results of Unit 2 steam turbine driven auxiliary feedwater 
pump testing will be forwarded after startup 
8VLVIA, D R Virginia Electric 4 Power Co B0/08/05 lp 


— 8000070463 "Aukiliary Feedwater Pump Endurance Test Rapt " Schematic 
diagram of recirculation flow path pump vibration data 4 
flow 4 tamp charts end 

* Virginia Electric 4 Power Co 00/08/05 12pp 


— 8008120314 IE Insp R fp t, 50-280/00-22 6 50-200/00-25 on 000616-18 
No none omp 1 i anc e noted Major areas inspected 1£ Bulletin 
79-14. ^ "5e 1 cmic Analysis for As-Built Safety-Related- Piping 
Sys, •- licensee actions on previous msp findings 
COMPTON, R H , MODENDS, L Region 2, Atlanta, Office of the 
Director HERDT,A R Region 2, Atlanta, Reactor Construction 4 
Engineering Support Branch 00/07/01 4pp 


80Q82B024S Ack receipt of 000623 ltr informing NRC of steps taken to 
correct violations noted in IE Insp Repts 50-280/80-19 4 
50-281/80-19 

LEWI3.R C Region 2, Atlanta, Reactor Operations Nuclear Support 
Branch 90/07/22 lp 


•-80CB2B0267 Responds to NRC 000527 ltr re violations noted in IE Insp 
Repts SO-2BO/0O-19 6 50-291/00-19 Corrective actions flow 6 
pressure parameters ver 1 f i ed, pump disassembly scheduled tt 
operators instructed on procedural compliance 
SYLVIA, B R Virginia Electric 4 Power Co 80/06/23 4pp 


— 8008290271 Forwards IE Insp Repts 50-280/60-1? 4 50-2B1/80-19 on 
0 0 0 4 07 - 0502 4 notice of violation 

LEWtB.R C Region 2, Atlanta, Office of the Director 80/05/27 

2pp 


— 9008200276 Notice of violation from insp on 800407-0502 

* Region 2, Atlanta, Office of the Director 90/05/27 2pp 


—8009280281 IE Insp Repts 50-200/90-1? 4 50-281/90-19 on 000407-0502 
Noncamp l lane e noted inadequate procedures for radiation 
monitoring equipment malfunctions 4 failure to follow test 
procedure DC 77-9 

DURKE, D J Region 2, Atlanta, Office of the Director 

KELLOOOiP J Region 2, Atlanta, Reactor Operations Nuclear Support 

Drench 90/05/27 5pp 


9008070577 Forwards IE Circular 00-17, “Fuel Pin Damage Due to Hater 
Jot From Baffle Platt Corner " No written response required 
O'REILLY. J P Region 2, Atlanta, Office of thB Director 00/07/23 
lp 


600B080184 Act receipt of B00714 ltr informing NRC of steps taken to 
correct violation noted in IE Insp Repts 50-280/80-17 4 
50-201/80-23 

KENNA, W B Region 2, Atlanta, Safeguards Branch 00/07/23 lp 


—8008090185 Forwards !E Insp Repts 50-280/80-17 4 50-281 /BO-23 an 
600527-30 4 notice of violation Notice of violation 4 
details of insp withheld (ref 10CFR2 790) 

KENNA, U B Region 2, Atlanta, Safeguards Branch 80/06/10 2pp 


— 8008080189 IE Insp Repts 50-280/00-17 4 50-201/00-23 on 900527-30 
Noncompliance noted failure to maintain positive control of 
personnel during major outage Details withheld 
(ref 10CFR2 790) 

MCJQflE.D E Region 2, Atlanta, Office of the Director 
01LLEBP 1C, F P Region 2, Atlanta, Safeguards Branch 90/06/17 

IP 


6008080921 Ack receipt of util 000620 ltr 4 payment in response to NRC 
Q00529 notice of violation 4 notico of proposed imposition 
□ f civil penalties 

STELLO, V Office of Inspection 4 Enforcement, Office of the 
Director 00/07/24 2pp 


Q Inspection reports, IE Bulletins A. correspondence 


9000270309 Forwards IE Investigation Repts 50-280/79-70 4 50-281/79-80 
on 790618-000521 4 notice of violation 

O'REILLY, J, P, Region 2. Atlanta, Office of the Director 00/06/27 

2pp 


— 8009270392 Notice of violation from investigation on 79061B-B0052I 
a Region 2, Atlanta, Office of the Director 00/06/17 3pp 


— 8009270403 IE Investigation Repts 50-200/79-70 U 50-2B1/79-90 on 
790618-000521 Noncompliance noted, fai lure bo adequately 
moni tor, record 4 sample liquid waste release 4 to follow 
detailed written procedures w/appropr late checkoff lists. 
ZAVAD0W8KJ, R W Region 2, Atlanta, Fuel Facility 4 Materials 

Biftty Branch ALDER8QN, C E , MCOUIRE, D R Region 2, Atlanta, 

Qfftca of the Director, 00/06/17, J2Spp 


9009120307 Forward* IE Insp Repts 50-280/80-22 4. 50-291/80-25 on 
000616-18, No noncompliance noted 

KURFHY, C E Region 2, Atlanta, Reactor Construction 4 Engineering 
Support Branch 80/07/02 2pp 


900ai206Q3 Forwards IE Intp Repts 50-2BO/80-25 t 50-281/80-20 on 
800630-0703 No noncompliance noted 

KENNA, W B Region 2, Atlanta, Safeguards Branch 00/07/24 tp 


— 0008120612 IE Insp Repts 50-280/00-25 4 50-291/00-20 on 800630-0703 No 
none amp I iencs noted Major areas inspected review of security 
organ! jail on, a 1 arm s tat i ons , d etection aids, testing 4 maint 
Detatls withheld (ref 10CFR2 790) 

MODRC, D E Region B, Atlanta, Office of the Director, 

03LLE8PIE,F P Region 2, Atlanta, Safeguards Branch 80/07/24 

Ip 


□009270681 Ack receipt of 800623 payment of assessed civil penalty & 
800620 ltr informing NRC of steps taken to correct 
violations noted in IE Insp Repts 5O-20O/BO— 20 4 
50-201/80-20 , . t 

STELLO/V Office of Inspection 4 Enforcement* Office of the 
Director 00/07/24 lp 


9009130392 Ack receipt of 000609 ltr informing NRC of steps taken to 
correct violations noted in IE Insp Repts 50-200/90-12 4 
50-281/B0-13 

ttURPH/, C E Region 2, Atlanta, Reactor Construction 4 Enginesring 
Support Branch 00/07/20 lp 
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— B0DB130396 Responds to NRC B00504 1 tr r r violations noted In IE In»P 
Repts 50-280/00-12 6 50-201/80-13 Corrective actions 
expediting base plate analysis effort: to generate anchor 
bolt design loads 

SPENCER, W C Virginia Electric t< Power Co BQ/06/0? 3pp 


R Periodic operating reports ft related correspondence 


BOO 01 70560 Forwards monthly operating repts for Jul 1990 ti revised 
monthly operating repts for May t June 1990 
SYLVIA, D R Virginia Electric & Pouer Co 80/08/19 4pp 


"8003130397 Forwards IE Insp Repts 30-280/80-12 It 50-281/60-13 on 
800416-18 S. notice of deviation 

MURPHY, C E Region 2, Atlanta, Reactor Construction t, Engineering 
Bupport Branch BQ/05/16 2pp 


— 0008170566 Revision to monthly operating rept 
COSTELLO, □ J Virginia Electric 6 Power Co 


for May 1980 
90/09/07 Ip 


—8003130402 Not ne of deviation from insp on 9004 16- IB 

s Region 2, Atlanta, Office of the Director 90/05/14 ip 


— 0008190570 Revision to monthly operating rept for June 1900 

DUNIJ.S E) , COS7ELLO.O J Virginia Electric «, Power Co 90/00/07 

2pp 


--8009130405 IE Insp Repts 50-280/80-12 t, 50-201/60-13 on 600416-19 
Noneomp l i ance noted failed to meet commitment for timely 
pirformance of IE Bulletin 79-02 insp 

COMPTOtLR M Region 2, Atlanta, Office of the Director 
HERDT.A R Region 2, Atlanta, Reactor Construction Si Engineering 
Support Branch BD/05/14 6pp 


B008260213 Forwards IE Suppl I to £E Info Notice 80-06, "Notification 
of Significant Events at Operating Power Reactor 
Facilities " 

□ ’REILLY, J P Region 2, Atlanta, Office of the Director B0/07/27 

lp 


8009010266 Respond* to IE Bulletin 90-16, "Potential Mi sapp 1 i ca ti on 
of Rosemount Inc Models 1151 l 1152 Pressure Tranimi t t er» 

If/Either A or D Output Codes " No corrective action 
necessary for Model 1152 at facilities 

SYLVIA, B R Virginia Electric f. Power Co SO/07/30 13pp 


8006150136 Forwards IE Bulletin BO-20, "Failures of West ing house Type 
W-2 Spring Return to Neutral Control Switches * Requests 
info re estimate of manpower associated u/corrective 
actions needed after identifying problem 

O'REILLY, J P Region 2, Atlanta, Office of the Director 80/07/31 
lp 


8008180067 Forwards IE Bulletin 80-19, “Failure* of Mercury-Wetted 
Matrii Relays In Reactor Protective Sy» of Operating Nuclear 
Pouer Plants Designed by Combustion Engineering " Action 
required by facilities w/OLs or CPs 

O'REILLY. J P Region 2, Atlanta, Office of the Director 00/07/31 
>P 


--B00B190576 Monthly operating rept* for Jul 1980 

DUNN, 9 D Virginia Electric & Power Co 00/08/07 4Spp 


9 Reportable occurrences, LERs 6 related correspondence 


80080401*17 Forward* LER 80-04S/03L-0 

WILSONrJ L Virginia Electric ti Power Co 80/07/29 lp 


— 0008040151 LER 90-04S/03L-Q on 800713, during steady »tate operation 
at 1007, pouer, leak discovered through valve l-BR-236 which 
resulted in unsampled release Caused by leaking diaphram 
valve Ifaint rept issued for repair of valve 
WILSON, J L Virginia Electric *- Power Co 80/07/29 2pp 


8006030363 forwards LERs 80-037/03L-0 t, 60-044/03L-0 

WILSON, J L Virginia Electric & Power Co 00/08/06 lp 


— 0003000360 LER 80-037 /03L-0 on 80071 1 , during periodic test 26 1, 
radiation monitor RM-SV-111 found inoperative Caused by 
short in 16-volt power supply due to spare lug Lug removed 
WILSON, J L Virginia Electric 8’ Power Co 00/09/06 2pp 


— 800B090373 LER 00-044 /O3L-0 on 900707, d ur i ng periodic test 22 2. 
circuit breaker for 1-EE-P-1F found open Caused by personnel 
error Breaker reclosed 

WILSON, J L Virginia Electric & Power Co 80/08/06 2pp 


6008200336 forwards LER 80-047/03L-0 

WILSON, J L Virginia Electric it Power Co 00/09/19, lp 


0008060315 Forwards response to NRC 800703 ltr re violations noted in 
IE Insp Repts 50- 2 BO/BO- ( 0 6 50-281 /80-1 1 Corrective 
actions cablei installed in correct terminal Si personnel 
instructed to rept nonconforming conditions do audits 
SYLVIA. B R Virginia Electric V Power Co 80/08/01 ilpp 


—8009200342 LER 80- 047/03L-0 an 000717, during periodic test an rod 
monitoring equipment, 1 am flow C3 6 cfpi) outside acceptance 
criteria noted on proccess vent monitoring Caused by crimp 
in line from vacuum pump Hoee replaced 

WILSON, J L Virginia Electric L Power Co 0O/OB/15 2pp 


00OBO6O32O Forwards response to NRC 800707 ltr re violations noted in 
JE Insp Repts 50-260/80-21 t< 50-291/80-22 Corrective action 
Health Physics Procedure 342 has been rewritten to clearly 
detail preparation method 

SYLVIA, B R Virginia Electric t, Power Co 00/09/04 2pp 


800B140370 Ac k receipt of 800721 ltr informing NRC of steps taken to 
correct violations noted in IE insp Repts 50-200/79-70 it 
30-281/79-80 

O'REILLY, J P Region 2, Atlanta. Office of the Director 0O/OB/O5 
*P 


BOOG0BO3I6 Forwards steam generator insp {■■ preventive plugging rept 
supporting adequacy of insp program i. plugging criteria NRC 
review t approval requested Class III amend fee end 
SYLVIA. B R Virginia Electric L Pouer Co 00/00/06 8pp 


8Q08150476 Forwards IE Info Notice 80-29, "Broken, Studs on Terry 
Turbine Steam inlet Flange " No specific action or response 
requested 

0 'REILLY, J P Region 2, Atlanta, Office of the Director 60/00/07 

lp 


9006270695 Forwards IE Info Notice 90-24, "Low Level Raduaste Burial 
Criteria “ No written response required JH Gnieiek 800530 
memo end 

O'REILLY, J P Region 2. Atlanta, Office of the Director 00/08/14 
lp 


8000250464 RO discovered leaking tubes In steam generator C Caused by 
addl wastage activity in region All tubes surrounding known 
leakers w/si gnl f leant wastage plugged Updates 000606 rept 4< 
forwards generator Insp results from 800BO5 !< 06 
SYLVIA B R Virginia Electric t, Power Co 80/06/20 Bpp 


8009250655 Forwards LER BO-G4B/03L-Q 

WILSON, J L Virginia Electric t Power Co 80/09/19 lp 


—6009230660 LER 90-049/03L-0 on 600721, w/uni t at 1007. power, 
investigation revealed that amp readings for circuit 22A 
boron injection tank inlet panel* 1 fc 2 were balow Tech 
Specs Caused by excess amount of heat tracing tap* 

WILSON, J L Virginia Electric tr Power Co 80/09/19 2pp 


8006260559 Forwards LERs 80-049/03L-0 U 80-050/03L-0 

WILSON, J L Virginia Electric *. Power Co 00/09/20 lp 


--800B 260591 LER 60-049 /03L-0 on 809722, at 1007. power, PT-27D revealed 
amp readings for circuit 13A boron injection recirculation 
to boric acid tank* panels 9 St 9 below PT acceptance 
criteria Caused by heat tracing tape failure 
WILSON, J L Virginia Electric t< Power Co 80/00/20 2pp, 


— 0008260599 LER 60-050/03L-0 on 800725, at 100'/. power, circuit 25 panel 9 
had low amp reading Caused by heat tracing strip heater 
failure due to boric acid buildup Tape repaired fc 
oper ability verified 

WILSON, J L Virginia Electric & Pouer Co 80/06/20 2pp 


DOCKET 50-281 8UHRY POWER STATION, UNIT 2 


F Security, medical, emergency t, fire protection plans 


8000 f 40390 Submit* project statu* summary re facility mods for fire 
protection Breathing apparatus recharging sys It complete 
except for extension of air intake to bldg exterior. Fire 
dampers will be installed by 800930 

SYLVIA. 6 R Virginia Electric « Power Co 80/09/12 3pp 


DOCKETED ITEMS 
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S. Ad jud i c a t ory_ corrttpondenca 


8008050305 Order granting extension until 600006 for Commission to 
review Director's decision under 10CFR2 206 Certificate of 
Sve tncl 

CH1LX, S J Office of the Secretary of the Commission 60/07/30 

a tp 


BC>08260495 Informs that period for review of Director of Nuclear 
Reactor Regulation denial of J Allen request elasped on 
000807 w/o addl action Director decision is final agency 
action re proceeding 

CHILK, 6 J Office of the Secretary of the Commission 80/00/22 

• p 


H General correspondence 


QOC’E 5EC423 Requests that mailing address for util be revised due to 
recent r eorgani lation JL Wilson replaced by UL Stewart as 
station manager 

SYLVIA, B R Virginia Electric it Power Co 00/00/25 lp 


■J. Insurance L indemnity information 


8000130604 Forwards Endorsements 21 i 22 to NELIA Policy MF-96 

PIERCE. D A Marsh it McLennan. Inc .HIM Nuclear Consul tents. Inc 
Ofv BO/08/05 lp 


R. Operating license stage documents it correspondence 


8OO0O6O35B Forwards errata sheets correcting errors in five addl TMI-2 
raleted requirements submitted by 000307 Itr I terns involved 
are II K 3 25,11 It 29 it II K 3 44 Svc Hits end 
EISENKUT, 0 0. Division of Licensing 00/06/09 69pp 


8000060024 Forwards Ffi notice re 800714-17 regional meetings to address 
portion of Commission 800523 memorandum & order describing 
requirements of environ quel i f i ca t i on of electrical 
equipment installed in safety sys 

EISENHUT, D 0 Division of Licensing 80/06/30 lp 


— 3003060189 Notice of 000714-17 regional meetings to address portion of 
Commission 800523 memorandum it order describing requirements 
of environ qualification of electrical equipment installed 
In eafety sys Svc lists end 

EISENHilT.D 0 Division of Licensing 80/06/27 117pp 


0OOSS3O614 Forwards evaluation of control rod guide thimble wear in 
PWfli designed by Westlnghouse Issue resolved for 15 x 15 
fuel assemblies for facility 

VAROA.S A Operating Reactors Branch 1 80/07/07 4pp 


BOOS L 40049 Submits names of Ofc of Nuclear Reactor Regulation contacts 
far facility resulting from reorgani lation on 800428 
NOVAK. T M Assistant Director for Operating Reactors B0/07/21 
app 


0007310354 Forwards info re marked-up radiological ET8. in response to 
NRC 000604 ltr Requests meeting to resolve significant 
problems concerning installed equipment it station 
procedures Draft offsite dose calculation manual end 
FERGUSON, J H. Virginia Electric « Power Co 80/07/30 4pp 


— 0008060116 "Offsite Dose Calculation Manual " 

* Virginia Electric Power Co 80/07/30 90pp 


0OO0O6D351 Amend to operating 1 lcense. supp 1 ement Ing proposed Tech Specs 
Change 84, re organiiation of Nuclear Operations it Malnt Dept 
t < Huclear Technical Svcs Dept 

FERGUSON, O.H Virginia Electric it Power Co 80/08/04 3pp, 


— 3008060353 Suppl to proposed Tech Specs 6 0. revising Tech Spec to add 
new position of assistant station manager 
* Virginia Electric b Power Co 80/08/04 18pp 


80OBO7O46Q Forwards "Auxiliary Feedwater Pump Endurance Test Rept " 
Results of Unit 2 steam turbine driven auxiliary feedwater 
pucp testing will be forwarded after startup 
SYLVIA, 3 R, Virginia Electric k Power Co 80/00/05 Ip 


— 0003070463 "Auxiliary Feedwatdr Pump Endurance Test Rept " Schematic 
diagram of recirculation flow path pump vibration data & 
flow 4; temp charts encl 

« Virginia Electric i Power Co 00/08/05 I2pp 


0 Inspection reports. IE Bulletins ly correspondence 


B0092703B9 Forwards IE Investigation Repts 50-200/79-70 6 50-281/79-80 
on 790618-800521 it notice of violation 

0'REILLV.J P Region 2. Atlanta. Office of the Director 90/06/27 

2pp 


— 0008270392 Notice of violation from investigation an 790610-800521 
* Region 2. Atlanta. Office of the Director 80/06/17 3pp 


—0009270403 IE Inves t l gat i on Repts 50-280/79-70 k 50-291/79-80 an 
790610-800521 None omp 1 lance noted failure to adequately 
man! tor. ret ord l sample liquid waste release U to fallow 
detailed written procedures w/appropr ia t e checkoff lists 
ZAVAOOHSKI.R 14 Region 2, Atlanta. Fuel Facility it Materials 
Safety Branch ALDERSCN. C E , MCGUIRE, D R Region 2, Atlanta, 

Office of the Director 00/06/17 12Spp 


8009120307 Forwards IE Insp Repts 50-280/80-22 «< S0-2B1 /BO-25 on 
800616-19 No noncompliance noted 

HURPHV.C E Region 2, Atlanta, Reactor Construction tc Engineering 
Support Branch 80/07/02 2pp 


—0008120314 1E Insp Repts 50-280/90-22 it 50-290/80-25 On 800616-ia 
No none omp 1 iance noted Major areas inspected IE Bulletin 
79-14, "Seismic Analysis for As-Duilt Safety-Related Piping 
Sys." i licensee actions on previous insp findings 
COMPTON, R M , MODENOS, L Region 2, Atlanta. Office of the 
Director HERDT.A R Region 2, Atlanta, Reactor Construction 4 
Engineering Support Branch 90/07/01 4pp 


600B280245 Act receipt af 800623 ltr Informing NRC of steps taken to 
correct violations noted in IE Insp Repts 50-280/80-19 it 
50-281/00-19 

LEWIS. R C Region 2, Atlanta. Reactor Operations Nuclear Support 
Branch 80/07/22 lp 


— 8008280267 Responds to NRC 900527 ltr ro violations noted In IE Insp 
Repts 50-280/00-19 «< 50-281/80-19 Corrective actions flow t, 
pressure parameters ver l f ted, pump disassembly scheduled 4 
operators instructed on procedural compliance 
8VLVIA, a R Virginia Electric t< Power Co 80/06/23 4pp 


—8008200271 Forwards IE Insp Repts 50-280/80-19 V 50-281/80-19 on 
800407-0502 k notice of violation 

LEWIS, R C Region 2, Atlanta, Office of the Director 80/05/27 

2pp 


— 0008280276 Notice of violation from insp an 000407-0502 

* Region 2, Atlanta, Office of the Director SO/OS/27 2pp 


—0008280291 IE Insp Repts 50-200/80-19 5 50-281/90-19 on 800407-0502 
Nancomp t iance noted inadequate procedures for radiation 
monitoring equipment malfunctions b failure to follow lest 
procedure DC 77-9 

BURKE. D J Region 2, Atlanta, Office of the Director 

KELLOGG, P J Region 2, Atlanta, Reactor Operations Nuclear Support 

Branch 80/05/27 5pp 


8009070977 Forwards IE Circular 00-17, "Fuel Pin Damage Due to Water 
Jet From Baffle Plate Corner *’ Mo written i osponse required 
O'REILLViJ P Region 2. Atlanta, Office o< the Director 00/07/23 
If 


8006090184 Ack receipt of 000714 ltr informing NRC of steps taken to 
correct violation noted In IE Insp Repts 50-280/80-17 It 
50-201/80-23 

KENNA.U D Region 2. Atlanta. Safeguards Branch 90/07/23 Ip 


— 8090080189 Forwards IE Insp Repts 50-280/00-17 it 50-281/00-23 on 
900527-30 & notice of violation Notice of violation & 
details of insp withheld <ref 10CFR2 790 > 

KENNA, W D Region 2, Atlanta, Safeguards Branch 00/06/10 2pp 


— 80 03080 1 6V IE Insp Repts 50-280/80-17 it 50-281/80-23 on 000527-30 
Noncompliance noted failure to maintain positive control of 
personnel during major outage Details withheld 
<ref 10CFR2 790) 

MOORE, D E Region 2, Atlanta, Office of the Director 
GILLESPIE. F P Region 2, Atlanta, Safeguards Branch 00/06/17 
lp 


8008030521 Ack receipt of util 8D0620 ltr l> payment in response to NRC 
800528 notice of violation i notice of proposed imposition 
of civil penalties 

STELLO. V Office of Inspection t Enforcement. Office of the 
Director 80/07/24 2pp 
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8000120603 Forwards IE Insp Repts 50-280/00-25 b 90-281/00-28 on 
800630-0703 Wo rmncoapl un< i noted 

KENWAr W B Region 2, Atlanta. Safeguards Branch 00/07/24 lp 


— BOOB 1206 1 2 IE Jnsp Repts 50-280/80-25 t 50-281/80-23 on 800630-0703 Wo 
nontonp I lance noted flajor areas inspected review of security 
or gam »a 1 1 on, a I arn s tatiuns . detec ti on aids, testing b malnt 
Detail* withheld Cref 10CFR2 790 > 

MOORE, 0 E Region 2/ Atlanta,. Office of the Director 
GILLESPIE, F P Region 2„ Atlanta Safeguards Branch 80/07/24 
ip 


8008270631 Ac I receipt of 800623 payment of assessed civil penalty tt 
600620 1 tr informing NRC off steps taken to correct 
violations noted in IE Insp Repts 50-280/00-28 b 
50—281 /SO- 20 

STELLO.V Office of Inspection b Enforcement, Office of the 
Director 80/07/24 lp 


00091 80067 Forwards IE Bulletin 80-19, "Failures of Mercury-Wetted 
Matrix Relays m Reactor Protective By* of Operating Nuclear 
Power Plants Designed by Combustion Engineering " Action 
required by facilities w/OL» or CPs 

O'REILLY, J P Region 2, Atlanta. Office of the Director 00/07/31 
lp 


8000060315 Forwards response to NRC 800703 Itr re violations noted in 
IE Insp Repts 50-200/80-10 b 50-281/80-11 Corrective 
action* cables Installed In correct terminal b personnel 
Instructed to rept nonconforming conditions on audits 
SYLVIA, B R Virginia Electric b Power Co 80/08/01 llpp 


0000060251 Submit* final rept on IE Bulletin 79-02, "Pipe Support Base 
Plate Designs Using Concrete Expansion Anchor Bolts " All 
Seismic Category t pipe supports on masonry walls were 
resupparted w/o attachment to masonry walls 
SPENCER. tl C Virginia Electric b Power Co 00/00/04 Spp 


800B2300S2 Act receipt off 800623 Itr informing NRC of steps taken to 
correct violations noted In IE Insp Rept 50-281/80-20 
LEWIS, R C Region 2, Atlanta. Reactor Operations Nuclear Support 
Branch 80/07/24 lp 


8008060320 Forwards response to NRC S00707 Itr re violations noted in 
IE Insp Repts 50-280/00-21 b 50-281/00-22 Corrective action 
Health Physic* Procedure 342 has been rewritten to clearly 
detail preparation method 

SYLVIA. B R Virginia Electric 4 Power Co 80/00/04 2pp 


— 800&2B0065 Responds to NRC 300530 Itr re violation* noted in IE Insp 
Rept 50-281/80-20 Disagrees w/NRC conclusions Counters 
w/c orrec t ions to statements made in notice of violation 
No corrective action planned 

SYLVIA. 3 R Virginia Electric b Power Co 00/06/23 Ip 


B-OO014Q37O Act receipt of S00721 Itr informing NRC of steps taken to 
correct violations noted in IE Insp Repts 50-280/79-70 b 
50-281/79-00 

O'REILLY, J P Region 2, Atlanta. Office of the Director 80/00/05 
lp 


— 900828Q073 Foruards IE Insp Rept 50-281/80-20 on 000505-00 b notice 
of violation 

LEWIS.fi C Region 2, Atlanta. Reactor Operations Nuclear Support 
Branch 80/05/30 2pp 


— G00828007B Notice of violation Iron Insp on 000505-03 

a Region 2. Atlanta. Office of the Director 80/05/29 tp 


— 800B2B0087 IE Insp Rept 50-261/80-20 on B00505-08 Noncompliance noted 
reactor coolant loop hydrostatic test procedure, DC 
50006-P-4-V2A, performed on 800130, did not specify position 
of all boundary valve* associated u/teit 

SAUER, R C . KELLOGG, P J Region 2, Atlanta. Office of the 
Director E0/05/29 6pp 


8008130392 Act receipt of 000609 itr informing NRC of steps taken to 
correct violations noted In IE Insp Repts 50-280/80-12 & 
50-281/00-13 

MURPHY, C E Region 2, Atlanta, Reactor Construction b Engineering 
Support Branch B0/07/2B Ip 


— 8008130396 Responds to NRC 800506 Itr re violations noted in IE Insp 
Repts 50-280/00-12 b S0-2B1/80-I3 Corrective actions 
expediting base plate analysis efforts to generate anchor 
bolt design loads 

SPENCER, W C Virginia Electric b Power Co 80/06/09 Spp 


■BOOS 1 30399 Forwards IE Insp Repts 50-200/60-12 b 50-281/00-13 on 
000416-18 b notice of deviation 

MURPHY, C E Region 2, Atlanta. Reactor Construction 4 Engineering 
Support Branch 00/05/16 2pp 


8008)50476 Forwards IE Info Notice 90-29, “Broken Stud* on Terry 
Turbine Steam Inlet Flange “ No specific action or response 
requested 

O'REILLY, J P Region 2. Atlanta, Office of the Director 80/08/07 

lp 


8006190505 Motif i e s that isolation check valve tests were successfully 
completed b provides updated status of Insp program Visual 
insp was determined most prudent measure for assuring valve 
integrity b reliability prior to startup 

SYLVIA, B R Virginia Electric i Power Co 00/08/13 3pp 

8008270685 Forwards IE Info Notice 80-24, "Low Level Radwaste Burial 
Criteria " No written response required JH Snieiek 800930 
memo end 

O'REILLV.J P Region 2. Atlanta, Office of the Director 80/08/14 
lp 


8008260513 Forwards response to violation noted in IE Insp Rapt 
30-261/80-24 on 800623-27 Corrective action test engineers 
reviewing test Te&ults will record all discrepancies noted 
In procedure Rept contains no proprietary Info 
SYLVIA, fl R Virginia Electric V Power Co 80/08/21 3pp 


R Periodic operating reports b related correspondence 


0008190560 Forwards monthly operating repts for Jul 1990 b revised 
monthly operating repts for May b June 1980 
SYLVIA. 0 R Virginia Electric t Power Co 80/08/15 4pp 


— 8008130402 Notice of deviation from Insp on 800416-18 

» Region 2, Atlanta. Office of the Director 80/05/14 lp 


— 0008190570 Revision to monthly operating rept for June 1980 

DUNN, S D , COSTELLO, O J Virginia Electric b Power Co 80/00/07 

2pp 


— 0008130405 IE Insp Repts 50-280/00-12 b 80-281/80-13 on 800416-18 
Wencompl lance noted failed to meet commitment for timely 
performance of JE Bulletin 79-02 Insp 

COMPTON, R M Region 2. Atlanta, Office of the Director 
HERDTiA R Region 2, Atlanta, Reactor Construction b Engineering 
Support Branch 80/05/14 6pp 


8008260213 Forwards IE Suppl I to IE Info Notice BQ-06, “Notification 
of Significant Events at Operating Power Reactor 
Fac i 1 1 ti ei " 

□ 'REILLY, J P Region 2, Atlanta. Office of the Director 80/07/29 

ip 


0008010266 Responds to IE Bulletin 00-16, "Potential Hi sepp 1 icat i on 
of Rotemount Inc Models 1151 & 1152 Pressure Transmitters 
W/Elther A Or D Output Codes “ No corrective action 
necessary for Model 1152 at facilities 

SYLVIA. S R Virginia Electric b Power Co 00/07/30 I3pp 


8008150136 Forwards IE Bulletin 00-20, "Failures of Hestinghouse Type 
W-2 Spring Return to, Neutral Control Switches “ Requests 
Info re estimate of manpower associated w/corrective 
actions needed after identifying problem 

O'REILLY, J P Region ?, Atlanta, Office of the Director 00/07/31 
If 


— 8009190576 Monthly operating rept* for Jul 1960 

DUNN, S D Virginia Electric b Power Co 80/08/07 43pp 


5 Reportable occurrences, LERs & related correspondence 


8008040111 Forwards LER B0-Q09/01T-0 

WILBQN, J L Virginia Electric b Power Co, 80/07/31 Ip 


—8008040110 LER 80-009/01T-0- on 000718, Wes tingh ou« • LOCA ECC0 reanalysH 
Indicated error in fuel clad bunt model Caused by reduction 
In clad heatup rate which shifts fuel clad burst curve b 
result* in earlier clad burst Limit will be controlled 
NIL SON, J L Virginia Electric b Power Co 80/07/31 3pp 


B0DSO50432 Forwards LER 80-010/01T-0 

HILS0M, J L Virginia Electric b Power Co. 80/08/01 lp 


— 8008050444 LER 0O-OIO/OiT-O on 800721 . conta inment gaseous b particulate 
radiation monitor found u/one automatic function incapable 
of operating during fuel movement Caused by containment 
exhaust fan power isolation relay being bypassed 
WILSON, J L Virginia Electric b Power Co 00/08/01, 2pp 
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069090394 Formants revised LER 79-010/03L-1 
WILSON, J L Virginia Electric U Power Co 80/06/04 ip 


-&OOfi 0S039B Revised 79-Q10/03L-1 on 790306. while performing PT-39 2. 19. 
First 20 snubbers failed to meet acceptance criteria 
Caused by failure to reset snubbers to optimum design 
conditions 8, setting drifts 

WILSON. J L Virginia Electric t- Power Co 00/08/04 2pp 


CHET JO-282 PRAIRIE I BLAND NUCLEAR STATION. UNIT 1 


Security., medical, emergency *. fire protection plans 


■OSIS-QS^B Submits revised schedule for fire protection mods 
Replacement noiiles for booster hoses mil) be installed by 
©01031 Design change package for trenches. ramps U curbs will 
be completed by 001031 

MAYER. L 0 Northern States Power Co 80/00/00 2pp 


06270730 Notification of 900019.20 t, 22 workshops in Valley Forge, PA. 
Chicago, IL & At 1 anta. OA. re s pec t i ve ly. to solicit public 
cce-ment re NUREG-0696, "Functional Criteria for Emergency 
Response Facilities " 

KEP-FLEfl.-J Q Region 2. Chicago. Office of the Director 0O/OB/1I 
2pjs 


00220192 Forwards Revision 1 to safeguards contingency plan Revision 
vlthhald (rtf 10CFR2 790) 

•tAY£R,L 0 Northern States Power Co 80/08/20 tp 


Adjudicatory correspondence 


79150389 Forwards stipulation 4< joint motion to terminate 
■ r ocaadirtgt W/o end 

tAATH.C A Hearing Branch 3 00/08/13 Ip 


Operating licanse stage documents i< correspondence 


>SOA03S0 Forwards srrata sheets correcting errors in five addl TMf-2 
elated requirements submitted by 800507 Itr Items involved 
IT* I I K 3 25, II. R 29 1 1 1 K 3 44 Bvc lists end 
riBENHUT. D 0 Division of Licensing 80/06/09 69pp 


h&0SOO24 Forwards FR notice re 000714-17 regional meetings to address 
brtlon of Commission 0OOS23 memorandum & order describing 
• ■qutrementi of environ qualification of electrical 
q,ulpm»nt installed In safety sys 

IBENHUTiD 0 Division of Licensing 00/06/30 ip 


H0QBO6OIS9 Notice of B00714-17 regional meetings to address portion, of 
Commission 000523 memorandum %• order describing requirements 
at environ qualification of electrical equipment installed 
in safety sys Gvc lists end 

EISENHUTiD 0 Division of Licensing 80/06/27 U7pp 


0QAO4O2 Forwards evaluation of control rod guide thimble wear in 
eettnghouse facilities Issue is resolved for 14x14 fuel 
steabilss des-igned for plant NRC is continuing review for 
acilities using Exxon-designed fuel assemblies 
'_A.R K* R A Operating Reactors Branch 3 80/07/21 4pp 


9050012 Forwards application for amend to App A Tech 8pecs of 
icentii DPR— 42 & DPR-60, adding addl fire protection 

iqu 1 r f merits 

AYER. L 0 Northern States Power Co 00/07/31 2pp 


0O3OB0319 Application for amend to App A Tech Specs of Licenses 
DPfl-42 l< DPR-60. revi s ing Sections 3 14 & 4 16 re fire 
detection Si protection sys 
ai Northern States Power Co 80/07/31 ip 


£•011060323 Proposed Tech Specs, revision Sections 3 14 & 4 16 re firs 
tfatactlorx fc protection sys 

* Northern States Power Co 80/07/31 ISpp 

325-0701 Forwards application for amend to Licenses DPR-42 V DPR-60 t, 
repcsid changes to ETS. permitting special chlorination 
r og run for circulating water sys to eliminate parasitic 

ID tbS. 

AYEflut. □ Northern States Power Co 00/08/21 lp 


>09250706 Application for amend to Licenses DPR-42 L DPR-60. 
•uthoriting changes to ETE 

MAYER. L 8 Northern States Power Co 0O/OB/21 lp 


— 8000250709 Proposed FTS S-2 4 1 ti special chlorination programs MN 
Pollution Control Agency c ori es p ondenc e end 
* Northern States Power Co 80/03/21 13pp 


6008250703 Submits fee determination re 800821 application for amend to 
Licenses OPR-42 U DPR-60, dot h or 1 1 i ng btannual special 
chlorination pxograms Proposed actions have no environ 
significance Class I i. 1 1 fees enc l 
* Northern States Power Co 80/08/21 lp 


8 Inspection reports. IE Bulletins 1 correspondence 


8000070108 Forwards response to NRC 800522 Itr re IE Insp Repts 50-262/ 
00-07 «- 50-306/B0-08 End withheld (ref 10CFR2 790) 

GILBERTS. D £ Northern States Power Co 00/06/17 lp 


8000090134 Submits response to IE Sul let in 8O-C0 re containment liner 
penetration welds Deficiencies found will be radiographed 
during Aug 1980 outage 

GILBERTS, D E Northern States Power Co B0/07/22 lp 


800Q1201Q7 Forwards IE Circular 80-17. "Fuel Pin Damage Due to Water 
Jet From Baffle Plate Corner 11 No written response required 
KEPPLER, J G Region 3, Chicago, Office of the Director 60/07/23 
IP 


BQ0&2Q0S36 Forwards IE Bulletin 80-19. “Maint of Adequate Min Flow 
Through Centrifugal Charging Pumps Following Secondary Bide 
High Energy Line Rupture “ Action required 

KEPPLER. J O Region 3. Chicago, Office of the Director 00/07/24 
lp 


0000150331 Forwards supplemental IE Info Notite 80-06. "Notification of 
Significant Events at Operating Power Reactor Facilities " 

No written response required 

KEPPLER, J 0 Region 3. Chicago, Office of the Director 00/07/29 
If 


800B140Q35 Submits response to IE Bulletin 80-16 Ha transmitters of 
type described arc in use In safety-related applications 
GILBERTS. D E Northern States Power Co 80/07/30 lp 


800B180093 Forwards IE Bulletin 60-20, "Failures af tlestinghousc Type 
W-2 Spring Return to. Neutral Control Switches " Action 
required 

KEPPLER, J 0 Region 3. Chicago. Office of the Director 00/07/31 
• p 


8008100126 Forward* IE Bulletin 80-20, "Failures of Westinghouse Type 
W-2 Spring Return to- Neutral Control Switches,'’ sent to 
listed licensees for action on 600731 

PAPPA8.H Region 3, Chicago. Office of the Director 80/07/31 lp 


0008250043 Responds to IE Bulletin 79-03A. "Longitudinal Held Defects 
in ASHE SA-312. Type 304 Stainless Steel Pipe " ASME SA-312, 

Type 304 stainless steel pipe not used or planned for use in 
saf ety-re lated sys suby to stress greater than 857, 

GILBERTS. D E Northern States Power Co 00/00/05 lp 


80QB18021B Forwards IE Info Notice 80-29, "Broken Studs on Terry 
Turbine Btaam Inlet Flange “ N-o specific action or response 
requested 

KEPPLER, J G Region 3, Chicago. Office of the Director 80/06/07 
tp 


0008260385 Forwai d s "tnservice Insp - Examination Summary for Prairie 
Island Nuclear Generating Plant — Unit I.BQQ705-1B, Insp 
Period 2, Steam Generator Tube - EDDY Current Eiaminatiun “ 

MAYER. L 0 Northern States Power Co 00/08/25 lp 


— 3000280366 “Inservice Snap - Examination Summary for Prairie Island 
Nuclear Generating Ptant — Unit 1, 800705-18. Insp period 2, 

Steam Generator Tube - EDDY Current Examination " 

HANSEN, D D < DAHLHAN. L Northern Slates Power Co 90/07/20 
39pp 


R Periodic operating reports L related correspondence 


8000140303 Forwards monthly operating repts for Jul I960 
MAYER. L 0 Northern States Power Co B0/08/II lp 


— 0008140303 Monthly operating repts for Jul I960 

HUNS TAD, A A Northern States Power Co 80/08/01 Bpp 
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S Reportable occurrence's* LERs {• related correspondence 


B00B2202I3 Forwards LER 80-Q2I/03L-0 

MAYER, L 0 Northern States Power Co BO/OS/15 Ip 


--B0D822O222 LER 00-021 /03L-Q on 3007 1 S, w/un 1 1 at cold shutdown for steam 
generator naint V i nsp , rep lac amen t of inverter S3 revealed 
lack of seismic analysis for mounting inverter Caused by 
personnel error 

HUNSTA9, A A Northern States Power Co BO/OS/19 lp 


T Hearing transcripts an non-antitrust matters 


B00B260Q12 Transcript of 600906 morning hearing in St Paul.HN re spent 
fuel pool mod Pp 1-22 

* Atomic Safety and Licensing Hoard Panel B0/03/06 24pp 


l* Operator Examinations 


80QBQ70472 Forwards revised procedures for operator training programs/ 
per NRC B00507 request re addl TMI-2 related requirements 
OONYEAU/J A Northern States Power Co 0O/OB/O1 35pp 


DOCKET 50-28-4 IDAHO STATE UN1V RESEARCH REACTOR 


T Inspection reports/ IE Bulletins & correspondence 


B0D314O161 Forwards IE Circular 30-14/ "'Rad i oac t i ve Contamination of 
Plant Demine ral lied Water Sys L Resultant Internal 
Cdo tami nat t an of Personnel 11 No response required 
SEYFRIT.K V Region 4, Dallas, Office of the Director 30/06/24 

Ip 


3 DC RET 50-285 FORT CALHOUN STATION, UNIT 1 

Security, medical, emergency 1* fiTe protection plans 


30081B0375 Advises of position re installation of Flameastic flame 
retardant coating on cables in cable spreading room 
Installation of flame retardant unnecessary Flameastic will 
not be installed pending NRC evaluation 
JONES, K C Omaha Public Power District 0Q/OB/O9 Ip 


Advisory Committee on Reactor Safeguards reports L correspondence 


1008110254 Notice of ACRS Subcommittee on Reactor Operations 800304 
meeting in Wash i ngton. DC re STRETCH power increase for 
facility 

HOYLE, J C Office of the Secretary of the Commission 00/07/14 
3pp 


I00B110Q35 Transcript of ACRE 900804 meeting in Wash i ngton, DC re util 
application for power level increase for facility Pp 1-14B 
* ACRS - Advisory Committee on Reactor Safeguards SO/0B/O4 

200p p 


IQ0BJB0435 Advises that during ACRS 244th meeting committed concluded 
that it would not object to KRC licensing of facility for 
operation at power levels up to 1500 MNt 

FRALEY/R F ACRS - Advisory Committee on Reactor Safeguards 
BO/OS/ II Ip 


Operating license stage documents t> correspondence 


OOBO6O350 Forwards errata sheets correcting errors in five addl TMI-2 
related requirements submitted by 800507 ltr Items involved 
are II K 3 25,11 K 29 t 1 I K 3 44 Svc lists end 
EISENHUT. D 0 Division of Licensing 80/06/09 69pp 


003060024 Forwards FR notice re 300714—17 regional meetings to address 
portion of Commission 800523 memorandum 6 order describing 
requirements of environ qualification of electrical 
equipment installed in safety sys 

EISENHUT, D G Division of Licensing B0/-06/30 Ip 


-B0QB06018? Notice of 800714-17 regional meetings to address portion, of 
Commission 800523 memorandum 4 order describing requirements 
of environ qualification of electrical equipment Installed 
in safety sys Svc lists end 

EISENHUT, D 0 Division of Licensing B0/06/27 I17pp, 


8008040126 Requests that util review encl STB for C-E reactors L 
submit license amend application incorporating provisions 
foT iodine spiting 6 limits L sampling requirements for 
coolants 

NOVAK, T 14 Assistant Director for Operating Reactors 00/07/22 
2pp 


— 8008060130 STS for C-E r ear t ors . RCS, 1 nc 1 ud i ng provisions for iodine 
spiking & limits i, sampling requirements for primary L 
secondary coolants 

* Combustion Engineering, Inc 80/07/02 9pp 


8008080030 Confirms 300722 telcon notification of 800731 mgt meeting to 
discuss annual performance evaluation per TM1 action plan L 
NRC systematic assessment of licensee performance program 
Lists mgt representatives expected to attend 

SEYFRIT, K V Region 4. Dallas, Office of the Director 80/07/23 

2pp 


8008060139 Forwards Amend 4? to License DPR-40, saf e ty evaluation i< 
notice of Issuance U availability 

CLARK. R A Operating Reactors Branch 3 30/07/25 2pp 


— B0QB060I41 Amend 49 to License DPR-40, chang ing Tech Specs to remova 
requirement td cycle nonredundant pumps S> valves U adding 
requirement far ensuring auxiliary feedwater availability 
CLARK, R A Operating Reactors Branch 3 80/07/25 10pp 


— 8003060145 Safety evaluation supporting Amend 49 to Licence DPR-40 
* Office of Nuclear Reactor Regulation# Director 80/07/25 3pp 


— 8003060149 Notice of issuance L availabl lity of Amend 49 to Licenie 
DPR-40 

CLARK.R A Operating Reactors Branch 3 00/07/29 2pp 


6008050001 Forwards Revision 1 to Ap p E of "RCS Asymmetric Loads 
Evaluation Program," final rept Revised app describes 
analysis used to demonstrate ECCS performance u/reduced 
area coolant channels 

LUNDVALL, A E Baltimore Gas «■ Electric Co 00/07/31 lp 


■B008D50003 Revision 1 to App E of “RCS Asymmetric Loads Evaluation 
Program, “ final rept 

a Combustion Engineering, Inc 30/07/31 27pp 


8008180125 Outlines 800729-31 site visit It meeting to become 
fami 1 iarii td w/plant 4 represent NRC in annual performance 
evaluation Evaluation L meeting summary will be distributed 
WAONER, P C Operating Reactors Branch 3 B0/08/04 lp 


8008060208 Forwards application for amend of License DPR-40 U proposed 
Tech Specs, clarifying term "operable " Certificate of Bve 
encl 

LEBOEVF, R J . LAMO, H R , LEIBY, A C LeSoouf, Lamb, Leiby & MecRat. 
80/08/05 3pp 


'3008060211 Application for amend of Licenie DPR-40, clarifying term 
"operable " 

JONES, If C Omaha Public Power District 80/08/01 2pp 


— 8008060213 Proposed change to Tech Spec 2 0 re limiting conditions for 
operation S term "operable " 

* Omaha Public Power District 80/08/01 6pp 


8008130521 Forwards repts summariiing 1900 Type A, B & C containment 
leak rate test results Includes 1980 refueling outage Type 3 
t> C local leak rate test luminary 

JONES. W C Omaha Public Power District BO/O0/OB !6pp 


— 0009130525 "Instrument Error Analysis for Fort Calhoun Containment Leak 
Rate Test Jan 19BO " 

NQVGROD, R L , NOLAND, C 0 . ROWLEY. C W. Nuclear Services Corp 
80/07/11 5pp 


— 8003130534 "Reactor Containment Bldg Integrated Leakage Rate Test at 
Fort Calhoun Station 11 

PURDY, W P , NOVGRDD, R L , ROWLEY, C tf Nuclear Services Corp 
00/06/11 16 pp 


0008280208 Forwards Amend 50 to License DPR-40, safety evaluation U 
notice of issuance & availability 

CLARK, R A Operating Reactors Branch 3 80/08/15 2pp 


--0OOB28O212 Amend 50 to License DPR-40# permitting power operation at 
1 , SOD MWt power, 

EISENHUT , D 0. Division o# Licensing 00/08/15 4pp 
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--BO4820O223 Safety evaluation t< EIA supporting Amend 50 to Licence 
BFR-40 

* Office of Nuclear Reactor Regulation) Director 90/00/13 

17pp 


— &009-5S022& Notice of issuance i< availability of Amend 50 to License 
DPR-40 

ENGLE, L B Operating Reactors Branch 3 BO/Oa/15 2pp 


E40S210415 Forwards application for amend of 0L, on behalf of util 
Proposed Tech Epee changes amend Sections 2 19 h 3 15 re 
operation fc surveillance of Halon fire suppression sys 
Certificate of Svc end 

* LiBoeuf, Lamb, Leiby Rt HacRae 80/08/20 3pp 


— BO0S21O420 Application for amend of QL Proposed Tech Spec changes to 
Sections 2 If 8, 3 15 specify requirements for operation 
t, surveillance of Halon fire suppression sips 
JONES, I J C. Omaha Public Power District 00/08/18 2pp 


— BQ0&2I0122 Proposed Tech Spec changes to Sections 2 19 i 3 15 re 
requirements for operation L surveillance of Halon fire 
suppress ion sys 

» Omaha Public Power District 80/03/18 4pp 


0 Inspection reports, IE Bulletins fc correspondence 


8006Q70393 Forwards IE Bulletin 80-08. "Examination of Containment 
Lintr Penetration Helds " Written response required 
6EVFRIT, K V Region 4, Dallas. Office of the Director BO/04/07 

IP 


EOOB26O609 Forwards IE Bulletin 80-10, "Contamination of Nonratfiaac t i ve 
Sy* *< Result! ng Potential for Unmonl tored, Uncontrol led 
flakiest of Radioactivity to Environ " 

SEYFRIT, K V Region 4, Dallas, Office of the Director BO/05/06 

IP 


60482J0Q33 Responds to IE Bulletin 80-05, "Vacuum Condition Resulting 
In Damage to Chemical Vol Control Sys (CVC8) Holdup Tents " 

Vacuum collapse prevented by nitrogen or hydrogen gas 
blanketing tanks or by direct access to atmosphere 
tTOMESi W C Omaha Public Power District 80/06/06 2pp 


£•000200100 Responds to IE Info Notice 80-14, "Safety Suggestions 
f-ron Employees " Posting Temporary Instruction 1210/1 will 
encourage employed to rapt matters not related to 
occupational radiation protection 

JONES, H C Omaha Public Power District ao/06/12. 2pp 


£>»BI , 90*30 Forwards IE Bulletin SO-15, "Possible Loss of Emergency 
Notification BYS (ENS) W/Loss of Offsite Power » Written 
response required 

&EYFRIT, K V Region 4, Dallas, Office of the Director BO/O6/I0 

If 


BCHD-82S-OO10 Forwards revised pages re Items 3,4 &. 7 of Enel 13 of 
600417 response to IE Bulletin 79-01B, "Environ 
Qualification of Class IE Electrical Equipment " 

JOHEB. W C Omaha Public Power District 80/06/20 7pp 


6000(90*37 Forwards IE Bulletin 90-16, "Potential Misapplication of 
Roisavount Inc Models 1151 t 1152 Pressure Transmitters 
W/Elther A or D Output Codes “ Written response required 
IE Circular 90-16 alio end, No written responee required 
BEVFRIT, K V Region 4, Dallas, Office of the Director 80/06/27 
IP 


BOOB L 90099 Forwards response to IE Bulletin 00-06 re examination of 
containment liner penetration welds Volumetric examination 
at penetration welds is not applicable, 

'JONES, 14 C Omaha Public Power District 00/07/03. 3pp 


8009190276 Submits response to IE Bulletin SO-iO re contamination of 
nenradioact Iva sys All nonradioactiv* sys have been reviewed 
lc sampling t, analysis program established where required 
JONES, W C Omaha Public Power District 00/07/03 lp 


8003190271 Forwards response to IE Bui 1 e tin, 00-1 1 Items 1,20 6 3 re 
asisnry wall design Outlines schedule for ra-evaluatlon 
pregram Confirmatory masonry wall test program will not be 
par formed 

JONES, W C Omaha Public Power District 80/07/07. 4pp 


8049260016 Forards updated info he 800417 response to IE Bulletin 
79-016, "Environ Qualification of Class IE Electrical 
Equipment 11 Discusses aging data for electrical cables 
JONES, W C. Omaha Public Power District 00/07/17 9pp 


8000190102 Submits response to !E Bulletin 80-04 re PWR main steam line 
break ana lysis Response to Item ) util be submitted by 
900815 

J0NE3, W C Omaha Public Power District 00/07/10 lp 


800B260664 Forwards IE Circular BO-17. "Fuel Pin Damage Due to Water 
Jet from Baffle Plate Corner " No written response required 
SEYFRIT, ft V Region 4, Dallas, Office of the Director 60/07/23 

lp 


8000200534 Responds to IE Bulletin 00-16 re misapplication of Rosemount 
pressure transmitters No safety-related application of 
Rosemount pressure transmitters identified at facility Util 
expended 24 manhours to review appropriate documentation 
JDNES, W C Omaha Public Power District 00/07/25 lp 


800B150429 Forwards eup p 1 emeu ta 1 I£ Info Notice 80-06. "Notification of 
Significant Events at Operating Power Reactor Facilities " 

No written, response required 

BEYFRIT.K V Region 4, Dallas, Office of the Director 80/07/29 
tf 


R Periodic operating reports L related correspondence 


8000180350 Forwards monthly operating rapt for Jul 1980 
JONES, W C Omaha Public Power District 80/00/08 lp 


— 0008100352 Monthly operating rept for Jul 1980 

MICKLE, B J Omaha Public Power District 80/08/00 9pp 


6 Reportable occurrences, LER* t- related correspondence 


8000080239 Forwards LER 80-01 9/03L-0 

STEVENS, 8 C Omaha Public Power District 80/07/29 lp 


— 8008000260 LER 80-0 1 5/03L-0 on 800710. dur ing imp. noted that trip unit 
setpoints on C channel had become positive rather than 
negative Caused by failure of 1 3-va 1 t power supply far trip 
unit 4 Unit calibr 

CORE, 11 Omaha Public Power District 80/07/18 4pp 


8000080267 Forwards LER 80-01 2/03 L-0 

STEVENS, a C Omaha Public Power District 00/07/29 lp 


—8008080271 LER 80-012/03L-0 on 800708, dur ing performance of 8T-RPS-3, 
F 2, discovered that trip unit 3 setpoints had drifted out of 
spec in noncenservative direction Caused by normal setpoint 
drift Setpoints adjusted 

CORE. M Omaha Public Power District 00/07/11 4pp 


8008090289 Forwards LER 00-013/03L-0 

STEVENS, S C Omaha Public Power District 80/07/31 lp 


— 8008000292 LER 80-013/03L-0 on 800707 . dur i ng normal power operation, 
noted that channel A dc sequencer Sl-1 had de-energlied 
on-auto light Caused by sequencer circuitry failure due to 
faulty relay 

MUELLER, R Omaha Public Power District 80/07/09 4pp 


8008120543 Forwards LER 00-014/03L-0 

8TEVEN3, S C Omaha Public Power District 80/08/05 lp 


—8008120552 LER 80-014/03L-0 on 800709, transformer T4 of diesel 
generator 1 failed Caused by shorted coil Transformer 
replaced 

MUELLER, R Omaha Public Power District 80/08/01 4pp 


8000130484 Forwards revised Attachment 2 "Corrective Action" r* LER 
80-016 Crack in deminera 1 i t ed flush line weld repaired 
STEVENS, S Omaha Public Power District 80/08/09 2pp 


6000 1 60365 Forwards addl t clarifying info for corrective action r* 
LER 60-16 Held crack In d emincral i ted flush line repaired 
Discharge damper will be installed o-n CH-1A upon receipt of 
part* 6 when plant conditions permit 

STEVENS, S C. Omaha Public Power District 80/08/05 2pp 


V Operator Examinations 


8008120579 Responds to Item A 2 of End <11 to NRC 800323 ltr re 
qualification of Teactor operators by forwarding revised 
training program for 1 it ensed operators 

JQHES.H C Omaha Public Power District 80/07/25 26pp 
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DOCKET 50-286 INDIAN POINT STATION, UNIT 3 


F Security, medical, emergency ?< Fire protection plant 


6008120647 Response to 800409 Tenues* for documentation of completion 
dates for alternate shutdown sys at si « facilities & 
completion dates for fire protection mods at five 
f at 1 1 i t i e t 

LAlNASrO Plant Systems Branch 60704/15 2pp 


800825Q74B Notifies that Health Physics Network telephone sys has Seen 
ins ta i 1 ed , 1 i n k i ng site health physic* personnel u/NRC fe 
regional ofce Network, ac t ivated in emergency, is restricted 6 
should ha used only when other communications out of eve 
GRIER B H Region (> Philadelphia. Office of the Director 
80/04/24 2p p 


6008110040 Request* response to encl comment* on security force 
training t, qualification plan within 30 days af ltr date 
Comments withheld {ref 10CFR2 7901 

NOVAK, T M Assistant Director for Operating Reactors 00/06/20 

2pp 


8008280048 Notification of 800819.20 t> 22 workshops in Valley Forge, PA. 
Chicago, tU t Atlanta, GA, respectively, to solicit public 
coiTdient re Nl/REG—0696, "Functional Criteria for Emergency 
Response Facilities " 

GRIER, B H Region I, Ph i lade tph 1 a , Office of the Director 
80/08/ 11 Spp 


8008190598 Requests ectension until 801031 for completion of fir* 
protection program revi eu>, I tern 3 1 8(2), re addl dry pipe 
sprinklers in cable tunnel Interim provisions will be made 
for manual fir* fighting capabilities 

9AVNE. J P Power Authority of the State of New York 80/08/15 

2pp 


G Adjudicatory correspondence 


30080602BB Order granting Bitension until B00912 for Commission to 
review ALAB-436 4, portions of ALAQ-561 Certificate of Svc 
enc I 

CHILK, S «/ Office of the Secretary of the Commission 80/08/0 1 

3pp 


SOOB1104S7 Response in opposition tD licensees ' motion far 
reconsideration of portion aS Commission 000530 order re 
adjudicatory hearings Urges public forum re UCS 790917 
petit ion 

WEISS, E R Union of Concerned Scientists WEIBS.E R Sheldon, 
Harmon U Uaiss 80/08/05 8pp 


— 80081 10490 Urges reconsideration of Commission 800611 vote permitting 
Interim operation 4, rejecting UC9 request for hearing 
5ECY-80-283 questioned Certificate of Sve encl 
WEISS, E R Sheldon. Harmon & Waiss 80/07/16 8pp 


H General correspondence 


8004250018 Responds to B00215 ltr re operation of facility Special 
measures under consideration to reduce probability of severe 
reactor accident or to lessen consequences Confirmatory 
orders imued as interim measure 

DENTON. If R Office of Nuclear Reactor Regulation, Director 
80/04/01 Spp 


— 8004250033 Urges NRC to approve UCS petition re shutdown of facility 
because of proximity to New York City & impossibility of 
evacuating so many people 

f10S.Lt , MOS.M Affiliation Unknown 80/02/15 ip 


0008130105 Forwards documents in response to 800206 ltr expressing 
concerns re emergency preparedness status t, 
responsibilities Explains nature 4. scope of improvements 
currently in progress 

GRIMES, 8 K Emergency Preparedness Program Office 80/07/07 2pp 


P Operating license stage documents & correspondence 


B00B060358 Forwards strata sheets correcting errors in five addl TMI-2 
related requirements submitted by 600507 ltr Items Involved 
are II K 3 25, II K 59 4 II K 3 44 Svc lists encL 
EISENHUT, D 0 Division of Licensing 60/06/09 &9pp 


BQ08120024 Requests response to encl info requirements needed for 
review of risk studies performed by Pickard, Lowe 4, Garrick 
NOVAK, T 11 Assistant Director for Operating Reactors 80/06/23 
4pp 


8008060024 Forwards Ff? notice re 800714-17 regional meetings to address 
portion af Commission 800523 memorandum 4. order describing 
requirement* of environ qualification of electrical 
equipment installed in safety tys 

EISENHUT.DG Division of Licensing 80/06/3 0 Ip 


B008060169 Noblte of 800714-17 regional meetings to address portion of 
Commission 800323 memorandum 4, order describing requirements 
of environ qua 1 1 f lea tion of electrical equipment installed 
In safety sy* Svc lists encl 

ErSCNHUT, D 0 Division of Licensing 80/06/27 U7pp 


8008270220 Forwards NRC evaluation of control rod guide thimble wear 
in PWFIs Issue 1* resolved for 15x13 fuel assemblies designed 
by Westinghouse for facility 

VARGA, 8 A Operating Reactors Branch 1 80/07/03 2pp 


8008130309 Requests that proposed amend to Tech Specs, incorporating STS 
improvements discussed in end, be submitted within 43 days 
of riceipt of ltr 

VARGA, S A Operating Reactors Branch t 80/07/07 Spp 


0OOB15O29Q Forward* interim safety evaluation re auxiliary feedwater 
sys Requests addl info by 800811 

VAROA, S A Operating Reactors Branch 1 80/07/15 Spp 


— 8008150302 Interim GEft re implementations of recommendations for 
auxiliary feedwater *y* 

* Operating Reactors Branch 1 60/07/13 iSpp 


600607005) Summary of 800603 meeting w/utils in Bethesda.MD re filterad 
vented containment sys it core retention devices JF Meyer 
opening remark *, agenda 4< list of attendee* end 

MEYER. U F , KARCHESE, A Standaf di lation It Special Projects Branch 

80/07/21 ICpp 


8008140063 Submits name* of Qfc of Nuclear Reactor Regulation contacts 
for facility resulting from reorgani ration on 800428 
NOVAK, T M Assistant Director for Operating Reactors 90/07/21 
SPP 


800B140647 Forward* request for addl info for licensee response by Eept 
1980 Facility classified as Group liPEfi NUREG-0377, for which 
addl evaluation of steam generator adequacy is required 
WtCHMANcK R Operating Reactors Asssssment Branch 80/07/23 Upp 


0006140618 Discusses outstanding generic 8t plant-specific licensing 
actions for facility No-rking papers attached tummar i j ing. on 
i ta m by it em ba > i *. cure ent status of all items 
VARGA, 8 A Operating Reactors Branch 1 80/07/28, I9pp 


8009060357 Discusses actions to be taken to resolve concerns identified 
during NRC l> Franklin Research tab 800702 U 03 audit re 
environ qualifications af electrical equipment Valves 186? A 
4 B added to safety-related equipment list 

ZUULA.8 8 Power Authority of the State of New York 80/07/30 

Spp 


8008120386 Summary of 800618 meeting u/utili in Beth*sda>i1D re currant 
views on degraded cooling/core melt accident sequences 
LONG. J K Standard i xat ion & Special Project* Branch 80/07/31 
44pp 


800BI4019B Summary of technology sxchange meeting on B0O617 w/utils In 
Bethesda.MD re containment structural response for 
facilities Program Will culminate in decision for or against 
mitigation feature requirement* by NRC in late fall 
MEYER, J F Reactor System* Branch 80/07/31 7pp 


— 800SI4Q205 Summary of 800618 meeting w/util in Bethssde, MD re technical 
presentation of current results on dominant accident 
scenarios 4, related probabilistic studies 
LONQ, J K Reactor Systems Branch 80/07/31 Spp 


8008150238 Request* assessment of effect* of combinsd LOCA 4, seismic 
load condition* to complete review of RCS analysis for 
postulated LOCA 

NOVAK, T M Assistant Director for Operating Reactor* 80/07/31 
3pf 


8000270092 Requests Implementation of recommendation* in NURE0-06I2,, 
"Control of Heavy Load* at Nuclear Power Plant* - Resolution 
of TAP A-36 “ Forwards guidelines for control of heavy loads 
4 request for addl info 

EISENHOT, DO Division, of Licensing 00/07/31 24pp 
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8000030273 Respond* to 800630 itr re ATWS mod implementation schedule 
in r»*pQO*e to &0021 i confirmatory order Request* 
clarification of NRC concern that schedule presents risk to 
facility & would affect compliance timetable 

BAYNE i J P Power Authority of the State of New York 80/06/04 

Spp 


800811037'? Responds to 800702 request for addl info re backfittmg of 
severe accident mitigation features Since substantial 
differences exist between Zion t, Indian Point unttsieach 
util will submit separate responses no sooner than 800905 
NAUOMTON.W F Commonwealth Edison Co 80/08/07 Ip 


0000140433 Forwards application for amend to OL U proposed change to 
Tech Specs Enel filing fee paid under protest pending final 
determination of legality 

BAYNEr J P Power Authority of the State of New York 80/CB/tl 
2PP 


—8000140438 Application for amend to License DPR -64# changing Section 3 4 
of App A for valves in single line from condensate storage 
tank per Commission 800305 4# 0715 ltrs 

BAYNE# J P Power Authority of the State of Now York 80/OB/lt 


— 8008140441 Proposed Tech Spec change re auxiliary feedwater sys for 
valve* in single tine from condensate storage tank 
* Power Authority of the State of New York BO/OB/it 3pp 


— 8008140446 Safety evaluation supporting mod to auxiliary feedwater 
sys for valves in single line from condensate storage tank 
* Power Authority of the State of New York 80/08/11 2pp 


8008140455 Forwards response to B0Q2U confirmatory order# including LER 
reviewimeterological criteria comp 1 lane e. 10CFR20 & 50 
compliance, reliability 4 failure modes & outstanding 
auxiliary feedwater sys Response available in Central Files 
WILVERDINQ# 0 M Jersey Central Power U Light Co 80/OB/lt 3pp 


8008180448 Forward* revised Item 2 to 800307 response to B00311 
confirmatory order re testing oP control room ventilation 
sys Control room habitability response no longer correct 
BAYNE# J, P Power Authority of the State of New York 80/08/11 
4pp 


8008280017 Summary of 800724 meeting w/util re facility sys 
interactions study Util requssted to present plan for study 
in approx 1 month List of attendees t, agenda end 
0L8HAN. L N Operating Reactors Branch 1 80/08/13 4pp 


8008210307 Forwards inf a, photographs t< drawings re backfilling of 
severe accident mitigation features, in response to NRC 
800702 Itr Photographs U drawings available in Central Files 
only 

ZARAKA8, P Consolidated Edison Co of New York BAYNE, J P Power 
Authority of tbs State of New York 80/08/14 9pp 


0, Inspection reports# IE Bulletins 6 correspondence 


6008010262 Forwards IE Insp Repfc 50-286/80-01 on 800120-0315 No 
noncompliance noted 

BRUNNER# E J Region 1, Ph i lade lph ia< Reactor Operations Nuclear 
Support Branch 80/06/24 2pp 


—8000010268 IE Insp Rapt 50-286/80-01 on 800120-0315 No none ompj ianc e 
noted Major areas inspected plant operations# logs & records, 
physical seeur i ty# p lant startup following refueling & 
lessons learned verification 

KISTERiH Region 1, Ph i ladelphia# Reactor Operations Nuclear 
Support Branch HEBELOWSKI# T Region 1# Philadelphia. Office of 
the Director 80/06/20 19pp 


0008070490 Forwards IE Circular 80-17, “Fuel Pin Damage, Due to Hater 
Jet From Baffle Plate Corner," No written response required, 
ORIER.B H Region 1. Ph i 1 adelph l a# Office of the Director 
80/07/23 lp. 


9Q0B180239 Forwards response to IE Bulletin 80-il# “Masonry Wall 
Design " W/o end 

BAYNE, J, P Power Authority of the State of New York 80/07/24 lp 


8008220086 Forward* IE Bulletin 80-18, "Maint of Adequate Min Flow 
Through Centrifugal Charging Pump* Following Secondary Side 
High Energy Line Rupture " Action required 
ORIER.B H Region 1, Philadelphia# Office of the Director 
80/07/24 lp 


8008070434 Forwards supp! to IE Info Notice 30-06, ‘'Notification of 
Significant Event* at Operating Power Reactor Facilities " 

No written response required 

GRIER, B ft Region 1, Phi ladelph ta. Office af the Director 
00/07/29 lp 


8003140527 Forwards IE Bulletin 00-20, “Failures of We* t i nghouse Type 
W- 2 Spring Return to Neutral Control Switches '• Requests 
info re estimate of manpower associated w/correc t ive 
actions needed after identifying problem 

ORIER.B H Region 1, Philadelphia, Office of the Director 
80/07/31 Ip 


8003180014 Forwards 1£ Bulletin 80-19, "Failures of Mercury-We ttod 
Matrix Relays in Reactor Protective Sys of Operating Nuclear 
Power Plants Designed by Combustion Engineering " Action 
required by facilities ui/QLs or CPs 

SRIER18 H Region 1, Ph i lade i ph <a. Office of the Director 
80/07/31 lp 


8008200441 Forwards IE Bulletin 80-19# “Failures of Mercury-Wetted 
Matrix Relays in Reactor Protective Sys of Operating Nuclear 
Power Plants Designed by Combustion Engineering “ Action 
required by facilities w/OLe or CPs 

KEPPLEfi, J G Region 3, Chicago, Office of the Director 80/07/31 

lp 


800G130D46 Discusses investigations Into alleged falsification of 
security training records Investigations revealed serious 
failure re security program mgt Matter referred to DOJ 
Criminal Div 

STELLO. V Office of Inspection {# Enforcement# Office of the 
Director 00/00/04 2pp 


8008260428 Forwards f£ JnfD Notice 80-29. "Broken Studs on Terry 
Turbine Steam Inlet Flange “ No specific action or response 
requested 

ORIER.B H Region t, Philadelphia. Office of the Director 
00/08/07 Ip 


R Periodic operating reports 4c related correspondence 


8008040002 Submit* annual rppt on change*, te* ts 8, experiment* for 
7 90308-00 030 7 Safety evaluation* included 

Zt/LLA, 8 8 Power Authority of the State of Mew York 30/06/06 
2tpp 


8OO019Q4IB Forward* monthly operating rept for Jul 1900 

ZULLA.8 8 Power Authority of the State of New York 80/08/19 lp 


—8000190476 Monthly operating rept for Jut 1900 

CONNELL, C Power Authority of the State of New York 80/00/02 

6pp 


8000200339 Forward* raui data on daily record of fi*h collections for 
Jut 1930 Unit 1 circulators were shut down for entire month 
Unit 3 uiat not operated from 8007IB to 300729 Bite 
impingement exceeded 10,000 flsh/day for 800700 to 800715 
BARAKAS, P Consolidated Edison CO of New York 00/08/15 Ip 


— 8008200341 Raw data an. daily record of fi*h collection* for Jul 1980 
• Consolidated Edison Co of New York 80/08/19 4pp, 


8 Reportable occurrences# LERs 4 related correspondence 


0008130275 Advise* that 791005 Itr adequately responds to NfiC 790921 
itr re inadvertent safety injection actuation during 
surveillance testing 

VARGA# 8 A Operating Reactors Branch t 80/07/15 2pp 


8008130211 PN0-I-80-II5 on 800801# unplanned release of gaseous 
radioactive matl not in excess of Tech Specs occurred 
Caused by operator Inadvertently closing valve an line from 
chemical 6 vol control sys letdown sy* 

WHI TE# J , KINNEMAM# J , KEIMIG, R Region i# Philadelphia, Office of 
the Director 80/08/01 2pp 


BOOB 180406 Forwards LER 60-01 1/03L-0 

ZUlJLA# S 8 Power Authority of the State of Neu York 00/00/12 ip 


—8003180413 LER 80-01 1 /03L-0 on 800716, while at hot shutdown, operator 
making containment entry noticed motor cooler on fan cooler 
unit 31 leaking Cause not stated Unit motor heat exchanger 
replaced 4. unit returned to- »ve 

GUMBLE.F W Power Authority of the Stats of New York 80/08/12 
»P 


8008190584 Forwards LER B0-012/03L-O 

ZUlLAiS 8 Power Authority of th« State of New York 00/03/15 lp 



84 


DOCKETED ITEMS 


■”-9009 1 905?4 LEfl QO-012/03L-0 on 0007 1 (at d u r i nfl change to cold ifiufcdoiunii 
lfn^U l«at wa* observed at piping conr-ection a ♦ hoc lat*d u7 
valve C-107 ujJthin c on t a mm-e fit Caoi-od by small crack 
in ueld due to cyclic itres-s Leak was repaired 

QUISLE, F W Power Authority of the State of fJew Vork 80/08/15 

ap 


T Hearing transcripts on nod-antitrust natters 


0000030051 Transcript of 000725 meeting in Wash t nfl ton , DC Pp 1-46 Draft 
memorandun L order one 1 
* Conuniion 30/07/23 63p p 


DOCKET 5Q-2B7 OCONEE NUCLEAR STATION. UNIT 3 

Operating license stage document* ie correspondence 


B006060393 Forward* etrata sheets coerecting erroTS in five add 1 TMI-2 
related requirements submitted by B0D5O7 Itr Items involved 
ire II K 3 25, II K 29 J II K 3 44 Svc lists end 
E16ENHDT. D 0 Division of Licensing 00/06/09 69pp 


700B060024 Forwards Ffi notice re 000714-17 regional meetings to address 
portion of Commission 800523 memeraniium L order describing 
requirements of environ qualification of electrical 
equipment Installed In safety sy» 

EISENHUT. D G Division, of Licensing 00/06/30 Ip 


-0000060109 Notice of 800714-17 regional meetings to address portion of 
Commission 800523 memorandum L order describing requirement* 
of environ qualification of electrical equipment installed 
in safety *yt 6vc lists end 

EISENHUT. J> 0 Division of Licensing 30/06/27 U7pp 


008060356 Notifies that add! evaluations of horiiontal clearances at 
svc support structure in support of asymmetric LQCA loads 
review are in progress Mods will be completed during nait 
available outage 

PARKER. W 0 Suite Power Co 00/07/23 ip 


30B060246 Responds to NRC 800626 Itr re prediction requirements for 
LOFT Small Break Test L3-6 Fra— test submittal will include 
basis for model, time tero edit & list of assumptions 
Submittal will be provided to NRC by 601203 
PARKER, U O Date Power Co 80/07/31 2pp 


>08060336 Respond* to NRC 80052? request to submit amend to OL 
revising required reporting requirements to Reg Guide 1 16, 
Revision A Discusses determination that addition of specific 
requait would be unnecessary 
PARKER. W 0 Duke Power Co 80/07/31 2pp 


00110947 Advises of refund of Class 1 amend fees re 800716 
application for changes an HP! operability Application 
affects only Unit 2 

MILLER. W 0 License Fee Management Branch B0/0B/Q1. Ip 


03140204 Forwards Amends 84,84 6 SI tP Licenses DPR-3B. DPR-47 U 
PR-35. respec 1 1 vely, sa foty evaluation 6 notice of issuance 
* ava liability 

REID.R IJ Operating Reactors Branch 4 00/03/01 2pp 


3008140208 Amends 84,84 L 81 to Licenses DPR-39, DPR-47 & DPfl-55, 
respectively, eitend ing, on emergency temporary basis, 
allowable period of inoperability of 2B HP I pump by 48-h 
REID, R W Operating Reactors Branch 4 BO/03/01 ?pp 


1008140213 Safety evaluation supporting Amends 84,34 & 81 to Licenses 
E3PR-30, DPR -47 6 OPR-SS, respec tive 1 y 

■ Office of Nuclear Reactor Regulation. Director G0/0B/01 2pp 


OQB140217 Notice of issuance A availability of Amend* 84.84 L 01 to 
Licenses DPR-3S. DPR-47 i DPR-35, resp ec ti ve I y 
REID,!? U Operating Reactors Branch 4 80/08/01 2pp 


8290310 Forwards Amends 85,05 t- 82 to Licenses DPR-39 S, DPR-47 «< 
’R-S5.re*pectiveby. safety evaluation !< notice of Issuance 
aval lab i 1 1 ty 

ID, R H Operating Reactors branch 4 30/08/01, 2pp 


30 B 2003 12 Amends 39,65 t> 02 to Licenses D PR-3 8 , DPR-47 U DPfi-55, 
respect! veiy. revi sing Tech Specs by temporarily attending 
allowable period of inoperability of "20'’ HPJ pump for Unit 
2 until BOOS15 

RElDiR W Operating Reactors Branch 4 30/00/01 Spp 


— 8008280321 Safety evaluations supporting Amends 85,05 t< 32 to Licenses 
DPR-38, DPR-47 & DPR-55, r e sp ec t i ve ly 

* Office of Nuclear Reactor Regulation, Director 00/00/01 2pp 


— 8008280324 Notice of issuance U availability of Amends 05,05 !< 02 to 
Licenses DPR-3B, DPR-47 6 DPR-55. respec tive 1 y 
REID, R W Operating Reactors Branch 4 00/08/01 2pp 


3000110429 Forwards addendum, adding noneiempt quantities of oil, to 
60051? request for permission to dispose of contaminated oil 
by burning 

PARKER, W 0 Duke Power Co 80/08/04 5pp 


3008150362 Responds to NRC request for assessment of plant power supply 
situation re temporary mod of OL, allowing operation above 
607. Recommends granting mod to assure continuity of svc 
WEINER, R E Energy, Dept of 80/03/05 2pp 


3008210353 Informs that typogr aph i ca 1 error found in moderator temp 
coefficient section of rept. “Oconee Nuclear Station Oeneric 
Startup Physics Test Program “ Corrected page end 
PARKER. W D Duke Power Co 80/03/15 2pp 


8008260483 Forwards addl info for safety evaluation approving 
preliminary design of proposed safety-grade anticipatory 
reactor trip par 791220 request Unit 3, antic ipated to shut 
down Pot refueling Nov 1930, will be first to receive sys 
PARKER, W D Duke Power Co HD/00/18 14pp 


Q Inspection reports. IE Bulletins i« correspondence 


8000010162 Forwards response to IE Bulletin 80-06 re engineered safety 
feature reset controls High preseur* injection, penetration 
room, reactor bldg ceding units L Keawae hydro units will 
not remain in emergency mode upon signal reset 
PARKER, W 0 Consumers Power Co 80/07/14 4pp 


B003D70567 Forwards IE Circular 80-i7, “Fuel Pin Damage Due to Hater 
■Jet From Baffle Plate Corner “ No written response required 
0 'REILLY, J P Region 2, Atlanta. Office of the Director. 80/07/23 

If 


8009130580 Responds to IE Bulletin 79-02, Raviiion 2 Includes final intp 
A testing summaries for units Field mod b final 
documentation necessary to comply w/bulletln factors of 
safity not yat completed 

PARKER, W 0 Duke Power Co 00/07/2? 37pp. 


3000260195 Forward* IE 8uppl i to IE Info Notice 00-06, "Notification 
of Significant Events at Operating Power Reactor 
Facilities 11 

0 'REILLY. «J P Region 2, Atlanta, Office of the Director B0/07/29 

ip 


8008100048 Ack receipt of IE Insp Repts 50-269/80-25,50-270/80-22 U 
50-207/30-1? on 800623 4> 26 No proprietary info 
PARKER, W 0 Duke Power Co 80/07/30 lp 


—3008180353 Forwards IE Insp Rept* 50-269/80-25,50-270/80-22 L 
50-287/80-19 on 3006&3 St 36 No noncomp 1 lance noted 
MURPHY, C E. Region 2, Atlanta, Reactor Construction 6 Engineering 
Support Branch 80/07/21 2pp 


— SO0Bt30353 IE Insp Repts 50-269/00-25,50-270/80-22 6 50-287/00-19 on 
800623 tt 26. No noncomp I iance noted Major areas inspected 
response to IE Bulletin 79-13 *. once-through steem generetor 
manway stud failure 

HERDT.A R Region 2. Atlanta. Reactor Construction 6 Engineering 
Support Branch ECONOrtOS. N Region 2, Atlanta, Office of tht 
Director 80/07/17 Spp 


8008140587 Forwards IE Bulletin 00-20, "Failures of Westinghouse Type 
W-2 Spring Return to Neutral Control Switches " Requests 
info re estimate of manpower associated w/corrsctlve 
actions needed after identifying problem 

O'REILLY, JP Region 2, Atlanta, Office of the Director. 00/07/31 
IP 


8008160102 Forwards IE Bulletin 60-19, "Failures of Marcury-Hetted 
Wetri* Relays in Reactor Protective gys of Operating Nuclear 
Power Plants Designed by Combustion Engineering " Action 
required by facilities w/OLs or CPs. 

O'REILLY, J P Region 2. Atlanta, Office of the Director 80/07/31, 
»P- 


8000100248 Responds to IE Bulletin 00-10, "Contamination of 
Nonredioac tive 8y» 6. Resulting Potential for Unmoni tored. 
Uncontrolled Release of Radi oac t i vi ty to Environ 11 
Monitoring programs established 
PARKER, W O Duke Power Co 30/03/01 ip 
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8008150201 Aek receipt of l£ Insp Repts 50-270/00-18 «. 90-237/80-16 on 
800616-20 No proprietary info 
PARKER. W 0 Duke Power Co 30/03/04 tp 


— 8008130309 Forward* IE Insp Rapt* 50-270/60-18 6 50-287/80-16 an 
800616-2O No noneomp I ianc e noted 

MURPHY, C E Region 2. Atlanta* Reactor Construction & Engineering 
Support Branch 80/07/25 2pp 


—8003150216 IE fnsp Repts 50-270/80-10 it 50-287/80-16 on 600616-20 No 
noncompliance noted Major areas inspected response to IE 
Bulletin 79-010 re document review 

CDNLON, T E , HARDWICK. R T . RUFF, A B Region 2. Atlanta, Office of 
the Director 30/07/17 4pp 


8008150492 Forwards IE Info Notice 30-29, "Broken Studs on Terry 
Turbine Steam Inlet Flange " No specific action or response 
requested 

O'REILLY, J P Region 2. Atlanta, Office of the Director 80/08/07 
IP 


8008220030 Ack receipt of IE Insp Septs 90-269/60-26,50-270/30-23 Si 
5Q-287/B9-20 No proprietary info 
PARKER, W Q Duke Power Co 0O/OS/O7 tp 


— 8008220040 Forwards IE Insp Repts 80-269/80-26,90-270/80-83 Si 
50-287/80-20 on 300709-10 Mo noncomp 1 iance noted 
6TGHR, J P Region 2, Atlanta, Fuel Facility Si Materials Safety 
Branch 80/07/31 2pp 


--3006220043 IE In»p Repts 30-269/80-26,80-270/30-23 «< 50-287/80-20 op 
B007Q9-iO No noneompl ianc e noted Major areas inspected 
followup on IE bulletins & previously identified items 
VENKINB, Q. R Region 2, Atlanta, Fuel Facility 6 Hateriali Safety 
Branch PERROTTI,D J Region 2* Atlanta, Office of the Director 
80/07/30 4pp 


80QB270299 Respond* to IE Bulletin 80-13 re HPI pump* Min flow lines 
remain. open during normal operation t> are not isolated by 
safety injection signal 

PARKER, W 0 Duke Power Co 30/08/07 Ip 


3000270334 Responds to IE Bulletin 80-20 We s t 1 ngb ouse Type W-2 switches 
w/sprlng return to neutral position not used in safety- 
related applications Appro* 36 manhours expanded 
PARKER, W 0 Duke Power Co 30/08/14 lp 


8008270699 Forwards IE Info Notice 80-24* "Low Level Radweste Burial 
Criteria. " No written response required JH Snieiek 800530 
memo encl 

O 'REILLY* V P Region 2. Atlanta, Office of the Director EO/OS/14 
*P 


8 Reportable occurrence!, LERs i> related correspondence 


0007230239 Part 21 rapt re cracked steam ganerator manway stud* 
8ati»factory operating experience foms constitute 
reasonable b**i* far continued operation while 
invstti gat i on* proceed 

TAYLOR, J H Babcock & Wilcox Co BO/07/ii Spp 


8008210394 Forward* LER BO-Oti/OlT-O 

PARKER, W 0 Duka Power Co 80/07/16 Spp 


— BOO 32 1 0 400 LER 90-01 1/OiT-O on 30062S, dur i ng preparation of manway 
*tud» for reuse on 3A nnce-throujh steam generator* nine 
*tud* found cracked Cause unknown Evidence indicates crack 
propagation assisted by stress corrosion cracking 
PHILPOTT, F T Duke Power Co 80/07/16 Ip 


8000050413 Forwards updated LER 8D-009/01T-1 
PARKER, W 0 Duke power Co 80/07/30 3pp 


— B00B05Q4S9 Updated LER 80-009/01T-1 on 800710, breaker supplying centre! 
power for A phase of normal voltage circuit of Unit 3 
emergency power switching logic tripped. Caused by burned out 
relay coil. Damaged relay wiring replaced 
PHILPOTT, F T Duke Power Co 80/07/30 Ip 


8000120310 Updates RO-297/BO-iO dtd 800711 re tub* leak in A once- 
through steam generator Total activity in leaked gases 
recalculated 6 found to be within Tech Spec limits 
PARKER, W 0 Duke Power Co 80/08/07. if 


V Operator Examl na t i on* 


8008110355 Forwards operator licensing program b requa 1 1 f icati on 
program i evised per MRC 800328 Itr Requirement for three 
months experience by extra man on shift unnecessary Two-iek 
period prescribed 

PARKER, W fl Duka Power Co 80/07/31 ip 


— 8000110339 "Operator Licensing Program 
* Duke Power Co 80/07/14 IBpp 


— 8008110360 ‘‘Requa 1 1 f i ca 1 1 on Program for NRC Licensed Personnel 
■* Duke Pou/er Co 80/07/14 iOpp 


DOCKET 50-239 REED CDLLFGE RESEARCH REACTOR 


It General correspondence 


GOO0Q4OIO2 Notifies that M Kay will replace LB Church as facility 
director or» or about 80090! 

CHURCH, L B Reed College 60/07/25 Ip 


DOCKET 50-839 THREE MILE ISLAND NUCLEAR STATION, UNIT I 


F Security, medical, emergency 6 fire protection plans 


8008230742 Notifies that Health Physics Network telephone sys has been 
ineta 1 lad, 1 ink i ng site health physics personnel u/MRC b 
regional ofee Nefcwor k, ae t i vated in emergency* is restricted te 
should be used only when other communications out of sve 
Git TER, B H Region l* Philadelphia, Office of the Dirsctor 
80/04/24 Spp 


8000110376 Forward* physical security p tan, Rev I » 1 on 6E Plan withheld 
(ref 10CFR2 790) 

HERDEIN, U O Metropolitan Edison Co 80/08/04 Ip 


0000120039 Notification of 000314 meeting w/util in Beth**da,MD to 
discuss NRC comments on revised emergency plan 
SILVER, H Operating Reactors Branch 4 80/OB/O? Spp 


8008150402 Requests delay in updating security plan until QOlOOi due to 
expansive nature of vital area realignment completed 000901 
Rxfs Insp fiept 30-289/79-06 *■ util 790913 response to IE 
Bulletin 79-16 

HERBE1M, \) 0 Metropolitan Edison Co 80/00/07 lp 


8008280071 Notification of 800B19, 20 tc S3 workshops in Valley Forge*FA, 
Chicago, 1L 6 Atlanta, OA, respet tlvs ty. to solicit public 
comment re NUREG-0696, "Functional Criteria for Emergency 
Response Facilities " 

DRIER, B H Region J, Phi ladelpbia* Office ef the Director 
80/09/11 2pp 


3008280350 Ack receipt of 800913 request fc forwards exercise scenario 
for 8D07S6 emergency exercise conducted at TMI Certificate 
of Svc b sve list end 

CARTER, KW Pennsylvania, State of 80/00/22 66pp. 


0 Adjudicatory correspondence 


9003070023 Forwards status of NRC activities 6 plans re recommendations 
in Resolutions 207-211 by PA House of Representatives Ff! 
notices encl 

AHEARNE, J F Commissi an S0/07/I0. I4pp 


— 8009070032 Forwards PA House Resolution 207 urging PA Dept of 
Natural Resources to establish Div of Nuclear Plant 
Inspectors J, urging NRC to require presence of Slate 
Inspector* as condition of operating facility 
MEBUB, C F Pennsylvania, State of SO/OS/OB, 3pp 


—8000070035 Forwards PA House Resolution 200 urging that NRC open 
existing federal radwaste disposal sites for commercial 
waste disposal 6 maintaining position that no contamination 
from facilities be released w/o proper controls 
MEiJUS* C F Pennsylvania, State of 80/09/09 3pp 


— 8009070041 Forwards PA llouss Resolution 211 urging that NRC provide 
operating plants w/personnel trained in plant 
characteristics U emergency planning & NRC review 
procedures for dissemination of info 
MfTBUS* C F Pennsylvania, State of 80/05/08 4pp 



DOCKETED ITEMS 


>08250296 Forwards “Status of NRC Activities 4i Plant at Related to 
Recoir, mandat 1 out In Resolutions 207-211 By House of 
Representatives of Commonwealth of PR " 

AHEARNE, J F Commission 80/07/10 Ip 


80QB25030Q "Status of NRC Activities 4. Plans as Related to 
Recommendations In Resolutions 207-211 By House of 
Representatives of Commonwealth of PA " 

* Commission 00/07/10 I3pp 


'06010113 Response to NRC second set of interrogatories Objects to 
Interrogatories 1-3 due to untnsrlirisis K irrelevancy to 
NUREG-OABO NRC evaluation of proposed retraining is not 
adequate H Acer 1 1 fi cat I on of svc Related correspondence 
AAMODT.M 11 Affiliation Unknown 00/07/23 3pp 


08040024 Discovery requests re emergency p 1 an, Rev i i 1 on 2 per ASLO 
800715 order Requests record describing PA Emergency Mg t 
Agency guidance lc emergency plan procedures Certificate of 
vc encl Related correspondence 
SHOLLY, 8 C Affiliation Unknown 80/07/23 Upp 


08010103 Interrogatories directed to licensee re Harrisburg Patriot 
000714-16 articles, ’’Cleanup At TMI Hill Take Yrs, " 4, 

"Met-Ed Asks 476 4 Million Rate Increase " Requests cast 
estimates Certificate of Svc encl Related correspondence 
41 DOFF i M P Three Mile Island Alert WiD0FF.fi P Ifidoff. Reager, 

Sell suit! 4 Adler 00/07/24 4pp 


3S060414 Motion for revision of Contention 5 to reflect util failure 

to perform l i me ly. proper 4, adequate maint Certificate of Svc 

encl 

J I DOFF, II P Three Mile Island Alert UID9FF.fi P Widoff, Reager. 
Selkowtti 6 Adler 80/07/26 3pp 


3000060420 Supplemental answer to licensee Interrogatory 5-2<c) Relies 
on NRC Invis ttga t i an Rept 50-320/79-10 to illustrate 
licensee course of conduct re Revised Contention 5 
Certificate of Svc encl 

UIDDFF.M P Three Mile Island Alert WIDOFF. M P Widoff. Reager. 
Belkowiti * Adler 80/07/26 3pp 


000060423 Consolidation propose 1 , based on intervonors' discussions 
Addresses emergency p lanrti ng. p sycho 1 og ica 1 stress, hydrogen 
control . f inane i al i s sues . i nadequata core cooling it Class 9 
accidents 

SHOLLY, S C Affiliation Unknown BO/07/27 4pp 


000060428 Review submitting reworded Contentions 6.0 6 12 re failure 
of power-operated relief valve, ECCB performance It environ 
qualification Certificate of Svc 6 supporting docume nta ti on 
B1IC l 

HEIBS.E F Union c# Concerned Scientists WEI6B.6 R Sheldon. 
Harmon It Weiss BQ/07/31 15pp 


— 8009040031 Interrogatories to lntervenor on Revision 2 of licensee 
emergency plan Includes info re emergency notification of 
offsite agencies & Stats of PA Dept of Agriculture emergency 
response plan 

R I DCWAY. D Metropolitan Edison Co RIDGWAY. D Bhaui. Pittman. 
Potts 4 Trowbridge 80/07/29 2pp 


— 8006040033 Interrogatories to inteTVenor on Revision 2 of licensee 
emergency plan Includes info re state 6 county emergency 
p lans, revl sed emergency public info plan 4, radiological 
assessment U offsite monitoring 

RIDGWAY, D A Me tr opo 1 i ta n Edison Co RIDOWAY, D A Shaw. Pittman. 
Potts fit Trowbridge 00/07/29 4p p 


— 0008040037 Interrogatories to intervenor SC Sholly on Revision 2 of 
licensee emergency plans Includes info re radiological 
assessment 6 offsite monitor ing . communications w/offsite 
agencies 6 proposed Contention 9 Certificate of Svc encl 
RIDGWAY, D A Metropolitan Edison Co RIDGWAY. D A Shaw. Pittman. 
Potts te Trowbridge 80/07/29 16pp 


8000010299 Partial response to People Against Nuclear Energy 
interrogatories on psychological distress Lists contractors 
used re Contentions 1421. psychological distress repts 
W/effidavit *■ Certificate of Svc Related correspondence 
SWARTZ, L L Antitrust Division 80/07/30 12pp 


8006040050 Interrogatories directed to Newberry Township TMI Steering 
Committee on licensee emergency p 1 an. Revision 2 Requests 
info re possible contention changes due to latest emergency 
plan revisions 

ZAHlER.R E Metropolitan Edison Co ZAHLER, R E Shew, Pittman, 
Potts 4, Trowbridge 00/07/30 Upp 


8000040053 Certifies svc of licensee interrogatories to Anti-Nuclear 
(Group representing York & Newberry Township TMI Steering 
Committee re licensee emergency p Ian, Re vt 1 1 on 2, on 000730 
Certificate of Svc encl 

ZAHLER, R E Metropolitan Edison Co ZAHLER, R £ Shaw, Pittman, 
Potts tr Trowbridge 80/07/30 3pp 


6000040060 Interrogatories re Revision 2 of licenses emergency plan 
Requests info re possible contention changes due to laitest 
emergency plan revisions 

ZAHLER, R E Metropolitan Edison Co ZAHLER, R E Shaw, Pittman, 
Potts it Trowbridge 80/07/00 16pp 


8000060049 Forwards WL Jensen 4i B Doger affidavits re NRC 800720 hand- 
delivered responses to UC3 third set of interrogatories 
SWARTZ. L L Antitrust Division 80/07/31 3pp 


8000060053 Forwards published amend to NRC regulations re procedural 
assistants in adjudicatory licensing p rocsed Ings, effect iva 
800729 

SWARTZ, L L Antitrust Division 80/07/31 App 


006060435 Affidavit responding to Tourtellotts questions as followup 
to 900411 deposition Alleges that info presented by MRC does 
not meet concerns re Contentions t t 14 

POLLARD. R D Union of Concerned Scientists B0/06/2A 3pp 


000060442 Response to licensee Interrogatory 8-1 BI<H small break LOCA 
analysis reinforces UCS contention that analysis performed 
to show adequate protection for entire spectrum. Is 
insufficient W/TTOwbrjdge 800122 Itr 4, transcript excerpts 
WEISS, E R Union of Concerned Scientists WEISS, E R Sheldon, 
Harmon I. Weiss 60/04/28 3App 


8Q080A0276 Positions formulated as of 800729 Class 9 accident scenarios 
re Sholly Contention 17 4. Environ Coalition on Nuclear Power 
Contention 4 mutt be admitted Urges presentation of evidence 
ra emergency response Improvement U/Cer t i f lcate of Svc. 

CARTER, K W Pennsylvania, State of 80/07/31, IZpp 


6008070214 Forwards JW Roe prof qua) i Pica t ions It summary of activities 
per 800724 request 

ROE, J W Emergency Preparedness Licensing Branch BO/07/31 3pp 


108060443 Motion to compel licensee responses to Intervener 600707 
interrogatories Responds to licensee 800717 objections 
specifying relevance to Contentions 5 4 7 Accident of June 
27 contemplated by ASLB 600305 order W/Cer t 1 f ica te of 5vc 
W1D0FF.MP Three Mile Island Alert WIDDFF, M P Widoff, Reager, 
Selkowiti & Adler 00/07/26 4pp 


S008070596 Response in opposition to liceniee 800716 motion for 
sanctions against TMI Alert for failure to answer 
interrogatories Durden falls upon licensee to analyst 800506 
*, 30 responses that are complete W/Cert i f icate of Svc 
WIDOFF, M P Three Mile Island Alert WIDOFF. K P Widoff, Reager, 
Belkouiti S< Adler, 80/07/31 17pp. 


108060448 Memorandum 4 order denying Consumer Advocate of PA 800530 
petition For t t c ons i d erat I on of CLI-B0-I9 denying financial 
assistance 

CHILK.S J Office of the Secretary of the Commission 80/08/01 
7pp 


— 6008070601 Correction of TMI Alert 800727 motion for revision of 
Contention 5, that should be dated 800728 Corrected version 
enc 1 

WIDOFF, M P Three Mile Island Alert WIDOFF, II P Widoff, Reager, 
Selkowiti t Adler 80/07/3i lp 


040011 First set of interrogatories to NRC Requests info rs 000128 
i of agr esment, na ture of advisory assistance to state 4, 
cal agencies S< coordination of federal response resources 
rt if I cate of Svc encl Related corr eespondenee 
RTEfl, K W Pennsy 1 vania. State of 80/07/28 7pp 


740027 Forwards RW Keaton affidavit supporting licensee response 
intervener Mf Lewis 800718 interrogatories re NJHE0-0A80, 

11-1 Restart Evaluation '* Certificate of Svc encl 

DWBRIDSE, 0 F, Bhaw. Pittman, Potts f/ Trowbridge 80/07/29 4pp 


— 000307Q606 Revised Contention 5 Contention was incorrectly dated 800726 
4 inadvertently cited 10CFR5D 40 twice Certificate of Svc 
encl 

WIDOFF.M P Three Mile Island Alert WIDDFF, M P Widoff, Reager, 
Selkowiti 4< Adler 80/07/28 3pp 


— 8008070609 Revision of Contention 6 alleging that TMt-2 accident has 
severed 4 weakened licensee financial position Intends to 
submit expert analysis of ”TMI Financial Fallout," available 
to public Certificate of Svc encl 

WIDOFF, H P Three Mile Island Alert WIDOFF, M, P Widoff, Reager, 
Selkowiti 4- Adler 80/07/31 3pp 



DOCKETED ITEMS 


— 8000070610 Motion to withdraw Contention 7 due to scarcity of financial 
resources Draws ASLB attention to serious problems still 
• sitting re 10' 000 gallon leal that should be addressed in 
answer to interrogatories W/Certif icate of Svc 

WICIOFF.II P Three Mile Island Alert WXDOFF.M P Mitfoff, Reagur. 
Selkowlti 6 Adler 80/07/31 4pp 


0OQ8O0Q409 Statement of reconf i rma t ion of intention to litigate 
surviving contentions Filod in compliance w/ASLB order 
Certificate of 8vc enc 1 

JOHNS RUD, J A Environmental Coalition on Nuclear Power 80/07/31 

2pp 


8003080497 Informs that UCS 000731 review of contentions failed to 
mention that all contentions not specifically withdrawn are 
reaffirmed UCS spec of Contentions 9.10 6 13 will be 
delivered by 800S12 Certificate of Svc encl 
WEISS, E R Sheldon, Harmon * Weiss 00/09/04 3pp 


6003110348 Response to licensee 000729 interrogatories advising parties 
that 600801 filing represents required answers Need far 
suppl will be determined & provided prior to expiration 
date Related correspondence 

S HOLUY» 8 C Affiliation Unknown 80/00/04 lp 


— 0000110350 Response to licensee 600729 interrogatories re emergency 
p lan< Re vl s 1 on 2 Questions ability of licensee to acquire 4 
analyte offsite radiological monitoring data States concern 
ra ability to provide protective action in timely fashion 
SHOLLY. S C Affiliation Unknown 60/08/01 24pp 

\ 

9008070454 Forwards corrected version of NRC response to 8C Sholly 
Interrogatory 10 re safety evaluation 
SWARTZ, L L Antitrust Division 80/08/05 ip 


-“9003070456 Corrected version of NRC response to SC Sholly Interrogatory 
iO re safety evaluation 
■* Antitrust Dtviiion 80/08/05 lp 


3008030349 Forwards licensee response to TM1 Alert 800707 motion to 
compel response of licensee to TM1 Alert followup 
interrogatories re 000627 leak Related correspondence 
BLAKE, E L Shaw, Pittman. Pott* 4 Trowbridge 80/08/05 2pp 


— 0OO0OSQ353 Licensee response to TM1 Alert 800707 motion to compel 
response to followup interrogatories re 800627 leak Licensee 
not obligated to respond to Interrogatories 364 Related 
correspondence Certificate of Svc encl 

BLAKE, E L Metropolitan Edison Co, BLAKE. E L Shaw, Pittman. 
Potts 6 Trowbridge 80/08/05 9pp 


800B060361 Respond* to NRC 790921 Itr re TMI-1 restart proceeding 6 
forwards second info request on Board of Public Utils Docket 
804-295 to appear before Board 

SWEENEY, L E Jersey Central Power 6 Light Co 00/08/05 77pp 


80001104,91 Memorandum 6 order denying TMI Alert 800710 motion for 
reconsideration of ASLB 000625 order 6 motion to compel 
discovery Prehearing conference re sanctions against TMI 
Alert will be held on 000012 Certificate of Svc enc l 
SMITH, I N Atomic Safety and Liceneing Board Panel. 80/00/05, 8pp 


8000140347 Motion for summary disposition of UC0 Contention* 5 6 13 
Urges judgment re failure of design to provide protection 
ageinst Class 9 accidents Affidavit 6 Certificate of Svc 
encl. 

WEIB5.E R Union of Concerned Bclentists WEISS, E R Sheldon. 
Harmon 6 Weiss 80/08/05 29pp 


— 8008140349 Reaffirmation of Intention to litigate Contentions 1 6 2 
Certificate of Svc 6 supporting documentation end 
JORDAN. W 8 People Against Nuclear Energy JORDAN, W 3 Sheldon. 
Harmon 6 Weiss 80/07/30 6pp 


— BOO0I4O351 Response to ASLB 800623 order Urges litigation of contention 
in present form alleging continuation of leaks in vent 
header 6 filter syt during actual operation Certificate of 
8vc encl 

LEWIS, M 1 Affiliation Unknown 80/07/31 4pp 


0000070318 Response to TMI Alert 000731 motion to withdraw Contention 
7 ASLB need not adopt contention due to similarity to 
Chesapeake Energy Alliance Contentions 3, 6 6 7 6 Aamodt 
Contention 8 Certificate of Svc encl 
SWARTZ.L L Antitrust Division 80/00/06 3pp 


8008120361 Responds to NRC 790921 itr re significant regulatory 
developments 6 forwards addl info re TMI-i restart 
proceedings 

SWEENEY, L E Jersey Central Power & Light Co 80/00/07 68pp 


8008210405 Forwards WAR television 600324 program transcript 6 audio 
tape recording, "What's Happening America 11 Contains 
interview w/HW Hartman Constitutes compliance w/subpoona 
issued to R Fennimore 

BUST ARD, R 0 Affiliation Unknown 80/08/07 lp 


8008120399 Response in opposition to SC Sholly 000730 motion for free 
hearing transcripts Rule re procedural assistance to 
interveners does not apply retroactively Certificate of Svc 
encl 

CUTCH1N. J M Hearing Branch 3 80/00/06 5pp 


8000120714 C e rti f l cat i on to Commission requesting extension of 
procedural assistance rule provisions to present proceeding 
Transcript s. i f provided to mtervenors, ui 1 t facilitate 
efficient hearing 4 < ros *- e santi na t i on W/Ce rt i f l c a te of Svc 
SMITH. I W Atomic Safety and Licensing Board Panel 0O/O8/OB 9pp 


8008210358 Motion requesting free hearing transcript due to limited 
financial resources Certificate of Svc encl 

W I DOFF, M P Three Mile Island Alert WJBCJFF. M P Hi doff, Reager, 
Setkowibi 4 Adler 80/00/08 2pp 


BOO01SO179 Forwards licensee responses to TMI Alert followup 
Interrogatories 1,3 & 4 isecond set) Supporting affidavit 
will be forwarded in near future 

BERNSTEIN' D L Shaw, Pittman, Potts 6 Trowbridge 80/00/11 ip 


— 0008150102 Licensee responses to TMI Alert followup Interrogatories 1 
L 4 (second set) Certificate of Svc encl 

BERNSTEIN, D L Metropolitan Edison Co BERNSTEIN, 0 L , BLAKE. E L 
Show, Pittman, Potts 4 Trowbridge QO/O0/OB 7pp 


8003180667 Position of PA Public Util Commission filed per ASLB 600522 
order Author wishes to participate in issues of financial 
capability 4 technical competence Licensee must bear burden 
of proof Certificate of Svc encl 

LEVIN, J A Pennsylvania, State of 80/00/11 6pp 


8008210373 Reconsideration of contentions in response re ASLB 000522 
order Contention 4 re emergency plan is worthy to be heard 
Urges adoption of Contention 5 re evacuation 4 Contention 2 
re training Accepts consolidation of Contention 9 
AAMODT , (1 II Affi nation Unknown BO/03/1 i 2pp 


6008150393 Forwards licensee response to SC Eholly interrogatories re 
Revision 2 of emergency plan 

ZAHlER.R E Shaw, Pittman, Potts 4. Trowbridge 00/08/12 ip 


— 0000150397 Response to £C Sholly Interrogatories Discusses Revision 2 
of emergency plan Certificate of Svc encl 

ZAHLER.R E Shaw, Pittman, Potts «< Trowbridge ZAHLER.R E 
Metropolitan Edison Co 00/08/12 3?pp 


6008210109 Status of contentions Intervenor is in no position to 
restate contentions or submit plans for cross-examination 
due to Commission denial of relief re funding Alleges 
Commission bias W/c er ti f i cat i on of svc 

POLLARD, R Q Chesapeake Energy Alliance 60/08/12 2pp 


8008150403 Petition to intervene on behalf of Vlctaulic Co of America, 
Lebanon Steel Foundry.PH Otatfleter Co, Mack Printing, 81 
Handling Bys, Inc, A1 1 egbeny Lud 1 um i 1 ndus t rt es , Inc 4 other 
entities W/notices of appearances A Certificate of Svc 
KELLEY, R E . TDRTOR ICE. D A . MORRIS, R Duane, Morris S< Heckteher 
00/08/13 iSpp 

8006200033 Forwards ALAB-382 in response to request at 800811-13 
prehearing conference in Harr i s bur g , PA 
CRUTCH1N. J M Hearing Branch 3 60/08/14 2pp 


0008210397 Response to TMI Alert Interrogatories re Harrisburg Patriot 
Info concerning high cleanup costs Identifies Met Ed 
employees who submitted written testimony before PA Public 
Util Commission W/Certif Icate of Svc 4 forwarding Itr 
TROWBRIDGE, Q F Metropolitan Edison Co TROWBRIDGE, 0 F Shaw, 
Pittman, Potts 4 Trowbridge 90/00/14 7pp 


8008200050 Memorandum 4 order giving authority to ASLB to undertake 
forms of procedural assistance within new rules re 800725 FR 
notice 

CHILK.S J Office of the Secretary of the Commission 60/00/15 
3pp 

8000210346 Notice of appearance in proceeding Certificate of 9vc encl 
BAXTER, T A Metropolitan Edison Co BAXTER. T A Shaw. Pittman, 
Potts 4 Trowbridge 00/00/15 4pp 
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DOCKETED ITEMS 


3008210407 Confirms NRC rept at 000912-13 prehear ins conference re 
testimony for Oct 1990 hearing NRC testimony will addresi 
plant design analysis 1 nod w/o accident design bases Will 
alto address TMI-1 t, TMI-2 separation 
CUTCHIN. J M Hearing Branch 3 80/08/ l 5 2pp 


3000220175 Advises that util transmitted matt to NRC on 900807 r* 
filing u/State of PA public util commission on 800729, tariff 
Electric PA, PUC 75 

SPRINGER, E R Pennsylvania Electric Co 00/06/15 ip 


3008250535 Forwards. significant regulatory developments affecting 
General Public Util companies re hearing dates per 790921 6 
1109 rpqueits 

SWEEWEVj-L E Jersey Central Power it Light Co 80/08/1S 4pp 

1008260349 Forwards util 800721 Str in response to notice of violation 
U Imposition of civil p ena 1 t I es , f or review 
SWARTZ. L L Antitrust Dlvnlon 80703718 3PP 


008260509 Response in opposition to Victaulic Co of America et al 
000613 petition to Intervene Petitioners failed to show good 
cause for late filing Discretionary admiss i an, not admission 
a* matter of rightimay rust Certificate of Svc and 
SHOLLY.S C Affiliation Unknown 80/08718 I3pp 


8008280563 Response in support of Victaulic Company of America late 
intervention Petitioner may contribute in developing record 
re administrative structure k relationship between corporate 
finance U technical depts Certificate of Bvc end 
CARTER, K W Pennsylvani e> State of 00708/23 Bpp 


8008280667 Motion to compel Environ Coalition on Nuclear Power response 
to licensee interrogatories re emergency p Ian. Revision 2 
Objection should have been received by 8OOBO0 & responses by 
300818 Urge i dismissal of contentions W/Certl f icate of Svc 
ZAHLER, ft E Metropolitan Edison Co ZAHLER. R E Shauii Pittman, 
Potts k Trowbridge 80709/25 Spp 


8000280669 Response in opposition to Victaulic Company of America 
000813 late petition to intervene Intervention may delay 
proceeding Urges limited appearance status Certificate of 
Svc end 

TROWBRIDGE, 0 F Metropolitan Ediion Cd TROWBRIDGE, 0 F Shaw, 
Pittman, Potts U Trowbridge 80/08/25 Spp 


80062B0567 Confirms BQ0822 telcon inquiring whether status as party 
will be formally discontinued in proceeding 
SINGER, L N Hearing Branch 2 80708/26 2pp 


H General correspondence 


1008260223 Confirms UCS position stated at 800912 prehearing 
c otif er ence. ur g ing issuance of order directing NRC k licensee 
to respond to UCS motions for summary judgment of 
Content i ons 5 it 13 

WEISS.E R Sheldon,, Harmon t Weiss 00/08/19 2pp 


008260793 Notice of 800826 deposition in fort, PA re York County 
emergency planning *c preparedness DM Pell 800B19 forwarding 
1 t r enc 1 

PELL, D K Anti-Nuclear Group Representing Tort 80/00/19 2pp 


008250503 Order reporting actions taken at 000012-13 prehearing 
conference in Harr i sburg , PA 4. disposing of pending matters 
Chesapeake Energy Alliance Contentions 5,6,7 i 8 dismissed 
SMITH, I W Atomic Safety and L .1 cent Ing Board Panel 80/08/20 
I5pp 


0002 6 0033 Forward * DM Shovlin it M Shipman affidavits in support of 
licensee 800911 response to TMI Alert second set followup 
interrogatories {. licensee 8Q080S response to (bottom to 
corpel Certificate of Svc end 

8ERN3TEIN, D L Shaw, Pittman, Potts &. Trowbridge 60/08/20 6pp 


0000180282 Responds to 800218 1 tr requesting relief from high util 
rates 4. urging reopening of THI Ltr forwarded to NRC 
SHANAHAN, S M Penns y 1 van 1 a, State of 80/02/21 2pp 


8008180339 Responds to 800216 ltr requesting relief from high util 
rates {, urging raopening of TMT Ltr forwarded to NRC 
SHANAHAN, S H Pennsylvania, State of 80'02/31 2pp 


8008180343 Responds to 000215 Ur requesting relief from high util 
rates t, urging TeopentnB of TMf Ltr forwarded to NRC 
SHANAHAN, Srt Pennsylvania, State of 60/02/21 2pp 


8000180344 Responds bo 800215 ltr requesting relief from high util 
rates U urging rtopening of TMI Ltr forwarded to NRC 
SHANAHAN, 8 M Penney 1 van ia, State of 80/02/21 2pp 


8002200543 Voices concern on NRC delay in returning TMI-1 to svc 
Financial costs incurred as result of TMI-2 accident 
enormous Addl safety precautions as recommended by Kemeny 
Commission should make repetition unlikely 
STRONG, H Affiliation Unknown 80/02/22 ip ' 


108260169 Spec of Contentions 9, 10 6 13 in response to ASLB B00623 
memorandum 4 order Alleges failure of ECC8, auxi 1 iary 
feedwater sys It supporting electric power jys to comply u/ 

Reg Guide I 47 

WEISS, E R Union of Concerned Scientists WEISS, E R Sheldon, 
Harmon & Weiss 90/08/20 5pp 


>08280251 Motion seeking free hearing transcripts Urges change of 
status from discretionary to full intervener it 
reconsideration of interest per A9L0 800813 ruling 
LEWIS, M I Affiliation Unknown 80/00/21 tp 


103280244 Request for free hearing transcripts per 800723 FR notice 
re procedural assistance change in ad/udicatory licensing 
proceedings Lack of adequate access has curtailed effective 
p artie i pat i-on Certificate Df Svc encl 

JQHNSfiUD, J If Environmental Coalition on Nuclear Power 00/08/22 
2pp 


108280277 Response in opposition to Victaulic Company of America 
600013 untimely petition to intervene Adjudicative rights 
will be violated upon acceptance of new party w/o crass- 
< lamination Certificate of Svc encl 

JOHNSRUB, J H Environmental Coalition on Nuclear Power 8O/0B/22 
4pp 


08280188 Response m opposition to Victaulic Company of America 
800312 lata petition to intervene Economic interest of 
ratepayer Is not covered by Atomic Energy Act Certificate of 
Svc encl 

SlIARTZ. L L Antitrust Division 80/08/25 I2pp 


08280560 Response in opposition to Victaulic Company of America late 
petition to intervene Petitioner ha* been monitoring 
litigation effects t, had ample opportunity to file timely 
intervention Certificate of Svc encl 

ADLER, T A These Mil* Island Alert ADLER, T A Widoff, Reager* 

Sel kouitz k Adler 80/08/25 3pp 


8008130121 Supports TMI plans to vent radioactive krypton k to reopen 
TW Unit I 

WHITE, F J Affiliation Unknown 80/04/01 Ip 


8004040286 Opposes reopening of facility. 

LEVINE, P Affiliation Unknown. 00/04/04 tp 


8000190034 Oppose* venting of krypton gas 4. particulates & reopening 
e i ther un 1 t 

ETTERB . J F Affiliation Unknown B0/06/09 2pp 


8008010191 Responds to 000214 ltr to President Carter re delay in 
placing TMt-l back into svc Public hearing on facility is 
scheduled to begin in Fall 1980 Restart decision not 
expected before oarly 1931 

REID, R W Operating Reactors Branch 4 80/07/09 3pp 


8007230219 Notice to recipients of NURE0-0640 Forwards ER Weiss 800402 
ltr to Commission to clarify executive summary of NUREO- 
0640, "TMI, Unit 2, Radiation Protection Program, Rept of 
Special Panel " 

BEBAW, W J Division of Technical Information k Document Control 
80/07/iO Ip 


— 6007230222 Responds to 800402 ltr re inconsistency between NUREG-0640 
tei t, abs tract S etecutlve summary Rept written by special 
panel, not NRC. Rather than rewrite NUREO, ltr will be sent to 
all NUREO recipients 

CHILK, B J Office of the Secretary of the Commission 80/07/03 
IP 


8008070505 Responds to FW Kerscher 800228 ltr re TMI-1 restart delay S< 
Met Ed rate structure Restart decision eipected 1981, after 
technical Issub hearing completion NRC primarily concerned 
u/public health & safety DOE responsible for energy R&D 
REID, R II Assistant Director for Licensing 80/07/10 4pp 
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BO0BO7O5IO Respond* to RC Schulte 000210 ltr re TMI-1 restart delay 4 
Met Ed rate structure Restart decision expected 1901. after 
technical issue hearing completion NRC primarily concerned 
w/publlc health Sc safety DOE responsible for energy RScD 
REID.R Id Assistant Director for Licensing 00/07/10 dp p 


0000070512 Responds to VD Jubinsky 000210 ltr re TMI-1 restart delay Si 
Met Ed rate structure Restart decision expected 1901- after 
technical issue hearing completion NRC primarily concerned 
w/publlc health S> safety DOE responsible for energy R4D 
REID.R W Assistant Director for Licensing 00/07/10 4pp 


aOOS070317 Responds to HM Haitch 000214 ltr re TMI-1 restart delay Sc 
Met E4 rate structure Restart decision expected 1901. after 
technical issue hearing completion NRC primarily concerned 
u/public health S< safety DOE responsible for energy R4D 
REID, R W Assistant Director for Licensing 00/07/10 2pp 


00-00 070520 Responds to CH McDonald 800310 ltr re TMI-1 restart delay 4 
Mst Ed fate structure Restart decision expected 1901, after 
technical issue hearing completion NRC primarily concerned 
u/public health 4 safety DOE responsible for energy RSiD 
REID. R W Assistant Director for Licensing 00/07/10 2pp 


BQ00O7O52I Responds to F Brauden 800304 ltr re TMI-i restart delay ti 
Met Ed rate structure Restart decision expected 1961, after 
technical issue hearing completion NRC primarily concerned 
w/puMle health 4 safety DOE responsible for energy R4D 
RElOxR W. Assistant Director for Licensing 80/07/10 2pp 


0009070523 Responds to HB Hayman 800314 ltr re TMI-1 restart delay 4 
Hit Ed rate structure Restart decision expected 1981, after 
technical issue hearing completion NRC primarily concerned 
u/public health 4 safety DOE responsible for energy R4D 
REID, R W Assistant Director for Licensing 00/07/10 2p p 


0009070520 Reiponds to RB Beyer 800215 ltr re TMI-1 restart delay 4 
list Ed rate structure Restart decision expected 1981, after 
technical issue hearing completion NRC primarily concerned 
u/publlc health 4 safety DOE responsible for energy R4D 
REID, R Id Assistant Director for Licensing 00/07/10 2p p 


0000070531 Responds to LO Mitchell S00S14 1 tT re TMI-1 restart delay 4 
Met Ed rat* structure Restart decision expected 1981, after 
technical Issue hearing completion NRC primarily concerned 
(j/put-li c health 4 safety DOE responsible for energy R&D 
fieiDrR W Assistant Director for Licensing 00/07/10 3pp 


0000070534 Responds to 10 Witte 800221 ltr re TMI-1 restart delay 4 
Hat Ed rate structure Restart decision expected 1981,after 
technical issue hearing completion NRC primarily concerned 
w/public health 4 safety DOE responsible for energy R4D 
REID.R W Assistant Director for Licensing 00/07/10 3pp 


BO 00070545 Responds to AH Thorson 000219 ltr re TMI-1 restart delay 4 
hat Ed rate structure Restart decision expected 1901,aft«r 
technical issue hearing completion NRC primarily concerned 
u/public health 4 safety DDE responsible for energy R4D 
REIDjfl U. Assistant Director for Licensing 00/07/10 2pp 


B 000070549 Respond* to P Edward* 800311 ltr re TMI-1 restart delay 4 
Hat Ed rate structure Restart decision expected 1901, after 
technical issue hearing completion NRC primarily concerned 
w/publlc health 4 safety DOE responsible for energy R4D 
REID.R W Assistant Director for Licensing 80/07/10 2pp. 


8008070534 Respond* to VK Eagleston 800317 ltr re TMI-i restart delay 4 
Met Ed rate structure Restart decision expected 1981, after 
technical issue hearing completion NRC primarily concerned 
w/publlc health 4 safety DOE responsible for energy R4D 
REID.R W Assistant Director for Licensing 80/07/10 2pp 


8-003070558 Respond* to J Holman 800306 ltr re TMI — 1 restart delay 4 
Mat Ed rat* structure Restart decision expected 1981, after 
technical issue hearing completion NRC primarily concerned 
v/ public health 4 safety DOE responsible for energy R4D 
REID, R W Assistant Director for Licensing 80/07/10 2pp 


8008070560 Responds to FH Whaley 800321 ltr re TMI-1 restart delay 4 
Met Ed rate structure Restart decision expected 1901, after 
technical Issue hearing completion NRC primarily concerned 
u/public health 4 safety DOE responsible for energy R4D 
REID.R U Assistant Director for Licensing 80/07/10 2pp 


8O0B07O56S Responds to HW VonDamm 000215 ltr re THI-1 restart delay 4 
He t Ed Tate structure Restart decision expected 1901, after 
technical issue hearing completion NRC primarily concerned 
u/publfc health 4 safety DOE responsible for energy R4D 
RE 1 D, R W Assistant Director for Licensing 80/07/10 2pp 


BO08O7O563 Responds to CL Wild 000220 ltr re TMI-1 restart delay 4 
Met Ed rate structure Restart decision expected 1981, after 
technical issue hearing completion NRC primarily concerned 
U/pufcltc health 4 safety DOE responsible for energy R4D 
REID.R W Assistant Director for Licensing 80/07/10 3p p 


8008070565 Responds to 3M Sheffield 800218 ltr re TMI-1 restart delay 4 
Met Ed rate structure Restart decision expected I981«after 
technical Issue hearing completion NRC primarily concerned 
w/pub 1 ic health 4 safety DOE responsible for energy R4D 
REID.R W Assistant Director for Licensing 00/07/10 2pp 


8008070869 Responds to LO Mitchell 800421 ltr re TMI-i restart delay 4 
Met Ed rate structure Restart decision expected 1991, after 
technical Issue hearing completion MRC primarily concerned 
u/public health l safety DOE responsible for energy R4D 
REID.R l( Assistant Director for Licensing 80/07/10 9pp 


8008070571 Responds to R Jonlte 000218 ltr re TMI-1 restart delay 4 
Met Ed rate structure Restart decision expected 1901,after 
technical issue hearing completion h'RC primarily concerned 
u/public health 4 safety DOE responsible for energy R4D 
REID.R U Assistant Director for Licensing B0/07/IQ 3pp 


0008070973 Responds to A Tipton 800307 ltr re TMI-1 restart delay 4 
Met Ed rate structure Restart decision expected 1981, after 
technical issue hearing completion NRC primarily concerned 
u/public health 4 safety DOE responsible for energy R4D 
REID.R W Assistant Director for Licensing 80/07/10 2pp 


0008070574 Responds to AA Magnus 600226 ltr re TMI-l restart delay 4 
Met Ed rate structure Restart decision expected 1901. after 
technical issue hearing completion NRC primarily concerned 
u/public health 4 safety DOE responsible for energy R4D 
REID.R U Assistant Director for Licensing 00/07/10 2pp 


8008070576 Responds to LF IJIrth 800323 ltr re TMI-1 restart delay 4 
Met Ed Tate structure Restart decision expected 19B1, after 
technical Issue nearing completion NRC primarily concerned 
w/public health 4 safety DOE responsible for energy R4D 
REID.R W Assistant Director for Licensing 80/07/18 4pp 


0088070580 Responds to EO Bradshaw 000303 t tr re TMI-1 restart delay 4 
Hat Ed rate structure Restart decision expected 1981. after 
technical issue hearing completion NRC primarily concerned 
u/public health 4 safety DOE responsible for energy R6D 
REID.R W Assistant Director for Licensing 80/07/10 6pp 


BOO 0070586 Responds to EH Lecrone 800219 ltr re TMI-l restart delay 4 
Mat Ed rate structure Restart decision expected 1901, after 
technical issue hearing completion NRC primarily concerned 
tu/public health 4 safety DOE responsible for energy R4D 
REID.R W Assistant Director for Licensing 80/07/10 2pp 


8000070590 Responds to ST Peace 000430 ltrs re TMI-1 restart delay 4 
Met Ed rate structure Restart decision expected I981.after 
technical Issue hearing completion NRC primarily concerned 
w/publlc health 4 safety DOE responsible foT energy R4D 
REID.R W Assistant Director for Licensing 80/07/10 4pp 


8008070593 Responds to C Brandt 000329 ltr re TMI-1 restart delay 4 
Met Ed rate structure Restart decision expected 1981, after 
technical issue hearing completion NRC primarily concerned 
ui/public health 4 safety DOE responsible for energy R6B 
REID.R W Assistant Director for Licensing 30/07/10 2pp 


0008070996 Respond* to HT Hall B00304 ltr to TMI-1 restart delay 4 
Met Ed rate structure Restart decision expected 1981, after 
technical issue hearing completion NRC primarily concerned 
w/public health 4 safety DOE responsible for energy R4D 
REID.R Id Assistant Director for Licensing 00/07/10 2pp 


8008070600 Responds to IA Topi low 800314 1 tT re TMI-1 restart delay 4 
Met Ed rate structure Restart decision expected 190i,after 
technical issue hearing completion NRC primarily concerned 
u/public health 4 safety DDE responsible for energy ftt-D 
REID.R W Assistant Director for Licensing 80/07/10 2pp 


800B070604 Respond* to Q Lanai 800224 ltr re Trtl-I restart delay 4 
Met Ed rate structure Restart decision e«pected 198I,after 
technical issue hearing completion MRC primarily concerned 
tu/publlc health 4 safety DOE responsible for energy R40 
REID.R II Assistant Director foT Licensing 80/07/10 2pp 


8008070607 Respond* to RT Eddinger 800224 ltr re TMi-1 restart delay 4 
Mat Ed rate structure Restart decision expected 1901,«ffeeT 
technical issue hearing completion NRC primarily concerned 
w/public health 4 safety DOE responsible for energy R4D 
REID.R Id Assistant Director for Licensing 00/07/10 2pp 
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8009070609 Responds to AT Shuka* 000225 ltr re THI-1 restart delay 8, 
Met Ed rate structure Restart decision expected 1V91, after 
technical issue hearing completion NRC primarily concerned 
w/public health l safety DOE responsible for energy R50 
REID, fi M Assistant Director for Licensing 90/07/10 2pp 


0003000031 Responds to LR Ilinard S00225 ltr re TMI-1 restart delay & 
Met Ed rate structure Restart decision expected 1931, after 
technical issue hearing completion NRC primarily concerned 
w/public health & safety DOE responsible for energy R&D 
RE1D,R II Assistant Director for Licensing 80/07/10 2pp 


8000080032 Responds to JA Joy 800317 ltr re TMI-1 restart delay & 
Met Ed rate structure Restart decision expected 1961, after 
technical issue hearing completion MRC primarily concerned 
w/public health it safety DOE responsible for energy RLD 
REID.R 1/ Assistant Director for -Licensing 80/07/10 4pp 


8008080033 Responds to M Soucy 600226 ltr re TMI-1 restart delay -It 
Met Ed rata structure Restart decision expected 1961, after 
technical issue hearing completion NRC primarily concerned 
u//public health * safety DOE responsible for energy RtD 
REID.R II Assistant Director for Licensing 60/07/10 3pp 


8008080034 Responds to RE Sutton 600213 ltr re TMI-I restart delay It 
Met Ed rate structure Restart decision expected 1981, after 
technical issue hearing completion NRC primarily concerned 
ui/public health it safety DOE responsible for energy Rt<0 
RElDiR II Assistant Director for Licensing 80/07/10 3pp 


8008080454 Responds to JC Broun B0043Q ltr re TMI-I restart delay !< Hat 
Ed rate structure Restart decision expected 1981, after 
technical issue hearing completion NRC primarily concerned 
w/public health S, safety DOE responsible for energy R&D 
REID.R W Assistant Director for Licensing 80/07/10 4pp 


8008130133 Responds to H Gottlieb 900414 ltr re TK1-1 restart delay b 
Met Ed rate structure Restart decision expected 1901, after 
technical issue hearing completion NRC primarily concerned 
u/public health it safety DOE responsible for energy R!,D 
REfQ.R IJ Assistant Director for Licensing 0Q/O-7/IO 2pp 


8009130387 Responds to C Schmidt 800224 ltr re TMI-1 restart delay 8< 
Met Ed rate structure Restart decision expected 1991, after 
technical issue hearing completion NRC primarily concerned 
u/public health S safety DDE responsible for energy H&D 
REtDiR 11 Assistant Director for Licensing 80/07/10 2pp 


8009130686 Responds to P Joyce 900304 ltr re TMl-i restart delay It 
Met Ed rate structure Restart decision expected 1961, after 
technical issue hearing completion NRC primarily concerned 
w/public health & safety DDE responsible for energy RLD 
REID.R W Assistant Director Per Licensing 80/07/10 2pp 


8008130687 Responds to S Sparger 000303 ltr re TMI-1 restart delay Ji 
Met Ed rate structure Restart decision eipected 1981, after 
technical issue hearing completion NSC primarily concerned 
u/public health & safety DDE responsible for energy RbD 
REID, R U Assistant Director for Licensing 80/07/10 2pp 


8006 1 30688 Respond* to PC Gilslrap 800327 ltr re TMI-1 restart delay & 
Met Ed rate structure Restart decision eipected 1981, after 
technical issue hearing completion NSC primarily concerned 
u/public health J. safety DOE responsible for energy R&D 
REIDift (I Assistant Director for Licensing 80/07/10 2pp 


BOOB 130690 Responds to CH Judd Q00221 ltr re TMI-1 restart delay t 
Hat Ed rate structure Restart decision expected 1981, after 
technical issue hearing completion NRC primarily concerned 
u/public health V safety DOE responsible for energy RbD 
REID, R II Assistant Director for Licensing 60/07/10 2p p 


3009130692 Responds to E Ads it 900306 ltr re TMI-1 restart delay & 
Met Ed rate structure Restart decision expected 1991, after 
technical issue hearing completion NRC primarily concerned 
u/publse health L safety DDE responsible for energy RiD 
REID, R 11 Assistant Director for Licensing 80/07/10 2pp 


3008130693 Responds to MV Lee 600404 ltr re TMl-t restart delay U 
Met Ef rate structure Restart decision expected 1961, after 
technical issue hearing completion NRC primarily concerned 
w/public health t safety DDE responsible for energy R&D 
REID, R M Assistant Director for Licensing 80/07/10 2pp 


3000190046 Responds to JD Leonard S00220 ltr re TMI-1 restart delay 
tr Met Ed rate structure Restart decision expected i99t,after 
technical issue hearing completion MRC primarily concerned 
u/public health &. safety DOE responsible for energy RLD 
REID.R If Assistant Director far Licensing 90/07/10 4pp 


Q008260355 Responds to 800219 ltr to President Carter re delay in 
returning facility to operation Public hearing scheduled for 
Fall i960 to determine whether operation should be resumed 
h conditions for operation 

REID, R W Operating Raactors Branch 4 80/07/10 3pp 


8000260356 Responds to 900213 ltr to President Carter re delay in 
returning Unit 1 to operation Public hearing scheduled for 
Fall 1990 to determine whether operation should be resumed 
6 conditions for operation 

REID.R W Operating Reactors Branch 4 80/07/10 3pp 


8008120004 Responds to 800506 ltr to President Carter w/newte 1 ipp ing 
re restart of Unit 1 Public hearing will be conducted to 
address issues on public health It safety 
REID.R If. Operating Reactors Branch 4 80/07/15 4pp 


6009120009 Responds to 800323 ltr to President Carter re restart of 
Vnlt 1 Public hearing will ba conducted to address issues on 
public health & safety 

REID.R W Operating Reactors Branch 4 BO/07/15 4pp 


8009)20011 Responds to 800323 ltr to President Carter re restart of 
Unit 1 Public hearing will be conducted to address issues 
on public health & safety 

REID.R W Operating Reactors Branch 4. 80/07/15 3pp 


0003130006 Responds to B00325 ItT to President Carter re delay In 
placing TMI Unit 1 back Into sve Review of technical data re 
res tart, a 1 ong w/development of record on which NRC can make 
decision, not expected before early 1991 
REID, R W Operating Reactors Branch 4 80/07/15 3pp 


8008130010 Responds to 600225 ltr to President Carter re delay in 
placing TMI Unit 1 back Into ivc Review of technical data ra 
restart, along w/development of record on which NRC can make 
decision, nob expected before early 1901 
REID.n if Operating Reactors Branch 4 80/07/15 3pp 


8008130013 Responds to 800324 ltr to Presidsnt Carter re delay in 
placing TMI Unit I back into sve Review of technical data re 
rei tart, al ong w/development of record on which NRC can make 
decision, not expected before eaTly 1901 
REID, R II Operating Reactors Branch 4 90/07/15 3pp 


8003130017 Responds to 800306 ltr to President Carter re delay in 
placing TMI Unit 1 back into sve Review of technical data re 
res tart, a 1 ong w/deve lopment of record on which NRC can make 
decision.not expected before early 1781 
REIDiR W Operating Reaction Branch 4 60/07/15 3pp 


6008140580 Responds to TM Micks ltr to Chairman Ahearna re delay In 
placing TMI-1 back into sve NRC has ordered public hearing 
to determine whether facility should he operated 
REID, R (4 Operating Reactors Branch 4 80/07/15 lp 


— 9000140585 Supports reopening of TMI so that State of PA will have 
needed electricity Urges that effort be made to show that 
TMI was not catastrophe but industrial Incident 
AHEARNE, J F Aff 1 1 i at ion Unknown. 80/05/03 2pp 


8008140591 Responds to LD Adams 800312 ltr to Commission re issues of 
psychological distress & community fears NRC has ordered 
public hearing to determine whether facility should be 
operated 

REID, R W Operating Reactors Branch 4 BO/07/15 ip, 


— 0000140595 Discusses NRC hearing ra psychological distress t< community 
fears re TMI restart Discusses fear Si trauma of being member 
of family of util employee 

ADAM, L D Affiliation Unknown 80/03/12 2pp 


6008150101 Responds to CA WlldeTmuth ltr to President Carter re issues 
involving TMI NRC has ordered public hearing to determine 
whether facility should be operated Primary retpont ibi 1 ty 
of NRC is to aesure public health b safety 
REID, R if Operating Reactors Branch 4 80/07/15 6pp 


8008180290 Responds to PS Kennedy 800321 postcard re comment* on 
nuclear power NRC has ordered public hearing to determine 
whether facility should be operated Primary responsibility 
of MRC is to assure public health U safety 
REIDiR.M Operating Reactors Branch 4 60/07/15 ip 


— 80081B0274 Informs that many people in area are in favor of nuclear 
power. NRC should not be influenced by vocal hysterical few 
KENNEDY, P S Affiliation Unknown 00/03/21 ip 
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8008190067 Responds to E Gajewskl 000327 postcard Vo Chairman Ahearne, 
advocating placing TMI-1 back Into svc NRC has ordered 
public hearing for determination of whether facility 
should be operated 

REID.fi W Operating Reactors Branch 4 00/07/13 lp 


— 800B190071 Supports nuclear power Requests that Till be put back into 
operation %> safety stds in industry enforced 
GAJEWSK1.E Affiliation Unknown BO/03/27 lp 


8D0G290362 Responds to 800330 ItT supporting resumption of operation 
of Unit 1 U nuclear power in general Public hearing 
scheduled for Fall 1900 to determine whether Unit 1 
operation should be resumed 4. conditions for operation 
REID, R U Operating Reactors Branch 4 00/07/13 2pp 


— BOO02BO364 Expresses support for resumption of operation of Unit 1 
Nuclear power is necessary to ensure that energy demands 
will be met 

BRILL, R A Affiliation Unknown 80/03/30 lp 


800B29036? Responds to 800604 ltr re delay In returning Unit I to 
operation Public hearing scheduled for Fall 1980 to 
determine whether operation should be resumed t, conditions 
for operation NRC primary concern is public health % safety 
REID, R N Operating Reactors Branch 4 80/07/13 2pp 


B0082B0369 Responds to 800413 ltr supporting return of facility to 
operation 6 licensing of commercial nuclear facilities 
Public hearing to address issues to assure public health &, 
safety scheduled for Fall 1980 

REJD, R IJ Operating Reactors Branch 4 80/07/13 2pp 


8008280371 Responds to ltr to President Carter advocating that 
facilities be placed in operation Public hearing to address 
Issues appropriate to assure public health & safety at T 111-1 
scheduled for Fall 1990 OL issued to North Anna 2 In Apr 
REI0iR»H Operating Reactors Branch 4 80/07/15 2pp 


0000280530 Responds to 800331 ltr supporting resumption of operation at 
Unit 1 Public hearing scheduled for Fall 1980 to determine 
whether Unit 1 operation should be resumed It conditions for 
operation Feasibility studies for Unit 2 underway 
REID, R Id Operating Reactors Branch 4 80/07/13 lp 


— 0008280536 Espressos support for operation of Unit 1 ti cleanup at Unit 
2 El i lab eth town College survey indicated that 64 3 54 of area 
residents support Unit 1 restart w/appropriate added safety 
mods based on TMI-2 lessons learned 

NEIDIO.RE, NEIDIG.fi Affiliation Unknown 80/03/31 lp 


BOO0O8O47I Responds to 800409 ltr re restart of plant t: rate structure 
prescribed for util Public hearings will be conducted an 
restart PA Public Util Commission 000523 order directs util 
to continue operation as public util 

RElDi R U Operating Reactors Branch 4 80/07/23 2pp 


— 800BOB0477 Urges restart of Unit 1 6 cleanup of Unit 2 
FOSNOTiJ R Affiliation Unknown 80/04/09 lp 


BOO0OSO5O7 Responds to 800401 ltr re restart of plant *t rate structure 
prescribed for util Public hearings will be conducted re 
reitart of plant PA Public Util Commission 800523 order 
directs util to operate as public util 

RElDi R If Operating Reactors Branch 4 80/07/25 3pp 


— B00BO8Q512 Urges restart of Unit 1 Resulting high electricity rates It 
hardship on stockholders may be biggest tragedy of accident 
Supports use of nuclear energy along w/energy produced from 
other sources 

DELZINGARO, D J Affiliation Unknown 80/04/01 lp 


8008080517 Responds to 800509 ltr to President Carter re delay In Unit 
l restarttrate structure prescribed for util it Unit 2 
cleanup Public hearing on Unib 1 restart will be conducted 
Util ordered to continue as public util 
REtDiR If Operating ReaetoT* Branch 4 80/07/25 3pp 


B0080B0323 Responds to 800502 ltr re delay in restart of Unit 1 it rate 
structure prescribed for util Public hearings will be 
conducted on restart of plant PA Public Util Commission 
800523 order directs util to operate as public util 
REID, R If Operating Reactors Branch 4 80/07/25 2pp 


— SQ0S0B0528 Urges restart of Unit 1 Failure to operate unit imposes 
financial burden on customers 

ILOENFRITZ.J L Affiliation Unknown 00/05/02 lp 


0O0BO3O533 Responds to enc I 000306 ltr to President Carter re rate 
structure proscribed for util PA Public Util Commission 
800523 order directs util to operate as public util State 
will provide means of financial reh ab 1 1 i tat i on 
REID* R If Operating Reactors Branch 4 00/07/25 3p p 


0009080540 Responds to enc l 800229 ltr to President Carter re rate 
structure prescribed for util PA Public Util Commission 
BO 0523 order directs util to operate as public util State 
of PA will provide means of financial rehabilitation 
RElD.fl If Operating Reactors Branch 4 80/07/25 4pp 


8008120003 Responds to 000322 ltr to President Carter re facility 
Public hearing will be conducted to address Issues on public 
health & safety 

RETD. R M Operating Reactors Branch 4 80/07/23 3pp 


Q 0081 20006 Responds to 800327 ltr to President Carter re delay in 
restart of Unit i Public hearing will be conducted to 
address issues on public health & safety 
REID. R If Operating Reactors Branch 4 80/07/25 5pp 


S0081 502B7 Responds to AL Sheffy 800401 ltr expressing concerns re 
delay in placing TMI — 1 back into svc NRC has ordered public 
hearing to determine whether facility should be operated 
Primary responsibility of NRC is to assure public safety 
RE1D.R If Operating Reactors Branch 4 80/07/25 2pp 


'8000150310 Urges restart of Till sn order to save everyone in area 
money 

SHEFFY, A L Affiliation Unknown 00/04/01 lp 


8008100223 Responds to HC Strong ltr to HR Denton re delay in placing 
TMI back into svc NRC has ordered public hearing to 
determine whether facility should be operated Primary 
responsi b 1 i fcy of NRC is to assure public health !< safety 
REID. R If Operating Reactors Branch 4 80/07/23 2pp 


BQ0B27O165 Responds to ltr to Commissioner Hendrie opposing reopening 
of Unit I Public hearing scheduled to determine whether 
facility should be operated t conditions for operation 
Licensee feasibility studies re Unit 2 operation underway 
SNYDER, B J Till Program Office BO/Q7/25 2pp 


•BOQ-027O16B Expresses opposition to Unit 1 reopening Facility should be 
closed permanently Also expresses outrage at criteria for 
declaration of e t traord lnary nuclear occurrence 
KUSSELMAN.LB AP f 1 1 1 at 1 on Un known 80/07/25 lp 


8000080100 Responds to 790904 ltr demanding shutdown of TNI No 
contaminated water will bo released to Susquehanna River 
until environ assessment performed Restart of Unit i will be 
Issue of hearing 

SNYDER, B J TMI Program Office B0/07/31 3pp 


--8009QB0102 Demands shutdown of TMI No contaminted water should be 
released to Susquehanna River 

KEPPLE, I Affiliation Unknown 79/09/04 lp 


8008090479 Responds to 790816 ltr to President CarteT repressing 
concerns about nucteaT energy Ik operation of Tilt Law levels 
of radioactivity are released to Susquehanna River Public 
hearing will determine conditions of operation for TMI 
SNYDER, B J TUI Program Office 80/07/31 3pp 


--BOOBO0O4S2 Forwards R Haiserman 790B16 ltr to President Carter 
opposing release of radioactive gases at facility until 
short-term 4< long-term Impacts are studied Requests 
response White House forwarding memo attached 
RATHKOPF, C L Energy, Dept of 79/09/21 3pp 


8000080204 Advises that util will soon be applying for required 
approvals for reorganiilng Met Ed L Penelec under combined 
mgt plan Util will promptly notify NRC of effective date of 
corporate name changes so license amends can be issued 
ARNOLD, R C Metropolitan Edison Co 80/09/04 lp 


BOOB! 10394 Responds to NRC 800729 ltr disapproving findings of Euell 
Oibbons Environ Foundation Cross or massive mutant* In local 
flora have not been found Unique varieties of plants found 
within 1-mlle radius of facility 
AREHART, T Affiliation Unknown 80/08/04 lp 


0008030470 Responds to ltr urging permanent shutdown of facilities 
Public hearing will be conducted to determine whether Unit 1 
should be operated Util has not yet submitted proposal for 
overall recovery for Unit 2 M/o end 79OB09 order 
SNYDER, B J TMI Program Office 00/08/05 lp 
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8003080475 Responds to 1 tr urgirg permanent shutdown of facilities 
Public hearing will be conducted to determine whether Unit 
1 should he operated Util has not yet submitted proposal for 
overall recovery for Unit 2 U/o encl 790809 order 
SNYDER, B J TMI Program Office 60/00/05 1 p 


POOBOBO&tH Responds to Itr urging revocation of util CLi Public hearing 
lull! be conducted to determine whether Unit l should be 
operated Util has not get submitted proposal for overall 
recovery for Unit 2 W/o encl 790009 order 
SNYDER, 0 J TMI Program Office 80/03/05 1? 


3D0B08050B Responds to ltr urging revocation of util OLs Public hearing 
will be conducted to determine whether Unit I should be 
operated Util has not yet submitted proposal for overall 
recovery for Unit 2 W/o encl 790809 order 
SNYDER. S J TMI Program Office 80/08/05 lp 


3008 0 30509 Responds to ltr urging revocation of util OLs public hearing 
uull be conducted to determine whether Unit 1 should be 
operated Util has not yet submitted proposal for overall 
recovery for Unit 2 W/o encl 790309 order 
SNYDER. B J TMI Prog ram Of f i C e BO/OB/05 lp 


10081 10001 Responds to ltr urging revocation of util OLs Public hearing 
will be conducted to determine whether Unit 1 should be 
operated Util hat not yet submitted proposal for overall 
recovery for Unit 2 W/o encl 790809 order 
SNYDER , B U TMI Program Office 00/08/05 Ip 


008110002 Responds to ltr urging revocation of util OLs Public hearing 
will be conducted to determine whether Unit 1 should be 
operated Utfi has not yet submitted proposal for overall 
recovery ror Unit 2 W/o encl 790809 order 
SNYDER. 0 J TMI Program Office B0/0B/05 lp 


D031 10003 Responds to itr urging revocation of util OLs Public hearing 
cull be conducted to determine whether Unit i should be 
operated Util has not yet submitted proposal for overall 
recovery for Unit 2 W/o encl 790B09 order 
SNYOEfl.B U Till Program Office 00/08/05 Ip 


308110006 Responds to ltr urging permanent shutdown of facilities. 
Public hearing will he conducted to determine whether Unit 1 
should be operated Util has not yet submitted proposal for 
overall recovery for Unit 2 W/o encl 790809 order 
SNYDER, S J TMI Program Of f i ce BO/OB/OS Ip 


>08110003 Responds to ltr urging permanent shutdown of facilities 
Public hearing will be conducted to determine whether Unit 1 
should be operated Util has not yet submitted proposal for 
overall recovery for Unit 2 W/o encl 790809 order 
SNYDER. B J TMI Program Office BO/OB/05 lp 


'0311001! Responds to ltr urging permanent shutdown of facilities 
Public hearing will be conducted to determine whether Unit 1 
should be operated Util has not yet submitted proposal for 
overall recovery for Unit 2 W/o encl 790809 order 
SNYDER. 0 J TMI Program Office 00/08/05 lp 


09180541 Forwards JJ Kovalic 800803 written statement submitted at 
ACHS subcommittee meeting on TMi-l restart 

"AJQR. R ACR5 - Advisory Committee on Reactor Safeguards 00/03/06 
If 


BOOBIBOS65 Submits written statement in opposition to TM1-J restart, 
alleging abuse of area residents 
KOVAL I C . J J Affiliation Unknown 80/03/03 lp 


08250322 Responds to ltr re health effects associated LJ / cleanup 
operations it urging shutdown of facilities Public hearing 
.■ill be held to determine whether Unit 1 should be 
>p a rated Unit 2 recovery program not yet submi tted 
SNYDER, B V TMI Program Office 80/08/ii 3pp 


3008 2503*18 Eipresses concern re effects of radiation from facilities J< 
urges shutdown 

STAU8, M 8 Affiliation Unknown 79/04/10 ip 


>8250375 Responds to 800220 ltr supporting OL revocation it permanent 
• hutdown of nuclear station Public hearing scheduled to 
tetermine whether Unit I should be operated 5- conditions for 
ostart Unit 2 proposal for restart has not been submitted 
iNYPER, 3 J TMI Program Office 80/03/i i 2pp 


SO9250377 Supports DL revocation it permanent shutdown of nuclear 
station 

WILLS. D Affiliation Unknown 80/02/20 |p 


8008260 7 3B Responds to 790B15 ltr re TMl accident J< concerns abou 
gaseous releases from TMI— 2 h!RC 1 , util wiill evaluate 
alternate methods of decontamination Public hearing will o* 
conducted to determine whether TMI — | should be restarted 
SYNOER, D J TMI Program Office SO/OB/U 3 PP 


3000260739 Requests protection of public health during cleanup 
procedures t, continued operation of facility Certificate of 
training l article. “Nuclear Technology New & Different 
Ballgarae'' encl 

RECHj E L Affiliation Unknown 79/03/tS 3pp 


B009270067 Responds to 000215 Ur demanding rflvocatlon of util OL 
Public hearing will be conducted re TMI-i restart Util has 
not submitted proposal for overall recovery of Unit 2 
SNYDER. B U TMI Program Office 80/00/ ii *P 


— SC0B27OOG1 Demands revocation of util license 

SHIFFLETT, H Affiliation Unknown 80/02/15 lp 


900B2700B9 Responds to ltr re TMI accident NRC is proposing rule* 
requiring definition of emergency planning tones Public 
meetings will be conducted w/utii to determine whether Unit 
1 should be restarted 

SNYDER, B J TMI Program Office SQ/03/11 3pp 

--8008270093 Expresses concern re TMI accident 6 lists effects on health 
It welfare of family 

NYCE.L Affi liation Unknown 79/08/10. + PP 

8008270098 Responds to 790409 ltr to President Carter expressing 
concern, re TMI accident Public hearing will be conducted 
to determine whether TMI-1 should be restarted Util he* not 
submitted proposal for overall recovery of Unit 2 
SNVOER, B J TMI Program Office ao/OB/1! 5pp 


0008270106 Responds to itr demanding revocation of util OL Public 
hearing will be conducted to determine whether TMU1 should 
be restarted NRC will review technical Info re restart Util 
ha* net submitted proposal for overall recovery of Unit 2 
SNYDER, B J TMI Program Office 80/08/11. lp 

— 8003270117 Requests termination of util' license t conversion of 
facility to gas or coal 

JORDAN, M Affiliation Unknown 79/08/15 lp 


3008270229 Responds to JA Martin 800403 Itr protesting nuclear power 
& requesting that TMI remain shut down NRC has ordered that 
public hearing be conducted concerning possible future 
operation of TMI-l 

SNYDER, D J TMr Program Office SO/O0/I1 3fp 


— 800827023+ Protuts nuclear power it asks that TMI remain shut down 
MART IN. J A Affiliation Unknown S0/0+/O3 2pp. 


8003270463 Supports agrressive program for development of nuclear 
energy Urges immediate return to sve of TMI-i as replacement 
power is financial burden to customers 
*■ Affiliation Unknown 80/03/11 Spp 


8009280013 Responds to 800321 ltr expressing concern that profit is 
considered before safety Every effort being made to ensure 
continued protection of public health b safety 
SNYDER, 0 J TMI Program Office 80/08/11 Ip 


— 8008200014 Eipresses concern re preeminence of profit before safety 
consi deration* at nuclear plants 
MEYER . E H Affiliation Unknown. SO/03/21 lp 


8006290353 Responds to ltr re release of contaminated water to 
Susquehanna River Only water having low or nondetec table 
radioactive levels is released to river EPICOR-II water 
treatment sys used to process waste water 
BHYOER, 0 J TMI Program Office 30/08/11 lp 


— 0OOB28O3S7 Expresses concern re release of contaminated water into 
Susquehanna River Suggests use of storage tanki 
HOIS, C F Affiliation Unknown 80/08/26 2pp 


S008280375 Responds to 800215 ltr re release of contaminated water to 
Susquehanna River it publicity for public meetings Hater 
having low or nonde t ec tab le radioactive levels is released 
EPICOR-II water sys treatment used to process waste water 
SNYDER, B J TMI Program Office 80/00/11. 2pp 
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8008280411 Responds to B00213 ltr re release of contaminated water to 
Susquehanna River Only water having low or nondetec tab le 
radioactive levels is released to river EPlCCJR-ll water 
treatment ty* used to process waste water 
6MYDER, 0 J TM1 Program Office 80/00/11 tp 


8000230516 Responds to S003SS Itr re removal of Kr-83 from reactor 
bldg Potential psychological impact likely to increase if 
d e c i s lan> imp 1 omen tat ion *■ completion delayed 
SNYDER. D J Office of Policy Evaluations 80/0B/11 3pp 


-~SOO&2BOS22 Discusses removal of Kr-83 from reactor bldg Claims to 
have solution to problem of removing Rr-B5 but will 
not divulge solution to NRC 

PENXA, J M Affiliation Unknown 80/02/25 ip 


BO0B250321 Responds to encl Itr to H Denton requesting permanent 
shutdown of station Public hearing to determine Unit 1 
operability scheduled for Fall 1900 Unit 2 proposal for 
recovery ha* not been submitted 
SNYDER, B J TMI Program Office 60/08/14 lp 


600B250329 Responds to 800216 Itr re revocation of t>L Public hearing 
ordered to determine whether Unit 1 should be operated U 
under what conditions Licensee has not submitted proposal 
for overall Unit 2 recovery Order encl 
SNYOEft, B d TMI Program Office 80/08/14 ip 


-BOOB230354 Expresses opposition to nuclear power Facility license 
should be revoked 

RITTER, U S Affiliation Unknown 80/02/16 2pp 


3006250363 Responds to 000229 Itr to President Carter endorsing 
permanent shutdown of nuclear station Public hearing to 
determine whether Unit i should be operated & conditions 
for restart shedulsd for Fall 1980 
SNYDER, B U TMI Program Office B0/0B/14 2pp 


6003260286 Responds to Itr of concern Public hearing will be held ro 
tin S t I restart Summary of NUREG-0558, “Population Dose 6 
Health Impact of Accident at TMI Nuclear Station," 4i 790009 
order shutting down plant end W/o end 
SNYDER, 8 J TMI Program Of fice 00/08/14 2pp 


8008190419 Urges rslease of NRC order to defer startup Addl costs 
imposed on util subscribers are overwhelming 

ROSSERMAN, D A , R08SERMAN. H S Affiliation Unknown 80/08/ IS lp 


8006260278 Responds to 800322 Itr to President Carter re paying for 
c-osts of TMI accident Although accident Wa * o* fcrAord inary, 
criteria of Pr Ice-Anderson Act not met Customers uill be 
free of Unit i capital cost expense 
SNYDER, B J TMI Program Office 80/08/15 4pp 


9006260707 Respond* to MS Tucd 800331 Itr to President Carter 
upraising concern about effects of radiation U asking that 
TNI be permanently shut down NRC primary responsibility is 
public health l. safety 

SNYDER, B J TMI Program Office 80/00/15 3pp 


6000270041 Responds to 800720 Itr re public hearing concerning 
resumption of operation of TKi-I NRC has determined that 
hearing be held prior to resumption of operation 
DENTON, H R Office of Nuclear Reactor Regulation, Director 
00/08/ 15 2pp 


800929051*1 Responds to 790016 Itr urging permanent shutdown of facility 
*c opposing use of EPICQR-IJ Commission ordered public 
hearing re restart of Unit 1 Discharge of water processed by 
EFtCOR-Il not yet permitted 

SNYDER, B J TMI Program Office 30/08/15 2pp 


0O0B28OSIB Urges NRC to shut down facility permanently & opposes u*« of 
EPtCOR-II 

LEHMAN, J Affiliation Unknown 79/08/16 ip 


S0C&22O194 Urges restart of facility based an importance as economical 
energy source 

ZOUjER.J 1/ Affiliation Unknown 80/08/18, lp 


S006260048 Urges selling ta« eiempfced electric bonds to consumers in 
order to create union stockholders 
BL0DM, R Affiliation Unknown 80/08/18 2pp 


I. Financial information 


6000140462 Notification of BOOB13 meeting w/util in Bethesda,MB to 
discuss licensee financial goal i f ications b TMI-1 restart 
SILVER, H Operating Reactors Branch 4 00/08/04 2pp 


8008140348 Forwards PA Electric Co 000729 Itr to PA Public Util 
Commission forwarding info 1/ testimony re proposed increase 
in base rates affecting ail classes of svc Info submitted in 
support of TMI-1 restart hearing t per NRC 790921 Itr 
SPRINGER, E R Pennsylvania Electric Co 80/08/07 7pp 


-“8000140350 Forwards info & testimony re proposed increase in base rates 
affecting alt classes of svc Capital tecovery study rept on 
plant investments at 790930 end 

SPRINGER, E R Pennsylvania Electric Co 80/07/29 1900pp 


3009250621 Infoims NRC of 800819 conference between util t, General 
Public Utils in Mewar k , NJ re util petitions concerning 
amends to revolving credit agreement ft sale of U 
SWEENEY, L E Jersey Central Power b Light Co 80/08/15 2pp 


8008260264 Forwards FD Hafer 000019 % IB memos re significant 
regulatory developments, in response to NRC 790921 *, 1109 
Ltr* Info covers level lied energy cost adjustment change 
SWEENEY, L E Jersey Central Power 6 Light Co 80/00/19 53pp 


0 Advisory Committee on Reactor Safeguards reports & correspondence 


8008140573 Notice of ACRS Subcommittee on TMl-i 800805-06 meeting In 
Wash i ngton, DC re licensee compliance w/790809 order 
MOYLE, J C Office of the Secretary of the Commission 80/07/14 
2pp 


P Operating license stage documents L correspondence 


8008060358 Forwards errata sheet* correcting errors in five add! TMI-2 
related requirements submitted by 8I0QSO7 ltr Items involved 
are II K 3 25,11 K 27 b If K 3 44 Bvc 1 i sts encl 
EtSENHUT, 0 0 Division of Licensing 60/06/09 69pp 


8003060024 Forwards Ffi notice re 800714-17 regional meeting* to address 
portion of Commission 800523 memorandum U order describing 
requirements of environ qual i f i cat i on of electrical 
equipment installed in safety syt 

EISENHUT, 0 G Division of Licensing 80/06/30 ip 


--8008060109 Notice of B00714-17 regional meetings to address portion of 
Commission 800523 memorandum 6 order describing requirements 
of en/iron qualification of electrical equipment Installed 
in safety sys Svc lists encl 

EISENHUT, DO Division of Licensing 80/06/27 H7pp 


8008040107 Responds to NRC 800823 request for recommendations for 
TMI Advisory Panel Recommends HA Muller* CL Jones & DC Smith 
of Dept of HeolthiDept of Environ Resources ft PA Emergency 
Mgt Agency iret ired), respective ly 

THORNBURGH,!! Pennsylvania, State of 80/07/10 Ip 


— 8008040110 Advises PA Governor of House Committee on insular Affairs 
legislation to establish TMI Advisory Panel Requests 
recomm^nda t ions for appropriate representatives Legislative 
language requiring NRC to establish panel encl 
AH EARN El J F Commission 80/05/23 2pp 


8008070001 Forward* Amend 56 to License DPR-50. sa fety evaluation & 
notice of issuance S< availability 

RE1D,R W Operating Reactors Branch 4 80/07/28 4pp 


— 8008070003 Amend 56 to License DPR-50, revising Tech Specs to allow 
overpressure mitigating syt as modified to protect reactor 
vessel against overpressure during low temp condition* 

REID. R if Operating Reactors Branch 4 80/07/28 5pp 


— 9008070004 Safety evaluation supporting Amend S6 to License DPR-SO 
* Office of Nuclear Reactor Regulation, Director 0Q/O7/2Q 
ltpp 


— 3008070006 Notice of issuance * availability a# Amend 96 to License 
DPR-SO 

REID, R W Operating Reactor* Branch 4 80/07 /2B 2pp 


S0G8050095 Noti f ication of 800819 moating w/util in Dethesda.MD to 
resolve outstanding issues u App I Tech Specs 
JM 1ANM1, D C Operating Reactors Branch 4 80/07/29 2pp 


8008110443 Forwards Toch Spec Change Request 94 for amend to App A of 
OL DPR-50 Certificate of Svc 6 fee encl 
HERBE1N, J 0 Metropolitan Edison Co 80/07/29 3p 


—8008110449 Tech Spec Change Request 94 for amend to OL 

DPR-50, App A, clarifying steam generator tube tnsp program 
* Metropolitan Edison Co 80/07/29 ip 



4 


DOCKETED ITEMS 


— 80081 IG4S2 Revised Tech Spec Table «1 19-2 re steam generator tube 
In-sp 

• Metropolitan. Edison Co 80/07/29 lp 


8008120043 No i i flea t ion of changed date of B00813 meeting u/util in 
Sefchesda.MD to discuss licensee financial qualifications re 
facility restart Bate changed to 300014 
SILVER, H Operating ReactoTS Branch 4 60/08704 lp 


8008270412 Forwards Amend 19 to restart re-pt 

HERBEIN, J G Metropolitan Edison Co 80/08/24 Ip 


— 8009270416 Amend 19 to restart rept 

* fie trope ) l tan Edison Co 80/09/04 200pp 


8008030257 Notification of 800SOS meeting w/ut i 1 * in Bethesda.MD to 
discuss reorgam lat ion proposal to combine TMI-1 ti Oyster 
Creek creating GPU Nuclear 

D1IANNI.D C Operating Reactors Branch 4 60/06/05 2pp 


8008110349 Forward* Tech Spec Change Request 93 for amend to 
Lfcens® 0PR-50,Apps Alin organ 1 lational structure 
Certificate of Svc 4 fee end 

HERBEIN. O 0 Metropolitan Edison Co 80/08/07 lp 


— 800B1 103-82 Tech Spec Change Request 93 for amend of OL 
BPR-5Q, Appa A J. B. reflecting changes in organ! rational 
structure #ot direction of operational t- support activities 
e Metropolitan Edison Co 80/08/07 lp 


— 600S1103S4 Proposed Tech Specs re administrative control* 
d Metropolitan Edison Co 80/08/07 I4pp 


60*08270319 Forwards Amend 20 to Kept i it Response to NRC Recommended 
Requirement* for Restart of THI-i " 

HERBEIN, J 0 Metropolitan Edison Co 80/03/08 lp 


— 8008270342 Amend 30 to “Rapt In Response to NfiC Recommended 
Requirement* for Restart of TMI-1 " 

* Metropolitan Edison Co 80/08/00 llOpp 


3008200093 Notification of B00821 meeting w/Btdl owners group in 
Bethesda.MD to discuss abnormal transients operating 
guidelines program for BM-f reactors 

VIS3IN-0, 0 S Operating Reactors Branch 4 30/00/11 2pp 


800*8070559 Forwards IE Circular 80-17, “Fuel Pin Damage Due to Water 
Ja t From Baffle Plate Corner “ No written response required 
CRIER, 8 H Region 1. Ph i Jadelp hia, Office of the Director 
80/07/33 lp 


8008220081 Forwards IE Bulletin 60-18, "Maint of Adequate Min Flow 
Through Centrifugal Charging Pumps Following Secondary Side 
High Energy Lina Rupture “ Action required 
GRIER, BH Region 1, Philadelphia, Office of the Director 
8*0/07/24 lp 


8006040006 Responds to IE Bulletin 80-05 re vacuum condition* resulting 
In damages to chemical vol control syt holdup tanks Enel 
table list* sgs reviewed 5* indicates measures taken to 
protect against vacuum conditions Adequate safeguards exist 
HERBEIN, J 0 Metropolitan Edison Co 80/07/29 2pp 


8008070416 Forwards suppl to IE fnfo Notice 80-06, "Notification of 
Significant Event* at Operating Power Reactor Facilities *' 

No written response required 

GRIER, B H Region t, Philadelphia, Office of the Dirsctor 
80/07/29 tp 


8008140516 Forward* IE Bulletin 80-20, "Failure* of W**t inghouss Type 
W-a Spring Return to Neutral Control Switches “ Requests 
info re estimate of manpower associated w/correctiv* 
actions needed afieT identifying problem 

CR1ER.0H Region 1, Philadelphia, Office of the Director 
80/07/31 lp 


8008180032 Forwards IE Bulletin 80-19, "Failure* of Mercury-Wetted 
Matri, Relays in Reactor Protective Sy* of pperating Nuclear 
Power Plants Designed by Combustion Engineering " Action 
required by facilities w/OLb or CPs 

GRIER, B H Region 1, Philadelphia, Office of the Director 
80/07/31 ip 


8OO025QO71 Forwards IE Info Notice 80-29, “Broken Studs on Terry 
Turbine Steam Inlet Flange '* No specific action or response 
requested 

CRIER, 8 11 Region 1, Phi ladalphia. Office of the Director 
80/QB/07 lp 


8008 190426 Responds to IE Bulletin 80-16 re potential Roiemount, Inc 
pressure transmitter misapplication Four Rosemount 1192 GP 
trammltters u*ad in reactor protection sys Overpressure 6 
reverse pressure condition application pose no problems 
HERBEIN, J O Metropolitan Edison Co 80/08/14 3pp, 


3008190100 Reaffirms that restart review effort is of equal priority to 
near-term OL reviews General restart schedule Indicating 
remaining Items 6 list of personnel assigned to preparation 
of testimony 6 resolution of open items one l 
OENIGN.H R Office of Nuclear Reactor Regulation. Director 

Bo/oa/12 iopp 


1008270143 Request* commitment to modify atmospheric dump valvos, 
provide description of mods & imp lamentation schedule to 
corroct design deficiency re failure of non-nuclear 
ins trumeitalion or integrated control sys power supply 
NOVAK, T II Assistant Director for Operating Reactors 80/08/15 
3pp 


I00827035B Forwards "Process Control Program," Revision. Irupdating 
800521 submittal 

HERBEIN. V 0 Metropolitan Edison Co 80/08/21 lp 


8008190446 Submits response to JE Bulletin 80-16/ "Potential 
Misapplication of Rosemount, Inc Models 1151 U 1152 Pressure 
Transmitters W/EJther A or D Output Codes “ Facility uses 
Model 1132 transmitters w/output code A in pressure sys 
HERBEIN , J 0 Metropolitan Edison Co 00/08/14 3pp 


8008190604 Forwards addl response to NRC 800711 Itr re violations noted 
in IE Insp Repts 50-289/79-23 8. 50-320/79-28 Corrective 
actions TMI/EIA Group was formed to strengthen control sys 
by ensuring e f f ect i vene s s of environ operating procedures 
HERBEIN, J 9 Metropolitan Edison Co 60/08/14 Qpp. 


8008210478 Forwards draft inservice insp date rept describing TMl-t 
pump It valve testing program for period from 790309 to 
800130 Form will be resubmitted upon receipt of inspector 
s igna t ure 

HERBEIN, V <3 Me tropolit an Ed i son Co 80/08/10 Spp 


-8003270391 "Process Control Program," Revision 1 

* Hsttman Nuclear 4. Development Corp Iswbs Hittman Corp ), 
00/08/21 I3pp 


Inspection reports, IE Bulletins S. correspondence 


308060005 Forward* IE Insp Rept SD-2S9/80-09 on 800401-0508 No 
noncompl i atic e noted 

CARLSON. R T Region 1, Philadelphia. Reactor Construction 6 
Engineering Support Branch 80/06/18 2pp 


•8000060090 IE Imp Rept 50-289/80-09 on 800401-0508 No noncompliance 
noted Maqor areas inspected work activities 1< records 
associated w/r«start program, Inc lud fng inservice insp 
observations 6 tendon surveillance program 
VARELA, A , HAP V DA, 0 Region 1. Philadelphia, Office of the 

Director ESNETER, S Region 1. Phi Jadelphia, Reactor Construction 
it Engineering Support Branch 80/06/ i 1 7pp 


0008260377 Forwards data rept for lnterviee insp for pump 6 valve 
testing Util considers (nssrvlee insp completed upon ssit 
of authorised nuclear inspector Etlt interview for pump 
h valve testing program co-nducted on 000430 
HERBEIN, J 0 Metropolitan Edison Co 80/00/18 6pp. 


R Periodic operating reports & related correspondents 


8008040012 Forwards tables providing addl data for liquid discharges to 
Susquehanna River for first quarter 1980 Also forwards 
eceeutive summary of liquid ?< gaseous releases for May 1900 
Other release data included for comparison 
PORTER, S U Porter-Gertl Consultants, Inc 00/07/24 2pp. 


—8008040015 Data for liquid discharges to Susquehanna River for first 
quarter I9B0 Includes radionuclide di scharge, 1 iqui d vol 
d i scharge, tri t i tim discharge & radiostrontium discharge 
* Porter-Cert* Consul tants. Ine 80/07/24 lOpp 


8008140368 Forwards status rept for wk of 000720-26 
COLLINS. J T TMJ Program Office 00/07/88 6pp 

lorrsvtiv* actions TMI-I proc edures, organ! la 1 1 on, rad lat ion 

irotection 4 emergency plans being reviewed 

•(ERBEIN, J 0 Metropolitan Edison Ca 0*0/07/31 !3pp 


>8050411 Forward* response to NRC 791025 notice of violation t. 
lotice o# proposed Imposition of civil penalities 
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8009130070 Forward* NRC TMI Projram Ofc weekly statu* rept for 800727- 
0903 

CQLLINS, J T TMI Program Office 80/00/04 5pp 


8008290370 Forwards monthly operating rept for Ju 1 1980 
HERBEIN, J Q Metropolitan Edison Co 80/08/13 Ip 


— 3009290374 Monthly operating rept for Jul 1980 

MITCHELL, D 0 Metropolitan Edison Co 00/09/13 6pp 


S Reportable occurrences, LERs & related correspondence 


8000080209 RO on 000714, dur Ing radiation emergency exercise, use of 
emergency notification sys phone line became uncertain, 
making accurate info transfers questionable Recommends 
thet microphone headset be made available to allow mobility 
HERBEIN, J 0 Metropolitan Edison Co 80/08/04 tp 


000911041* Forwards LER 0O-OOB/99X-1 

HERBEIN, J 0 Metropolitan Edison Co 80/09/04 Ip 


—8000110421 LER 80-008/99X-1 on 800430, during imp of emergency diesel 
generator A, bearing insulation determined to have 
deteriorated Caused by normal aging or from heating of lube 
all Insulation repaired 8, ail changed Diagram end 
MITCHELL, D 0 Metropolitan Edison Co 80/00/04 3pp 


BQQB190469 Forward* LER 60-01 4/03L-0 

HERBEIN, J 0 Metropolitan Edison Co 00/06/14 Ip 


— B008I90479 LER 60-014/03L-0 on 800715, during insp, snubber NSE-151 had 
low fluid level & failed functional test Possibly caused by 
leakage past teal damaged during Installation Sea Is ' rep laced 
4 snubber passed functional test 

MITCHELL, D 0 Metropolitan Edison Co 00/09/14 tp 


B006190511 Forward* LER 80-015/04T-0 

HERBEIN, J 0 Metropolitan Edison Co 00/00/14 lp 


— 3006190519 LER 80-015/04T-0 on 800721, while units wen in cold 
shutdown c ond i t Ion, ac tua 1 river water temp exceeded Tech 
Spec limits for 6-h Caused by Inaccurate compensation for 
resistance temp detector load resistance during calibr 
MITCHELL, D 0 Metropolitan Edison Co 00/09/14 2pp 


8000210433 Forwards LER 60-013/03L-0 

HERBEIN, J 0 Metropolitan Edison Co 60/00/19 lp 


--0008210459 LER 80-013/03L-0 on 80071 5, during pressuriier cod* safety 
valve setpoint ver 1 f teat ion, found RC-RV1B at low release 
setting Possibly caused by leaks within site testing 
equipment prior to Installation 

MITCHELL, D 0 Metropolitan Edison Co 80/00/10 Ip 


T Hearing transcripts on non-ant i trust matters 


6-009040342 Forward* M Raber testimony 5 exhibit* re short-term sales 
forecast Si potential conversion of plants to coal 
HICKS, 0 Jersey Central Power St Light Co 00/07/31 3pp 


——0000040345 Testimony of M Raber re potential conversion of TMI— 2 St 
Forked River facilities to coal-fired plants 

RABER, M Oeneral Public Utilities - GPU Service Corp 00/00/04 
70pp 


— 0000040349 Testimony of M Raber re short-term sales forecast Sales 
forecast summary, TMI-2 major commitment review St Bechtel 
preliminary assessment of potential cast St schedule of 
containment rec emml ss i onin i g end 

RABERiM Oeneral Public Utilities - OPU Service Carp 00/06/04 
140pp 


©008210194 Transcript of 800812 prehearing conference re facility 
restart in Hard sburg , PA Pp 2,014-2,241 

* Atomic Safety and Licensing Board Panel 00/00/12 249pp. 


©008210200 Transcript of 000013 prehearing conference re facility 
restart in Harrisburg, PA Pp 2,242 t 2,490 

* Atomic Safety and Licensing Board Panal 00/09/13 240pp 


©008270204 Forwards response to NRC 790921 S. 1109 requests for 
significant regulatory developments affecting Oeneral Public 
Util companies re restart hearing Util 000729 ltr forwarding 
info to PA Public Util Commission Si transcript* onel 
KETKER.K H Metropolitan Edison Co 00/00/20 2pp 


— 9003270204 Transcript of 800804 heaving before PA Public Util 
Commission In Har r i sb ur g. PA Pp 1-120 
» Pennsylvania. State of 90 /0S/04 1 20pp 


— 0008270207 Transcript of 000605 hearing, before PA Public Util 
Commission in Harr isburg, PA Pp 121-190 
♦ Pennsylvania. State of 00/00/05 7flpp 


— 8006270209 Transcript of 90001k hearing before PA Public Utkl 
Commission in HaTr 1 iburg, PA Pp 199-374 
a Pennsylvania. State of 90/08/11 178pp 


— 800927021 8 Transcript of 6008 12 hearing before Public Util Comm i s s i on 
in Harr I sbur g, PA pp 377-528 Exhibits one 1 
* Pennsylvania. State of 90/09/12 3000pp 
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F Security, medical, emergency S- fire protection plans 


9000240109 Notifies that Health Physics Network telephone sys has been 
i ns to 1 led, 1 1 nl ing site health physics personnel ur/WRC b 
regional ofes Networ k , ac 1 1 vated in emergency, Is restricted 4 
should be used only when other communications out of sve 
CRIER, B H Region 1, Philadelphia. Office of the Director 
80/04/24 2pp 


9009200099 Notification of 800919,20 t 22 workshops in Valley Forge, PA. 
Chicago, IL It Atlanta, OA, res pec t i ve 1 y , to solicit public 
comment re NUREG-0494, ‘‘Functional Criteria for Emergency 
Response Facilities “ 

GRIER, B H Region 1. Philadelphia, Office of the Director 
90/09/11 2pp 


9006210383 Forwards oversize drawings t> fire hazard analysis of Area 
3 10, per NRC request fur review of facility fire protection 
p rogram 

ANOOGN INI , 0 C Boston Edison Co 80/08/15 lp 


— 8008210307 “Conduit 8< Tray Layout Turbine Bldg - Area 9,Plan Below 
Elevation 23 Ft,' 1 as-built update Fire haiard analysis of 
Area 3 10 end 

* Bechtel Corp 4490 80/07/31 2p p 


— 9000210390 “Fire Protection Sys, Plan at Elevation 17 Ft 4 Inches t* 
15 Ft ” 

* Boston Edison Co 90/00/15 lp 


—0008210395 "Fire Protection Sys, Plan at Elevation 51 Ft b 74 Ft 
2 Inches " 

e Boston Edison Co 00/08/15 lp 


— 60082 I 0399 "Fire Protection 9ys,Plan at Elevation 23 Ft " 
* Boston Edison Co, 00/08/15 lp 


— 0008210401 "Fire Protection Sys, Plan at Elevation 37 Ft " 
* Boston Edison Co 60/08/15 lp 


— 8008210404 ‘Ti r* /Raceuia y Interaction ftevi ew, Reac tor Bldg Areas i t 3, 
Plan Above Elevation 23 Ft," as-built 
* Bechtel Corp 4490 80/00/15 tp 


— 8008210413 "Fi r»/Raceuiay Interaction Review, Reac tor Bldg Areas I t 3, 
Plan Above Elevation 23 Ft " 

« Bechtel Corp 4490 60/00/15 lp 


— 6009210418 "Fire/Raceway Interaction Review, Reac tor Bldg Areas 1 U 3, 
Plan Above Elevation 91 Ft" 

* [Bechtel Corp 6490 70/07/04 lp 


— 0000210424 "Fire/Raceway Interaction Review, Reac tor Autiliary Bay Area 
2, Plan Elevation 3 Ft Si Elevation (“1 17 Ft " 

* Bechtel Corp 6498 78/05/01 Ip 


— 8000210430 "Fire/Raeeuzay Interaction Review, Turb ine Bldg - Area 9, 
Plan Below Elevation 37 Ft " 

» Bechtel Corp 6498 78/05/05 lp 


— 0000210436 ’■'Fire/Raceway Interaction Review, Turb ine Bldg Area 9, 
Evaluation Below 51 Ft " 

« Bechtel Corp 6498 78/07/05 lp 


— 8000210441 "Fire/Raceway interaction Review, Turb i ne Bldg - Area 7, 
Plan Below Elevation 23 Ft 4. Below Elevation 37 Ft " 

« Bechtel Corp 6498 78/09/07 tp 
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— 8009210443 "Fire/Raceway interaction Review. Turbine Bldg - Area 7, 
Plan Below Elevation 51 Ft A Above 51 Ft " 

» Bechtel Corp 6498 78/07/15 Ip 


— 800921044B ''Flre/fiaceway Interaction Rev l ew, Cab 1 a Spreading Room.Plan 
Elevation 23 Ft " Sheet I of 2 
* Bechtel Corp 649B 78/10/0-4 Ip 


— 3003210457 ‘*Fi i- e /Raceway Interaction Revi eu». Tut b i ne Bldg - Area 7. 
Plan Below Elevation 23 Ft 4 Below Elevation 37 Ft •' 

* Bechtel Corp 6498 78/09/07 Ip 


0008140169 Conclude! that breakwater at facility ha* been acceptably 
designed t> repaired List* measures neceoary to ataure 
integrity of *truc tore. Inc lud ing monitoring program to 
detect movement A damage of breakwater armor *tpne 
KNIQHT. J P Asi iitant Director for Component* A Structure* 
Engineering SO/OB/O0 2pp 


E009260QS2 Forwards request for addl info re manual override of 
engineered safety features of containment isolation valve* 
Requests response within 30 days 

NOVAK/ T M Assistant Director for Operating Reactors 00/00/12 
3pp 


II General correspondence 


0000280024 Forwards results of NSC 800617 investigation into newspaper 
allegations investigation found no allegations could be 
substantiated Investigation Rept 50-293/80-10 enc 1 
8TELL0. V Office of inspection A Enforcement. Office of the 
Director 0O/OB/12 lp 


— 0008200025 Responds to Mil Brenner 800400 ltr alleging drunken#** of 
employees at power plant URC currently has investigation 
underway 

STELLO.V Office of Inspection A Enforcement. Office of the 
Director 80/05/01 2p p 


P Operating license stage documents A correspondence 


8004230469 Advises of typographical error in NEDO-24224 re Reload 4 
licensing info on Page 2 should be -0 228/0 217 

Calculations not affected 

ANOOOHIW.OC Boston Edison Co 80/04/17 Ip 


8008080627 Discusses breakwater damage at facility Shore-connected 
rubble mound breakwater ecperienced esteems water level A 
wave action on 780206-07.790125 A 0225-26 Breakwater 
monitoring program should be established 
JACHOWSKI. R A Army. Dept of 80/08/20 2pp 


0008060350 Forwards errata sheets correcting (Tears in five addl Trtl-2 
related requirements submitted by B005Q7 ltr Items involved 
are II K 3 25, 11 K 29 A II K □ 44 SVC lists end 
EI5ENHUT. D 0 Division of Licensing 00/06/09 69pp 


0009250598 Notifies of discrepancy between Hark I containment program 
ecternal mod completion date listed in SECY-90-3S9 A date 
submitted in 790509 ltr Final external major mod scheduled 
for completion during Fall 1901 refueling outage 
ANDQGMIMI. 0 C Boston Edison Co 00/06/15 lp 


8008270345 Forwards “Results of Startup Physics Testing Program 
Conducted for Cycle V Operation " 

AN DOOM INI, 0 C Boston Edison Co 00/00/10 lp 


— 0000270347 "Rasul ts of Startup Physics Tasting Program Conducted for 
Cycle V Operation " 

ADOLTIN, J P Boston Edison Co 00/00/18 12pp 


9009260565 Forwards "Primary Containment Integrated Leak Rate Test, 
Second Periodic Test A Local Leak Rate Tests Results, 

Jan-May, 1900 “ 

ANOOGMINl.GC Boston Edison Co 00/00/20 lp 


— 8000260573 "Primary Containment Integrated Leak Rate Test, Second 
Periodic Test A Local Leak Rate Tests Results, Jan-May, 1980 " 
CAFARELLA, P T , WQLLMA.N, S 8 , SMITH, P D Bostsn Edison Co 
00/05/31 1 ISpp 


0 Inspection reports, IE Bulletins A correspondence 


8008080447 Discusses IE insp on 791227-20 A 800104 A forwards notice 
of violation A notice of proposed imposition of civil 
penalty 

STELLO, V Office of Inspection A Enforcement, Office of the 
Director 80/02/19 lp. 


8000060024 Forwards FR notice re 800714-17 regional meetings to address 
portion of Commission 800523 memorandum A order describing 
requirements of environ qualification of electrical 
equipment installed in safety ays 

EtSENHUT.D G Division of Licensing 80/06/30 Ip 


— 800B060IB9 Notice of 800714-17 regional meetings to address portion of 
Commission 000523 memorandum A order describing requirements 
of environ qual i f fcabi o-n of electrical equipment Installed 
in safety sys Svc lists one! 

EfSENHUT, D 0 Diviiion of Licensing 80/06/27 117pp 


BOC0O5OO64 Requests amend to util Tech Specs within 90 days of receipt 
of ltr re scram discharge vol design* for SWFl control rod 
drive sys to reduce susceptibility to common cause failures 
Model Tech Specs enc 1 

EISENHVT, D 0 Division of Licensing 80/07/07 lp 


-8008030086 Model Tech Specs re control rod operability 
* Division of Licensing B0/07/07 15pp 


308060355 Forwards BUR model Tech Specs for MUREQ-D57B, TMI-2 Lessons 
Learned Category A items A proposed wording of conditions 
Requests submittal of license amend application, 
incorporating enc) sp ecs, wi th in 60 days of receipt 
EI9ENH0T, D 0 Division of Licensing 30/07/12 2pp 


-8008060372 OWR model Tech Specs for NUREO-O570. TMI-2 Lessons Learned, 
Category A items re emergency power supply requirement, 
direct indication df valve position A instrumentation for 
inadequate core cooling Svc list end 
* Division of Licensing 00/07/12 24pp 


000200056 Confirm* 800624 telcon in which NRC extended invitation to 
attend 800805 working meeting at Region 1 ofc to discuss 
plant as-installed conf igura tion of control rod drive sys 
shutdown discharge vol A other matters re IE Bulletin SO-J7 
GRIER, B H Region 1, Philadelphia, Office of the Director 
80/07/25 2pp 


00818010? Submits NRC 600428 r eorgani la t i on info 
NOVAK.TH Division of Licensing 80/07/30 2pp 


— 8000080453 Notice of violation from ln*p on 791227-28 A 000104 
Woncompl lance noted shipment of licensed matl made by 
licensee to Barnwell, 5C on 791214 Dose rate measured at 
15-17 mlllirems per hr at 2 meters from vertical planei 
* Office of Inspection A Enforcement, Office of the Director 
60/02/15 lp 


— 8000080461 Notice of proposed imposition of civil penalty in amount 
of »5« 000 for item of noncompliance noted in IE insp on 
791227-28 A 800104 

* Office of inspection A Enforcement, Office of the Director 
00/02/15 Ip 


6000120292 Forwards response to IE Bulletin 79-OIB containing partial 
info re availability of qual if Ication documentation, position 
on (sifting component capabilities A status of work to date 
Future work completion rept will be submitted every 90 days 
ANDOQNIfll, 0 C Boston Edison Co 80/03/12 133pp 


0008060457 Forwards IE Bulletin 80-17, "Failure of 76 of 185 Control 
Rods to Fully Insert During Scram at BUR “ Written response 
required 

GRIER, B H Region 1, Philadelphia, Office of the Director 
00/07/03 lp 


0008060073 Responds to IE Bulletin 80-11. "Masonry Wall Design " 
Inaccessible block walls surveyed A program to re-evaluete 
walls near safety-rela ted sys developed Justification for 
re-evaluation criteria to be submitted by 801109 
ANOQGNINI , 0 C Boston Edison Co 00/07/14 4pp 


8008060424 Forwards Suppl 1 to IE Bulletin 00-17, “Failure of 76 of 105 
Control Rods to Fully Insert During scram at BUR “ Written 
response required 

GRIER, fl H Region 1, Philadelphia, Office of the Director. 

80/07/ 10 lp 


0OOBO1O129 Respond* to EE Bulletin 00-17 re failure of control rods to 
insert fully during scram Preliminary training completed 
Scram discharge vol surveillance procedures implemented 
HOWARD, J E Bo* ton Edison Co SO/07/21. 3pp 
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0006060430 Forwards Suppl 2 to fE Bulletin 30-17. "Failure of 76 at IBS 
Control Rods .to Fully Insert During 8cram at BWR " Written 
response required 

GRIEfl.B H Region 1. Ph i ladelphia, Office at the Director 
80/07/82 2p p 


8008180632 Responds to IE Bulletin 79-01B, "Environ Qualification of 
Class IE Equipment." revising 6 updating util 90-dag 
rsspdnse Addl info requested by NRC at 300714 meeting will 
be Incorporated in final response on 001025 
ANDOQNINI.G C Boston Edison Co 80/07 /S2 2pp 


6008180646 Responds to 1E Bulletin 79-Q3A re longitudinal weld defects 
in stainless steel pipe Fusion welded pipe 9A-312 or A-312. 

Type 304. sub! to excessive ASMS Code allowable stresses, not 
used In sa f e ty-re lated sgs 

ANDOOMIMI. 0 C Boston Edison Co 80/07/24 2pp 


8008070442 Forwards suppl to IE Info Notice 80-06, “Notification of 
Significant Events at Operating Power Reactor Facilities " 

No written response required 

GRIER, BH Region 1. Philadelphia, Office of the Director 
00/07/29 ip 


9000190050 Responds to IE Bulletin 80-14, “Degradation of 8HR Bcram 
Discharge Vo) Capability " SDV level switch, vent 6 drain 
valve operabllltg degradation not found Surveillance 
procedure revision will ensure degradation detection 
ANDQONINI, 0 C Boston Edison Co 03/07/30 3pp 


8008270178 Act receipt of 000710 1 tr informing NRC of result* of 
testing required bg IE Bulletin 00-17, Item 1 NRC has 
evaluated comments re Item 2 & decided that full performance 
of Item 2 is still required 

DRIER, B H Region i, Philadelphia, Office of the Director 
00/07/30 Ip 


8009140491 Forwards IE Bulletin 00-20. "Failures of West inghouse Type 
W-2 Spring Return to Neutral Control Switch** " Request* 
info re estimate of manpower «**oeiated w/corrective 
actions needed after Identifying problem 

DRIER, B H Region 1, Ph i lade Iphie, Office of the Director 
80/07/31 ip 


8000180042 Forward* IE Bulletin 00-19. "Failure* of Mercury-Wetted 
Matrix Relay* In Reactor Protective 0y* of Operating Nuclear 
Power Plant* Designed by Combustion Engineering " Action 
required by facilities u/OLs or CPs 

GRIER, B H Region 1, Philadelphia, Office of the Director 
00/07/31 Ip 


8008210162 Forward* response to NRC SD0708 Itr re notvcorap 1 ianc es noted 
in notice of violation t notice of proposed imposition of 
civil penalties Requests mitigation l</or remission of 
proposed penalties Irradiated fuel movement was unique 
ANDQONINI, G C Boston Edison Co 80/03/01 9pp 


0000250001 Forward* IE Info Notice 80-39, "Broken Stud# on Terry 
Turbin# Steam Inlet Flange “ No specific action or response 
requested 

ORIER.B H Region i, Philadelphia, Office of the Director 
80/08/07 ip 


8008280532 Forward* IE Info Notice 00-30, “Potential for Unacceptable 
Interaction Between Control Rod Drive Scram Function & 

Noneseentlal Control Air at Certain GE BWR Facilities " 

No written response required 

GRIER, 0 H Region i. Philadelphia. Office of the Director 
80/08/19 ip 


8008200379 Forward* final rept on inservfce lnsp* conducted during I960 
refueling outage. Surface indications revealed on core spray 
sparger found to meet tolerance requirement* 

ANOOONINI, 0 C Boston Edison Co 00/08/22 2pp 


— 8008280380 Final rept on inservice intps conducted during 1900 
refueling outage, Vole 1 * 2 
* Boston Edison Co, 80/04/30 750pp 


R, Periodic operating reports & related correspondence 


S009060219 Forward* revised monthly operating rept for June 1900 
MCGUIRE, P J Philadelphia Electric Co 00/07/23 lp 


— 6008060224 Revised monthly operating rept for June 1900, 
WHITNEY, 0 0 Boston Edison Co 80/07/07 2pp, 


--0000190492 Monthly operating rept for Jul 1980 

MCLOJ5HLIN, M T Boston Edison Co QO/O8/01 App 


3 Reportable occurrences, LERs 4 related correspondence 


8008080448 fi£> 80-29/01 X-0 on 800701 , during surveillance testing to 
verify operability of a xygen enalyier isolation valves, 
SV-SOAS-IIO failed to meet acceptance criteria for closing 
time. impac ting on operability of panel C-19 
MATHIS, C J Boston Edison Co 80/07/17 App 


0009050057 Forwards updated LER 79-019/OlT- I 
MCGUIRE, P J Boston Edison Co 80/07/23 tp 


— 8008050063 Updated LER 79-01 9/01 T-J on 790705, Bechte 1 discovered error 
In calculations utilited to support Amend 34 to FSAR Caused 
by computer runs which erroneously assumed reactor bidg 
truck lock dooTs were open to atmosphere 
MCLQUOHL IN, (I T Boston Edison Co 80/07/23 2pp 


8009040060 Forwards LER 0O-O3O/O36.-O 

MCGUIRE, P J 80S ton Edison Co 00/07/29 lp 


—3008040063 LER 0O-G3O/O3L-O on 800725, re 1 ief valve 203-3D did not 
respond when control switch was placed to open position at 
reactor pressure of 970 psig Caused by locktite dripping 
along face of p 1 unger , b »nd ing plunger i, bonnet together 
MCLAUGHLIN, II T Boston Edison Co 80/07/39 2 pp 


0009040064 Forward* LER 80-029/8! T-0 

MCOUIRE, P J Boston Edison Co 60/07/29 lp 


— 8008040067 LER 80-029/01T-0 on 800716. r eac tor pressure boundary leak 
detector monitor C-19 found inoperable Caused by inadvertent 
Isolation due to failure position indication Requirements 
for containment atmospheric sampling will bo reviewed 
MCLAUGHLIN, M T Boston Edison Co 80/07/29 App 


B0DB050263 Forwards LER 00-033/03L-0 

MCGUIRE, F> J Boston Edison Co 80/07/30 lp 


-- -8008050204 LER 80-033/03L-0 on 000701, dur 1 ng t esfc, n i trog-en purge valve 
did not close within prescribed 10-s limit Cause not stated 
Stroke length reduced, va 1 ve tested satisfactorily 6 returned 
to sve 

MCLCUOKLIH, M T Boston Edison Co B0/07/3 0 lp 


6000030236 Forwards LER 80-031 /04T-0 

MCGUIRE , P J Boston Edison Co 80/07/30 lp 


— 0OOSO5O3O1 LER 0O-O3I/O4T-O on 800721 , mus s e l sample concentration of 
Co-60 exceeded 10 times lower limit of detection Caused by 
Pilgrim station operation Annual -dose to human.* i* not 
significant per Reg Guide 1 109 

MCLQUOHL IN, h T Boston Eduon Co BO/07/3 0 lp 


0008010154 Forwards LER 60-034/03L-0 

MCOUIRE, P J Boston Edison Co 80/07/31 tp 


—8008040197 LER 80-034/03L-0 on 800701, HPC1 turbine discharge line 
snubber SB3-3-31 found severed On 60071A, snubber 23-3-36 
found severed Cause nut stated Analysis initiated Temporary 
snubber Installed 

MCL0U0ML1N, M T Boston Edison Ca 80/07/31 ip 


8008130203 PN0-I-B0-117 on 800801, during test mg, Targe t Rock safety 
relief valve failed to o-pen on four attempts Cause is 
uni noun 

ROBERTS, % . MARTIN, T T , DRUMMER, E Region 1. Philadelphia, Office 
of the Director 80/00/01 2pp 


8008UO3S5 Forward* LER 8 O-O 20 /O 3 L-O 

MCGUIRE. P J, Boston Edison Co 80/08/06 lp 


—8008110390 LER 80-028/03L-0 on SC062J, during routine c h *c k, o P#-ga s 
radiation monitors found reading law Caused by problems w/ 
off-gas condenser affecting flow to off-gas sample rati 
Sample flow adjusted 
* Boston Edison Co 30/00/05 Ip 


00081 10412 Forwards LER 80-035/03L-0 

MCOUIRE, P J Boston Edison Co 00/06/06 lp 


6008140487 Forward* monthly operating rept for Jui 1980 
MCGUIRE, P J Boston Edison Co 80/00/07 lp 
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100SJ 10420 LER BO- 035/03L-0 on 800707, during Fire protection, 
*urv«iUa*uo. actuation of retention bldg fire detectors ditf 
? cal f y or control room Cauierf bij component 
rtnliou. Ir l ° dal fontiot panel Faulty capacitor replaced 
MuLAUuHlIN, II r Holton Edison Co BD/08/06 ip 


015039#) KO 00-036/01 X~0 on 800307, found hourly fire check of 
!! ..** bld? was not performed ora continuous hails 

fter 800707 Hourly fit* chock red n l tla t ed, sum j 1 1 ante 


eitlrig completed l sys returned to svc 
CLOUQHL IN, H T Do star) Edison Co S0/08/07 


app 


31 10395 Forwards LFR G0-037/03L-Q 

CCLMRE.P J Do s ton Edison Co 30/03/00 lp 


OOflllO'lOO LER SO-037/O31-O on 300709, salt svc ureter pump P208SJ tripped 
on thermal overload Na probable cause -determined F&Llouing 
me l rat, pump tested 4 returned to ivc same dag 
H-CLOUGHl IN, M T Boston Edison Co 90/00/08 Ip 


□260400 Forwards LER 30-036/01 T-0 

CQUIRE, P J Bolton Edlion Co 50/03/S4 Ip 


P Operating license stage documents it correipondence 


0OOSO6O35B Foruards errata sheets correcting errors in five addl TMI-2 
related requ i rements submitted by 0OOSO7 Ur Items involved 
are II K 3 25, II K !9 t, II K 3 M Svc lilts end 
EI8ENHUT, D G Division of Licensing 00/06/09 69pp 


8008120024 Requests response to encl info requirements needed for 
review of risk studies performed by P ic ka rd, Lome t, Garrick 
NOVAK. T M Assistant Director for Operating Reactors 00/06/23 
4pp 


0000060024 Foruards FR notice re 800714-17 regional meetings to address 
portion af Commission 900523 memorandum 6 order describing 
requirement* of environ qualification of electrical 
equipment installed in safety sys 

EIEENHUT , D 0 D 1 vi s i On of Lie ens 1 ng 80/06/30 ip 


— 300B0601B? Notice of 300714-17 regional meetings to address portion of 
Commission 000523 memorandum l order describing requirements 
of environ qua 1 l f ica t i on of electrical equipment installed 
in safety sys Svc lists end 

E1SENHUT.D 0 Division of Licensing 80/06/27 I17pp 


008260405 LER HO— 036/0IT— Q on 000306, found hourly fire check of 
auxiliary offgas bldg not performed on continuous basis 
since 800707 white fire detection units were inoperable 
Caused by communications lapse between personnel 
MCLOUOrIL IN, M T Boston Edison Co B0/0B/J4 2pp 


B0OB12OO1B Forwards request for addl info re evaluation of residual 
ri«k at f ac i 1 i ty. based on review of 8Q0S09 submittal of OPS 
rept Response should be submitted by 000722 

NOVAK., T M Assistant Director for Operating Reactors 00/07/07 
4pp 


8260490 Foruards LER 80-040/03L-0 

-OUIRE.P J Boston Edison Co BO/0B/22 Ip 


009260500 LER 80-040/03L-0 on 800724# s tandby gas treatment ays found 
inoperable Caused by breaker being un 1 rate rtt l ona 1 ) y moved to 
open p os 3 1 i on, po s s l b l y during daily operator tour Breaker 
returned to normal Operational chock satisfactory 
KCLOUGHLIN, fi T Boston Edison Co 80/08/21 lp 


32Q0436 Forwards LER 80-04I/03L-0 

30UIRE,P J Bastion Edison Co 80/08/22 ip 


5009130602 Requests that util provide license applications for encl 
listing of Tech Spec deviations within 30 days of receipt of 
Itr Limiting conditions for operation should be at least as 
stringent at required by NRC STS 

VARGA, 8 A Operating Reactors Branch 1 80/07/16 6pp 


0OOBO7OOS1 Summary of 000603 meeting ui/utils in Btthesds>MD re filtered 
vented containment sys 4, core retention devices JF Meyer 
opening remarks# agenda 5 list of attendees encl 

MEYER, J F , MARCHEEE, A Standard I lat i on U Special Projects Branch 
B0/07/2! I0pp 


309280441 LER 80-041/03L-0 on B00724, while performing surveillance 
lest 0 7 4 3, isolation valves 5065-17 J, 22 were declared 
Inoperable Cause f/ cort active action undetermined 
KCL0U0HLIN.I1 T Boston Edison Co 80/03/22 lp 


B00814006S Submits names of Ofc of Nuclear Reactor Regulation contacts 
for facility resulting from reorganization on B0042H 
NOVAK, T M Assistant Director for Operating Reactors 80/07/21 

2pp 


IperatOT Csaminations 


110432 Foiwaidt "NRC Licensed Qpexator R aqua I l flea 1 1 on Program, 
vision 4 

OUIRE.P J Boiton Edison Co 80/07/31 lp 


(O011Q435 "NRC Licensed Operator Requa 1 i f l ca t i on Program, " Revision 4 
Qt SEN, II F Boston Edison Co 80/08/0! lOpp 


8008260027 Summary of 800609 meeting te/util in Bethesda.MD re QA 
program upgrade Agenda encl 

REEVES, E A Operating Reactors Branch 1 00/07/22 4pp 


BOO0O4QO72 Respond* to 800619 request to re-ovaiuate proposed schedule 
for completing ATWS mods Facility does not represent 
excessive risk , therefore improvement on schedule required of 
other plants not required Forwards design criteria 
NAUOHTON. W F Comihonwe a 1 1 h Edison Co 00/07/23 7pp 


CT 50-299 Z ION NUCLEAR POWER STATION, UNIT 1 
ecurity, medical, emergency S fire protection plans 


8008040160 Submits list of activities util plans to postpone due to 
financial t< technical manpower limitations Basis for 
judgment i/ completion dates included 
REED, C Commonwealth Edison Co 80/07/25 9pp 


120432 Advises of inability to submit security plan revisions until 
0811 Overall program review schedule will not be affected, 

DPLE3, D [ Commonwealth Edison Co 80/07/31 lp, 


050140 Forwards corrigendum 6 BTratS changes for safeguards 
ntinjency plansiApp C Ends withheld (ref 10CFR2 790) 

OPLEB, D L Commonwealth Edison Co 80/08/01 Ip 


140188 Forwards security plan revision (App B> re guard training 
alification plan Plan withheld <ref 10CFR2 790) 

-L, J 8 Conmonwea 1 th Edison Co 80/08/11 lp 


6006040065 Provides status of effort to install elapsed time meters for 
various filter sys, in response to 800420 commitment re 
proposed Tech Specs Installation on schedule Si will be 
completed by 800901 

NAUOHTON. W F Commonwealth Edison Co 80/07/28 lp 


800B05Q027 Forwards addl response to NRC 800506 requeet for history of 
power outages S attendant degraded voltage or frequency 
conditions During cold shutdown on 8001 13, outag e of sys 
auxiliary transformer 242 occurred 

NAUOHTON, WF Commonwealth Edison Co 80/07/2B 2pp 


170699 Notification of 000819,20 t 22 workshops In Valley Forge, PA. 
lcago,IL b Atlanta.OA r e s p ot t i v# 1 y, to solicit public 
nment re NUBCG-0696, ’’Functional Criteria for Emergency 
iponse Facilities ’ 

XPLER, J 0 Region 3, Chicago, Office of the Director 80/00/11 


tnerai correspondence 


6008110047 Confirms encl tentative agenda it list of review team 
visitors for 800811-13 site visit re OPS Rept 36A75. 
"Evaluation of Residual Risk from Indian Point & Zion 
Nuclear Power Plants •* 

VAROAi S A Operating Reactors Branch 1 00/07/30 4pp 


8008120586 Summary of 800618 meeting w/ut>ls in Beth»sda,MD re current 
views on degraded cooling/core melt accident sequences. 

LONG, J K Standard! >a tion V Special Projects Branch 00/07/31 
44pp 


’70533 Advises that JS Abel has replaced DL Peoples as util 
ector of nuclear licensing Organization reporting to 
ector remains unchanged 

D, C Commonwealth Edison Co 80/08/13 ip 


8008140198 Summary of technology exchange meeting on 800617 w/util* in 
Bethesda.MD re containment structural response for 
facilities Pro-gram will culminate in decision for or against 
mitigation feature requirements by NRC in late fall 
MEYER, J F Reactor Systems Branch 80/07/31 7pp 
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99 


— 0008140203 Summary of 000618 meeting u/util in Bethesda.MD re technical 
presentation of current results an dominant accident 
scenarios I related probab 1 1 is tic studies 
LDNQ, J K Reactor Systems Branch 00/ 07/31 3pp 


0006260188 Requests implementation of recommendation* of NUREG-0612 to 
eiture safe handling of heavy loads Forwards guidelines far 
control of heavy loads, NRC position re interim actions S. 
requests for addl Info to expedite compliance 
EISENHUT.D 0 Division of Licensing 00/07/31 25pp 


BOO0HO379 Responds to 800702 request for addl info re backfxttlng of 
severe accident mitigation features Since substantial 
differences exist between Zion 4- Indian Point units, each 
util will submit separate responses no sooner than 800905 
NAUGHTON, W F Commonwealth Edison Co 00/00/07 Ip 


0000120230 Advises of NRC acceptance of Revisions 1 t — i 3 to CE-l-A, 
“Comm Ed QA Program for Nuclear Generating Stations “ 

Revisions concern general organizational it programmatic 
changes 

HAA8B, W P Quality Assurance Branch 80/OB/07 Ip 


0008130498 Responds to request for addl info re mini Hash-1400 rept 
Mart efficient to use Pickard. Lowe it Garrick study than to 
provide answers to addl questions 

PEOPLES, D L Commonwealth Edison Co 80/08/07 lp 


0000190320 Forwards Revision 1 of NUTECH Corp rept, "Evaluation of 
42-Inch Containment Isolation Valves for Zion Station 1 it 
2 " Valves close properly Requests concurrence for 
removing restriction on purging 

NAUQHTON, W F Commonwealth Edison Co 80/OB/OB 2pp 


— 800B19O333 "Evaluation of 42-Inch Containment Isolation Valves for Zion 
Station 1 I- 2," Revision 1 

GERBER, D A , DEARDORFF, A F . MARTIN, J B Nuclear Technology, Inc 
(Nutech) CQM-0709-01 Rl 00/07/20 36pp 


BOO02BQ13B Forwards Amends 53 i 52 to Licenses DPR-3? & DPR-4B, 
reipec t i ve 1 y , saf e ty evaluation l< notice of issuance L 
aval lability 

VAROA. S A Operating Reactors Branch 1 00/08/09 3pp 


— 8008200147 Amends S3 & 32 to Licenses DPR-39 U DPR-40. respec t i ve ly, 
approving station inscrvice insp program & providing relief 
or alternative examinations from ASM£ code requirements 
where appropriate 

VAROA, 8 A Operating Reactors Branch 1 80/00/08 llpp. 


— B0O82BD153 Safety evaluation supporting Amends 99 t< 52 to License* 
DPR-39 & DPR-48, respectively 

* Office of Nuclear Reactor Regulation, Director 80/08/00 
20pp 


— 8008280133 Notice of issuance it availability of Amends 33 t< 52 to 
Licenses DPR-39 It DPR-40, respec tivel y 

VAROA, 9, A Operating Reactors Branch 1 00/08/00 2pp 


B008190133 Withdraws B00603 application to amend Licenses DPR-39 !< 
DPR-40, modifying diesel generator allowed outage times 
NAUGHTON, W F Commonwealth Edison Co 80/09/It lp 


BO0B230471 Forward* CE-i-A.QA program for nuclear generating atations. 
Revision 13. 

NAUGHTON, W F Commonwealth Edison Co 80/00/13 lp 


--9008230488 OA program for nuclear generating stati on*, Revision 13 
» Commonwealth Edison Co CE-l-A R13 80/00/04 143pp 


8000260068 Forwards request for addl info ra degraded grid voltages 
Requests response within 45 days 

NOVAK, T M Assistant Director for Operating Reactors 00/08/13 
4pp 


3000200314 Application to amend Licenses DPR-39 tc DPR-40, author 1 1 ing 
continued operation of facilities during malnt on 
circulating water pumps for next 16 months Proposed amend 
will expire 611231 

NAUGHTON, W F Commonwealth Edison Co 00/08/15 3pp 


— 8008200315 Proposed Tech Specs 3071,487 re svc water syf limiting 
condition for operation'!, surveillance requirement 
* Commonwealth Edison Co 80/08/15 4pp 


0000250385 Requests NRC concurrence in util interpretation of Item A 3 
in NRC B0Q229 confirmatory order re leak testing Addl leak 
tests not required prior to startup, when containment 
Isolation valve sys remained normal during shutdown 
ABEL, J S Commonwealth Edison Co 00/00/13 2pp 


8000250450 Forwards addl analyses concerning adequacy of station 
electric distribution sys voltages Analyses are based on 
coincidental occurrence of numerous improbable events It are 
very conservative 

JANECEK, R F Commonwealth Edison Co 80/08/10 9pp 


Q Inspection repoits, IE Bulletins J correspondence 


0000110045 Forward s IE Insp Repts 50-295/00-10 1 30-304/80-10 on 
000913-14 No nonepmp 1 lance noted 

HEI6HMAN, R F Region 3, Chicago, Reactor Operation* Nuclear Support 
Branch 60/06/23 2pp 


—8008110050 IE Insp Repts 50-295/80-10 t 50-304/80-10 on 000513-14 No 
none omp I lance noted Major areas inspected offsite staff, 
resource* among ut 1 1 s. organ 1 1 at ion arrangement for normal U 
accident situation* & emergency procedures 

LITTLE. U S , JACK I W, I N Region 3. Chicago, Office of the 

Director HEISHMAN, R F Region 3, Chicago, Reactor Construction U 

Engineering Support Branch 00/06/20 9pp 


8009140135 Forwards IE Insp Repts S0-395/80-1? V 50-304/80-12 on 
800329-0601 t, notice of violation 

HEISHMAN, R F Region 3, Chicago. Reactor Operations Nuclear Support 
Branch 80/07/09 2pp 


—8008140139 Notice of violation from insp on 600329-0601 

* Region 3, Chicago, Office of the Director 80/07/02 lp 


— 8000140143 IE Insp Repts 30-295/80-12 l< 50-304/00-12 on 000329-0601 
Noncompliance noted failure to hold up radioactive gas for 
45 days prior to release 6 failure bo rept unplanned, 
accident radiation release 

KOHLER, J E , MILLER, D E , LITTLE, W S Region 3, Chicago, Office of 
the Director 00/07/02 ISpp 


8008280041 Act receipt of 000703 1 tr informing NRC of steps taken to 
correct violations noted in IE Insp Repts 50-295/80-09 
*, 50-304/00-09 Details withheld iref 10CFR2 7901 

HINO, J A Region 3, Chicago, Safeguards Branch 80/07/22 2pp 


— 6006280043 Responds to NRC 000611 Itr re violations noted in IE Insp 
Repts 90-295/00-09 tr 50-304/80-09 A t tac hmen t, c onta lning 
info ra security plan, withheld Iref 1QCFR2 790) 

JANECEK, R F Commonwealth Edison Co 80/07/03 lp 


8000070503 Forwards IE Circular 00—17, “Fuel Pin Damage Due to Hater 
Jet From Baffle Plata Corner “ No written response required 
KEPPLER, J G Region 3, Chicago. Office of the Director 00/07/23 
lp 


8000200540 Forwards IE Bulletin 80-18, 'Malnt of Adequate Min Flow 
Through Centrifugal Charging Pumps Following Secondary Side 
High Energy Line Rupture " Action required 

KEPPLER, } O Region 3. Chicago, Office of the Director 80/07/24 
lp 


8000150343 Forwards suppl to IE Info Notice 80-06, “Notification of 
Significant Events at Operating Power Reactor Facilities " 

No written response required 

KEPPLER. J 0 Region 3. Chicago, Office of the Director 00/07/29 
lp 


0000180077 Responds to IE Bulletin 80-16 re Rosemaunt, Ine pressure 
transmitters Transmitter application to be limited to 
acceptable values Detailed evaluation will be performed 
prior to use Site QC has been informed 
PEOPLEB.D L Commonwealth Edison Co 80/07/30 4pp. 


0000100074 Forwards IE Bulletin 80-20, "Failure* of Uestinghouse Type 
W-2 Spring Return to Neutral Control Switches “ Action 
required 

KEPPLER, J O Region 3, Chicago. Office of the Director 80/07/31 
If 


0000200409 Forwards IE Bulletin 00-19, "Failure* of Mercury-Wetted 
Matrix Relays in Reactor Protective Sys of Operating Nuclear 
Power Plants Designed by Combustion Engineering 11 Action 
required by facilities ui/OL* or CPs 

KEPPLER, J G Region 3, Chicago, Office of the Director 80/07/31 

lp 
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8008180126 Forwards IE Bulletin 00-20. 'Failures of Wes t i ngh o us e Type 
W-2 Spring Return to Neutral Control Switches." sent to 
listed licensees for action on 300731 

PAPPAS, H Region 3, Chicago, Office of the Director BO/O0/O1 Ip 


6008200471 Ac k receipt of 8007(8 ltr informing NRC of steps taken to 
correct violations noted in IE Insp Repts 90-293/60-03 U 
50-304 /BO-04 

KEPPLER, J G Region 3, Chicago, Office of the Director 80/08/01 
I P 


-8009200538 Responds to NRC 800627 ltr re violations noted in IE Insp 
Rapts 50-295/80-05 *> 50-304/90-04 Corrective actions 
identified contaminated tool w/purple paint V removed tools 
to low traffic area 

R£ED,C Coisoonwea 1 th Edison Co 80/07/18 6pp 


8008100242 Forwards IE Info Notice 00-29, "Broken Studs on Terry 
Turbine Steam Inlet Flange " No specific action or response 
requested 

KEPPLER , J 0 Region 3, Chicago, Office of the Director 80/08/07 

Ip 


6008210157 Ack receipt of 800716 ltr informing NRC oP steps taken to 
correct violations noted in IE Insp Repts 30-295/BQ-ll L 
90-304/80- 1 1 

DAVIS, A 0 Region 3. Chicago. Fuel Facility t< Materials Safety 
Branch BO/QB/12 Ip 


— 8008210107 Responds to NRC 800624 ltr re violations noted in IE Insp 
Repts S0-295/B0- 1 1 f* 50-304/80-11 Corrective actions 
procedure for sodium hydroride solution specs changed & 
recordkeeping controls improved 

PEOPLES, D L Commonwealth Edison Co 80/07/16 3pp 


3008290433 Ack receipt of 000801 ltr Informing NRC of steps taken to 
correct violations noted in IE Insp Repts SQ-295/B0-09 i 
90-304/80-09 

HIND, J A Region 3, Chicago, Safeguards Branch 80/08/12 ip 


-B0D92QO43? Respond* to NRC 800722 ltr re violations noted in IE Insp 
Repts 30-295/90-09 U 50-304/80-09 Corrective actions 
withheld Cref 10CFR2 790) 

PEOPLES, D L Commonweal th Edison Co 8D/08/01 lp 


0QB26D335 Requests applicable isometric drawings U summary of stress 
levels for affected piping sys, to complete evaluation of 
IE Bulletin 79-14 response Submittal should be provided 
within 30 days of ltr receipt 

KEPPLER, J 0 Region 3, Chicago. Office of the Director 00/08/10 

2pp 


Reportable occurrences. LERs L related correspondence 


D 080 504 55 Forwards LER 80-033/01 T-0 
GRAE8SER, K L Commonwealth Edison Co 00/07/18 ip 


■8008050,160 LER 80-033/01T-0 on 800703-10, wastewater treatment facility 
effluent pH measured below Tech Spec Tanga Caused by acidic 
solution leak draining via bad pumps to facility Nark 
request written to repair pump packing glands 
MILLER. 5 Commonwealth Edison Co 80/07/18 Ip 


10B09032B Forwards LER 80-034/01 T-0 

ORAESSER.KL Commonwealth Edison Co 60/07/24 lp 


■8008050331 LER 90-034/O1T-O on 800710, post ib i 1 i ty discovered of 
insufficient indication of boron, dilution while on RHR with 
shutdown margin below 5X FSAR did not use f lou/mi xing model 
for analysis Potential damage assessment In progress 
LEBLOIID.P Commonwealth Edison Co 80/07/24 2pp 


'00050323 Forwards LER 80-035/01T-0 

0RAE99ER, K L Commonwealth Edison Co 80/07/30 lp 


900B050326 LEft 80-035/01T-0 on 800720, was tewat er treatment facility 
effluent pH was below Tech Spec limit Caused by incorrect 
setting on aluminum sulfate chemical feed sys Potentiometer 
controlling feed rate reset 

MILLER, S B Commonwealth Edison Co 00/07/30 lp 


0825QS40 LER 00-026 has been cancelled 

:0LLIN8,M Commonwealth Edison Ca BO/QB/CH Ip 


— 800821 0334 LER 80-036/03L-0 on 0007 1 1 , d ur i ng normal operation, p ir 
level channel 1L-460 found below Tech Specs Caused by lero 
shift on transmitter ILT— 460 (Barton model 386) Zero 
adjusted on transmitter Channel returned to sve 
JENKINS, R J Commonwealth Edison Co BO/OB/OB Ip 


V Operator E xami na 1 1 ons 


80091 10461 Forwards revised "Requa li P l cat i on Program for Licensed 
Operators, Ben lor Operators t< Senior Operators (Limited) “ 
NAUDHTON, W F Commonwealth Edison Co 80/00/01 lp 


— 8008110409 "Requa 1 i f ication Program for Licensed Operators, Senior 
Operators L Senior Operators (Limited)," revised 
NAUOHTON, W F Commonwealth Edison Co 80/08/01 10pp 


DOCKET 50-296 BROWNS FERRY NUCLEAR POWER STATION, UNIT 3 


0 Adjudicatory correspondence 


8009200214 Response to Administrative Law Judge 000722 memorandum U 
order Elaborates on NRC position re withholding "objective 
scientific repts" concerning CPC calculations of potential 
doses resulting from open valves W/Certif iqate of Svc 
BURNS, S 0 Rulemaking t Enforcement Division 80/09/18 10pp 


— 9009200252 Forwards draft ltr of ack re TVA 800110 response to 
discussions at 800121 mgt meeting in Athens, AL 

L0NQ,F J Region 2, Atlanta, Office of the Director 80/01/11 
13pp 


H General correspondence 


6009180254 Responds to B00620 ltr re incineration of low level watte at 
facility Licensee plant to Install vol reduction sys NRC 
will hold public hearing t< perform environ assessment of 
proposed action 

NOVAK, T M Assistant Director for Operating Reactors 00/08/12 

lp 


9009270340 Forwards constituent 800727 ltr ,rs util proposal to dispose 
of low level radwaste in incinerator Requests continuous 
updates on status of NRC cans iderati on of proposal 
SASSER, J Sonata 90/00/18 3pp 


I Financial information 


9008270529 Forwards info to meet guarantee requirement of retrospective 
premium sys Includes financial statements for FY79, quarterly 
rept, 1-yr Internal cash flow projection (t narrative 
statement re curtailment of capital expenditures 
MILLS, L II . DURALL, J R, Tennessee Valley Authority 80/08/22 
52pp 


P Operating license stage documents & correspondence 


0000060350 Forwards erra ta sheet* correcting errors in five addl TMI-2 
related requiremen t* submitted by 800507 ltr. Items involved 
are II K 3 29,11 K 29 t II K 3 44 Svc lists end 
EISENHUT, D Q Division of Licensing 80/06/09 69pp. 


8009060024 Forward* FR notice re 800714-17 regional meeting* to address 
portion of Commission 000923 memorandum t< ordar dascribing 
requirements of environ qual i f i cation of electrical 
equipment installed in safety sys 

EISENHUT, D 0 Division of Licensing 00/06/30 lp 


—8008060189 Notice of 900714-17 regional meeting* to address portion of 
Commission 000923 memorandum ti order describing requirement* 
of environ qua 1 i f ication of electrical equipment installed 
in safety sys Svc lists end 

EISENHUT, D 0 Division of Licensing 90/06/27 117p p 


8000050064 Requests amend to util Tech Specs within 90 days of receipt 
of ltr re scram discharge vol designs for BWR control rod 
drive sys to reduce susceptibility to common cause failures 
Model Tech Spec* end 

EIBENHUT.DO Division of Licensing 00/07/07 lp 


— 8000050086 Model Tech Specs re control rod operability 
* Division of Licensing 80/07/07 ISpp 


58210333 Forward* LER 30-036/03L-0 B0QBQ60355 Forwards BWR model Tech Specs for NUREO-0578, TMI-2 Lessons 

3RAESSER, K L, Commonwealth Edison Co BO/O8/O0 lp. Learned Category A items «< proposed wording of conditions 

Requests submittal of license amend application, 
incorporating end specs, within 60 days of receipt 
EISENHUT, D, 0 Division of Licensing 90/07/12 2pp 
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■8008040372 BWR mod*! Tech Specs for NUREG-0578, TMt-3 Lesson* Learned, 
Category A items r» emergency power supply requi remen t, 
direct indication of valve position b instrumentation for 
inadequate core cooling 9vc list end 
a Division of Licensing 00/07/12 24pp 


0000230378 Discusses info provided by TVA re critical situation 
concerning electrical power generation for sve area Requests 
written confirmation of TVA situation 

NOVAK- T M Assistant Director for Operating Reactors 90/07/10 

lp 


•6000250394 Requests extension of time for performing IE Bulletin 00-17, 
Item 2, requirement for scram testing Daily load demands 
due to heat wave have resulted in condition of power 
emergency Testing requirement should be extended to 000911 
MILLS, L M Tennessee Valley Authority 00/07/19 2pp 


8008220419 Request* that regions arrange meeting u/licensoes to discuss 
failure of control rods to insert b related issues 
MOSELEY, N C Office of Inspection b Enforcement, Office of the 
Director 80/07/24 4pp 


8008070197 Requests review b comments on encl rept re BUR augmented 
off-ge* treatment sys Comments should be provided within 90 
days, W/o encl rept 

IPPOLITO, T A Operating Reactors Branch 2 80/07/29 2pp 


8000110242 Provides info re changes in Ofc of Nuclear Reactor 
Regulation ofc titles, pos 1 tions St assignments as result of 
000420 reorgani zstion 

NOVAK, T M Assistant Director far Operating Reactors 80/07/30 
2pp 


8000050350 Application for amend to Licenses DPR-33, DPR-52 l< DPR-69 
authorizing storage of loui 1 eve 1 radwas t e generated by 
onelte operation for life of plant Facility description, 
const schedule b related drawings encl 

MILLS, L M Tennessee Valley Authority 80/07/31 630pp 


8008120002 Notification of BO0QO6 meeting u/QE to discuss improvements 
in scram -d i scharge vol 

HANNON, 0 N Operating Reactors Branch 2 80/08/01 Ip 


8000220400 Forwards request for addl Info for evaluation of facilities 
rsactor bldg crane conformity to NUREQ-0S34. "Slngle- 
Failur e-Proof Cranes for Nuclear Power Plants " 

NOVAK, T M Assistant Director for Operating Reactor* 80/00/04 
I4pp 


0000090294 Application for amend to Tech Specs of Licenses DPR-33, 
BFR-32 b DPR-66, implementing mods to auxiliary electrical 
sys to resolve ambiguities In light of stringent safety 
policies of TVA Board b NRC 

MILLS, L M Tennessee Valley Authority 00/00/06 app 


— 8000000301 Proposed changes to Tech Specs 3 9 b 4 9 re limiting 
conditions for operation b surveillance requirements of 
auxiliary electrical sys Includes justification for proposed 
Tech Specs changes 

* Tennessee Valley Authority 80/08/06 20pp 


8000130244 Advises that fees re 800S09 application for change in Tech 
Spec Si Wi th drawn in util 800521 ltr,aru being retained by 
NRC Review of application had started before withdrawal 
MILLER, W, 0. License Fee Management Branch 00/09/00 Ip 


8000200071 Responds to util info re primary coolant sys pressure 
isolat ion valves. Two specific Event 5 valve configurations 
do not exist at facility Further activity re broader topic 
of intersys LOCAs may be required 

IPPOLITO, T A Operating Reactors Branch 2 0O/OB/O8 3pp 


—8000200121 "Primary Coolant Sys Pressure Isolation Valves," for Browns 
Ferry Units 1,2 b 3 Technical evaluation rept. 

NQELL.P N. , STILWELL, T. C Franklin Institute/Franklin Research 
Canter NRC-03-79-1 10 80/07/21 Spp 


8008190248 Application for amend to License* DPR-33, DPR-52 t< DPR-69, 
conflating of Tach Spec change* for steam line space high 
temp isolations of HPCI, reactor core isolation cooling b 
main steam isolation sys while retaining alarm functions. 
MILL0,L.M Tennessee Valley Authority 80/00/12 2pp 


— 8008190258 Proposed changes to Tech Spec, for steam line space high temp 
isolations of HPCI, reactor core isolation cooling b main 
steam Isolation sys while retaining ala-rm functions, 

* Tennessee Valley Authority 00/08/12 16pp 


Q Inspection reports. IE Bulletins b correspondence 


8008060469 Forwards IE Bulletin BO-17, "Failure of 76 of 105 Control 
Rods to Fully Insert During Scran at BWR " Written response 
required 

□ 'REILLY, J P Region 2, Atlanta, Office of the Director 00/07/03 

ip 


a0080700Bl Forwards Supp 1 1 to IE Bulletin 80-17, "Failure of 76 of 195 
Control Rods to Fully Insert During Scram at BWR ' Written 
response required 

O'REILLY, J P Region 2, Atlanta, Office of the Director 90/07/10 
ip 


800B060383 Responds to IE Bulletin 80-17, "Failure of 76 of 185 Control 
Hod* to Fully Insert During Seram at BWR " More definitive 
test for scram discharge vent valves completed on 000720 
WILSON, J W Tennessee Valley Authority 90/07/22 Ip 


80000701 90 Forwards Sup pi 2 to 1 E Bulletin 00-17, "Failure of 76 of 195 
Control Rods to Fully Insert During Scram at BUR " Written 
response required 

O'REILLY. J P Region 2, Atlanta, Office of the Director 90/07/22 

2pp 


9009070094 Responds to IE Bulletin 00-16 No Rosemount Model 1151 or 
1132 pressure transmitters w/Output Codes A or D are 
installed i n any safety-related application 
MILLS, LM Tennessee Valley Authority 00/07/28 Ip 


8008140233 Forwards investigation results in response to IE Bulletin 
80-14 Two instances of scram discharge vol high-level alarm 
ball float damage b one instance of drain valve operability 
degradation Identified 

MILLS, L M Tennessee Valley Authority 00/07/28 3pp 


9000110091 Forwards response to IE Bulletin 90-17. "Failure of Control 
Rodt to Fully Insert During Seram at BWH " All rod insert 
times are faster than Tech Spec scram limit Bcram solenoid 
valve bases are fully de-energized at scram 
WILSON, J. W Tennesson Valley Authority 00/07/29 Bp p 


BO 08260203 Forwards IE Suppl I to IE Info Notice B0-06, "Notification 
of Significant Events at Operating Power Reactor 
Facilities 11 

O'REILLY. JP Region 2. Atlanta, Office of the Director 60/07/29 

lp 


9000140579 Forward* IE Bulletin 30-20, "Failures of Wemtinghoui* Type 
U-2 Spring Return to Neutral Control Switches, " Requests 
info ra estimate of manpower associated w/corrective 
actions needed after identifying problem 

O'REILLY, J P Region 2, Atlanta, Office of the Director 80/07/31 
lp 


9000200394 Forward s IE Bulletin 00-19, "Failures of Mercury-Wetted 
Matrix Relays in Ftoac tor Protective Sys -of Operating Nuclear 
Power Plants Designed by Combustion Engineering 11 Action 
required by facilities w/OLs or CPs, 

O'REILLY. J P Region 2. Atlanta, Office of the Director 80/07/31 

lp 


8000180665 Forwards response to IE Bulletin 90-17 Proper scram lolenoid 
valve bus operation verified by monitoring each of eight rod 
•cram group buses independently Scram discharge yol tank 
alarm malfunction rept not required by FSAR or Tech Specs 
PARRIS, H Q Tenneiseo Valley Authority 90/08/01 6pp 


6008150097 Forwards IE Insp Ropts 50-259/80-29,50-260/90-22 b 50-296/00 
-23 on 900707-10 No non c omp 1 l anc» noted 

O'REILLY, J P Region 2, Atlanta, Office of the Director 00/00/06 
2pp 


■800SI30313 IE Insp Rep ts 30-259/90-29,50-260/80-22 b 50-296/80-23 on 
600707-10 No noneompl ianc# noted, Major areas impacted 
security plan b organization t- physical barriers Details 
withheld l ref 10CFK2 790> 

Q1LLESPIE.FP , TILLMAN, A Region 2. Atlanta, Office of the 
Director 00/07/28 lp 


0000160169 Responds to IE Bulletin 80-17, Suppl i, "Failure of 76 of 105 
Control Rods to Fully Insert During Scram at BUR " Revised 
operating procedures specify remedial action in event of 
water level detection in scram header 

MILLS, L M Tennetme* Valley Authority 80/09/07 4pp 


8000180197 For war i* !E Info Notice 80-29, "Broken Studs on Terry 
Turbine Steam Inlet Flange," No specific action or response 
requested 

O’REILLY, J P Region 2, Atlanta, Office of the Director, 00/00/07 
If 
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800S26023? Forward! monthly status rept for work through BOOBOl re 
IE Bulletin 79-14. “Seismic Analysis for As-Built 
Safety-Related Piping Sys 11 Includes info re drawing 
configuration insp.plpe support lnsp 5. valve insp 
KILLS, L II Tennessee Valley Authority 80/0B/U 2?pp 


00082 7037 9 Forwards Progress Rept 3 for work related to IE Bulletin 
60-06 Drawing review completed for HPCI !< reactor coolant 
isolation cooling ays 

HILLS. L M Tennessee Valley Authority 80/OB/U 3pp 


8008270678 Forwards IE Info Notice 00-24, "Lou Level Raduaste Burial 
Criteria " No written response required JH Snleiek B00530 
nemo end 

O'REILLY, J P Region 2, Atlanta, Office of the Director B0/0B/I4 
IP 


R Periodic operating reports A related correspondence 


8000050290 Forwards quarterly fish impingement rept for Api — dune 19BQ 
KILLS, L H Tennessee Valley Authority BO/07/29 Ip 


— 8008060295 Quarterly fish impingement Tept for Apr-June 198Q 
• Tennessee Valley Authority 80/07/59 13pp 


0009100322 Forwards monthly operating repts for Jul 1980 
ABERCP0M81E.H Tennessee Valley Authority 80/00/0-0 lp 


— 8009160332 Monthly operating repts for Jul i960 

ABERCROMBIE, M Tennes s e e Val 1 ey Author i ty 80/00/02 35pp 


S Reportable occurrences, LERs & related c orresp ondenc e 


8000040159 Forwards LER 80-024/OiT-l 

CALHOUN, J R Tennessee Val ley Authority 80/07/23 lp 


--800B0401A1 LER 0O-O24/O1T-1 on 800628, during routine shutdown for 
naint.74 of 185 control rods failed to fully insert Caused 
by reduction in scram discharge vol due to retention of 
water in east side header Hods will he implemented 
* Tennessee Valley Authority BO/07/28 12pp 


9000080235 Forwards summary & rept of findings re util 800620 partial 
failure to scram Sys mods should be completed by end of 19B1 
on all applicable plants 

MICHELBOM, C Director's Office 0O/OB/OI 2pp 


900BI40572 Forwards “Rept on Browns Ferry 3 Partial Failure to Scram 
Event on 800620 " 

HJCHELSOH, C Director's Office 80/08/05 6pp 


— B00B140575 "Rept on Browns Ferry 3 Partial Failure to Scram Event on 
800428 1 

RUBIN, S Director's Office LANIK.O Reactor Safety Branch <Pre 
791030I 90/07/30 54pp 


800B270243 Responds to S00723 request re 600628 failure of control rods 
to fully insert during scram Agrees ui/propasal that event 
should be included as AO, in quarterly rept to Congress 
Forwards marked-up draft AO rept 

DENTON, H R Office of Nuclear Reactor Regulation, Director 
00/08/04 5pp 


90081 S0335 Forwards LER 80-026/03L-0 

CALHOUN, J R Tennessee Valley Authority 90/08/11. lp 


—8008150345 LER 8Q-026/03L-0 on 800714, RCIC min flow bypass valve, 
FCV-3-71 failed to close on signal from manual control 
switch Caused by dirty torque switch contacts Contacts 
C 1 eared & Limi torque si is SMG-QQO returned to svc 
* Tennessee Valley Authority BO/O0/U 2pp 


0OOB25O415 Forward* LER B0-027 /03L-0 

CALHOUN, J R Tennessee Valley Authority 80/08/18 Ip 


■8006250420 LER 80-027/03L-0 on 800714, while performing Surveillance 
Instruction 4 5 b 1 d.RHft pump motor 3D tripped on 
instantaneous overcurrent on phase A when started. No cause 
stated.Relay setpoint Change being investigated 
CALHOUN, J R Tennessee Valley Authority BO/OB/ IB 2pp 


r Hearing transcripts on non-ant i brus t matters 


1008000037 Transcript of 800721 briefing on current status of Browns 
Ferry in Washington, DC Pp 1-14 
» Commission 90/07/21 lBpp 


DOCKET 50-297 NORTH CAROLINA STATE UNfV PUL8TAR REACTOR 


0 Inspection reports, IE Bulletins t, correspondence 


9000270669 Forwards IE Info Notice 00-24, "Low Level Radwaits Burial 
Criteria “ No written response required JH Snietsk 800530 
memo end 

O'REILLY, J P Region 2, Atlanta. Office of the Director 80/08/14 

lp 


DOCKET 50-290 COOPER NUCLEAR STATION 


f Security, medical, emergency 8, fire protection plant 


BOOB 190441 Informs that portion of 800424 guard training S< 
qualification plan requires revision & addl info Comments 
on program, identified in end Roque«ts response within 30 
days of receipt of 1 tr Enel withheld <ref 10CFR2 790) 

NDVAK, T M Assistant Director for Operating Reactors BQ/0B/04 

2pp 


J Insurance t indemnity information 


9008060324 Forwards Iowa Resources Inc 1979 annual rept A uniform 
forecast form for util analysts in support of ability to 
obtain funds for payment af deferred premiums Iowa Resources 
Inc is responsible for 507. of premiums Related mitl end 
PILANT, J H Nebraska Public Power District 80/07/29 I9pp 


—9008040330 Annual Financial Rapt 1979 Util 800717 ltr to NE Public 
Power District aclnowl edging re epnnsibi 1 ity for 507 of 
facility insurance premiums enc 1 
* Iowa Power 00/07/29 37pp 


P Operating license stage documents & correspondence 


8000060358 Forwards errata sheets correcting errors In five addl TMI-2 
related requirements submitted by 800507 ltr Items Involved 
are II K 3 25. 1 1 K 29 Si II K 3 44 Svc lists end 
EI8ENHUT. D <3 Division of Licensing 80/06/09 69pp 


8008060024 Forwards FR notice re 000714-17 ngional meetings to address 
portion of Commission 600523 memorandum L order describing 
requirements of environ qualification of electrical 
equipment Installed in safety syt 

EI8ENHUT, D 0 Division of Licensing 80/06/30 lp 


--SOO3O6O109 Notice of 000714-17 regional meetings to address portion af 
Commission B00323 memorandum t order describing requirements 
of environ qualification of electrical equipment installed 
in safety sys Svc lists encl 

EIBENHUT, D 0 Division Of Licensing 80/06/27 117pp 


B008090064 Requests amend to util Tsich Specs within 90 days of receipt 
of ltr re scram discharge vol designs for BUR control rod 
drive sys to reduce susceptibility to common causa failures 
Model Tech Bpecs encl 

EISEHHlfT, D 0 Division of Licensing 00/07/07 ip 


— 8008050086 Model Tech Specs re control rod operability 
* Division of Licensing 00/07/07 ISpp 


8000040355 Forwards HWR model Tech Bpecs for NURE0-0578, TMI-2 Lessons 
Learned Category A items t, proposed wording of conditions 
Requests submittal of license amend application, 
incorporating encl specs, within 60 days of receipt 
EISENHUT, D 0, Division of Licensing 80/07/12 2pp 


— B008060372 BUR model Tech Bpecs for NURE0-0578, TMI-2 Lenon* Learned, 
Category A Items re emergency power supply requirement, 
direct indication of valve position & instrumentation for 
inadequate core cooling Svc list encl 
e Division of Licensing 00/07/12 24pp 


8008080096 Confirms 000724 telcon notification of 000730-31 meeting w/ 
operating BUR licensees in Glen El lyn, IL to discuss as-built 
scram discharge vol A piping. Schedule encl 

HEISHMAN.R F Region 3, Chicago, Reactor Operations Nuclear Support 
Branch 00/07/24 4pp 


0008120225 Confirms 800724 telcon re meeting to be held u/utii L other 
operating BWR licensees on 000730-31 in 01 en Ellyn, IL 
Objective will be to obtin in-depth understanding 
of as-built scram discharge vol St piping, Schedule encl 
MADSEN, G L Region 4, Dallas, Reactor Operations Nuclear Support 
Branch 80/07/25 3pp 
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6008070243 Forwards final rept of EQ4.G data collected at site from 
700206-09 re operating experience of plant augmented off-gas 
treatment sys Requests comments within 90 dags W/o end 
IPP0LITO, T, A Operating Reactors Branch 2 B0/O7/29 2pp 


BOOBO0O929 Provides info re changes in Ofc of Nuclear Reactor 
Regulation ofc 1 1 ties. pos 1 1 Ions t- assignments as result of 
800428 reorganization 

NOVAK. T M Assistant Director for Operating Reactors 00/07/30 

2pp 


SOO014O37S Application for amend of License DPR— 46, requesting change to 
App A Tech Specs 1 1 8. 2 1 re fuel cladding integrity.to 
allow for single-loop operation Fee end 

PILANT, J M Nebraska Public Power District 80/00/09 3pp 


--8008140379 Proposed Tech Specs i 1 6 2 1 re fuel cladding integrity to 
allow for single-loop operation 

• Nebraska Public Power District 80/08/09 24pp 


--B00B140380 "Cooper Nuclear Station Single-Loop OpBTation " 

ZANARDI , <5 General Electric Co NEDQ-24298 80/09/31 31pp 


6008100371 Submits results of electrical distribution sys voltage test 
Startup transformer emergency transformer, d iesel generators 
Si electrical distribution sys sufficient to au tomatieal I y 
start Si operate all loads 

PILANT. J M Nebraska Public Power District 80/08/11 2pp 


BOOS1905S3 Advises that Spring 19BJ refueling outage postponed until 
Bept 1981 which will delay Mark 1 containment program mods 
Delay caused by delivery problems re replacement turbine 
rotors 

PILANT. J M Nebraska Public Power District BO/OB/14 Ip 


Q 008190612 Updates 000710 1 tr re status of Hark I containment program 
mods Installation of torus miter joint saddlesimod of torus 
internal structures Si mod of 45 piping supports on discharge 
lines will be completed by 8ept 19B1 

PILANT, J H Nebraeka Public Power District 80/00/14 lp 


0 Inspection reports, IE Bulletins l correspondence 


0000070399 Forwards IE Bulletin 00-08, "Examination of Containment 
Liner Penetration Helds " Written response required 
SEYFRIT, K V Region 4. Dallas, Office of the Director 00/04/07 
«P 


0000260690 Forwards IE Bulletin 80-t0i "Contamination of Nonrad 1 oac 1 1 ve 
8ys Si Resulting Potential for Unmoni tored, Uncontro 1 led 
Release of Rad ioac t fvi ty to Environ " 

8EYFRIT, K V Region 4. Dallas, Office of the Director 80/09/06 

lp 


0000270300 Responds to IE Bulletin 00-06. "Engineered Safety Feature 
(EBF) Reset Controls." Safety-related sys reviewed. 

Applicable sys will be tested In conjunction w/surve i 1 lance 
program Sys protective action will not be compromised 
PILANT. J M Nebraska Public Power District 80/06/16 3pp 


6008200139 Responds to IE Bulletin 00-10, "Contamina tlon of 
Nonradioactive Sys tc Resulting Potential for Unmon i tored, 
Uncontrolled Release of Radioactivity to Environ " 
Monitoring program Implemented to identify contamination 
PILANT. J H Nebraeka Public Power District BO/06/17 lp 


8008190632 Forwards IE Bulletin 00-19. "Possible Lose of Emergency 
Notification SYS (ENS1 W/Loss of Offsite Power " Written 
response required 

SEYFRIT.K V Region 4, Dallas. Office of the Director BO/O6/10 

lp 


0OOB28O3O9 Forwards IE Circular GO-14, "Radioactive Contamination of 
Plant Demineral lied Water Sys 4 Resultant Internal 
Contamination of Personnel " No written response required 
SEYfRIT, K V Region 4, Dallas, Office of the Director BD/06/24 
ip 


8008190635 Forwards IE Bulletin 80-16, "Potential Misapplication of 
Rossmount Inc Models 1191 6 1192 Pressure Transmitters 
M/Either A or D Output Codes " Written response required 
IE Circular 60-16 also end No written response required 
SEYFRIT, K V Region 4, Dallas. Office of the Director 80/06/27 
lp 


0008200439 Responds to IE Bulletin 80-19, "Possible Loss of Emergency 
Notification Bys (EN8) w/Loss of Offsite Power.” Tests 
verified that ENS phones remain fully operable u/loss of 
power 

PILANT. J M Nebraska Public Power District 00/06/27 Bpp 


0008200548 Responds to IE Bulletin 00-1 1 , "Masonry Wall Design “ No 
integral masonry block walls exist in saf ety-re la ted areas 
Mo re-eva 1 ua t l on is necessary for masonry blocks used for 
shielding purposes 

PILANT- J II Nebraska Public Power District 80/07/03 ip 


8008100166 Forwards IE Insp Rept 50-298/90-09 on 000603-06 V 23-26 b 
notice of viola t Ion 

MADSEN. 0 L Region 4, Dallas. Reactor Operations Nuclear Suppoit 
Branch 00/07/ 1 4 2p p 


--SOQ01BO16B Notice of violation from insp on 800603-06 t, 23-26 
* Region 3, Chicago. Office of the Director 80/07/09 ip 


■BO0B1B0L72 IE Insp Rept 50-290/80-09 on 800603-06 t, 23-26 None omp 1 1 a nc e 
noted failure to control combustible ma 1 1 per procedures 
WE8TERMAN, T F , SPANSLFR. R Q Region 4. Dallas, Office of the 
Director 00/07/09 7pp 


0006200116 Responds to IE Bulletin 80-14. "Degrada t ion of OWR Scram 
Discharge Vol Capability " Notes 741231 failure of one scrim 
discharge vol level switch No other failures recorded re 
water hammer, GDV vent V drain valve operability 
PILANT. J M Nebraska Public Power District 00/07/14 3pp 


8000190227 Submits response to IE Bulletin 79-03A re weld defects in 
SA-312 piping SA-212 fusion welded pipe Is not utilized in 
safety-related sys 

PILANT. J M Nebraska Public Power District 80/07/23 lp 


8000190430 Responds to IE Bulletin 80-17, Bupp 1 1. "Failure of 76 of 
183 Control Rods to Fully Insert During Scrim at OWR " 

Design & functional adequacy of check valve 4, associated 
vent 1 drain sys analyzed Deficiencies not identified 
PILANT, J M Nebraska Public Power District 80/00/12 3pp 


R Periodic operating reports It related correspondent a 


8000180923 Forwards monthly operating rept for Jul 1930 

LESSOR, L C Nebraska Public Power District 80/08/07 lp 


— 8000180533 Monthly operating rept for Ju 1 I960 

BALL1NQER, P, L Nebraska Public Power District 80/00/07 4pp 


3 Reportable occurrences. LERs 4 related correspondence 


0000260622 Forwards LER 80-017/03L-0 

LESSOR, L C Nebraska Public Power District 80/07/16 2pp 


— 0000260628 LER 60-017/03L-0 on 8006 10. due i ng surveillance testing of 
HPC1 steam line low pressure i n* trumen t s, HPC I steam supply 
was isolated leaving sys inoperable Probably caused by 
failure of pressure switch HPC1-PE-6SB 

CONVERGE. W E Nebraska Public Power District 80/07/16 lp 


8000260969 Forwards LER 80-019/04T-0 

LESSOR, L C Nebraska Public Power District 80/07/1 7 2pp 


--0000260973 LER 0O-O19/OIT-O on 800709. c end enser cooling water outlet 
temp limit of 102 F was exceeded Caused by abnormally high 
river temp U removal of several rows of low pressure turbine 
blades Event terminated upon power reduction 
BORER, P J Nebraska Public Power District 80/07/17 Ip 


8000260627 Forwards LER 0O-O18/O3L-O 

LESSOR, L C Nebraska Public Power District 80/07/17. 2pp 


— 0008260633 LER 8O-O10/O3L-O on 800623. during performance of 
surveillance procedure 6 2 2 3 1 , HPC I steam, line high flow 
test, procedural step over loo Iced, resul t lng in HPCI line 
isolation Caused by personnel error 

LAWRENCE. L I Nebraska Public Power District 00/07/17 lp 


0008260642 Forwards LER 80-0I6/01T-0 

LESSOR, L. C Nebraska Public Power District 80/07/17 2p|> 


— 8000260650 LER 80-01 6/01T-0 on 800707, dur 1 ng normal operation, D RHR sv 
water booster pump taken out of sve for longer than 24-h 
for preventive maint Pump overhauled after tests per A8ME 
Section XI 

DOAN. P F Nebraska Public Power District 00/07/17 lp 


0008260639 Forwards LER 0O-O2O/O4T-O 

LESSOR, L C Nebraska Public Power District 00/07/18 lp 
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— 800S260645 LER 0O-O2O/O4T-O on B00710. during normal op era t 1 on. c ondenser 
cooling water outlet teop limit Lai exceeded Caused by 
abnormally high river tamp & removal of several rout of low 
pressure turbine blades River temp decreased naturally 
BORER. P J Nebraska Public Power District 00/07/18 ip 


8008200015 Forwards request for addl info re 790801 safeguard* 
contingency plan Request withheld (ref 10CFR2 790) 

NOVAK. T M Assistant Director for Operating Reactor* B0/O7/JQ 

2pp 


0006260561 Forwards t-ER BO-022/03L-0 

LESSOR.!- C Washington Public Power Supply System SO/07/22 2pp 

— 8008260585 LER B0-022/03L-0 on 000629. while discharging RHR to 
radwaste. I nboard throttle isolation valve RHR-MO-57 could 
not be operated manually or renotely Caused by backed-out 
seat jamming disc Seat replaced 

DDAN.P F Nebraska Public Power District BO/07/22 Ip 


8008270726 Notification of 800819,20 h 22 workshops in Valley Forge. PAi 
Chicago. IL t< At tanta. GA. raspec 1 1 ve ly . to solicit public 
comment re NURE0-0696. "Functional Criteria for Emergency 
Response Facilitiei 11 4 

KEPPLER, J <3 Region 3. Chicago. Office of the Director SO/QB/ll 
2pp 


0 Adjudicatory correspondence 


8000260595 Forwards LER 80-021 /03L-0 

LESSOR. L C Nebraska Public Power District 80/07/22 2pp 


— 800B260602 LER B0-O21/O3L-O on 800622.while performing routine 
surveillance test procedure,* 3 9 4. MSIV-B6A was found to 
have closing time faster than Tech Spec allowance Caused by 
Setting MSIV— 86A tan close to fast limit during shutdown 
HAVER. D Nebraska Public Power District 80/07/22 Ip 


8008260617 Forwards LER 80-023/Q4T-0 

LESSOR. L C Nebraska Public Power District 80/07/22 2pp 


--8Q08260630 LER 80-023/04T-0 on 80071*5. during normal ope ration, cond enser 
cooling uater outlet temp limit of 103 F uas eiceeded Caused 
by abnormally high river temp A removal of several rows of 
low pressure turbine blades 

BORER. P J Nebraska Public Power District 80/07/22 ip 


800B240459 Forwards LER 80-024/04T-0 

LESSOR. L C Nebraska Public Power District 80/07/24 2pp 


800BI306 48 Opposes HR Denton 800710 memo requesting that Commission 
incorporate intervenors W1 Environ Decade 800329 request 
for hearing w/prior requests NRC 800512 order will exclude 
consideration of safety issues from prior requests 
FALK.K 11 Wisconsin's Environmental Decade 80/07/26 2pp 


— 8008130652 Ack receipt of NRC 800421 ltr re sve of document* filed by 
MRC NRC failed to serve Intervenor w/mod of 791130 order 
Forwards motion for extension of time to request hearing 
Certificate of Bvc only encl 

FALK.K H Wisconsin's Environmental Decade 80/04/26 3pp. 


0OQ8Q5O3OB Order granting extension until 800814 for Commission to 
elect whether to review Director's decision denying relief 
under 10CFR2 206 Certificate of Svc end 

CHILK. S J Office of the Secretary of the Commission. 80/07/31. 

2pp 


8008250521 Requests that hearing include safety Issues involved w/ 
degrading tubes 

FLYNN. J T Wisconsin, State of BO/OB/15 Ip 


— BOO026O462 LER 90-024/04T-0 on 00071 5. during normal operat l on. condenser 
cooling water outlet temp limit exceeded Caused by 
abnormally high river temp {, removal of several rows of low 
pressure turbine blades 

BORER, P J Nebraska Public Power District 80/07/24 Ip 


9008260530 Advises that Director of Nuclear Reactor Regulation denial 
of request for orders enjoining plant operation due to steam 
generation tube degradation is final NRC action NRC 800731 
attended time period for review elapsed 800814 w/o action, 

CHILK. S J Office of the Secretary of the Commission 80/08/22 
•p 


8000260621 Forwards LER 0O-O25/O4T-O 

LESSOR, L C Nebraska Public Power District 80/07/23 2pp 


— 900B260629 LER 80-02S/04T-0 on 800716. during normal op era 1 1 on. con d ens er 
cooling water outlet tamp limit exceeded Tech specs Caused 
by high river temp A removal of rows of low presssure 
turbine blades Event terminated when temp decreased 
BORER, P J Nebraska Public Power District 00/07/25 ip 


0008260529 Forwards LER 80-026/03L-0 

LESSOR.L C Nebraska Public Power District 80/07/30 2pp 


* — 8009260535 LER 80-026/03L-0 on 800701 , during routine measurement of 
Identified reactor 1 ea kage, dry wel i equipment drain sump flow 
instrument found Inoperable Caused by broken slide wire in 
recorder V blown fuse in power supply Fuse Sr uire replaced 
CONVERSE, W E Nebraska Public Power District 80/07/30 Ip 


B00B120574 Follows up 800718 ltr re discharge canal temps in excess of 
103 F limit No temp noncompliances have occurred since 
800716 No further excess temps anticipated if river temp 
emalns in normal range 

'OPEft.L J Nebraska Public Power District 80/0B/06 ip 


>055 1 Forwards LER 80-027/03L-0 

,QR.L C Nebraska Public Power District BO/oa/08 3pp 


260 613 LER 80-027/03L-0 on 900508, during refueling outage while 
rforminy survoillance on diesel generator 2 after maint, 
l ft cylinder 9 failed Caused by failure of piston rod pin 
sits Parts L bolts were replaced Torque on bolts checked 
3AN. P F Nebraska Public Power District 00/09/08 ip 


-T 50-301 POINT BEACH NUCLEAR PLANT. UNIT 2 


ecurity. medical, emergency 4 fire protection plans 


0080053 Submits trip rept re 800521-22 site review of emergency 
reparedness improvement 

XELSQN.WL Emergency Preparedness Licensing Branch 80/06/03 


P Operating license stage documents A correspondence 


8Q04230293 Forwards Amends 43 U 48 to Licenses DPR-24 &. DPR-27. 
re ip ec t i ve ly, saf e ty evaluation 4 notice of Issuance Si 
a va i lab i 1 i ty 

SCHNENCER.A Operating Reactors Branch i (Pre 800428) 80/04/03 

2pp 


— 8004280299 Amends 43 S. 48 to Licenses DPR-24 Si DPR-27, respectively, 
mating minor changes to Tech Specs & approving revised 
organi lational structure 

SCHWENCER, A Operating Reactors Branch i <Pre 800428) BO/04/03 

31pp 


— 8004280301 Safety evaluation supporting Amends 43 6 48 to Licenses 
DPR-24 & DPR-27, respectively 

* Office of Nuclear Reactor Regulation, Director 80/04/03 2pp 


— 6004280304 Notice of issuance & availability of Amends 43 St 48 to 
Licenses DPR-24 t> DPR-27, respectively 

SCHWENCER, A Operating Reactors Branch t (Pre 800428) 00/04/03 

2pp 


8008060358 Forwards errata sheets correcting errors in five addl TMI-2 
related requirements submitted by 800307 ltr Items involved 
are TI K 3 25,11 K 29 A 11 K 3 44 Svc lists encl 
E18ENHOT.D 0 Division of Licensing 80/06/09 69pp 


8008060024 Forwards FR notice re 800714-17 regional meetings to address 
portion of Commission 800523 memorandum {< order describing 
requirements of environ qual i f ica t ion of electrical 
equipment installed In safety sys 

EISEWHOT.D 0 Division of Licensing 80/06/30 Lp 


—6008060109 Notice of 800714-17 regional meetings to address portion of 
Commission B00523 memorandum 5* order describing requirements 
of environ qual i f ication of electrical equipment ini tailed 
in safety sys Svc lists encl 

EISENHUT.D 0 Division of Licensing 80/06/27 H7pp 


SQOSi 10363 Forwards revised table entitled "Point Beach Nuclear Plant 
Staffing." to replace table in 800703 comments on 
NURE0-D654, Errata 

FAY. C W Wisconsin Electric Power Co 80/08/04 4pp 
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8000120463 Clarifies util 800604 ltr re problem* in qualifying realtor 
operators to latest NRC requirement* Request* relief from 
extra man on shift qual i f icat ion requirement for auiiliary 
operator in control operator trainee position 
FAY, C W Wisconsin Electric Power Co 80/03/07 3pp 


80-03130442 Respond* to B007S5 reque*t that plants participate in Div 
of Safeguards NMSB study Util will cooperate w/study 
IVEYiO J Wisconsin Electric Pooler Co 30/08/12 lp 


Q Inspection reports, IE Dulletins fe correspondence 


6003010110 Responds to IE Bulletin 90-11, "Masonry Wall Design " Fifty- 
tup masonry walls or blockouts whose failure could affect 
safety-f elated equipment identified Wall* will be upgraded 
or verified as to required design loadings 
BURBTEIN<8 Wisconsin Electric Pouer Co 00/07/18 2ipp 


0000030043 Responds to IE Bulletin 00-14, "Degradation of OUR Scram 
Discharge Vo 1 Capability " One occurrence involving scram 
discharge vol level switch w/bont float stem identified 
Valve leakage revealed by scram test Corrected NSC ltr one 1 
HOOT, L D louia Electric Light 1 Power Co 00/07/32 3pp 


0003120092 Forwards IE Circular 80-17. "Fuel Pin Damage Due to Water 
Jot From Baffle Plate Corner " No written response required 
KEPPLER, J 0 Region 3. Chicago. Office of the Director 30/07/23 
tp 


3006080136 Submits response to IE Bulletin 80-16 re misapplication of 
certain pressure transmitters No Rosemount Model 1131 or 
l£52 pressure trensmitters are installed In any 
saf ety-ralated application 

FAYiC W Wisconsin Electric Power Co 00/07/24 ip 


3003200516. Forwards IE Bulletin 00-10, "Maint of Adequate Min Flow 
Through Centrifugal Charging Pumps Following Secondary Side 
High Energy Line Rupture " Action required 

KEPPLER, J 0 Region 3, Chicago, Office of the Director. 00/07/24 

lp- 


0003130327 Forwards supplemental IE Info Notice 00-06, "Notification of 
Significant Events at Operating Power Reactor Facilities " 

No written response required 

KEPPLER, J 0 Region 3, Chicago, Office of the Director 80/07/29 
ip 


0000180082 Forwards IE Bulletin 00-20, "Failures of Westinghouse Type 
W-2 Spring Return to Neutral Control Switches " Action 
required 

KEPPLER, J 0 Region 3, Chicago, Office of the Director, 00/07/31 

>P 

0003200444 Forwards IE Bulletin 80-19, "Failures of Mercuru-Wetted 
Matrix Relays in Reactor Protective Sys of Operating Nuclear 
Power Plants Designed by Combustion Engineering." Action 
required by facilities w/OLs or CPs 

KEPPLER, J 0 Region 3, Chicago, Office of the Director 00/07/31 

IP- 


0003100126 Forwards IE Bulletin 00-20, "Failures of Meetinghouse Type 
W-2 Spring Return to Neutral Control Switches," sent to 
listed licensees for action on S00731 

PAPPAS, H Region 3, Chicago, Office of the Director 00/07/31 lp 


0008130210 Forwards IE Info Notice 00-29, "Broken Studs on Terry 
Turbine Steam Inlet Flange " No specific action or response 
requested 

KEPPLER, V 0 Region 3, Chicago, Office of the Director 80/0B/07 
IP 


0008200060 Responds to IE Bulletin 79-03A, "Longitudinal Weld Defects 
in A8ME BA-312, Type 304 Stainless Steel Pipe " Util in 
process of reviewing pipe line stress analyses for all 
saf e ty-relatad sys 

FAV. C W Wisconsin Electric Power Co 00/00/07 2pp 


ft. Periodic operating reports l related correspondence 


B 009 120398 Forward* monthly operating rept* for Vul 1900 
FAY. C W Wisconsin Electric Power Co 80/08/12 Ip 


3008120400 Monthly operating rept* for Jul 1900 

FAY,C W Wisconsin Electric Power Co 00/09/05 8pp 


V Operator Eliminations 


9000120302 Forwards 000730, "Amended Licensed Operator Requal 1 f i cat 1 on 
Program," Revision 1 Jk "Control Operator Training Program," 

Revision 1 

FAY, C U Wisconsin Electric Power Co 80/00/07 lp 


- -0009 120393 "Amended Licensed Operator Requalsfication Program, " 
Revision 1 

a Wisconsin Electric Power Co 00/07/30 9pp 


— 0000 1 20305 "Control Operator Training Program," Revision 1 
* Wisconsin Electric Power Co 00/07/30 71pp 


DOCKET 30-302 CRYSTAL RIVER NUCLEAR PLANT, UNIT 3 


F Security, medical, emery one y fr fire protection plans 


0009120647 Response to 800409 request for documentation of completion 
dates for a 1 ternate shutdown sys at six facilities & 
completion dates For fire protection mods at five 
facilities 

LAINAS, 0 Plant Systems Branch 00/04/15 2pp 


80001 BO 202 Discusses 000701 response to NRC 800522 request re safeguard 
contingency plan Approval withheld pending appropriate 
page changes 

NOVAK.T M Assistant Director for Operating Reactors 80/08/11 

2pp 


H Oeneral correspondence 


8009070580 Responds to EG Bradshaw 000303 ltr re Tftl-l restart delay & 
Met Ed rate structure Restart decision expected 1901, after 
t echrl leal Issue hearing comp 1 e t ion NRC primarily concerned 
-w/public health 6 safety DOE responsible for en«Tgy R*>D 
REID, R W Assistant Diroctor for Licensing 80/07/10 6pp 


P Operating license stage document* L correspondent e 


0000060358 Forward* errata sheets correcting errors in five addi TMI-2 
related requirements submitted by B00507 1 tr. I terns involved 
are II K 3 25, II K 29 V II K 3 44 Svc lists end 
EI8ENKUT, D <J Division of Licensing. 80/06/09 69pp 


0000060024 Forward* FR notice re 000714-17 regional meetings to address 
portion of Commission 000323 memorandum t, order describing 
requirements of environ qualification of electrical 
equipment Installed In safety sy* 

E I BENHVT , D O Division of Licensing 80/06/30 lp 


— 0000060109 Notice of 800714-17 regional meetings to address portion of 
Commission 000323 memorandum JS, order describing requirements 
of environ qual i fleation of elec tr leal equipment installed 
In safety ty* Svc lists end 

EISENHUTrD 0 Division of Licensing 80/06/27 U7pp, 


8000000131 Forwards addl comments on safety study rept discussed at 
000617 U 10 meeting Abbi aviations should be defined 
Relationship of fault tress to quant if i cation tables 
Boolean equations should be clarified 

□ 'REILLY, P D Reliability & Risk Assessment Branch 89/07/03 7pp 


0000060114 Forward* FR notice of granting relief from ASME Section XI 
in* er vice insp (testing) requirements by permitting use of 
Winter 1977 addenda for hydrostatic pre»«ure test 
REID, ft M Operating Reactor* Branch 4 B0/07/22 2pp 


—0000060120 Notice of granting of relief from ASME Section XI inservice 
imp (testing) requirements by permitting uie of Winter 1977 
addenda for hydrostatic pressure test 

REIDtR W Operating Reactor* Branch 4 00/07/22 2pp 


8008050011 Requests that util be giver relief from SEP on 000505 
NOREG-OS78 Items where short-term facility must utiliie 
temporary onsite technical advisors who have senior reactor 
operating 1 i censei, 

OAYNARD, P, Y Florida Power Corp 00/07/3 0 3p p 


0000060434 Requests payment of Class III fee re "Evaluation of Steam 
Line Break Consequences As-sociated u/Removal of Rupture 
Matrix Signals from Emergency Feedwater Valves," transmitted 
w/utll 000602 ltr 

MILLER. U 0 License Fee Management Branch 00/07/30 ip 
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DQ0B0SQ0S6 forward* revised Tech Spec page* for Tech Spec Change 
Request 61 , corree ting simplifying assump t i on made during 
Q&U reanalysi* of Cycle 3 Certificate of Svc one 1 
BAYNARD, p Y Florida Power Corp 80/07/31 4pp 


— 0OOOO9OO63 Revised proposed changes to Tech Specs 3/4 4 re RCB tt 
Figure 3 1-2. "Reactor Core Safety Limit, " Figure 3 2-1, 

"Trip Setpoint for Nuclear Overpower Based on RCS Flow & 

Azial Power Imbalance," It Table a 2- 1 
a Florida Power Cprp BO/07/31 7pp 


—8000220330 JE I dtp Rept 50-302/80-13 on 800321-28 Noncompliance noted 
processing Improper procedure change 

KELLOGG, ? J Region 2. Atlanta, Reactor Operations Nuclear Support 
Branch WAGNER, A 0 Region 2. Atlanta, Office of the Director 
£30/04/08 4pp 

9008120063 Forwards IE Circular 00-17, "Fuel Pin Damage Due to Water 
Jet From Baffle Plate Corner " No written response required 
O'REILLY, J p Region 2, Atlanta, Office of the Director 80/07/23 
ip 


6008130629 Notification of 000904 meeting w/utils tt Bt<W in Bethesda.MD 
to discuss proposed mods to auxiliary foedwafcer sys 
vrSBINO-O S Operating Roactors Branch 4 00/08/01 3pp 


0009140463 Forwards Amend 32 to License DPR-72, safety evaluation It 
notice of issuance U availability 

REIU.fi 11 Operating Reactors Branch 4 00/03/01 2pp 


—9009140463 Amend 32 to License DPR-72, revising App A Tech Specs to 
permit power operation during Cycle 3 at currently 
authorized power level of 2452 Mif 

REID, ft W Operating Reactors Branch 4 00/08/01 S2pp 


— 0OO914O4Q? Safety evaluation supporting Amend 32 Jo License DPR-72 
* Office of Nuclear Reactor Regulation, Director 00/00/01 

22pp. 


9008110096 Forwards response to IE Bulletin 80-16, “Potential 
Misapplication of Sosemount, Inc Models 1191 6 1152 Pressure 
Transmitters W/Etther A or D Output Codes " Eight Model iiS2 
transmitters are installed No corrective actions required 
BAYNARD. P Y Florida Power Corp 80/07/23 4pp 


8O0B19O317 Forwards Suppl I to IE Info Notice 80-06, "Notification of 
Significant Events at Operating Power Reactor Facilitias 
No written response required 

O'REILLY, JP Region 2, Atlanta, Office of the Director 80/07/2? 
iP 


0006030412 Respond* to IE Bulletin 00-13, "Possible Lots of Emergency 
Notification 8y s <£NB> u/Loss of Offsite Power 41 Tests 
confirm that emergency notification sys will remain fully 
operable during loss of offsite power 
BAYNARD, P Y Florida Power Corp 00/07/30 6pp 


—8008140492 Notice of issuance it availability of Amend 32 to License 
DPR-72 

REID.R W Operating Reactors Branch 4 B0/08/0I 2pp 


0006200016 Forwards response to IE Bulletin 0O-1S. "Possible Los* of 
Emergency Notification Bys W/Loss of Offsite Power ” Lists 
approx manhours sipended on bulletin response 
BAYNARD, P Y Florida Power Corp 00/07/30 Spp 


8000080167 Advises of review of BAW-I621, "Effects of Asymmetric LDCA 
Loading - Phase II Analysis " Reactor head cable access 
platform will be modified during refueling outage to provide 
horiiontat clearance at sve support structure 
DAYNARD, P Y Florida Power Corp 80/08/05 2pp 


Q 000120312 Updates 800703 comments on NUfIEO-0577 Operating plants 
should be permitted to use alternate approach for 
demonstrating adequacy of support structures described In 
EPR1 800722 paper 

HANCOCK, J A Florida Power Corp 0O/OB/O0 lp 


0000200093 Notification of 800321 meeting w/BlW owners group In 
DethesdaiMD to discuss abnormal transients operating 
guideline* program for BfcW reactors 

VIS8IN0, Q 8 Operating Roactors Branch 4 80/00/11 2pp 


6006290920 Bubmtti Tech Spec Change Requests 62 It 40, reque* ting 
Immediate deletion of ref to Test Well 4 from ETS 3 1 5 Well 
no longer available Request suppls 800423 ltr which 
requested deletion of all nonradio 1 og ica t ETS 
BRIOHT, R M Florida power Corp 0O/OB/19 3pp 


6009260634 Gut-mi t» results of review of util 790924 Tech Spec Change 
Request 90 in response to NRC 79D729 request that util 
propose change to DL, App A, L license conditions listed in 
Bection 2ic) Certificate of Bvc end 
BRIGHT, R Id Florida Power Corp 00/06/19 4 pp 


Q Inspection reports, IE Bulletin! fc correspondence 


3008220306 Ack receipt of 800527 ltr informing NRC of step* taler to 
correct violation noted in TE Insp Rept 80-302/60-13 
LEWIS, R C. Region 2, Atlanta, Reactor Operation* Nuclear Support 
Drench 60/06/17 lp 


600B140557 Forwards IE Bulletin 80-20, "Failure* of Westinghoue# Type 
W-2 Spring Return to Neutral Control Switches « Request* 

Info re estimate of manpower associated w/correctlve 
action* needed after identifying problem 

Q'REtU-Y.JP, Region 4, Dallas, Office of the Director, 80/07/31 

IP 


9008180063 Forwards £E Bulletin 80-19, "FaLlurai of Mercury-Wetted 
Matrix Relays In Reactor Protective Sys of Operating Nuclear 
power Plant* Deiigised by Combustion Engineering," Action 
required by facilities u/OLi or CPs 

O'REILLY, JP Region 2, Atlanta, Office of the Director 00/07/31 
lp. 


8009110343 Responds to IE Bulletin 79-03A No A8ME 0A-312 or A-312, Type 
300 series fusion welded pipes w/deslgn street greater than 
BSX used No add 1 info will be provided 
BAYNARD, P Y Florida Power Corp 0O/OB/O4 2pp 


8009190194 Responds to IE Bulletin 80-20, "Failures of Westinghouie 
Type W-2 Spring Return to Neutral Control Switches " 

Switches not used in safety-related function* at facility 
BAYNARD, P Y Florida Power Corp 9Q/OB/03 lp 


8008130474 Forwards IE Info Notice 00-29, "Broksn Studs on Tsrry 
Turbin* Steam Inlet Flange " No specific action or rssponee 
r * fctd 

O'REILLY, JP Region 2, Atlanta, Office of the Director 60/09/07. 
lp 


6006130491 Respond* to IE Insp Rept 50-302/80-10 Corrective action* 
radioactive matl tagging procedure revised to allow for us# 
of clear bags 6 returned protective clothing containers 
relebl sd 

HANCOCK, J A Florida Power Corp 80/00/08 2pp 


— 6006220313 Act receipt of B00430 ltr informing NRC of steps taken to 
corrsct violation noted In IE Insp Rept 50-302/80-13 
Requests supplemental response re generic espects of 
noncomp 1 lance , 

LEWIS, R C Region 2, Atlanta, Reactor Operations Nuclear Support 
Branch 80/03/07 lp 


—0000220326 Responds to NRC 800414 ltr re violations noted in IE Insp 
Rept 50-302/60-13 Corrective actions noneomp I lane e was 
discussed w/affected plant personnel 
HANCOCK, J A Florida Power Corp 80/04/30 Ip 


8000270674 Forwards IE Info Notice 60-24, "Low Level Radwaite Burial 
Criteria " No written response required JH 8niez*k B0053Q 
memo encl 

□ 'REILLY, J P Region 2, Atlanta, Office of the Director 00/08/14 
lp 


R Periodic operating reports & related correspondence 


800813041) Forwards monthly operating rept for Jul I960 
BAYNARD, P Y Florida Power Corp, 80/06/09 lp 


— 0006220329 Forwards IE Insp Rept 50-302/80-13 on 800321-28 k notsc* of 

LEW I S*R°C Region 2. Atlanta, Reactor Operations Nuclear Support 

Branch 80/04/14 2pp 


— 6009130413 Monthly operating rept for Jul 1980 

CULVER, M W, Florida Power Corp 80/08/01 3pp 


-0008220334 Notice of violation from insp oh 000321-20 

e Region 2, Atlanta, Office of the Director 80/04/08 


lp 



DOCKETED ITEMS 


8 Reportable occurrences, LERs it related c orr esp ondenc e 


P Operating license stage documents 4 c or r esp n ndetie 


8007230239 Part 21 rept re cracked steam generator manway studs 
Satisfactory operating experience forms constitute 
reasonable basis for continued operation while 
Investigations proceed 

TAYLOR, J H Babcock * Wilco* Co 00/07/11 3pp 


8008120374 Forwards LER 0O-O27/O1T-O 

HANCOCK, J A Florida Power Corp 00/ 08/07 lp 


-'•0008120300 LE(l 80-027/01T-0 on 000720, in Mode 5, while performing 
core flooding sys.check valve CFV-79 failed allowing about 
S00 gallons of liquid to enter nitrogen sye via NOV-4 
Apparently caused by CFV-79 failure t, open NOV-4 
NEVSCHAEFER, E Florida Power Corp 80/OS/04 2pp 


0000120447 Forwards LER 0O-O26/O3L-O 

HANCOCK, J A Florida Power Corp 00/00/07 lp 


-8008120430 LER B0-026/03L-0 on 000714* while performing 0P-71O RC 
heat removal & RC makeup iys chemistry surveillance program, 
chloride tt flouride concentrations exceeded 1 imlts, Caused 
by high temp of decay heat sys 4 migration of elements 
NEU3CHAEFER, E, Florida Power Corp 80/00/06 2pp 


0008130411 Forwards LER 80-029/04L-0 

HANCOCK, J A Florida Power Corp 00/00/1 1 lp 


9000060358 Forwards errata sheets cot recting errors 
related requirements submitted by 000307 1 tf I terns 
are II K 3 25, It K 29 4> II K 3 44 Svc lists end 
CISENHUT, D 0 Division of Licensing 80/06/09 


9000120024 Requests response to end info requiremen 
review of riel studies performed by Pickard, Lowe t, 
NOVAK, T II Assistant Director for Operating React 
4pp 

□P-401 

0000060024 Forwards FR notice re B007I4-17 regional t 
portion of Commission 600523 memorandum It order de 
requirements of environ qualification of electrica 
equipment installed in safety sys 
EISEIJHUT, D 0 Division of Licensing 00/06/30 


— HOO0O6OI09 Notice of 000714-17 regional meetings tc 
Commission 000523 memorandum 4 order describing ! 
□f environ qualification of electrical equipment 
decay In safety sys Svc lists enc 1 

EIEENHVT,0 0 Division of Licensing 00/06/27 


0000120018 Forwards request for add! Info re evaluati 
risk at fac 1 1 i ty, bas ed on review of 000309 sobmitti 
rept Response should be submitted by 800722 
NOVAK, T H Assistant Director for Operating React c 
4pp 


■8000150414 LER 0O-O29/O4L-O on 00071 1 , samp 1 es from test well for 
found not obtained Caused by elimination of teat well sites 
due to canal mod const Tech Opec change requested removing 
nonradio log ical environ surveillance requirements 
LANCASTER, KF Florida Power Corp 00/08/11 2pp 


j uriB 8000130602 Requests that util provide license applica 

listing of Tech Spec deviations within 30 days of r 
Itr Limiting conditions for operation should be at 
stringent as required by NHC STS 

VARQA.S A Operating Reactors Branch 1 B0/O7/16 


0000130419 Foruiai ds LCR 8O-O20/Q4T-O 

HANCOCK, J A Florida Power Corp 80/00/11 lp 


—0000150427 LER 80-028/G4T-0 on 8001 19, s emi annual analysis of green 
leafy vegetable sample obtained from sample station revealed 
high concentration of 0r-9O Cause unknown Followup sampling 
to be conducted to determine effect on public health 
a Florida Power Corp 00/08/08 2pp 


8008260326 Forwards LER 0O-O3O/O3L-O 

HANCOCK, J A Florida Power Corp 00/00/22 Ip 


8008030140 Forwards corrigendum 4, errata changes for safeguards 
contingency plan*,App C Ends withheld iref 10CFR2.790) 
PEOPLES, D. L Commonwealth Edison Co 80/00/01 lp 


8000070051 Summary of 800603 eieeting w/utils in Betha 
ventod containment sys 6 core retention devices JF 
opening remarks, agenda 4- list of attendees end 
MEYER, J F Standardisation 4 Special Projects Bran 
iOpp 


6008140068 Submits names of Ofc of Nuclear Reactor Re 
for facility resulting from Teorganl la 1 1 on on 800421 
NOVAK, T M Assistant Director for Operating Reacts 

2pp 

SO 08260029 Summary of 800605 meeting u/utll in Doth**, 
program upgrade Agenda encL 

REEVES, E A Operating Reactors Branch 1 80/07/22 

8000040072 Responds to 000619 request to re-evaluat* I 
for completing ATWS mods Facility does not represent 
excessive r isk , there f ore improvement on schedule r»< 
otheT plants net required Forwards design criteria 
NAUOHTON, M F Commonwealth Edison Co 00/07/23 1 


B008040160 Submits list of activities util plant to pc 
financial * technical manpower limitation! Basis foT 
judgment 6 completion dates included 
REED. C Commonwealth Edison Co 80/07/25 9pp 


8006040065 Provides status of effort to install elapse 
various filter sys, in response to 900428 commitment 
proposed Tech Specs Installation on schedule wilt 
completed by 0OD9D1 

NAUOHTON, W F Commonwealth Edison Co 00/07/28 I 


■8000260332 LER B0-030/03L-0 on 000731 , dur i ng monthly diesel generator 
surveillance, emergency diesel generator B tripped as result 
of separation of turbocharger discharge ductwork due to 
sheared bolts on mounting bracket Caused by vibration 
NEU6CHAEFCH.E Florida Power Corp 80/08/22 2pp 


DOCKET 30-304 ZION NUCLEAR POWER STATION, UNIT 2 


F Security, medical, emergency S< fire protection plan* 


8008120432 Advise* of inability to lubmii security plan revisions until 
BQOBU Overall program review schedule will not be affected 
PEOPLES, 0 L Commonwealth Edison Co 00/07/31 lp 


80001 40100 Forwards security plan revision (App 111 re guard training 
qualification plan Plan withheld iref 10CFR2 790) 

ABEL, J 8 Commonwealth Edison Co 80/08/11 lp 


0008270699 Notification of 800819,20 K 22 workshops In Valley Furge,PA, 
Chicago, IL & At lan ta, OA, rospec t ively , to solicit public 
comment re NURE0-0696, "Functional Criteria for Emergency 
Response Facilities." 

KEPPLER, J 0 Region 3, Chicago, Office of the Director 00/00/ 1 1 
2gp. 


BOO0O5OO27 Forwards add 1 response to HRC 800506 reques 
power outages S, attendant degraded voltago or freque 
condition* During cold shutdown on 8001 13, outage of 
auxiliary transformer 242 occurred 

MAU9HTON, W F Commonwealth Edison Co 80/07/28 2 


BO0BUOO47 Confirms end tentative agenda U list of re 
visitors for 000911-13 site visit re CPS Rept 36A73, 
"Evaluation of Residual Risk rrom Indian Point ?< Zio, 
Nuclear Powot Plants " 

VAROA, 8 A Operating Reactors Branch 1 00/07/30 


H General correspondence 


0OOB27O333 Advises that J9 Abel has replaced DL Peoples as util 
director of nuclear licensing Organi lation reporting to 
director remains unchanged 

REED, C Commonwealth Edison Co 00/00/13 lp 


60 08120586 Summary of 0QO618 meeting w/utlls in Bethes, 
views on degraded c -0 o i i n g /cor e melt accident sequent, 
LONO, J K Standard ( lation t Special Project* Branch 
44pp 


8009140190 Bummary of technology exchange meeting on 9< 
Bethesda, MO re containment structural response for 
facilities Program ulLl culminate In decision for or 
mitigation feature requirements by NRC in late fall 
MEYER. J F Reactor Systems Branch 80/07/31 7pp 
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DOCKETED ITEMS 


— B008140205 Summary of B0061B meeting w/util in Dethesda.MD re technical 
presentation of current results on dominant accident 
scenarios & related probabilistic studies 
LONG, J K Reactor Systems Branch 00/07/31 5pp 


80082401S6 Requests implementation of recommenda t ions of MURE0-0612 to 
assure safe handling of hea^y loads Forwards guidelines for 
control of heavy loads, NRC position re interim actions 4 
requests for add! info to eipedlte compliance 
EISENHUT. D 0 Division of Licensing 00/07/31 25pp 


0OOB11O379 Responds to 300702 request for addl info re bockfitting of 
severe accident mitigation features Since substantial 
differences rrist between Zion 4 Indian Point units, each 
util will submit separate responses no sooner than 000905 
NAUGHTON, W F Commonwealth Edison Co 00/09/07 lp 


8003120230 Advises of NRC acceptance of Revisions 11-13 to CE-l-A, 
“Co*m Ed QA Program for Hue tear Generating Stations '• 

Revisions concern general organ t re t 1 ona 1 t programmatic 
changes 

HAASS, U P Duality Assurance Branch 80/00/07 ip 


B00B13049B Responds to request for addl info r» mini Hash-IAOO Tept 
More efficient to use Plctard,Lowe 4 Garrick study than to 
provide answers to addl questions 

PEOPLES, D L Commonwealth Edison Co 80/00/07 Ip 


8009190320 Forwards Revision 1 of NUTECH Corp rept, ''Evaluation of 
42-Inch Containment Isolation Valves for Zion Station 1 4 
2 " Valves close properly Request* concurrence for 
removing restriction on purging 

NAUOHTON.W F Commonwealth Edison Co 8O/OB/O0 2pp 


— 80OB19D333 "Evaluation of 42-Inch Containment Isolation Valve* for Zio^o 
Station U 2, " Revision t 

CER3ER, D A , DEARBCRFF, A F , MARTIN, J B Nuclear Technology, Inc 
CNutechl COM-07G9-OI R1 80/07/20 36pp 


8008280133 Forwards Amends 50 4 52 to Licenses DPR-39 4 DPR— 46, 
respectively, safety evaluation 4 notice of issuance t< 
aval lab 1 1 ity 

VARQAiB A Operating Reactors Branch 1 80/08/08 3pp 


— 8003280147 Amends 55 & 53 to Licenses DPR-39 4 DPR-46, re s p ec t i va 1 y , 
approving station inservice insp program i. providing relief 
or alternative examinations from ASME code requirements 
where appropriate 

VARGA, S A Operating Reactors Branch 1 90/08/08 ilpp 


'8000280153 Safety evaluation supporting Amends 55 4 52 to Licenses 
DPR-39 J. DPR-43, respectively 

* Office of Nuclear Reactor Regulation, Director BO/OS/08 
20pp 


— 8008280158 Notice of issuance 4 availability of Amends 55 4 52 to 
Licenses DPR-39 4 DPR-48, respectively 

VARGA, S A Operating Reactors Branch 1 80/08/08 2pp 


008190133 Withdraws 800603 application to amend Licenses DPR-39 4 
5PR-48, mod Ifying diesel generator allowed outage times 
ABOHTONiti F Commonwealth Edison Co 00/08/11 Ip 


’50471 Forwards CE-i-A, QA program for nuclear generating stations, 
'lsion 13 

IGHTON, W F Commonwealth Edison Co 80/00/13 ip 


I062S04B3 QA program for nuclear generating s tat i ons, flevi s i on 13 
« Commonwealth Edison Co CE-l-A R13 80/09/04 I43pp 


8260069 Forwards request for add! info re degraded grid voltages 
tequests response within 45 days 

NOVAK, T M Assistant Director for Operating Reactors 80/09/13 
4pp 


J00820031 4 Application to amend Licenses DPR-39 4 DPR-48, author 1 1 ing 
continued operation of facilities during malnt on 
circulating water pumps for neit 16 months Proposed amend 
will expire Bit 331 

NAUQHTON, W F Commonwealth Edison Co 90/08/15 3pp 


8008200315 Proposed Tech Specs 3 6 7 4 4 8 7 re sve water sys limiting 
condition for operation 4 surveillance requirement 
* Commonwealth Edison Co 80/08/15 4pp 


8008250305 Requests NRC concurrence in util interpretation of Item A 3 
in NRC 800229 confirmatory order re leak testing Addl leek 
tests not required prior to startup, when containment 
isolation valve sys remained normal during shutdown 
ABEL, J S Commonwealth Edison Co 00/08/15 2pp 


8008250459 Forwards addl analyses concerning adequacy of station 
electric distribution sys voltages Analyses are based on 
coincidental occurrence of numerous improbable events 4 are 
very conservative 

JANECEK, R F Commonwealth Edison Co 00/00/10 9pp 


0 Inspection reports, IE Bulletins 4 correspondence 


80001 1 0045 Forwards IE Insp Rcpts 90-295/00-10 4 30-304/80-10 on 
000513-14 Nd noncomp 1 lance noted 

HEISHWANiR F Region 3, Chicago, Reactor Operations Nuclear Support 
Branch 00/06/23 2p P 


—8008110050 IE Insp Rept* 50-295/80-10 4 50-304/80-10 on 8005i3-14 No 
noncompliance noted Major areas inspected offiita staff, 
resources among ut i Is, organi lat ion arrangement for normal 4 
accident situations t emergency procedures 
LITTLE, W S , JACKIN, 1 N Region 3, Chicago, Office of the 

Director HEI3MMAN,R F Region 3, Chicago, Reactor Construction 4 

Engineering Support Branch 00/06/20 9pp 


0008140135 Forwards IE Insp Repts 50-295/80-12 4 50-304/80-12 on 
000329-0601 4 notice of violation 

HE JSHMAN, R F Region 3, Chicago, Reactor Operations Nuclear Support 
Branch 00/07/09 2pp 


— B008140139 Notice of violation from Insp on 000329-0401 

■* Region 3, Chicago, Office of the Director 80/07/02 lp 


— 8000140145 IE Insp Repts 50-295/80-12 4 50-304/80-12 on 800329-0401 
Noncompliance noted failure to hold up radioactive gas for 
45 days prior to release 4 failure to rept unplanned, 
accident radiation release 

KOHLER, J E , HILLER, D E , LITTLE, W S Region 3, Chicago, Office of 
the Director 80/07/02 ISpp 

6006200041 Ac k receipt of 000703 ltr informing NRC of steps taken to 
correct violation* noted in IE Insp Repts 50-295/80-09 
4 50-304/00-09 Detail* withheld <ref 10CFR2 7901 
HIND, J A Region 3, Chicago, Safeguards Branch 00/07/22 2pp 


— 80082B0045 Responds to NRC 600611 ltr re violations noted in IE Insp 
Repts 50-295/00-09 4 50-304/60-09 Attachment, containing 
Info re security p lan, wl thhe Id {ref 10CFR2 7901 
JANECEK, R F Commonwealth Edison Co 60/07/03 lp 


0009070593 Forwards IE Circular 00-17, "Fuel Pin Damaga Du* to Water 
Jet From Baffle Plata earner " No written response required 
KEPPLEfl, J Q Rogion 3, Chicago, Office of the Director 00/07/23 
lp 


0008200540 Forwards IE Bulletin 80-10, "Maint of Adequate Min Flow 
Through Centrifugal Charging Pumps Fallowing Secondary Sids 
High Energy Line Rupture." Action required 

KEPPLER, J Q Region 3, Chicago, Office of the Director 80/07/24 
lp 


BOO015O343 Forward* suppl to IE Info Notice 80-06, "Notification of 
Significant Events at Operating Power Reactor Facilities " 

No written response required 

KEPPLER, J 0 Region 3, Chicago, Office of the Director 00/07/29. 
If 


8DQB180Q77 Responds to IE Bulletin 80-16 re Rosemount, Inc pressure 
transmitters Transmitter application to be limited to 
acceptable values Detailed evaluation will be performed 
prior to use Sit* GC has been informed 
PEOPLES. D L Commonwealth Edison Co 00/07/30 4pp 


8008160074 Forwards IE Bulletin 80-20, "Failures of Westinghous* Type 
W-2 Spring Return to Neutral Control Switches " Action 
required 

KEPPLER, J 0 Region 3, Chicago, Office of the Director 80/07/31 
1 P 


SOOB2O0489 Forwards IE Bulletin 00-19, "Failure* of Mercury-Wetted 
Katrii Relays in Reactor Protective Sys of Operating Nuclear 
Power Plants Designed by Combustion Engineering " Action 
requireif by facilities w/DLs or CPs 

KEPPLER, J 0 Region 3, Chicago, Office of the Director 00/07/31 

lp 



DOCKETED ITEMS 


8OQ010O126 Forward* IE Bulletin 80-20. "Failure* of Westinghouie Type 
U-2 Spring Return to Neutral Control Switches." sent to 
lilted licensees for action on Q00731 

FAPPAS.H Region 3. Chicago. Office of the Director BO/OB/Ot ip 


800B2Q0471 Ack receipt of 80071B Itr informing NRC of step* taken to 
correct violation* noted in IE Imp Kept* 50-295/00-05 6 
90-304/00-04 

KEPPLER. J 0 Region 3, Chicago. Office of the Director 80/08/01 

lp 


— 0008200538 Responds to NRC 000627 itr re violations noted in IE Imp 
Rept* 50-295/80-05 4 50-304/80-04 Corrective actions 
identified contaminated tool w/purple paint & removed tools 
to low traffic area 

REED. C Commonwealth Edison Co 30/07/ 18 6pp 


9008180242 Forward* IE Info Notice 80-29. ''Broken Stud* on Terry 
Turbin* Steam Inlet Flange " No specific action or response 
requested 

KEPPLER. J 0 Region 3. Chicago. Office of the Director 00/00/07 

lp 


BOQB210157 Ack receipt of 000716 Itr informing NRC of steps taken to 
correct violation* noted in IE Imp Rept* 50-295/00-11 6 
30-304/00-11. 

DAVI0.A B Region 3, Chicago. Fuel Facility Si Material* Safety 
Branch 00/00/12 lp 


— -8008210107 Responds to NRC 000624 ttr re violation* noted in IE Imp 
Rept* 50-295/80-11 i. 50-304/00-11 Corrective actions 
procedure for sodium hydroxide solution spec* changed 4 
recordkeeping controls improved 

PEOPLES. D L Commonwealth Edison Co 80/07/16 3pp 


9008280433 Ack receipt of 000801 Itr informing NRC of steps taken to 
correct violation* noted in IE In*p Rept* 30-295/80-09 Si 
50-304/00-09, 

HIND, J A Region 3. Chicago. Safeguards Branch 80/00/12 lp 


—8008280439 R»«pond* to NRC 800722 Itr re violation* noted in IE In*P 
Rapt* 50-295/80-09 4 50-304/00-09 Corrective actions 
withheld (ref 10CFR2 790), 

PEOPLES. D, L Commonwealth Edison Co 00/00/01 lp 


&OOS260335 Request* applicable iiomatric drawings Si summery of stress 
level* for affected piping <y*. to complete ovaluation of 
IE Bulletin 79-14 response Submittal should be provided 
within 30 days of Itr receipt 

KEPPLERi J 0 Region 3. Chicago. Office of the Director 80/08/10 

2pp 


V. Operator Examinations 


8000110401 Forwards revised "Rsqual if icatlon Program for Licensed 
Op eratorf. Senior Operators S< Senior Operator* (Limited) " 
NAUQHTON.W F Commonwealth Edison Co 80/00/01 ip 


8000110409 "Requalification Program for Licensed Operator*. Senior 

Operators Si Senior Operators (Limited)," revised 
NAUOHTON, W F Commonwealth Edison Co 00/00/01 lOpp 


DOCKET 30-305 KEWAUNEE NUCLEAR POWER PLANT 


f Security, medical, emergency 8< fire protection plan* 


Q0OB13O271 Confirms util agreemtnt to submit draft sit* emergency plan 
within 90 day* from 800428 msetlng Plan. which conform* 
u/criteria of NURE0-O654. should be submitted before 000723 
to achieve immp 1 ementat i on by 610101 

VARGA. 8 A Operating Reactors Branch i 00/07/00 3pp 


6008060234 Forwards revision to industrial sabotage security manual 
Revision withheld (ref 10CFR2 790> 

MATHEWS, E R Wisconsin Public Service Corp BO/07/30 lp 


0008270713 Notification of 800019.20 4 22 workshop* in Valley Forge, PA, 
Chicago. It 6 At lanta , OA, r sspec t i v* ly, to solicit public 
comtssnt re NUREO-0696, “Functional Criteria for Emergency 
Response Facilities H 

KEPPLER, JO Region 3, Chicago. Offite of the Director BO/O0/U 

2pp, 


P Operating license stage documents 4 correspondence 


8008060358 Forwards errata sheets correcting errors in five addl TMI-2 
related requirements submitted by B00SO7 Itr Items involved 
are 11 K a 25.11 K 29 e it K 3 44 Svc lists end 
EIBENHVT.D G Division of Licensing 80/06/09 69pp 


8000060024 Forwards Ffi notice re 800714-17 regional meetings to address 
portion of Commission, 600533 memorandum 4 order describing 
requirements of environ qualification of electrical 
equipment installed in safety 3ys 

EI8ENHUT.D 0 Division of Licensing BO/06/30 lp 


— 0008060189 Notice of B00714-17 regional meetings to address portion o 
Commission 800523 memorandum 4 order describing requirements 
of environ qualification of electrical equipment installed 
In safety sys Svc lists encl 

eiSENHUT.DG Division of Licensing 80/06/27 117pp 


8008140043 Submits names of Ofe of Nuclear Reactor Regulation contacts 
far facility resulting from reor g anl i a t i on on 800420 
NOVAK* T H Assistant Director for Operating Reactors 00/07/21 

2pp 


9008060327 Forwards "Cycle 6 Startup Rept Aug 1980 " 

MATHEWS, E R Wisconsin Public Service Corp 80/00/04 ip 


—8008060332 "Cycle 6 Startup Rept Aug 1980 ■' 

* Wisconsin Public Service Corp 80/08/04 36pp 


600B1103B1 Responds to NRC B005D7 Itr re five addl requirements 
resulting from NRC evaluation of Tttl-2 accident Util has not 
received formal guidance on NRC position re shift manning 
MATHEWS, E R Wisconsin Public Service Carp 80/08/04 I5pp 


8008260430 Forwards comments on NVREG-Q577 re potential for low 
fracture toughness 6 lamellar tearing 4 NRC 800519 
transmittal Itr Comments require numerous corrections to 
rept 6 protest eicet live transmittal Itr requirements 
MATHEWS. E ft Wisconsin public Service Corp 80/08/22 4pp 


Q Inspection reports* IE Bulletins 6 correspondence 


0008120363 Forwards IE Inap Rept 50-305/00-09 on 000513-16 4 28-30 & 
notice of violation 

FIORELLI.O Region 3. Chicago* Reactor Construction 4 Engineering 
Support Branch 80/06/23 2pp 


— 9008120365 Notice of violation from insp on 800513-16 4 2B-30 
* Region 3. Chicago, Office of the Director 80/(36/17 lp 


— 8000120371 IE Insp Rept 3O-305/BO-O9 on 800513-16 6 28-30 

None o«p 1 lane e noted failure to train t qualify personnel In 
accordance u/ANSI N45 2 6, Paragraph 3 

KEVnW J , 8CKAPKER.J F Region 3, Chicago, Office of the Director 
DANIELSON, D H Region 3. Chicago, Reactor Construction 4 
Engineering Support Branch 80/06/17 7pp 

8008010139 Forwards IE Insp Rept 50-305/80-12 on 800611-12 No 
rsoncorrp 1 lane e noted 

FI DR ELL I, G Region 3, Chicago, Reactor Construction 6 Engineering 

Support Branch BO/06/26 2pp 


--8008010143 IE Insp Rept 50-305/80-12 on 800611-12 No noncompliance 
noted Ma jot areas Inspected licensee action on IE Bulletin 
4 problem* concerning short steam gereator support bolts 
YIN, I T Region 3, Chicago, Office of the Director 
DANIELSON. D H NRC Regional Offices 00/06/24 3pp 


8000120353 Forwards IE Insp Rept 50-305/80-1 t on 000610-13 No 
noneomplianco noted 

DAVIS, A B Region 3, Chicago, Fuel Facility 4 Materials Safety 
Branch 90/07/Oi 2pp 


— 8008120359 IE Insp Rept 50-305/80-11 on BO061O-13 No noncompliance 
noted Major areas inspected orgafii lation 8. staffing, 
tra i ning , rad i a t ion protection proc edure s. planning. e i posure 
control tf posting 

HUETER.L J flsglon 3* Chicago. Office of the Director 

FISHER. W L Region 3, Chicago, Fuel Facility 4 Materials Safety 

Branch 80/06/30 Bpp 


8000120095 Forwards IE Circular BO-17. “Fuel Fin Damage Due to Water 
Jet From Baffle Plate Corner 1 Ho written response required 
KEPPLCR.J 0 Region 3. Chicago. Office of the Director 00/07/23 

Ip 
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DOCKETED ITEMS 


QDS200520 Forwards IE Bulletin 30-16, "Maint of Adequate Min Flow 
Through Centrifugal Charging Pumps Following Secondary Side 
High Eneigy Line Rupture " Action required 

KEPPLER , J 0 Region 3/ Chicago* Office of the Director 00/07/24 
lp 


000070142 Submit* response to IE Bulletin 79- 17, Rev i * 1 on I, re stagnant 
borated water sys Add 1 melds inipected No abno rma 1 1 1 1 es 
found in lO A of stagnant borated tester sys 

MATHEWS.E R Wisconsin Public Service Corp 80/07/23 ip 


008150325 Forwards supplemental IE Info Notice 60-06 "'Notification of 
Significant Events at Operating Powbt Reactor Facilities " 

No written response required 

KEPPLEft, J 0 Region 3, Chicago., Office of the Director 00/07/29 
If 


008130316 Submits response to IE Bulletin 60-16 None of transmitters 
described in sve Several on order Fot future use Hod kit* 
will be available before installation 

MATHEWS, E R Wisconsin Public Service Corp 80/07/30 Ip 


0081301 56 Respond i to IE Bulletin 79-18, "Audibility Problems 
Encountered on Evacuation of Personnel from High Noise 
Areas " Emergency alarms in Inaccessible areas tested during 
I960 refueling outage were clearly audible 

MATHEWS, E R Wisconsin Public Service Corp 80/07/31 Ip 


009180004 Forwards IE Bulletin 80-20, "Failures of Westlnghouse Type 
W-2 Spring Return to Neutral Control Switches " Action 
required 

KEPPLER, J <3 Region 3, Chicago, Office of the Director 60/07/31 
Ip 


308200449' Forwards IE Bulletin 80-19, "Failures of Mercury-Wetted 
Matrix Relays in Reactor Protective Sys of Operating Nuclear 
Power Plants Designed by Combuition Engineering " Action 
required by facilities uj/QLs or CPs 

HEPPLER, J G Region 3, Chicago, Office of the Director 80/07/31 
lp 


10B180I26 Forwards IE Bulletin 80-20. "Failures of Westlnghouse Type 
W-2 Spring Return to Neutral Control Switches," sent to 
listed licensees for action on 900731 

PAPPAS, H Region 3> Chicago, Office of the Director 83/07/31 Ip 


108270087 -Confirms util commitment in 800801 telcon w/D Danielson re 
steam generator support bolt lisp Bolts will be removed for 
insp t replaced u/neu bolts at nest refueling outage In Apr 
1981 Review fc acceptance criteria procedures due by 910301 
MATHEWB, E Fi Wisconsin Public Service Corp EQ/Q8/Q-5 ip 


08200460 Ack receipt of 800725 ttr informing NRC of steps taken to 
correct violations noted in IE Insp Rept 50-305/90-09 
FIORELLI.O Region 3, Chicago, Reactor Construction & Engineering 
Support Branch 90/08/06 Ip 


B00B200519 Responds to NRC 800623 ttr re violations noted In IE Insp 
Rept 30-305/80-09 Corrective ac fclons , deve 1 oping training 
program far plant malnt OC personnel 

MATHEWS.E R Wisconsin Public Service Corp 00/07/25 2pp, 


03140374 Ack receipt of 800714 ltr taking issue u/vioi a 1 1 on s noted In 
IE imp Rept 50-305/80-10 NRC contend* Items of 
noncomp 1 lane e stand 

KEPPLER, J 0 Region 3, Chicago, Office of the Director 80/08/07 
4pp 


0000140375 Responds to NRC 800618 ltr re violations noted In IE Insp 
Rept 50-303/80-10 Takas issue u/lnsp & noncompl i ance noted 
Contends operation procedures were in compliance 
MATHEWS, E R Wisconsin Electric Power Co 90/07/14 6PP 


08180229 Forwards !£ Info Notice 80-29, "Broken Studs on Terry 
Turbine 3team Inlet Flange " No specific action, or response 
requested 

KEPPLER, J G Region 3, Chicago, Office of the Director 00/00/07 
ip 


16290044 Responds to IE Bulletin 79-03A, "Longitudinal Weld Defects 
n ASHE SA-312, Type 304 Stainless Steel Pipe 11 Results of 
review indicate that no piping exceeds 857. of mar allowable 
‘tress due to design pressure t temp loading 

1ATHEWS.E R Wisconsin Public Service CoTp B0/0B/07 2pp 


J8270405 Ack receipt of response to IE Bulletin 80-11, “Masonry Mall 
iesign " Response Incomplete Requests add] info addressing 
>ach item of bu 1 1 et in, w/i den 1 1 f i ca tion U description of each 
ys or equipment ■!» details of design basis 

IORELLliG Region 3, Chicago, Reactor Construction *, Engineering 
>upport Branch 80/OS/IB lp 


R Periodic operating reports & related correspondence 


8008130610 Forwards monthly operating rapt for Jul 1980 

MATHEWS.E R Wisconsin Public Service Corp 00/08/08 ip 


•8009130613 Monthly operating rept for Jul 1900 

<t Wisconsin Public Service Corp 80/08/00 4pp 


3 Reportable occurrences, LERs h related correspondence 


8009040056 Forwatds LER 80-029/01T-0 

MATHEWS.E R Wisconsin Public Service Corp 00/07/29 lp 


•0008040061 LER 90'029/01T-0 on 000709, while performing surveillance 
chec I , di scovered that spent fuel pool sweep ventilation *y* 
failed to show 907. iodine removal efficiency Caused by lass 
of charcoal filter cells Cells replaced 

SMOKER, C S Wisconsin Public Service Corp 80/07/29 lp 


0008130520 Forwards LER* 80-030/03L-0 6 0O-O24/O3L-O t, updated LER 
80-026/01 K- 1 

MATHEWS.E R Wisconsin Public Service Corp 00/08/08 lp 


—0009130526 LER 80-030/03L-0 on 800710. during BP-010 at steady state 
operat ion, se tpo int of one of four overpower delta T trip 
bistable* drifted nonconservatlve by 3 9% Caused by 
instrument drift Channel recallbr 

NALEPKA, D S Wisconsin Public Service Corp' 80/OB/OB lp 


•8008130543 Updated 80-024/0 l X-i on 800624, during routine insp at 25X 
pown < ref uel ing water storage tank level fell below Tech 
Spec limit Caused by failure of check valve In RHR pump 
suction line to seat Pump cycled 

NALEPKA, D S , SMOKER, C S Wisconsin Public Service Corp 
80/07/29 lp 


0009190406 Forward* LER 80-019/03L-2 

MATHEWS.E R Wisconsin Public Service Corp 90/08/12 ip 


•8009190326 LER 8Q-019/03L-2 on 800713, during, shield bldg ventilation 
sys turveillance tes 1 1 ng , ch ec k damper SBV-104 failed to open 
ful ly, resulting In inability to draw vacuum Into annulus 
Caused by defective controller L transistor 
NALEPKA, D 9 Wisconsin Public Service Corp 90/09/11 lp 


V Operator Examinations 


8000260357 Forwards request for revision* & addl info re 
review of 790316 training 6 qualification plan Request 
withheld (ref 10CFR2 790) 

NOVAK, T M Assistant Director for Operating Reactor* 80/09/19 

2pp 


DOCKET 50-306 PRAIRIE ISLAND NUCLEAR STATION, UNIT 2 


F Security, medical, emergency 6 fire protection plans 


8009150398 Submit* revised schedule for fire protection mode 
Replacement nozzles for booster hoses will be installed by 
901031 Design change package for trenches, ramps Si eurbt will 
be completed by 801031 

MAYER, L O Northern States Power Co 80/08/08 2pp 


8008270730 Notification of 800919.20 fc 22 workshop* in Valley Forge, PA, 
Chicago, IL t< Atlanta, <5A, respectively, to solicit public 
comment re NUREG-0696, "Functional Criteria for Emergency 
Response Facilities " 

KEPPLER, J, 0 Region 3, Chicago, Office of the Director, 00/09/11 

2pp. 


8OC8220192 Forwards Revision 1 to safeguards contingency plan Revision 
withheld (ref 10CFR2 7901 

MAYER, L 0 Northern States Power Co 00/08/20 lp 


P Operating license stage documents t, correspondence 


9008060359 Forwards errata sheets correcting errors in five addl TM1-2 
related requirements submitted by 800507 ltr Items involved 
are II K 3 25.11 K 29 Hi K 3 44 Svc lists end, 

EISENHUT, D 0 Division of Licensing 80/06/09 69pp 


8009060024 Forwards FR notice re 800714-17 regional moating* to address 
portion of Commission 800523 memorand um 6 order describing 
requirements of environ qual lfication of electrical 
equipment installed in safety sys 

EISENHUT, D 0 Division of Licensing 80/06/30 lp 



DOCKETED ITEMS 


ill 


■0008060109 Notice of 000714-17 regional meeting* to address portion of 
Contmltsion 000523 memorandum t order describing requirements 
of environ qualification of electrical equipment installed 
in safety sy» Svc lists enc I 

EISENHUT, D 0 Division of Licensing 80/06/27 U7pp 


0000060402 Forwards evaluation of control rod guide thimble wear in 
Meetinghouse facilities Issue is resolved for 14>14 fuel 
assemblies designed for plant NRC is continuing review for 
facilities using Ex xon-des 1 gned fuel assemblies 
CLARK, R A Operating Reactors Branch 3 00/07/21 4pp 


GOOSO0O312 Forwards application for amend to App A Tech Specs of 
License* DPR-42 &. DPR-60. add ing add] fire protection 
rsqu irsnenti 

MAYER, L D Northern States Power Co 00/07/31 2pp 


■6000000319 Application for amend to App A Tech Spec* of Licenses 
DPR-42 i, DPR-60, revising Section* 3 14 6 4 16 re fire 
detection t< protection sys 

* Northern States Power Co 80/07/31 lp 


■0000000323 Proposed Tech Specs, revis Ion Sections 3 14 M 14 rt fire 
detection fc protection sgs 

w Northern States Power Co 60/07/31 15pp 


0008250701 Forwards application for amend to Licenses DPR-42 & DPR-60 8, 
proposed change* to ETS, permitting special chlorination 
program* for circulating water sg* to eliminate parasitic 
amoeba. 

MAYER, L 0 Northern State* Power Co 00/08/21 Ip 


— 0000250706 Application for emend to Licenses DPR-42 t, DPR-60, 
authorlring changes to ETS 

MAYER, L 0 Northern State* Power Co 80/00/21 ip 


■EOO025O7O9 Proposed ETS B-2 4 l re special chlorination programs MN 
Pollution Control Agency correspondence end 
« Northern States Power Co 00/00/21 13pp 


8000290703 Submit* fee determination re 80QB21 application for amend to 
Licenses DPR-42 t, DPR-60, author i x ing biannual special 
chlorination program* Proposed action* hava no environ 
significance Class I & II fees end 
* Northern State* Power Co SO/OB/21 lp 


Q Inspection reports, IE Bulletin* t. correspondence 


BOOBO7O108 Forwerds response to NRC 000922 ltr re IE Insp Rept* 90-282/ 
00-07 6 80-306/80-00 Enel withheld (ref 10CFR2, 790) 

GILBERTS, D E Northern States Power Co 00/06/17 lp 


60080B0134 Submit* response to IE Bulletin 80-08 re containment liner 
penetration weld* Deficiencies found will be radiographed 
during Aug 1980 outage 

GILBERTS, D E Northern States Power Co SO/07/22 lp 


0008120107 Forwards IE Circular 80-17, "Fuel Pin Damage Due to Water 
Jet From Baffle Plate Corner ” No written response required 
KEPPLER, J 0. Region 3, Chicago, Office of the Director 80/07/23 
lp. 


0008200536 Forward* IE Bullatln 80-10, "Maint of Adequate Min Flow 
Through Centrifugal Charging Pumps Following Secondary Side 
High Energy Line Rupture " Action required 

KEPPLER, J. © Region 3, Chicago, Office of the Director 80/07/24 

lp 


8008150331 Forwards supplemental IE Info Notice 80-06, "Notification of 
Significant Events at Operating Power Reactor Facilities " 

No written response required 

KEPPLER, J G Region 3, Chicago, Office of the Director 80/07/29 
lp. 


9008140039 Submit* response to IE Bulletin 80-16 No transmitters of 
type described are in use in safety-related applications 
GILBERTS, D E Northern States Power Co 80/07/30 lp 


8008180093 Forward* IE Bulletin 00-20, "Failures of Westinghouse Type 
W-2 Spring Return to Neutral Control Switches " Action 
required 

KEPPLER, J. 0 Region 3, Chicago, Office of the Director 80/07/31 
lp. 


BO 08200 44 1 Forwards IE Bulletin SO-19, 'Failures of Mercury-Wetted 
Matrix Relays in Reactor Protective Sys of Operating Nuclear 
Power Plant* Designed by Combustion Engineering " Action 
requ l r ed by facilities w/OLs or CPs 

KEPPLER, J 0 Region 3. Chicago. Office of the Director 00/07/31 
lp 


8006160)26 Forwards IE Bulletin 80-20, "Failures of Westinghouse Type 
W-2 Spring Return to Neutral Control Switches,” sent to 
listed licensees for action on 000731 

PAPPAS, H Region 3, Chicago, Office of the Director 60/07/31 lp 


8006250043 Responds to IE Bulletin 79-03A, "Longitudinal Weld Defect* 
In ASME SA-312, Type 304 Stainless Steel Pipe " ASME SA-312, 

Type 304 stainless steel pipe not used or planned for use In 
safety-related sys sub j to strsss greater than 057, 

GILBERTS, D E Northern States Power Co 80/08/05 Ip 


800B1B0219 Forward* IE Info Notice BO-29, “Broken Studs on Terry 
Turbine Steam Inlet Flange “ No specific action or response 
reques tod 

KEPPLER, J 0 Region 3, Chicago, Office of the Director 80/00/07 
IP 


R Periodic operating reports 6 related correspondence 


8009140303 Forward* monthly operating rept* for Jul 1900 
MAYER, L 0 Northern States Power Co 80/00/11 lp 


--80081.4030B Monthly operating rept* for Jul 1980 

HUNSTAD, A A Northern States Power Co 00/08/01 Bpp 


0 Reportable occurrences, LERs !, related correspondence 


6000050310 RG 80-20 on 800715, uhil* operating at 1007 power, severe 
electrical storm caused operation of breakers at substation 
Main generator separated from grid, reactor coolant pumps 
tripped i, one degraded offsite source was last 
TIERNEY , F P Northern States Power Co 80/07/16 lp 


0000040049 Forwards LER 0O-O2O/OIT-O 

MAYER, L O Northern States Power Co 80/07/29 lp 


— 6008040054 LER 80-020/0 l T-0 on 800715, d unng severe electrical storm 
several breakers operated Main generator was separated from 
grid & reactor It reactor coolant pumps tTipped Caused by 
electrical storm Next day conditions returned to normal 
HUNSTAD, A A Northern States Power Co 00/07/29 Ip 


T Hearing transcripts on non-ant itr us t matters 


8008260012 Transcript of 800806 morning hearing in St Paul.MN re spent 
fuel pool mod Pp 1-22 

* Atomic Safety and Licensing Board Panel 00/08/06 24pp 


V Operator Examinations 


800B070472 Forwards revised procedures for operator training programs, 
per NRC 800907 request re addl TMI-2 related requirements 
GDNYEAU, J A Northern Statas Power Co 80/0B/01 35pp 


DOCKET 50-309 MAINE YANKEE ATOMIC POWER PLANT 


F Security, medical, emergency & fire protection plan* 


B00B25O746 Notifies that Health Physics Network telephone sy s has been 
instal led, linking site health physics personnel u/NRC l< 
regional ofes Ne ttuork , act i vate d in emergency, is restricted 6 
should be used only when ether communication out of svc 
GRIER, B H Region 1* Ph i 1 ad a 1 p h la . Office of the Director 
80/04/24 Zpp 


8000000241 Responds to B00604 Itr Town officials object to arbitrary 
designation of B00630 for comments on, or approval of, local 
p Ians 

WOTTON, D R , ROSS, T B Affiliation Unknown 80/06/27 2pp 


0OOBO5O364 Forwards reviled upgraded emergency plan per utlt 800610 
commitment Emergency plan development con t inues, Integra ting 
state 1 local govt plans Addl info will be submitted when 
available Plan available in Central Files only 
GARRITY, J H Maine Yankee Atomic Power Co 60/07/31 4pp 
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DOCKETED ITEMS 


3008280080 Notification of 80001?. 20 4 22 uartshnpi in Valley Forge. PA. 
Chicago. IL t, A 1 1 an ta . GA, t e spec t i ve ly , to solicit public 
comment re NUREG-0696. "Functional Criteria for Emergency 
Response Facilities " 

0RIER.D H Region 1. Philadelphia. Office of the Director 
80/08/ i 1 2pp 


i General correspondence 


3009140206 Bequest* explanation of MU Roth 800722 Itr re experimental 
spent fuel storage at facility Certificate of Svc end 
MITCHELL. 0 J Senate B0/07/30 5pp 


Operating license stage documents 4 correspondence 


300804.0358 Forwards errata sheets correcting errors in five addl Til I —2 
related requirements submitted by 800507 Itr Items involved 
are II K 3 25.11 K 2? t II i 3 44 Svc lists enct 
EISENHUT, V 0 Division of Licensing B0/06/09 1 69pp 


100804)0024 Forwards FR notice re 800714-17 regional meetings to address 
portion of Commission B00S23 memorandum 4 order describing 
requirements of environ qualification of electrical 
equipment installed in safety sys 

E ISEMHUT, D 0 Division of Licensing 80/08/30 ip 


-B00806Q1B9 Notice of 800714-17 regional meetings to address portion of 
Commission G00523 memorandum 4 order describing requirements 
of environ qua 1 1 f tea 1 1 on of electrical equipment installed 
in safety sys Svc lists end 

EISENHUT, 0 Q Division of Licensing 80/06/27 U7pp 


1008040095 Requests eitension until 810601 re safety upgrade of 
automatic initiation circuit of auxiliary feedwater sys in 
response to NUHEG-OS70 Util has elected to modify sys to 
provide isolation redundancy L improve plant safety 
JOHNSON, W P Maine Yankee Atomic Power Co. 00/07/25 3pp 


00304014B Responds to NRC B00626 Itr re prediction requirements of 
LOFT Small Break Test 13-6 Util will analyse L3-6 using 
BELAP5 4 will make code lock up 4 past— test analysis 
submittals Test will be analyzed in both EM 4 0E modes 
JOHNSON. W P Maine Yankee Atomic Power Co 80/07/30 2pp 


00808026? Forwards rppt on tuio shortnose sturgeon found at intake 
structure, in response to NRC 800626 request Stale of ME 
Dept of Marine Resources repts end 

OARRITY, J H Maine Yankee Atomic Power Co 90/08/04 61pp 


008260270 Forwards addl info requested re outages of two 115 kV 
transmission lines providing offsite power to plant 
Provides tabulated info on dates, length 4 types of outages 
for two US kV transmission lines supplying power 
CROCE. 8 !( Maine Yankee Atomic Power Co BO/OS/20 Spp 


Inspection reports. IE Bulletins 4 correspondence 


QOBOl 0204 Responds to IE Bulletin 80-10 re nonTadioac live sys 
cont amine t i on 4 potential for uncontrolled releases Design 
4 operation review completed to identify potentially 
radioactive sys Sampling program, established 
KODDY, D E Maine Yankee Atomic Power Co 90/07/07 lp 


308010211 Buppls response to IE Bulletin 80-12 "Decay Heat Removal Sys 
Operability 11 Subsequent review determined that containment 
isolation must be blocked independent 1 y Action has no effect 
upon operation of RHR sys 

JOHNSON, U P Maine Yankee Atomic Power Co 80/07/0? Ip 


>08070553 Forwards IE Circular 00-17, "Fuel Pin Damage Due to Water 
Jet From Baffle Plate Corner." Ho written response required 
GRIER. B H Region I, Ph i lade 1 phia . Office of the Director 
80/07/23 lp 


>05220107 Forwards IE Bulletin 80-18, "Maint of Adequate Min Flow 
Through Centrifugal Charging Pumps Following Secondary Side 
High Energy Line Rupture '* Action required, 

GRIER, 9 H Region 1, Ph i kade 1 phia, Office of the Director 
B0/07/24 lp. 


10B110007 Forwards suppl to IE Info Notice 80-06, "Notification of 
Significant Events at Operating Power Reactor Facilities '* 

No written response required 

0RIER.8 H Region 1, Philadelphia, Office of the Director 
BO/07/2? lp 


0008140525 Forwards IE Bulletin 80-20, "Failures of Westinghouse Type 
W-2 Spring Return to Neutral Control Switches “ Requests 
info re estimate of manpower associated w/correc live 
actions needed after identifying problem 

ORIER.B H Region 1, Philadelphia, Office of the Director 
BO/07/31 lp 


8008180031 Forwards IE Bulletin 80-19, "Failures of Mercury-Wetted 
Mitrle Relays in Reactor Protective Sys of Operating Nuclear 
Power Plants Designed by Combustion Engineering “ Action 
required by facilities w/OLs or CPs 

GRIER, B H Region I, Philadelphia, Offlca of the Director 
80/07/31 lp 


800B180631 Forwards safety evaluation supporting actions taken in 
response to IE Bulletin, 79-13, "Cracking in Feedwater Sys 
Piping " IE insp verifies no cracking or other anomalies 
found in feedwater piping 

CLARK, R A Operating Reactors Branch 3 80/07/31 2pp 


— BOOB1BQ656 Safety evaluation supporting actions taken in response to 
IE Bulletin 79-13, "Cracking in Feedwater Bys Piping " 

• Operating Reactors Branch 3 60/07/31 Spp 


BQ082S0069 Forwards IE Info Notice BO-29, "Broken Btuds on Terry 
Turbin* Steam Inlet Flange " No specific action or response 
requt s tad 

OR IERj 9, H Region 1, Philadelphia, Office of the Director. 
80/08/07 lp 


R Periodic operating reports 4 related correspondence 


80081B0556 Forwards monthly operating rapt for Jul 1980 
MOODY, D E Maine Yankee Atomic Power Co 80/00/12 lp 


— 8008180562 Monthly operating rapt for Jul 1980 

BEERS, F C Maine Yankee Atomic Power Co 80/08/12 4pp 


8008250454 Forwards Jul 19B0 discharge monitoring rapt eubmitted to ME 
Dept of Environ Protection 

OARRITY. JH Mein* Yankee Atomic Power Co 90/09/15 2pp. 


— 80QB2504S7 “Discharge Monitoring Rept for Jul 1980 “ 

FLANDER8, W L Maine Yankee Atomic Power Co, 80/08/15 Spp. 


S Reportable occurrences, LERs 4 related correspondence 


8000200011 PND-I-80-1I9 on 800804, all long distance telephone eve 
for site was lost due to cable cut in Falmouth, ME Resident 
inspector verified state police radio 4 microwave 
avallab il l ty 

LAZARUS. W J , MARTIN, T T , BRUNNER, E J Region t, Philadelphia, 
Office of the Director 80/08/05 lp 


U Congressional /Eiecutive Correspondence 


BO0B22016B Requests Commission stand on cost-sharing proposal re TMI 
shutdown Re leted correspondence 
MITCHELL, 0 J Senate 00/08/12 lp 


V. Operator Examinations 


9008060200 Forwards Procedure 0-00-5, Revision 8, "Licensed Operator 
Qualification 4 Requalif icetion Program, " incorporating NRC 
000328 raqutramants 

WOODiE C Main* Yankee Atomic Power Co 80/07/31 lp, 


— 8008060265 Procedure 0-00-5, Revision 8, "Licensed Operator 
ftual ificatlon 4 Requel if icatlon Program " 

*■ Maine Yankee Atomic Power Co 80/07/31, 7pp. 


DOCKET 50-31 1 BALEM NUCLEAR GENERATING STATION. UNIT 2 


A Application/construction stag* documents 4 correspondence 


8008090010 Requests that all applicants for QLs and CP holders provide 
up-to-date completion schedule! 4 fuel load target date* so 
that NRC may establish licensing priorities Forwards list 
of target schedules for plants to b» completed within 3 yrs, 

E I8ENHUT , D G Division of Licensing. 90/07/11, lOpp 


DOCKETED ITEMS 


1 


E NRC Safety Evaluation Report <SER). fupplf Si corrtipondtnce 


0008210479 Submits completion schedule for Open lt»m* of facility SER, 
discussed during S00813 meeting 

MITTLi R L Public Service Electric S' Gas Co of New Jersey 
80/08/19 5pp 


F 8teurity> medical, emergency l< fire protection plans 


SQ08260097 Notifies that Health Physics Network telephone sys has been 
ins ta 1 1 ed. 1 Ink ing site health physics personnel w/NRC S< 
regional ofcs Network, act ivated in emergency, is restricted S< 
should be used only when other communications out of svc 
QRIERiB H Region i, Philadelphia, Office of the Director 
80/04/24 2pp 


8000050102 Requests all applicants for CPs tt OLs submit info re 
proposed nuclear power plant vicinity evacuation estimates 
Info requested by 000901 for NRC to identify evacuation 
constra ints, spec ia 1 planning measures 4t possible mods 
EISENHUT , D Q Division of Licensing 80/07/02 ip 


0008040007 Forwards emergency plan 

LTBRIZZI.F P Public Service Electric 4 Gas Co of New Jersey 
00/07/17 lp 


■0OOBO6OO1O Emergency plan 

* Public Service Electric Gas Co of New Jersey 80/07/12 
400pp 


0000060055 Forwards clarification of emergency preparedness full power 
requirements Emergency response plan must meet 16 emergency 
planning objectives of NURE0-Q654 NURE0-0696 functional 
criteria must be met 

8CHWENCER, A Licensing Branch 3 80/07/10 Spp 


8000040034 Submits info re evacuation time estimatespin response to NRC 
800702 1 tr Estimates included In B00131 & 0717 ltrs for 
States of DE fc NY respectively 

LIBRIZZI.F P Public Service Electric 4 Oas Co of Now Jersey 
00/07/24 lp 


0008200059 Notification of 800819,20 U 22 workshops in Valley Forge, PA, 
Chicago. 1L & At lanta, OA, r»*P*c t ive ly , to solicit public 
comment re NUREO-0696, "'Functional Criteria for Emergency 
Response Facilities " 

OR IER, D H Region i. Ph i lad e 1 p h i a, Office of the Director 
80/08/11 2pp 


0 Adjudicatory correspondence 


0008010129 Forwards list of documents from NRC files that were provided 
an 800701 for use in util fuel rate case NRC retained 
exhibit numbering sys developed for case 
RUSSELL. W T Technical Support Branch 00/07/14 Spp 


H Oeneral correspondence 


0008090240 Notifiei that util electric production dept has moved to 
new ofcs 

LIBRIZZI.F P Public Service Electric 4 Oas Co of New Jersey 
00/07/30 ip 


0OOBO0O266 Advises of new address for electric production dept, 
effective 800725 

LIBRIZZI.F P Public Bervlce Electric U Oas Co of New Jersey 
80/07/30 lp 


J Insurance & indemnity information 


9009060330 Forwards Endorsement 4 to NELIA Policy EB-60 

CORREA, M A Marsh S< McLennan, Inc, . H & M Nuclear Consultants, Inc 
Div. 80/07/31 2pp 


P Operating license stage documents 4’ correspondence 


0008060358 Forwards errata iheets correcting errors in five addl TMI-2 
related requirements submitted by 800507 Itr Items involved 
are II K 3 25,11 K 29 4- II K 3 44 Svc lists end 
EISENHUT, D 0 Division of Licensing 90/06/09 69pp, 


0008060024 Forwards FR notice re 000714-17 regional meetings to address 
portion of Commission 800523 memorandum 6 order describing 
requirements of environ qualification of electrical 
equipment installed in safety sys 

EISENHUT, D O Division of Licensing 80/06/30 lp 


— 0008060109 Notico of 000714-17 regional meeting* to address portion of 
Commission 000523 memorandum 4. order describing requirements 
of enviTon qualification of electrical equipment installed 
in safety sys Svc lists enc 1 

EISENHUT. D O Division of Licensing 00/06/27 U7pp 


8008010213 Requests attendance at initial discussions of sys review 
concept during 600709-10 meeting in Be th esda . MD Observation 
of ac power sys leview would be beneficial Full agendo will 
be provided at later date 

EISENHUT, D 0 Division of Licensing 00/07/08 lp 


8006060043 Summary of 000619 meeting w/utils in Bstheida.MD re 
requirements for issuance of full power OLs 

DROMERICK.AH Licensing Branch i KERRIGAN, J D . STAHLE, C N 
Operating Reactors Branch 2 00/07/23 8pp 


8006110662 Recommends that simulated walk-through of plant emergency 
procedure be required U scheduled as soon as possible, 
permitting completion of pilot monitoring of emergency 
procedure per review schedule 

HANAUER'S H Division of Human Factors Safety 80/07/25 2pp 


8000150060 Submits interim criteria for shift staffing to all OL U CP 
licensees 6 ap p 1 1 cants , per NRC 600507 ltr Discusses 
administrative provisions for emergency h overtime work 
Development 4 implementation to be reviewed within 90 days 
EISENHUT, D 0 Division of Licensing 00/07/31 iOpp 


80QG190S19 Forwards application, for amend to App A Tech Spec* of 
License DPR-75 involving changes to exempt certain Tech Spec 
requirements during conduct of special low power test 
program Amend fee oncl 

LIBRIZZI.F P Public Service Electric 4. Oas Co of New Jersey 
80/00/07 4pp 

— 8008190523 Application for amend to App A Tech Specs of License DPR-75. 
involving changes to c i emp t certain Tech Spec requirements 
during conduct of special low power test program 

* Public Service Electric 4 Oas Co of New Jersey 00/08/07 lp 


— B009190S27 "Salem Unit S Special Low-Power Tests Safety Evaluation 1 
* Public Service Electric 4 Gas Co of New Jeriey QGS/rt-8E-039 
80/07/24 47pp 


— 0008190529 Startup procedure 90 0, Revision 2, "Special Tests Sequence 
Document " 

« Public Service Electric 4 Gas Co of New Jersey 00/08/07 
34pp 


—6000190533 startup Procedure 90 1, Revision 2, "Natural Circulation 
Test 11 

e Public Service Electric 4 Gas Co of Now Jersey 80/08/07 
24pp 


— 0000190335 Startup Procedure 90 2, Revision 2, "Natural Circulation W/ 
Simulated Loss of Offsite AC Power 11 

* Public Service Electric 4 Gas Co o-f Now Jersey B0/08/07 

18 pp 

— 0000190539 Startup Procedure 90 3. Revision 2, "Natural Circulation H/ 
Loss of Pressuriior Heaters " 

* Public Service Electric 4 Gas Co of New Jersey 80/03/07 

20pp 

—8008190942 Startup Procedure 90 4. Revision 2, "Effect of S/O Secondary 
Side Isolation on NatUTal Circulation " 

* Public Service Electric 8. Gas Co of New Jersey 80/00/07 

1 7p p 

— 0008190546 Startup Procedure 90 5, Revision 2. "Natural Circulation at 
Reduced Pressure * 

* Public Service Electric 4 Gas Co of New Jersey 60/08/07 

10pp 

—0008190549 Startup Procedure 90 6. Revision 2, "Cooldown Capability of 
Charging 4 Letdown 11 

* Public Service Electric 8. Gas Co of Neui Jersey 60/00/07 
ISpp 


— 0008190551 Startup Procedure 90 7, Revision 2, "Simulated Loss of All 
Onsite S< Offsite ac Power " 

a Public Service Electric 4 Oas Co of New Jersey B0/0S/07 
I9pp 


0008200463 Notification of 000814 meeting w/utll in Hancock* Bridge, NJ 
to review licensed operator !> shift technical adviser 
staffing 

KERRIGAN, J Licensing Branch 3 60/08/07 4pp 
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DOCKETED ITEMS 


8009130237 Discusses NRC concerns re i keniDd operator it shift 
technical advisor staffing situation at facility as 
followup to 800723 discussions NRC personnel would be 
available on B00B14 for irgt level meeting re situation 
EISENHUT.D C Division of Licensing 00/08/08 3pp 


3000200279 Forwards add 1 info re tftd requirements identified in 
MUREG-Q694 , "TMI-Rela ted Requirements for New Operating 
Licenses “ Implementation of certain mods cannot be 
completed by specified dates Proposed schedule end 
MITTLrR L Public Sercice Electric &• Qas Co of New Jersey 
B0/0B/Q8 3 1 p p 


300 8210574 Summary of 000723 meeting w/utils in 6ethesda,MD re 
difficulties in committing to dated requirements from 
NlMEQ-0694 

DROMERICK, A M Licensing Branch 1 KERRIGAN, J D , BTAHLE, C H 
Licensing Branch 2 80700/08 Bpp 


10002004*6 Notification of 800815 meeting w/utll in Hancoclcs Bridge, NJ 
to review licensed operator i shift technical advisor 
staffing Meeting orlpmallg scheduled for 000314 
KERRIGAN, J Licensing Dranch 3 00/08/12 3pp 


1006200203 Forwards response to NRC request for add 1 info re main 
steam i feedline breaks. NSSB vendor review of procedures, 
relief & safetg valve position indication t control room 
ha b i tab i 1 i ty 

fllTTL, R L Public Service Electric It Gas Co of New Jersey 
00/00/13 2p p 


0082*060* Forwards requested emergency instructions for full power 
license review 

MIDURA.H J Public Service Electric tt Qas Co of New Jersey 
00/08/14 lp 


-8008260614 Emergency Instructions 1-4 0* 1-4 2, 1-4 3, 1-4 4, 1-4 6, 1-4 7, 
1-4 9, 1-4 12 it 1-4 15 

a Public Service Electric & Gas Co of New Jersey SO/08/14 
15 Bpp 


000210470 Advlsei that Safety Review Group will b* retained onsite 
during full power operation U will continue to rept to 
general manager of licensing t< environ within engineering 
i const dept 

ECKERTiR II Public Service Electric A Gas Co of New Jersey 
80/0B/19 lp 


000260433 Forwards application for amend to License DPR-75, removing 
requirements for licensee to plug Row 1 tubes in steam 
generators prior to exceeding 57. power Fee end 
LtDRIZZI.F P Public Service Electric 4< Gas Co of New Jersey 
80/06/22 3pp 


-80082*0435 Application far amend to License DPR-75, removing 
requirements for licensee to plug Row 1 tubes in steam 
generators prior to exceeding 5*4 power 

* Public Service Electric i< Gas Co of New Jersey 80/03/22 

2pp 


000260582 Forwards request foT amend & analysis of proposed change* to 
safety Tech Bpecs.App A, to Licenses DPR-70 fc DPR-75 re 
administrative controls Proposed Tech Spec changes enc 1 
LIDRim.F P Public Service Electric & Gas Co of New Jersey 
60/08/22 lp 


■80082*0506 Application to amend License* DPR-70 & DPR-75 re change to 
Tech Specs on administrative controls 

SCHNEIDER i F W Public Service Electric i< Gas Co. of New Jersey 
80/00/22 2pp 


8008260589 Proposed changes to Tech Specs 6 3-6 II re administrative 
control s 

-» Public Service Electric i Gas Co of New Jersey 00/00/22 
1 ipp 


>08200167 Forwards updated 0-1 1st in response to NRC request Some 
items on list were not designed it constructed under GA 
program & th ere fore, w> 1 1 not be backfltted 

MITTL.R L Public Service Electric S Gas Co of New Jersey 
80/00/25 5pp 


IQ32S0171 Forwards addl Info re containment sump post-LOCA 
perf ormanc e i in response to NRC 800721 request 
K1TTL, R L Public Service Electric l Gas Co of New Jersey 
BO/CB/25. 4pp 


00260314 Forward* response to NRC request for addl Info re in-plant 
radiation monitoring 

MITTLrR L Public Service Electric 6 Gas Co. of New Jersey. 
80/08/25 2pp 


0000280376 Forwards nonpr op r i e t ary it proprietary versions of "Environ 
Qualification Review Ropt " Proprietary version withheld 
(ref 10CFR2 790) Both repts available in Central Files only 
MITTL.R L Public Service Electric 6 Gad Co of New Jersey 
00/09/29 1 2pp 


G Inspection reports, IE Bulletins 4; correspondence 


800BI 40248 Forward* IE Insp Ffopts 50-272/80-15 It 50-311/80-08 on 
000519-21 Mo noncompliance noted 

MARTIN, U G Region 1, Ph i lade lph la. Safeguard* Branch 80/06/17 

2pp 


--0OOB1 40252 IE Insp Repts 50-272/00-15 it 50-311/80-08 on 800519-21 No 
noncamp 1 lance noted Hojor areas inspected physical barriers, 
assessment aids, detec t ion aids it alarm stations Details 
withheld (ref I0CFR2 790) 

JONES, E W Region 1, Philadelphia, Office of the Director 
DEVLIN. J W. Region t, Ph i tadelph la, Safeguards Branch 60/06/11 
lp 


8008070174 Responds to IE Bulletin 79-03A re longitudinal weld defect* 
in 300 series fusion welded pipe in safety-related *y* No 
matl used where coda requirements for pressure design 
exceed 8554 of max allowable stress at design temp 
SCHNEIDER, F W Public Service Electric It Gas Co of New Jersey 
80/07/14 lp 


9008080050 Responds to IE Bulletin 80-12, "Dfcay Heat Removal Syi 
Operability 11 Procedural review underway t upgrading will 
be completed by 000915 Emergency Instruction re loss of 
shutdown cooling revised 

SCHNEIDER, F U Public Service Electric t< Gas Co of New Jersey, 
80/07/10 2pp 


8008190024 Responds to IE Bulletin 80-06, "Engineered Safety Feature 
(E8F) Reset Controls, 11 revising 800613 response Correct* 
items re feedwater valves BF19 i BF40, steam line 
isolat 1 on 

SCHNEIDER, F W Public Service Electric * Oat Co of New Jersey 
60/07/ 10 2pp 


900B070SS7 Forwards IE Circular 80-17, “Fuel Pin Damage Due to Water 
Jet From Baffle Plat* Corner 11 No written response required 
GRIER, 0 H Region 1, Philadelphia, Office of the Director 
80/07/23 lp 


8008220077 Forwards IE Bulletin 00-10, "Malnt of Adequate Min Flaw 
Through Centrifugal Charging Pumps Following Secondary Side 
High Energy Line Rupture 11 Action required 
GRIER, B H Region 1. Ph i lad e 1 ph 1 a, Office of the Director 
BO/07/24 Ip 


aOO013O2J7 Aci receipt of 800702 1 tr informing NRC of steps taken to 
correct violations noted In IE Insp Repts 50-272/80-06 & 
50-311/80-05 

DRIER. B H Region t, Philadelphia, Office of th* Director 
00/07/25 Ip 


— 8008130223 Forwards JE Insp Rept* 50-272/60-06 i 50-311/80-05 on 
600330-0430 i notice of violation 

GRIER, B H Region 1, Philadelphia, Office of the Director 
80/06/05 2pp 


— 8008130233 IE Insp Rept* 50-272/80-06 i 50-311/80-05 on 800330-0430 
Noncomp 1 lent e noted Unit 1 infractions were partial 
isolation of auxiliary feedwater, fai lure to record rod 
position 6 failure to conduct monthly callbr 

NORRHOLM, L J , HILL, W, M Region 1, Philadelphia, Office of the 
Director KEtmG.R R Region 1, Philadelphia, Reactor Operation* 
Nuclear Support Branch 80/03/21 17pp 


0000150190 Submits response to IE Bulletin 00—16 Plans Installation of 
Rosemount pressure transmitter* w/output codes A & D at 
plant Transmitters will not be affected by problems 
discussed in bulletin 

SCHNEIDER, F W Public Service Electric i Gas Co of New Jersey 
80/07/23 lp 


8008070423 Forwards tuppl to IE Info Notice 80-06, "Notification of 
Significant Events at Operating Power Reactor Facilities " 

No written response required 

GRIER, 33 H Region 1, Philadelphia, Office of the Director 
80/07/29 lp 


9008140539 Forward* IE Bulletin 00-20, "Failure* of Mestlnghouse Type 
W-2 Spring Return to Neutral Control Switches " Request* 
info ro estimate of manpower associated w/corractlve 
action* needed after Identifying problem 

GRIER, B H Region 1, Philadelphia, Office of the Director 
80/07/31 lp 


DOCKETED ITEMS 
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9009180015 Forward » IE Bulletin 80-11. "Failure! of Mercury-Wetted 
Matrix Relays in Reactor Protective Sys of Operating Nuclear 
Power Plants Designed by Combustion Engineering " Action 
required by faculties ui/OLa or CPs 

DRIER. B H Region 1. Philadelphia. Office of the Director 
00/07/31 ip 


8009260*186 Forwards IE Info Notice 80-29. "Broken Studs on Terry 
Turbine Steam Inlet Flange " No specific action or response 
requested 

ORlER.B H Region 1. Philadelphia, Office of the Director 
00/00/07 lp 


0000270540 Responds to violation noted In IE Insp Repts 50-272/80-13 fc 
90-31 1 /BO-09, on 000601-30 Corrective action infraction 
addressed in LER 80-004/Q3L on 800710 Facility is now in 
comp 1 lance 

SCHNEIDER, F W Public Service Electric t< Oas Co of New Jersey 
80/08/ IS Zpp 


0 Reportable occurrences, LERs U related correspondence 


BOQB040040 RO 80-40/01P on 000725, damage to all telephone lines 
occurred resulting in loss of dedicated lines betueen site t> 
NRC Incident Response Ctr Radio contact immediately 
established w/state L local police Svc restored late 000723 
MI DURA, H J Public Service Electric 4. Oas Co of New Jersey 
80/07/20 ip 


0000000251 Forwards LER 0O-OO7/O3L-O 

LIBRIZZI.F P Public Service Electric t* Oas Co of New Jersey 
00/00/04 2pp 


— 0000080295 LER 80-007/03L-0 on 000709, dur ing normal operations, motor 
bearing thermocouple for 21 containment fan coil unit 
indicated high Caused by normal wear on bearing Bearing 
replaced In kind L fan coil unit tasted satisfactorily 
MURPHY, M J Public Service Electric fc Oas Co. of New Jersey 
00/09/04 lp 


8008180247 PNO-I-SO-110 on 800B02, Ini tie 1 criticality of Unit 2 was 
achieved ‘Rod position & boron concentration within 

parameters 

KEIMIQrR , BRUNNER, E. Region 1, Philadelphia, Office of the 
Director 00/00/04 lp 


0000130482 Forwards LER 0O-O1O/O3L-O 

LI8RIZZI, F.P Public Service Electric Si Oas Co of New Jersey 
80/00/08 3pp 


—8008130408 LER 80-010/03L-0 on Q00709, dur ing RC8 heatup at 1.700 psig, 
channels I L II for pressure indication failed to respond. 

Caused by broken fuse cap on channel I It improper valve 
lineup on channel It Fuie cap replaced Si valve opened 
MURPHY, (1. J, Public Bervic# Electric 6 Oas Co of New Jersey 
00/08/00 lp 


9008130497 Forwards LER 00-01 1/03L-0 

LIBRIZZI.F P. Public Service Electric S, Oas Co of New Jersey 
80/08/08. 2pp 


— 8000130509 LER 0O-O11/O3L-O on 800710, dur ing routine surveiHance.BC 
vital bus undervoltage trip relay failed to meet spec Caused 
by variation in ambient conditions resulting in relay trip 
setpoint changing from preset mode Relay reset 
MURPHY, M J Public Service Electric S Oas Co of New Jersey 
00/08/00. lp 


8008140310 Forward* LER 6G-00B/03L-0 

LIBRIZZI.F P Public Service Electric Si Oas Co of New Jeriey 
80/0B/0B 3pp 


— BO0914O314 LER 80-00B/D3L-O on 0OO71Oi dur ing routine containment 
entries, entry into action statement 3 6 13 result**! from 
decisive leak rate Caused by gaskets being moved from 
seating surface due to improper operation Gaskets reseated 
MURPHY, M J Public Service Electric V Oas Co of New Jersey 
00/00/08 lp 


0000140319 Forwards LER 80-012/03L-0 
LIBRIZZI.F P. Public Service Electric Si Oes Co of New Jersey 
30/08/08 2pp, 


—8008140323 LER 80-012/03L-0 on 800713, during routine surveillance, 
auxiliary feedwater pump 23 found inoperab le, Caus id by 
jammed control valve linkage due to loose nut Linkage set 
free, nut installed Si pump tested latl sfactor i 1 y, 

MURPHY, M J Public Service Electric Si Oas Co of New Jersey. 
80/08/08, lp 


0000140326 Forwards LER 60-009/03L-0 

LIBRIZZI.F P Public Service Electric & Gas Co of New Jersey 
B0/O8/OB Ppp 


— 0000140331 LER 90-009/03L-0 on B00709, d ur i ng RCS heatup. steam generator 
flow V pressure channel response inadequate Bistables 
placed in tripped mode Caused by closed isolation valve from 
mein steam piping preventing normal operation Valve opened 
MURPHY, M J Public Service Electric b Gas Ca of New Jersey 
00/00/08 lp 


0008100419 Forwards LER 80-G1 A/03L-0 

LIBRIZZI.F P Public 3*i vm Electric S' Gas Co of New Jersey 
60/08/12 3pp 


— 8000160424 LER 60-016/03L-0 on 8007 16, t evi ew of test data by NRC 
resident inspector revealed that pressuriier safety valves 
were improperly set Caused by failure of personnel to note 
limitations on test conditions Procedure changed 
MURPHY.M J Public Service Electric Si Gas Co of New Jersey 
80/00/12 Ip 


8000180427 Forwards LER 0O-O1S/O3L-O 

LIBRIZZI.F p Public Service Electric S' Oas Co of New Jersey 
80/08/12 2pp 


— 8O0BIBO431 LER 0Q-O15/O3L-O on 00071 5. d ur i ng routine operations, 
pressuriier pressure Channel III would not respond to 
presiure changes within sys Caused by controller not 
functioning properly Controller replaced 

MURPHY.M J Public Service Electric It Oas Co of New Jersey 
00/00/12 lp 


8008180493 Forwards LER 80-017/03L-0 

LIBRIZZI,F P Public Service Electric Si Gas Co of New Jersey 
80/08/12 2pp 


— 6008180499 LER 80-Q17/03L-0 on 8007 1 B, du r i ng routine operation, 
auxiliary feedwater storage tank level found below min 
operating level of 200,000 gallons Caused by inlet valve 
being throttled too far Level restored 

MURPHY.M J Public Service Electric S, Gas Co of New Jersey 
80/08/12 lp 


0008190485 Forwards LER 80-01 4/03L-0 

LIBRIZZI.F P Public Service Electric i Oas Co of New Jersey 
00/08/12 3pp 


--8008U30493 l€R 00-014/03L-0 on B00714, at completion of hot no flow rod 
drop test, employ ees were unable to restart reactor coolant 
pump due to problem ui/rellaf valve on vol control tank Valve 
was repaired, re i nsta 1 led U tested satisfactorily 
MURPHY.M J Public Service Electric S, Oas Co of New Jersey 
60/08/12 lp 


8008190920 Forward* LER 0O-O13/G3L-O 

LIBRIZZI.F P Public Service Electric «, Gas Co of New Jeriey 
00/08/13 3pp 


— 8000190537 LER 80-013/03L-0 on 9007 14. dur i ng routine tour, 21 Si 22CE 
spray header Isolation valves were foumf cleared Si tagged 
in closed position Caused by facilitation of ptrformance of 
surveillance test after which valves were not repositioned 
MURPHY.M J Public Service Electric Si Oas Co of New Jersey 
80/08/13 lp 


8000260465 Forwards LER 80-018/03L-0 

LIBRIZZI.F P Public Service Electric Si Oas Co of New Jersey 
SO/08/tB 3pp 


— 8000260469 LER B0-018/03L-O an 800719i dur i ng routine operation, 
auxiliary alarm typewriter declared inoperable Caused by 
failure of Integrated circuit chip on memory board Air 
samples taken dally until repairs completed on 000723 
MURPHY.M J Public Service Electric & Oas Co of Nsu Jersey 
00/08/10 lp 


8000260479 Forward* LER 80-O19/03L-0 

LIBRIZZI.F p. Public Service Electric fc Gas Co of New Jersey 
80/08/20 3pp 


— 8000260486 LER BO— 01 9/03L-Q on 800720, d ur i ng cool down, three spurious 
signals resulted in 2C SEC safeguards equipment being 
started Cause could not be identified Design change resulted 
in installation of test equipment to identify signal source 
MURPHY.M J Public Service Electric S, Oas Co of New Jeriey 
00/08/2 0 lp 



DOCKETED ITEMS 


Operator £i imina t lorn 


>8060341 Submits review of statu* of licensed operating personnel 
(escribes plans for increasing subj personnel & requests 
siver of requirement that licenses be held one yr Waiver 
lOuld give relief to licensed personnel working long hours 
iCHNEIDER. F U Public Service Electric 4, Oas Co of New Jersey 
0/07/16 2pp 


81B0161 Notification of B00BG5 meeting w/util in Bethesda.MD to 
iicuss util plans for future senior operator applicants & 
equest for eiemption from requirements of HJ1 Denton 90(1328 
tr 

ERRICAN.J Licensing Branch 3 80/08/09 2pp 


0270381 Forwards summary of training matl for mitigating core 
amage training Training currently given to licensed 
perating personnel t support staff 

IBRIZZI.F P Public Service Electric t< Oas Co of New Jersey 
O/OB/ i 9 3pp 


8260380 Forwards original of revised 800920 1 tr re licensed operator 
tiffing plan for facility Initial revision transmitted by 
•In on B00B21 Revised ltr includes Page 5 portion omitted 
j typing error 

IBRIZZI.F P Public Service Electric ti Gas Co of New Jersey 

0/08/21 ip 


D0S26Q3B5 Revises original B00S2Q ltr re operator staffing plan by 
including part of Page 3 originally emitted by typing error. 
Restates program committed to by 80DB01 ltr by allowing 
margins for attri tlon. absences t, vacations 

LIBRIZZIiF P Pub 1 1 c Service Electric It Gas Co of New Jersey 
8G/0B/2Q 7pp 


<ET 50-312 RANCHO 6ECQ NUCLEAR GENERATING STATION 


Adjudicatory correspondence 


3080485 Order granting extension until SQC01I for Commtiiion to 
(View Director 's decision under 10CFR2 206. DD-80-22 
irtiflcate of Svc encl 

ilLKi 9 J Office of the Secretary of the Commission 80/00/04 
>P 


3030494 Statement OP CA Energy Commission in support of proposed 
■ ndings of fact 4 conclusions of law Urges issuance of 
•der requiring prompt commencement of addl improvements to 
>grade safety fr reliability 

.LI80N, C T < LANPKER.L C California) State of 00/09/04 lOpp 


JQ0OBO497 Proposed findings of fact fc conclusion? of law in form of 
initial decision by CA Energy Commission Required short-term 
actions sa t lsfac torily completed but are not sufficient for 
feedwater transient safety Proposed order encl. 

ELLISON, C T j LAMP HER, L C California) State of 80/09/04 

202 pp 


1080579 Forwards JL Crews 800716 ltr forwarding IE Mgt Insp Rept 
>-312/80-15 L notices of violation U deviation Insp will be 
ed to evaluate util mgt control sys from natl perspective 
■ACK.R L Hearing Branch 1 80/08/07 2pp 


220132 Ordar advising of Commission 800911 refusal tD review 
rector's decision denying Friends of The EaTth request for 
forcement action 

ILK) 8 J Office of the Secretary of the Commi i s ion 00/08/20 


260163 Proposed findings of fact 6 conclusions of law in form of 
itlal decision Actions per Commission 790507 order are 
fficient to assure facility will respond safely to 
eduater transients Certificate of Svc encl 
ACK, R L Hsarlng Branch 1 80/0B/22 213pp 


260463 Advises that licensee will file reply to NRC U CA Energy 
mmission re proposed findings of fact & conclusions of law 
S0090S, in response to ASLB 800612 order Svc list encl 
XTERi T A Shaw, Pittman. Potts U Trowbridge 90/08/22, 3pp 


270361 Forwards U3 Plosset 900716 1 tT clarifying ACRS comments on 
setor eooLant pump trip requirement *■ HPI criteria 
ACK.R L. Hearing Branch 1 80/09/23 Ip 


tneral correspondence 


320191 Petitions signed by 76 cititens urging shutdown of facility 
Affiliation Unknown 80/09/ 13 6pp 


P Operating license stage documents 6 correspondence 


0008060359 Forward* errata sheets correcting errors in fiv* addl THI-2 
related requirements submitted by S00507 ltr Items Involved 
are II K 3 25, II K 8? I II K 3 44 8vc lists encl 
EI8ENHUT.D G Division of Licensing 80/06/09 69pp 


B0Q8O4OO24 Forwards FR notice re 800714-17 regional (nestings to address 
portion of Commission 800323 memorandum J, order describing 
requirements of environ qualification of electrical 
equipment installed in safety sys 

E ISENHUT, D G Division of Licensing 80/06/30 ip 


— 60080601B9 Notice of B00714-17 regional meetings to address portion of 
Commission 800523 memorandum 1 order describing requirements 
of environ qualification of electrical equipment Installed 
in safety sys Svc lists encl 

EISENHUT.DO Division of Licensing 00/06/27 117pp 


800B050353 Forwards revised response to inquiry on adequacy of facility 
saftty grade electrical distribution sys voltage since 
condition discovered at Millstone Unit 2 Util it planning 
to implement mod to sys during 810601 refutling outage. 

MATTIMOE, J J Sacramento Municipal Utility Dietrict 80/09/01 
53 pp 


8008130625 Notification of 800904 meeting u/utils & BUI in Botheeda.MD 
to discuss proposed mods to auxiliary feadweter sys 
VISSINO.O 8 Operating Reactors Branch 4 80/03/01 9pp. 


9008200093 Notification of 800821 meeting w/BUJ owners group in 
Bethtsda,HD to discuss abnormal transients operating 
guidelines program for BtW reactors, 

VI89INQ.0 S Operating Reactors Branch 4 80/08/11 2pp 


9008270139 Requests commitment to modify atmospheric dump valves, 
provide description of modi t. implementation schedule to 
correct design deficiency re failure of non-nuclear 
instrumentation or lntegratad control ays power supply 
NOVAK. T M Assistant Director for Operating Reactors SO/OB/13 
3pp 


Q Inspection reports, IE Bulletins ti correspondence 


8 0080 7 0067 Responds to IE Bulletin 90-10 rb possible nonradioactiva sys 
contamination Practical sampling program study identifying 
contaminating events in nonradioactiva sys completed 1 will 
b • affected by addltloni or changes to manuals 

MATTIMOE, J J Sacramento Municipal Utility District 90/06/26 ip 


8009010166 Forwards response to IE Bulletin 80-11 re masonry wall 
design Field invest i gation of two areas identified will be 
completed during wk of 800707 

MATTIMOE, J J Sacramento Municipal Utility District 80/07/07 
3pp 


8009270232 Responds to IE Oulleitn 80-08, "Exaaiinet i on of Containment 
Liner Penetration Melds " Facility uses fluad head design 
for process piping penetrations Each weld between piping 
penetration assembly L containment sleeve tasted, 

MATTIMOE, J J Sacramento Municipal Utility District 00/07/07. 

9pp 


9009070011 Responds to NRC G00716 1 tT re violations noted in IE Mgt 
Insp Rapt 50-312/80-13 Requests that response be eitended 
to 60 days from receipt date of notice, due to complexity of 
info 

MATTIMOE, J J. Sacramento Municipal Utility District 90/07/23 ip 


— 8009070014 Forwards IE Mgt Insp Rapt 50-312/80-13 on 800414-10,21-25 k 
0505-09, notice of violation 6 notice of deviation 
CREWS. J L Region 5, 8an Francisco, Reactor Operations Nuclaar 
Support Branch 80/07/16 2pp 


■B00807Q0 1 7 Notice of violation from insp on 800414-18,21-23 6 0503-08, 
* Region 5, 8an Francieco, Office of tha Director, 80/07/10 
epp 


■8003 0700 1 9 Notice of deviation from insp on 800414-18,21-23 S, 0303-00 
• Region 5, San Francisco, Office of the Director 00/07/10 

2pp 


-8008070021 IE Mgt Insp Rept 50-312/80-15 on 800414-19, 21-25 fc 0503-08, 
Noncomp 1 ience no ted: fa 1 lure to review meeting minutes, to 
review NRC enforcement actions, to perform audits to review 
mods t< to provide adminte trative procedures re meint 
ODDV, A, T , HINCKLEV, D 0 , SHAFER. W D Region 3, San Francisco, 
Office of the Director. 80/07/10, SOpp 
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600B120130 Forward* IE Circular 00-17. "Fuel Pin, Damage Due to Hater 
Jet From Baffle Plate Corner " No written response required 
ENOELKEN, R H Region 5. Ban Francisco, Office of the Director 
80/07/23 Ip 


6003200522 Forward* IE Bulletin 80-10, ,F Halnfc of Adequate Hin Flew 
Through Centrifugal Charging Pump* Following Secondary Bid* 

High Energy Line Rupture " Action required 

ENOELKEN, R H Region 9, San Franclico, Office of the Director 
B0/07/2 A tp 


0000230020 Reipond* to IE Bulletin 80-16. ''Potcntlel Misapplication of 
Rosemount, Inc Model* 1151 U 1152 Pressure Transmitter* W/ 

Eithsr A or D Output Code* *' Dhe Model 1152 tran*fnitt«r 
inttalled at facility No apparsnt action required 

MATTIMOE, J J Sacramento Municipal Utility District. BO/07723 Ip 


8000150432 Forward* luppl to IE Info Notice 80-06. ‘'Notification of 
Significant Eventi at Operating Power Reactor Facilities " 

No written response required 

EN0ELKEN, R M Region 9, San Franclico, Office of the Director 
B0/07/29 Ip 


0008140500 Forward* IE Bulletin 80-20. "Failures of Westirghouse Type 
W-2 Spring Return to Neutral Control Switches * Requests 
info re estimate of manpower associated ^/corrective 
action* needed after identifying problem 

ENOELKEN. R H Region 9, Sen Franclico. Office of tha Director 
00/07/31 ip 


8009200422 Forward* IE Bulletin 80-19, "Failures of Mercury-Wetted 
Matrix Relay* In Reactor Protective By* of Operating Nuclear 
Power Plant* Dasigntd by Combustion Engineering " Action 
raqulred by facilltie* w/OL* or CP* 

ENOELKEN, R H Region 5, San Francisco, Office of tha Director 
80/07/31 ip 


6008120521 Forwards result* of imp of inaccessible portion of safety- 
related piping sy* required by IE Bulletin 79-14, "Seismic 
Analysis* for Ai-Built Saf aty-Ralated Piping Syi " Enel 
complete* reporting requirement* of bulletin 

B0S8ENMAIER, W Sacramento Municipal Utility District 00/03/01 
30pp 


0QQQ27Q296 Ac k receipt of 000725 1 tr informing NRC of steps taken to 
correct violations noted in IE In»p Rept 50-312/00-19 
B00K,H E Region 9, San Francisco, Fuel Facility t< Materials Safety 
Branch 80/QH/12 lp 


— -8003270306 Respond* to NRC 900707 ltr re violation* noted In IE Insp 
Rept 90-312/00-19 Corrective actlom training program 
revised re personnel responsibilities in restricted area* 
ti retraining program developed 

MATTIMOE, J J, Sacramento Municipal Utility District 00/07/25 
2pp. 


—0000270313 Forward* IE In*p Rept 50-312/80-19 on 900409-13 t, notice of 
violation 

BOOK, H E Region 5, San Francisco, Fuel Facility fc Material* 

Safety Branch 80/07/07 2pp 


—0008270316 Notice of violation from insp on BQ0409-13 

* Region 9, San Francisco, Office of the Director BC/07/03 lp 


— SOOB270323 IE Insp Rept 90-312/00-19 on 800609-13 Noncomp 1 lance noted 
failure to instruct workers of responsibilities in 
restricted areas it to maintain retraining program 
B0OK,H E Region 5, San Francisco, Futl Facility t Materials 
Safety Branch, YUHAS.O P , WENSLAN6KI , F A Region 5, Ban 
Francisco, Office of the Director 00/07/03 9pp 


8008270286 Ack receipt of 800730 ltr informing NRC of itepi taken to 
correct violation noted in IE Insp Rept 50-312/80-20 
CREWS, J L Region 5, 8an Francisco, Reactor Operatlbns Nuclear 
Support Branch 80/09/14 lp. 


— 8000270293 Responds to NRC 000710 ltr re violation noted in IE Insp 
Rept 50*312/80-20, Corrective ac 1 1 on*. < ta# f Increase in 
• ffact to facilitate greater workload s, prevent further 
mishap. 

MATTIMOE, J Sacramento Municipal Utility District 00/07/30 
2pp. 


—8008270298 Forward* IE Imp Rapt 50-312/00-20 on 800602-30 h notice 
of violetlon 

CREWS, J, L Region 5. San Francisco, Reactor Operations Nuclear 
Support Branch 80/07/10. 2pp 


—8000270302 Notice Of violation from Insp on 800602-30 

« Region 9, San Francisco, Office of the Director 00/07/09 lp 


— 800B270307 IE Insp Rept 50-312/60-20 on 800602-30 Noncomp lianco noted 
failure to respond to item of none omp l i a nc a within required 
time frame 

FAULKENBERRY, 0 Region 5, San Francisco, Reactor Operations 
Nuclear Support Branch CANTER, HL , O'BRIEN, J Region 5, San 
Francisco. Office of the Director 60/07/09 5pp 


S00B250269 Ack Teceipt of 800729 ltr informing NRC of steps taken to 
correct violation* noted in IE Insp Rapt 90-312/00-18 
CREWS, J L Region 3, San Francisco, Reactor Operations Nuclear 
Support Branch BO/OB/15 lp 


--800B250276 Responds to NRC 000700 ltr re violation* noted in IE Insp 
Rept 50-312/00-18 Corrective actions new procedure* 

Instituted to control issuance t reporting of items 

requiring calibr £ new recordkeeping ly-s developed 

MATTIMOE, J J Sacramento Municipal Utility District 80/07/29 r 

3pp 


— B00B29O2B2 Forwards IE Insp Rept 50-312/00-10 on 600609-13 6 notice 
of violation 

CREWS, J L Region 5, San Francisco, Reactor Operations Nuclear 
Support Branch 0O/O7/OB 2pp 


— 8009250207 Notice of violation from insp on 000609-13 

» Region 5. San Francisco, Office of the Director 80/07/07 

2pp 


— 80082S0296 IE Insp Rept 50-312/80-18 on 800609-13 Noncomp liance noted 
failure to provide list of items requiring calibr 6 to 
identify calibr frequency 6 failure to document operator 
completion of requalification program 

FAULKENBERRY, B Region 5, San Francisco, Reactor Operations 
Nuclear Support Branch ZWETZIQ.Q B Region 5, San Francisco, 
Office of the Director B0/07/07 6pp 


R Periodic operating reports & related correspondence 


8009190433 Forwards monthly operating rept for Jul 1930 

RODRIGUEZ. R J Sacramento Municipal Utility District 80/06/06 
4pp. 


— 0008190487 Monthly operating rapt for Ju 1 1980 

COLOMBO, R W Sacramento Municipal Utility District 00/00/06 
3pp 


S Reportable occurrences, LER* V related correspondence 


8007230239 Part 21 rept re cracked steam gensrator manway studs 
Satisfactory operating experience forms constitute 
reasonable basis for continued operation while 
Investigations proceed 

TAYLOR. J H Babcock * Wilcox Co 80/07/11 5pp 


6006070375 Supplementary Part 21 pept re possibility that replaciment 
of buffer card PN6624610 for both power train* In Bailey 
Control Co buffer module 824 may result In loss of 24 volt 
control power t< safety-related instrumentation 
BALDWIN, T L Babcock 6 Wilcox Co 30/07/18 2pp 


6000050285 Forwards LER 80-Q32/03L-0 

MATTIMOE, J J Sacramento Municipal Utility District 80/07/25 lp 


— 0000050200 LER 80-032/D3L-0 on 800712 , dur ing routine surveillance test 
on auxiliary feedwater pump. P-318, pump failed to start from 
control room Cause undetermined After successfully starting 
far five days, pump returned to sve 

COLOMBO, R W Sacramento Municipal Utility District 80/07/18 
If 


9000050409 Forwards LER 80-033/04T-0 

MATTIMOE, J J Sacramento Municipal Utility District 80/07/25 
2pp 


—8008090427 LER 80-033/04T-0 on 800709, two environ TLD monitor* 
Indicated dose rates above Tech Spec App B rept level for 
second quarter 1930 Apparently caused by air scattered 
albedo 6 location of two radioactive mail storage trailers 
COL DM0 □, R W Sacramento Municipal Utility District 00/07/25 
lp 


8008080387 Forwards LER 80-084 /04L-0 

MATTIMOE. J J Sacramento Municipal Utility District 80/07/30 lp 


— 8000080390 LER 80-034/04L-0 on B00602. review of June 1980 effluent 
monitoring chart* indicated liquid effluent pH exceeded 
Tech Spec* Caused by returning problem 

COLOMBO. R W Sacramento Municipal Utility District 80/07/30 
lp 
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303200007 PNS-V-80-0G7 on HOOBG5. d ur li,g security d r 1 1 1 < Sacramen to 
County sheriff responded to alleged scent sty occurrence by 
dispatching cars to site 

SCHAEFER. D W , SCHUSTER. M D Region 5, San Franc isco. Office of the 
Director BO/Oa/05 >p 


303190571 Forwards LER 60-035/041-0 

WALBRIDCE. W C Sacramento Municipal Utility District B0/03/06 

2pp 


■8008190570 LER B0-035/041-0 on 000703. p 1 ant effluent pH momentarily 
eiceeded acceptable operating band Causod by small vo 1 of 
off— std water being trapped In waste or dilution water 
conduit! Automatic diversion sys realigns water offsite 
COLOi+BD. R W Sacramento Municipal Utility District 00/09/06 
ip 


305260503 Forwards LER 80-038/041-0 

MATT1M0E.J J Sacramento- Municipal Utility District 30/09/14 

2pp 


-0OQB26O51O LER 80-038/041-0 on 800729. review of plant effluent data 
for Jul 1980 indicated that on 800629 8. 30. sample indicated 
0 25 A 0 3 mg/liter chlorine Second followup sample not 
obtained Caused by personnel error Personnel reinstructed 
CDLCiino, R W Sacramento Municipal Utility District 90/03/13 
Ip 


D0B26O512 Forwards LER 60-036/041-0 
KATT1M0E, J J Sacramento Municipal Utility District 80/09/14 lp 


0008260514 LER 80-036/041-0 on B00710, re view of Jul 1980 effluent 
monitoring charts Indicated plant liquid effluent pH in 
eicess of 8 5 Tech Spec limit Cause unknown Automatic 
diversion letpoint lowered to minlmiie recurrence 
COLOMBO, R U Sacramento Municipal Utility District BO/OB/13 
Ip 


3D 82604 4 6 Forwards LER 80-037/04L-0 

WATTtMOEiJ J Sacramento Municipal Utility District 80/09/19 

2pp 


-8000260447 LER 0O-O37/O4L-O on 800720. month 1-y review of plant effluent 
recorder charts indicated total dissolved solids discharged 
exceeded Tech Specs Caused by higher than normal flow Tate A 
high conductivity 

COLOMBO, R W Sacramento Municipal Utility District 0O/OB/19 
tp 


Operator Examinations 


308050420 Forwards Repts Tl-BO l T2-8Q per HR Denton 800320 Itr Rept 
T 1 -80 replace! Tt-76 which was approved 760409 

OQBBENMAIER.W Sacramento Municipal Utility District B0/07/24 
»P 


-SOOSOSO+SS Topical Rept Tl-BO. "Operator Training Program for NRC Hot 
License Candidates " 

a Sacramento Municipal Utility District Tl-BO 80/07/24 t3pp 


•B00BO5O429 Topical Rept T2-B0, "Operator Training Program for NRC 
Licensed Operator Retraining Program " 

* Sacramento Municipal Utility District T2-B0 80/07/24 lipp 


1CKET 50-313 ARKANSAS NUCLEAR OWE, UNIT 1 


Security, medical, emergency V fire protection plans 


J061B0199 Responds to 800512 ltr re basis for determining adequacy of 
cable spreading room fire protection sys NRC evaluation le 
incorrect Proposed revision to code requirements will 
resolve Issue in safe A adequate manner 

TRIMBLE. D C Arkansas Power & Light Co 90/07/30 2pp 


50B1401S9 Summary of 80D722 meeting u/util re proposed early warning 
sys 

V1B3IN0, 0 S Operating Reactors Branch 4 90/08/05 13pp 


I0B19O42O Forwards proposed amends to security personnel training 
qua! if leatlon plan Plan withheld (ref I0CFR2 790> 

TRIMBLE. DC Arkansas Power A Light Co 80/08/08 tp 


P Operating license stage documents A correspondence 


8008060350 Forwards errata sheets correcting errors in five addl TH1-2 
related requirements submitted by B00507 ltr Items involved 
are II K 3 23, II K 29 A II K 3 44 Svc lists end 
EISENKUT, D O Division of Licensing 80/06/09 69pp 


8008220481 Discusses need for STB re tendon surveillane Item became 
concern duTing NRC review of third yr surveillance rept for 
facility containment ungmuted tendons Methods provided in 
proposed Reg Guide 1 35, Revision 3 , should be implemented 
NOVAK, T M Assistant Director for Operating Roactors 00/06/25 

2pp 


8008060024 Forwards Fft notice re 800714-17 regional Huntings to address 
portion of Commission B00523 memorandum A order describing 
requirements of environ qua 1 1 f icat ion of electrical 
equipment installed in safety sys 

EI5EHHUT, D Q Division of Licensing 80/06/30 lp 


—6008060189 Notice of 800714-17 regional meetings to address portion of 
Commission 900S23 memorandum A order describing requirements 
of environ quel i f I ca t ion of electrical equipment installed 
in safety sys Svc lists end 

EISENHUT.D 0 Division of Licensing 90/06/27 it7pp 


9009180227 Discusses interim reliability evaluation program, Phase II 
Advises prompt initiation of study A Invites util membership 
on study team W/o enc 1 draft schedule, event tree guide S< 
guide re component failure rate 

EISENHUT, DO Division of Licensing 80^07/25 Bpp 


8003130625 Notification of 800904 melting w/utill t< BAH in Dethesda.MD 
to discuss proposed mods to auxiliary feedwater sys 
VI8BIN0,G 8 Operating Reactors Branch 4 80/08/01 3pp 


800B180179 Commits to design changes to gaseous radioactive watte sys 
prior to startup A to submit revised radiological ET8 re 
meteorological assumptions made in radioactive gaseous 
emissions calculations 

TRIMOLE, D C. Arkansas Power A Light Co 00/09/02 2pp 


0009210412 Responds to Attachment 1 of NRC 791220 ltr lummariiing info 
needed for final design approval Forwards Subassembly A 
schematics of reactor protection sys Pressure differential 
switch rept end 

TRIMBLE, D C Arkansas Power A Light Co B0/0B/09 tlpp 


— 8008210416 “Class IE Pt equo 1 ifica t Ion Tests for ITT Barton Pressure 
Differential 9 uj 1 tch. Model 580 " 

BELONG, ft J , LAWFORD.V N. , BPADY, R J International Telephone A 
Telegraph Corp 79/09/14 63pp 


6009200093 Notification of 900921 meeting w/DAW owners group in 
Bethesda,MD to discuss abnormal transients operating 
guidelines program for RAW reactors 

VIBSINO.O 8 Operating Reactors Branch 4 80/09/11 2pp 


8009260263 Forwards EQAO Idaho, Inc rapt, "Electrical, Instrumentation A 
Control Aspects of Override of Containment Purge Valve 
Isolation A Other Safety Feature Signals *' Tech Specs should 
require that purge valves be closed when unit is operating 
NOVAK, T M Assistant Director for Operating Reactors 80/09/14 
3pp 


— 8009260279 Technical evaluation rept, "Electrical. Instrumentation A 
Control Aspects of Override of Containment Purge Valve 
Isolation A Other Bafety Feature Signals " 

UDY, A C EG 10 Idaho. Inc FIN A-6236 00/04/30 ?pp 


9 Inspection reports, IE Bulletins A corraspondtnee 


8008070390 Forwards IE Bulletin. 00-00, "Examination of Containment 
Liner Penetration Welds " Written response required 
SEYFRIT. K V Region 4. Dallas, Office of the Director, 00/04/07. 
lp- 


8 008 26 06 B3 Forwards IE Bulletin 00-10, "Contamination of Nonrad ioactlve 
Qys A Resulting Potential far Unmonl tared, Uneontrol led 
Release of Radioactivity to Environ " 

SEYFRIT. K V Region 4. Dallas, Office of the Director 80/05/06, 
lp. 


9008270317 Responds to IE Info Notice 90-06. "Notification of 
Incidents " Discusses specific notification criteria A util 
interprets tlon 

TRIMBLE. D C Arkansas Power A Light Co 00/06/11 6pp. 
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0008200123 Responds to IE Bulletin 80-12. "Decay Heat Removal Bye 
Operability ".Review of all eye related event* 4 hardware 
eapeb i 1 i t iee 1* complete Adequate review of safeguards 
against degradation has been performed at Unit 2 
CAVANAUGH, W Arkansai Power 4 Light Co 00/06/12 3pp 


8008190179 8ubmite response to IE Bulletin 80-06 re engineered safety 
features reset controls Components which do not remain in 
emergency mode have been modified 

CAVANAUGH. W Arkansas Power b Light Co 00/06/10 5pp 


8000190629 Forwards IE Bulletin 00-15. "Possible Los* of Emergency 
Notification 8Y8 (EN6) W/Loss of Offsite Power " Written 
respon** required 

SEYFRIT.K V Region 4. Dalle*. Office; of the Director 00/06/18 
IP 


BQ0B2QQ012 Forward* add! info 4 tchedula of completion for all 
remaining item* re IE Bulletin 79-01B, "Environ 
Qualification of Cla*i IE Electrical Equipment " Submit* max 
flood levels inside primary containments 
CAVANAUGH, W Arkansas Power t Light Co 00/06/23 4pp 


8008290306 Forwards IE Circular 00-14. "Rad ioac ti ve Contamination of 
Plant Demineralized Water Sys & Resultant Internal 
Contamination of Personnel " No written response required 
SEYFRIT.K V Region 4. Dallas. Office of the Director 00/06/24 
IP 


8009190639 Forwards IE Bulletin 80-16, "Potential Misapplication of 
Resemount Inc Models 1151 4 1152 Pressure Transmitters 
U/Either A or D Output Codes " Written response required 
IE Circular 80-16 also enel No written response required 
SEYFRIT.K V Region 4. Dallas. Office of the Director 80/06/27 
lp 


900Q190282 Submits response to IE Bulletin 80-10 re contamination of 
nonradioactive sys Routine sampling program will be 
established for sys specified 

TRIMBLE, D C Arkansas Power 6 Light Co 80/07/02 3pp 


800327034 i Forwards response to IE Bulletin 00-11 Discusses masonry 
walls w/attachments to safety-related piping or equipment 
resulting in wall failure affecting jaf ety-related sys 
CAVANAUGH, W Arkansas Power 4, Light Co 00/07/03 48pp 


8008280022 Bubmits partial response to IE Bulletin 80-09. "Hydramotor 
Actuators " Complete response expected by 800710 Six 
hydramotor actuators used in safety-related sys All six 
mfg using proper 5160 steel for spring matl 
TRIMBLE, D C Arkansas Power 6 Light Co 90/07/00 lp 


0008190203 Submits response to IE Bulletin 80-04 re emergency feedwater 
pump analysis Analyses demonstrate that emergency feedwater 
pumps will remain operable following main steam line break 
accident considering runout flow conditions. 

TRIMBLE. D C Arkansas Power It Light Co 80/07/09 lp 


0008130689 Forwards listings of Region 4 Inspectors for admittance to 
facilities Inspectors should be provided u/permanent 
non-employee picture badges for unescorted access to 
protected 6 vital plant areas W/o ends 

SEYFRIT.K V Region 4, Dallas, Office of the Director 00/07/i! 

2pp 


9008250283 Forwards IE Insp Repts 50-31 3/B0-10 4 50-368/80-10 on 
800522-0621 6 notices of violation One of three notices of 
violation withheld (ref 1QCFR2 790) 

MADSEN, 0 L Region 4, Dallas, Reactor Operations Nuclear Support 
Branch B0/07/11 2pp 


—8008230288 Notice of violation from insp on 800522-0621 

* Region 4, Dallas. Office of the Director 80/07/10 2pp 


—800S250294 Notice of violation from insp on 800322-0621 

* Region 4, Dallas, Office of the Director. 80/07/10 lp 


— 9009QS0305 IE Insp Repts 50-313/00-10 St 50-368/80-10 on 800522-0621 
Noncompl lance noted failure to count smears taken during 
either Unit 1 or Unit 2 reactor auxiliary building surveys 
for alpha rad in Apr 4 May 1980 

HUNN1CUTT. D M , JOHNSON, W D , C ALLAN, L J Region 4, Dallas, Office 
of the Director 80/07/10 14pp 


8009260661 Forwards IE Circular 00-17, "Fuel Pin Damage Due to Water 
Jet from Baffle Plate Corner " No written response required 
SEYFRIT.K V Region 4, Dallas, Office of the Director 80/07/23 
if 


9008030055 Responds to violations noted in IE In*p Repts 50-313/60-10 & 
30-368/80-10 on 000322-0621 Corrective actions alpha surveys 
of auxiliary bldgs incorporated in health physics monthly 
routine radiation survey ichedule 

TRIMBLE. D C Arkansas Power 4 Light Co 00/07/29 4pp 


8000190233 Submits response to IE Bulletin 79-03A re ueld defects in 
stainless steel pipe No SA-312 or A-312 type 300 series 
fusion welded pipe is in use or planned for use In 
safety -T elated sys 

TRIMBLE, D C Arkansas Power 4 Light Co 80/07/31 lp 


5 Reportable occurrences, LERs 1 related correspondence 


8004230471 Forwards LER 80-006/04L-0 

TRIMBLE, D C Arkansas Power 4 Light Co 80/04/16 lp 


--8004230473 LER 80-006/04L-0 on 900318, average gross release rate for 
Jan-Mar 1980 found to be 4 3K of max permissible 
concentre t ion. e x ceed i ng Tech Specs Major portion caused by 
reactor bldg purge in Jan 

BRAMLETT.L 8 Arkansas Power & Light Co 80/04/16 lp 


600723023? Part 21 rept re cracked steam generator manway studs 
Batisfac fcoTy operating experience forms constitute 
reasonable basis for continued operation while 
Investigations proceed 

TAYLOR, JH Babcock 4. Wilcox Co 00/07/11 5pp 


8008070375 Supplementary Part 21 rept re possibility that replacement 
of buffer card PN6624610 for both power trains In Bailey 
Control Co buffer module 824 may result in loss of 84 volt 
control power 6 safety-related Instrumentation 
BALDWIN, TL Babcock 4 Wilcox Co 80/07/19 2pp 


0008130467 Forwards response to NRC 000708 request for info re B00624 
offsite power event Switchyard operation is described In 
F0AR, Section 8 2 During event, 161 kV power source was not 
lost 

TRIMBLE, D C Arkansas Power l Light Co 00/07/31 43pp 


8008260523 RO 50-313/80-28 on 000731, access plug removal in Unit 1 
subjected structure to penetration of wind generated 
missiles Personnel access doors in Units i 4 2 do not appear 
to be missile proof harriers Remedial action under review 
■O'HANLON, J P Arkansas Power 6 Light Co B0/09/O1 2pp 


8000080268 Forwards updated LER 00-01 1/03X-4 

TRIMBLE. D C Arkansas Power 4 Light Co 80/08/04 lp 


— 8008080270 Updated LER 80-01 1 /03X-4 on 800401, based on piping sys as- 
built configuration review required by IE Bulletin 78-14, 
seventeen hangers were declared inoperable Hangers repaired 
or modified Design change prepared 

BRAMLETT.L S Arkansas Power 4 Light Co 80/08/04 2pp 


8008080299 Forwards LER 80-023/03L-0 

TRIMBLE, D C Arkansas Power 6 Light Co 80/09/04 lp 


—8008080305 LER 80-023/03L-0 on 800709, dur i ng test of steam driven 
emergency feed pump P-7A. main steam supply valve CV-2667 to 
P-7A did not fully open on demand Caused by valve operator 
torqulng out early Torque switch given small adjustment 
BRAMLETT.L 8 Arkansas Power 4 Light Co 80/0B/04 lp 


0008000309 Forward* LER 80-024 /03L-0 

TRIMBLE, D C Arkansas Power 4 Light Co 80/08/04 lp 


— 800B080316 LER BO-024/03L-0 on 800706, dur ing start of emergency 
feedwater pump turbine drive survei l lance, pump tripped on 
overspeed Caused by five of eight studs holding governor 
steam valve to turbine being broken All bolts replaced 
BRAMLETT.L 8 Arkansas Power V Light Co 00/08/04 lp 


8000120403 Forwards LER 0O-O23/O3L-O 

TRIMBLE, D C Arkansas Power 4, Light Co 80/09/07 lp 


— 0008120408 LER 0O-O25/O3L-O on 80071 1 . dur i ng surveillance test on 
standby exhaust fan, fan failed to maintain required flow per 
time length Caused by internal fouling of sys piping 6 
valves Sys c 1 e aned , r e t ested 6 proven operable. 

BRAMLETT.L S Arkansas Power 4 Light Co 90/08/07 lp 


8008180413 Forwards LER B0-03B/Q1T-O 

TRIMBLE, D C Arkansas Power 6 Light Co 00/08/12 lp 
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-B008180417 LER B0-O28/OIT-O on 800731 , acc* s s plug* above svc uaUr 
pumps removed to provide natural circulation coaling 
Determined that plugs were missile shields & personnel 
access doors mere not missile-proof barriers Plugs replaced 
BRAMLETT. L 5 Arkansas Power *. Light Co 80/03/13 4pp 


00B2S0504 Forwards LER 80-026/03L-0 
TRIMBLE. 0 C Arkansas Power 8- Light Co 80/08/15 ip 


-8008250508 LER 80-026/03L-0 on BOQ716, dur i ng power op e rat l on. one small 
primary to secondary leak developed in tube 74-1 of steam 
generator E24A Cause of failure believed similar to 
defective tubes reported in LEft 79-005/03L-0 
SHIVELY. C N Arkansas Power «. Light Co 00/08/15 Ip 


0082b 0395 Forwards LER 80-030/99L-Q 
TRIMBLE. D C Arkansas Power tt Light Co 00/OB/ai ip 


-8008280397 LER 80-030 /99L-0 on 800722 . dur i ng outage, matl & ultrasonic 
test of upper S> lower once— through steam generator manway 
studs revealed three lower studs u/cracklng on A once- 
through steam generator Cause unknown Studs replaced 
BRAMLETT.L S Arkansas Power S« Light Co 80/00/21 lp 


1000280444 Forwards LER 60-029/03L-0 
TRIMBLE. D C Arkansas Power b Light Co 80/08/22 lp 


-8000280440 LER 80-029/03L-0 on 800723. p en e trat ion C2 barrel test was 
found to have exceeded 6-month testing frequency by 23 days 
Caused by test not being scheduled due to changes in 
personnel K respons ibl lti es Test has been reidentified 
BRAMLETT, L 5 Arkansas Power «. Light Co 80/00/22 lp 


1009250452 Forwards LER 80-027/04L-0 
TRIMBLE, D C Arkansas Power b Light Co 80/C8/22 lp 


—8000280454 LER 50-027/04L-0 on 900725. average gas release rate for 
third quarter 1980 is 4 477. of release rate per Tech Specs 
Caused by reactor bldg purge following shutdown to correct 
steam generator tube leak Failed fuel will be rotated 
BRAMLETT.L S Arkansas Power l< Light Co 00/08/22 lp 


10CHET 50-315 DONALD C COOK NUCLEAR POWER PLANT, UNIT 1 


Security, medical, emergency tt fire protection plans 


3009270716 Notification of 800619.20 ft 22 workshops in Valley Forge. PA. 
Chicago, IL S Atlanta, GA, respec tively. to solicit public 
comment re NUREG-0696, “Functional Criteria for Emergency 
Response Facilities " 

KEPPLER. J 0 Region 3. Chicago, Office of the Director BO/OB/tl 

2pp 


3008 2 7024 2 Responds to B0Q723 comments re health physic* network 
Current purpose of health physics network is to provide for 
transmission of info during routine op era 1 1 ons, AOs t 
emergencies 

KEPPLER, JO Region 3, Chicago, Office of the Director BO/CB/14 

2pp 


— 8000270246 Transmits concerns 4 questions re intent It use of health 
physics network NRC will receive info from plant members 
u/o knowledge of plant mgt Questions how NRC intends to 
test network to ensure reliability 6 f unc t i onab i 1 i t y 
HUNTER, R S Indiana 6 Michigan Power Co- 00/07/23 3pp 


> Insurance 4 indemnity information 


3009150376 Forwards Endorsements 4,5.36,37,4 4,45,4 L 5 to NEL1A Binder 
EB-49, NELIA Binder EB-64, MAELU Policy MF-79, MAELU Policy 
KF-79, NEL [A Policy NF -206, NELIA Policy NF-206. MAELU Binder 
XB-4S 6 MAELU Binder XB-64, respectively 

HUNTER, R S Indiana It Michigan Electric Co 80/00/05 1 2p p 


1 Operating license stage documents 6 correspondence 


3008 0 60358 Forwards errata sheets correcting errors in five addl TMI-2 
related requirements submitted by B00S07 Itr Items involved 
are II K 3 25,11 K 29 1 II K 3 44 Svc lists end 
EISENHUT,D 0 Division of Licensing 00/06/09 69pp 


3008060024 Forwards FR notice re 900714-17 regional meetings to address 
portion of Commission 800523 memorandum It order describing 
requirements of environ qual if i ca t ion of electrical 
equipment Installed in safety sys 

EI5ENHUT, D 0 Division of Licensing 90/06/30 lp 


--8008060189 Notice of 900714-17 regional meetings to address portion of 
Commission 000523 memorandum 6 order describing requirements 
of environ qual if ication of electrical equipment inttalled 
In safety sys Svc lists end 

E 1 6ENHUT , D 0 Division of Licensing 80/06/27 117pp 


8008140074 Submits names of Ofc of Nuclear Reactor Regulation contacts 
for facility resulting from reorganization on 800420 
NOVAK, T M Assistant Director for Operating Reactors 80/07/21 

2pp 


BOO027OO91 Forward* safety evaluation re pipe cracks forming in 
chemical vot control sys due to excessive charging pump 
vibrations Installation of dampeners on reciprocating 
charging pump discharge flanges will reduce pipe vibrations 
VARGA. S A Operating Reactors Branch 1 00/00/06 2pp 


— 8008270095 Safety evaluation re chemical & vol control sys pump 
vibrations 

• Operating Reactors Branch 1 90/08/06 2pp 


Q Inspection reports, IE Bulletins 6 correspondence 


B 008050550 Forwards IE Insp Repts 50-315/78-39 Si 50-316/78-40 on 
800610 Ho noncompliance noted 

DAVIS, A B Region 3, Chicago, Fuel Facility 6 Materials Safety 
Branch. 80/06/30 2pp 


— 80080505SS IE lnsp Repts 50-313/70-39 & 50-316/78-40 on 800610 No 
noncompliance noted Major arras Inspected telephone 
discussion & closeout of results of previous sample 
collection tt submission of spiked samples 
JANUBKA. A 0 . ESSIO, T H Region 3, Chicago, Office of the 
Director. 80/06/27 4pp 


8008120693 Forwards IE Insp Rept 30-319/BO-ll & 50-316/80-09 on 
S00626 8< 27 & notice of violation 

HE I BUM AN, R F Region 3. Chicago, Raactor Operations Nuclear Support 
Branch B0/07/1Q 2pp. 


— 8008120694 Notice of violation from insp on 800626 Si 27 

• Region 3, Chicago, Office of the Director, 80/07/10 lp 


— 8008120699 IE Insp Rept 30-3I5/B0-11 8, 30-316/00-09 on 800626 S< 87. 
Noncomp I ianc* noted failure to follow requal i f ication 
training program for review of facility design change, 
procedure change St facility licensee change review 
8 HANSEN i E R , SCHULZ, R 0 Region 3, Chicago, Office of the 
Director BAKER, K R Region 3. Chicago, 'Reactor Operation! 
Nuclear Support Branch. 60/07/10 Lp 


G0QB260722 Forwards IE Insp Repts 80-313/00-00 Si 30-316/80-07 on 
800401-0615 k notice of violation 

HE1BHMAN.R F Region 3, Chicago, Reactor Operations Nuclear Support 
Branch 30/07/10 2pp 


--8008260729 Notice of violation from insp on 800401-0613 

» Region 3, Chicago, Reactor Operations Nuclear Support Branch 
BO/07/10 lp 


- -800826072 9 IE Insp Rept* 30-315/80-08 b SO-316/B0-O7 an 800401-0613 
Noncompliance noted lack of senior reactor oparator/reactor 
operator manning, inadequate logging of significant event Si 
violating Tech Spec 6 0 1 re maint of operation! log 
MASSE, R E , DUBRY.N E , BOYD. D C Region 3, Chicago. Office of the 
Director 00/07/10 0pp 


0008120099 Forward* IE Circular 00-17, "Fuel Pin Damage Due to Water 
Jet From Baffle Plate Corner " No written response required 
KEPPLER, J 0 Region 3, Chicago, Office of the Director 80/07/53 
if 


8008200547 Forwards IE Bulletin 00-18, "Maint of Adequate Min Flow 
Through Centrifugal Charging Pumps Following Secondary Side 
High Energy Line Rupture " Action required 

KEPPLER. J 0 Region 3, Chicago, Office of the Director 80/07/24 

lp 


S008130174 Responds to IE Bulletin 00-16, "Potential Misapplication 
of Rosamount. Inc Model* 1181 S' 1132 Pressure Transmitters 14/ 
Either A or D Output Codes " Transmitter* ars neithor 
inttalled nor planned for use 

HUNTER, R 8 Indiana 8, Michigan Electric Co 80/07/2B 2pp 


8008150341 Forwards suppt to IE Info Notice 80-06, "Notification of 
Significant Event* at Operating Power Reactor Facilltiee " 

No written response required 

KEPPLER. U 0 Region 3, Chicago, Office of the Director 80/07/29 

Ip 


DOCKETED ITEMS 


9OO013GO94 Forward* IE 
W-2 Spring Return to 
required 

KEPPLER. J 0 Rag Ion 
IP 


Du 1 1 ail n BO- SO. "Fatlura* of Lestlnghouee Type 
Neutral Control Switches ” Action 

3, Chicago. Office of the Director 30/07/31 


9000200*169 Forward* IE Bulletin BO-19. ‘’Failure* of Merc ury-Wet ted 
Matrix Relay* in Reactor Protective Sys of Operating Nuclear 
Power Plant* Designed by Combustion Engineering 11 Action 
required by facilities w/OL» or CP* 

KEPPLER. J 0 Region 3. Chicago. Office of the Director 00/07/31 
If 


J Imurance 4 indemnity information 


8008150376 Forward* End or* ement * 4.5.36.37,4 4,05.4 8. 5 to NEC. I A Binder 
EB-4S, KELIA Binder EQ-64. MAELV Policy MF-79, MAELU Policy 
MF-79 , NELI A Policy NF-206.NELIA Policy NF-206. MAELU Binder 
XB-45 U MAEUU Binder XB- 64, r e *p ec t ive 1 y 

HUNTER, R E Indiana 8 Michigan Electric Co B0/09/05 12pp 


BOO 8260 584 Forwards indemnity fee for 300317-010017 

HUNTER, R 6 Indiana 4 Michigan Electric Co 80/08/21 lp 


8008180126 Forward* IE Bulletin BO-20, "Failure* of Meetinghouse Type 
U-2 Spring Return to Neutral Control Switches." lent to 
lilted licensee* for action on 800731 

PAPPAS, H Region 3, Chicago. Office of the Director 8O/Q0/OI lp 


BOOS 180209 Forward* IE Info Notice 90-29. “Bro.ken Stud* on TerTy 
Turbine Steam Inlet Flange " No ipecific action or response 
requested 

KEPPLEft. J 0 Region 3, Chicago, Office of the Director 00/00/07 

lp 


0009260424 Notifies thet response to Question 5 74 of requirement* of 
IE Bulletin 79-14 ha* been found to be inconsistent w/F8AR 
design criterion for piping Amend to FSAR will be filed to 
include correct response 4 actual dailgn practice 
HUNTER , n S Indiana & Michigan Electric Co 00/00/18 2pp 


R Periodic operating report* 4 related correspondence 


8008100541 Forward* monthly operating rept for Jul 1900 

SMALLER, D U Indiana 6 Michigan Electric Co 00/00/06 lp 


P Operating license stage document* 6 correspondence 


0008060350 Forward* errata sheet* correcting error* in five addl TMI-2 
related requirement* submitted by 900307 Itr Item* Involved 
ere II K 3 25, 1 1 V 29 4 II K 3 44 Svc li*t» end 
EISENHUT, DO Division of Licensing 60/06/09 69pp 


8000060024 Forwards FR notice re 000714-17 regional meeting* to address 
portion of Commission 800523 memorandum 4 order describing 
requirement* of environ qualification of electrical 
equipment installed in safety *y* 

EISEMHUT, D 0 Division of Licensing 80/06/30 ip 


--S00&060199 Notice of 000714-17 regional meeting* to address portion o 
Commission 800523 memorandum S' order describing requirement* 
of environ qualification of electrical equipment installed 
in safety «y* Svc lists end 

EISENKUT, D 0 Division of Licensing 00/06/27 117pp 


8008140228 Forwards Amend 22 to License DPR-74, safety evaluation U 
notice of issuance & availability 

VARGA. S A Operating Reactor* Branch 1 80/07/10 2pp 


— 8OO01BO55O Monthly operating rept for Jul 1980 

OILLETT.B Indiana ti Michigan Electric Co 00/08/04 5pp 


8 Reportable occurrences, LER* 4 related correspondence 


8008040156 Forward* LER 00-015/031-0 

SMALLER, D V, Indiana it Michigan Electric Co 80/07/29 lp 


—0000040158 LER 80-015/03L-0 on 800703, in mode 6. train 9 ctntrifugal 
charging pump failed while running due to broken pump shaft 
Cause unknown, Pump rebuilt using new design, shaft 
LEASE, R S Indiana it Michigan Electric Co 00/07/29, 2pp 


8008260443 Forward* LER 80-01 6/03L-0 

SHALLER, D V Indiana it Michigan Electric Co 80/00/19 lp 


— 0008140235 Amend 22 to License DPR-74, revi s Ing surveillance l< 
monitoring requirement* for degraded voltage Function It 
turvelllance requirements for onsite power source testing 
VARGA, 8 A Operating Reactor* Branch 1 80/07/10 7pp 


— BOOB 140238 Safety evaluation supporting Amend 22 to License DPR— 74 
* Office of Nuclear Reactor Regulation, Director 00/07/10 2pp 


— 8006140241 Notice of issuance it availability of Amend 22 to License 
DPR-74 

VARGA, B A Operating Reactor* Branch 1 00/07/10 2pp 


8009140074 Submits names of Qfc of Nuciaar Reactor Regulation contacts 
for facility resulting from rtorgannaiion on 900426 
NOVAK, T (1 Assistant Director for Operating Reactors 90/07/21 

2pp 


— 8009260445 LER 80-016/03L-0 on B00720, during automatic load sequence 
timing relay surveillance test, timer for 1E-MDAFP exceeded 
max allowable time Caused by instrument drift Timer reset it 
retested 

RISCMLINO, J L Indiana 4 Michigan Electric Co 00/06/19 lp 


8000270091 Forward* safety evaluation re pipe cracks forming in 
chemical vot control sys due to eicessive charging pump 
vibrations Installation of dampener* on reciprocating 
charging pump discharge flanges will reduce pipe vibrations 
VAflQA, 8 A Operating Reactors Branch 1 80/08/06 2pp 


DOCKET 50-316 DONALD C CQOK NUCLEAR POWER PLANT. UNIT 2 


F Security, medical, emergency i> fire protection plans 


8000270716 Notification of 800019,20 t< 22 workshops in Valley Forge, PA, 
Chicago, IL It Atlanta, 0A> respectively, to solicit public 
comment re NUREQ-0696, ’’Functional Criteria #ot Emergency 
Response Facilities “ 

KEPPLER, J 0 Region 3, Chicago, Office of the Director 90/OB/lt 
2pp. 


8009270242 Respond* to 000723 comment* re health physics network 
Current purpose of health physics network is to provide for 
transmission of info during routine opera t i on* , AOs & 
emergencies 

KEPPLER, J 0 Region 3, Chicago, Office of the Director 80/00/14 

2pp. 


— S0O827O246 Transmits concern* 6 questions re intent 4 u*e of health 
physic* network NRC will receive info from plant member* 
sj/q knowledge of plant mgt Questions how NRC intends to 
test network to ensure reliability 4 f unc t ionab i 1 i ty 
HUNTER, R 8 Indiana * Michigan Power Co 80/07/23 3pp 


— 8008270099 Safety evaluation re chemical 4 vol control sys pump 
vl bra t ions 

• Operating Reactors Branch 1 80/08/06 2p p 


Q Inspection reports. IE Bulletins 4 correspondence 


0008050550 Forwards IE Insp Septs 90-313/78-39 it 50-316/78-40 on 
BOO 6 10. No noncomp l ianc e noted 

DAVIS. A B Region 3. Chicago. Fuel Facility & Materials Safety 
Branch 80/06/30 2 pp 


— 8000050555 IE Insp Repts 30-315/78-39 it 50-316/78-40 on 800610 Ho 
noncompliance noted Major areas Inspected telephone 
discussion 1 closeout of Tesults of previous sample 
collection It submission of spiked samples 

JANUSKA.A 0 . ESS 10, T H Region 3, Chicago, Office of the 
Director 80/06/27 4pp 


0000120693 Forwards IE Insp Rept 50-315/80-11 it 30-316/80-09 on 
B00626 4 27 5. notice of violation 

HEISHMAN.R F Region 3. Chicago. Reactor Operations Nuclear Support 
Branch 80/07/10 2pp 


— 0OOB 120694 Notice of violation from insp on 800626 L 27 

* Region 3, Chicago. Office of the Director BO/Q7/IO lp 



22 


DOCKETED ITEMS 


-8008120699 JE Insp Rept 50-315/80-11 6 50-316/30-09 an 800626 l 27 
Noncompl latic e noted foilure to follow r equa 11 f lea 1 1 on 
training program for review of facility design change, 
procedure change ti facility licensee change review 
SWANS EN, E R , SCHULZ. FI D Region 3. Chicago. Office of the 
Director BAHER.K R Region 3. Chicago. Reactor Operations 
Nuclear Support Branch 00/07/10 lp 


009360722 Forwards IE Insp Hepts 30-315/80-09 h 50-316/80-07 on 
300401-0615 l notice of violation 

HEISHMAtl.S F Region 3. Chicago. Reactor Operations Nuclear Support 
Branch BO/07/10 2pp 


-9000260723 Notice of violation From insp on 000401-0615 

* Region 3. Chicago. Reactor Operations Nuclear Support Branch 
B0/07/10 lp 


-0009260729 IE Insp Repts 50-315/80-08 b 50-316/80-07 pn 000401-0615 
None omp 1 lane e noted lack of senior reactor operator/reactor 
operator manning, i nadequate logging of significant event 6 
violating Tech Spec 6 6 1 re maint of operations log 
MASSE, R E . DUBRV.N E . BOYD, D C Region 3, Chicago, Office of the 

Director 80/07/10 Bpp 


IOQB12G099 Forwards IE Circular 80-17, "Fuel Pin Damage Due to Water 
Jet From Baffle Plate Corner " No written response required 
KEPPLEft, J C Region 3. Chicago, Office of the Director 80/07/23 
Ip 


1000200547 Forwards IE Bulletin B0-1B. "Maint of Adequate Min Flow 
Through Centrifugal Charging Pumps Following Secondary Side 
High Energy Line Rupture '* Action required 

KEPPLER.J C Region 3. Chicago, Office of the Director 00/07/24 

lp 


1000130174 Responds to IE Bulletin BO-16. "Potential Misapplication 
of Ro s emount . 1 nc Models 1151 & 1152 Pressure Transmitters W/ 
Either A or D Output Codes " Transmitters are neither 
installed nor planned for use 

HUNTER, R 8 Indiana *• Michigan Electric Co 00/07/20 2pp 


1000130341 Forwards suppl to IE Info Notice 80-06, "Notification of 
Significant Events at Operating Power Reactor Facilities " 

No written response required 

KEPPLER.J 0 Region 3, Chicago, Office of the Director B0/D7/29 
Ip 


Q0S18G096 Forwards IE Bulletin 60-20, "Failures of Westinghouse Type 
W-2 Spring Return to Neutral Control Switches " Action 
r equ i r e d 

KEPPLER.J 0 Region 3. Chicago, Office of the Director B0/07/31 

Ip 


1009200469 Forwards IE Bulletin 80-19, "Failures of Mercury-Wetted 
Matrti Relays in Reactor Protective Sys of Operating Nuclear 
Power Plants Designed by Combustion Engineering “ Action 
required by facilities w/OLs or CPs 

KEPPLER.J 0 Region 3. Chicago, Office of the Director SO/07/31 
Ip 


1008180126 Forwards IE Bulletin BQ-20, "Failures of Westinghouse Type 
W-2 Spring Return to Neutral Control Switches," sent to 
listed licensees for action on 800731 

PAPPAB , H Region 3, Chicago. Office of the Director 80/00/01 lp 


1008180208 Forwards IE Info Notice BO-29. "Broken Btuds on Terry 
Turbine Steam Inlet Flange " No specific action or response 
reques ted 

KEPPLER.J G Region 3. Chicago, Dffice of the Director 00/00/07 

lp 


IQ0B26O424 Notifies that response to Ouostion 9 74 of requirements of 
IE Bulletin 79-14 has been found to he inconsistent w/FSAR 
design criterion for piping Amend to FSAR will be filed to 
include correct response 6 actual design practice 
HUNTER, R 8 Indiana !, Michigan Electric Co 00/09/18 2pp 


periodic operating reports & related correspondence 


1009150351 Forwards monthly operating rept for Ju 1 190D 
SMALLER, D V Indiana ft Michigan Electric Co 00/00/06 lp 


-0008150355 Monthly operating rept for Ju l 1900 

QILLETT, B Indiana L Michigan Electric Co 80/00/04 Spp 


Reportable occurrences. LERs & related correspondence 


— 8008040094 LER 0O-O2B/O3L-O on 000709, tes t i ng of motor driven 
auiliiary feed wa ter pump during blackout cond i t ions showed 
two safety injection relay timers exceeded Tech Spec allowed 
tolerance Caused by instrument drift 

R ISCHL INS, J L Indiana l< Michigan Electric Co 80/07/29 Ip 


— 0000040097 Updated LER 79-026/03X- l on 790709. while reviewing ailal 
power distribution monitoring sys, two occasions were 
discovered in which only one detector scan was printed out 
Cause undetermined Investigation closed 

RISCHLING, J L Indiana fc Michigan Electric Co 80/07/29 lp 


0008260603 Forwards LER 0O-O29/O3L-O 

SMALLER, D V Indiana 6 Michigan Electric Co 80/08/19 ip 


— 0000260612 LER 80-029/03L-0 on 800721, while investigating frequent 
filter not in motion alarms on containment APD (R-l 1 ) , f t iter 
paper motor bound up, stopping filter paper L rendering R-l 1 
inoperable Caused by bad bearing on motor 

KI9CHLINQ, J L Indiana «< Michigan Electric Co 00/08/19 lp 


DOCKET 50-317 CALVERT CLIFFS NUCLEAR POWER PLANT, UNIT l 


F Security, medical, emergency 6 fire protection plans 


6006250732 Notifies that Health Phyiics Network telephone sys has been 
ins tal led, 1 (nki ng site health phyiics personnel u/NRC & 
regional ofet Network. active ted in emergency. Is restricted & 
should be ustd only when other communications out of sve 
ORIER.B H Region 1. Philadelphia, Office of the Director 
00/04/24 2pp 


8006060395 Requests participation in study of people-related problems 
in nuclear safeguards Study requires interviews w/eecurity 
mgt personnel re security practices 

EIBENHUT. D 0 Division o,f Licensing 80/07/21 2pp 


8008280061 Notification of 800819.20 U 22 workshops in Valley Forge, PA, 
Chicago, IL f, At len ta, DA, respect lvely, to solicit public 
comment re NVRE0-0696, "Functional Criteria for Emergency 
Response Facilities 11 

0RIER,B H Region 1, Ph 1 led elph ia. Office of the Director 
80/00/ If 2pp 


80082201Q5 Forwards revised replacement pages to fire hajards analysii 
deleting Criterion 6 re encapsulation of redundant trays or 
conduits in single fire area t, adding mods to apply fire 
resistant coatings to cable trays NRC response requested 
LUNDVALL.A E Baltimore Das l Electric Co B0/0B/20 22pp 


H Oeneral correspondence 


0008130626 Forwards updated list of individuals to receive 
correspondence re security-related matters provided in 
781103 Itr Requests that correspondence be addressed to Vfi 
Evans who has corporate responsibility for security 
STE1NHA0EN, C C Baltimore Oas fc Electric Co 80/00/04 2pp 


P Operating license stage documents l> correspondence 


800B0603SB Forwards errata sheets correcting errors in five addl TMI-2 
related requirements submitted by 800507 Itr Items Involved 
are II K 3 25. 11 K 29 k It K 3 44 Svc lists end 
EIBENHUT, D 0 Division of Licensing BO/06/0? 69pp 


800B060024 Forwards FR notice re 800714-17 regional meetings to address 
portion of Commission 000523 memorandum L order describing 
requirements of environ qualification of electrical 
equipment installed in safety sys 

EISENHUT, DO Division of Licensing 80/06/30 lp 


— 0008060 1B9 Notice of 000714-17 regional meetings to address portion of 
Commission B00523 memorandum V order describing requirements 
of environ qual i f ication of electrical equipment installed 
in safety sys Svc lists end 

EISENHUT, D 0 Division of Licensing 80/06/27 U7pp 


0008210173 Forwards “Interim Reliability Evaluation Program, Phase II. 
Procedure K. Schedule Guide, " draft Revision 1 t, related 
matl.in response to concerns expressed at 800612 meeting 
Submits response to 800625 Itr re evaluation program 
EISENHUT, D Q Division of Licensing, 80/07/25. 9pp 


— 800821017a "Interim Reliability Evaluation Program, Phase II, Procedure 
l Schedule Guide. " draft Revision t Related matl end, 

* Probabilistic Analysis Branch <Pre 791030) 80/07/08 64pp. 


009040093 Forwards LER BO-O20/O3L-O * updated LER 79-026/03 X- 1 
SMALLER, D V Indiana t- Michigan Electric Co BO/07 /2? lp 


DOCKETED ITEMS 


80QB050001 Forward* Revision 1 to App E of "RCS Asymmetric Loads 
Evaluation Program, " final rept Revised app describe* 
analysis usfd to demonstrate ECCS performance u/TBdeted 
area coolant channel* 

LUNDVALL. A E Baltimore Gas 4 Electric Co 80/07/31 lp 


BOOS2200B4 Forwards IE Bulletin 00-18, "Malnt of Adequate Min Flow 
Through Centrifugal Charging Pumps Following Secondary Side 
High Energy Line Rupture “ Action required 
GRIER, B H Region 1, Philadelphia, Office of the Director 
BO/07/24 1 p 


'5008090003 Revision 1 to App E of "RCS Asymmetric Loads Evaluation 
Program, " final rept 

* Combustion Engineering, Inc 80/07/31 27pp 


00001 40409 Forwards Amends 43 4 26 to Licenses DPR-53 8, DPR-69, 
respectively 4 notice of issuance 4 availability 
CLARK, R A Operating Reactors Branch 3 80/07/31 3pp 


— B00B14O419 Amends 43 8, 26 to Licenses DPR-53 4 DPR-69, resp act 1 vely , 
updating organiiatlon charts 4 safety committee membership 
per recent reorgan i la t ion 

CLARK, n A Operating Reactors Branch 3 80/07/31 46p p 


— 800B140422 Notice of Issuance 4 availability of Amends 43 L 26 to 
Licenses DPR-53 4 DPR-69, respec tl v» 1 y 

CLARK, R A Operating Reactors Branch 3 80/07/31 2pp 


8000060201 Application for amend* to Licenses DPR-53 t< DPR-69 
consisting of changes to fire protection Tech Specs 
LUNDVALL, A E Baltimore On t Electric Co 80/08/01 2pp 


— 8008060203 Proposed changes to Tech Specs 33374 Table 3 3 11, for 
fire protection Instrumentation 

■» Baltimore Oat 4 Electric Co 00/08/01 lBpp 


8008120608 Forwards Amends 44 4 47 to Licenses DPR-53 4 DPR-69, 
respectively, safety evaluation 4 notice of Issuanca 6 
availability 

CLARK, R A Operating Reactors Branch 3 80/08/01 2pp 


— 8000120617 Amends 44 4 27 to Licenses DPR-53 4 DPR-69, respec ti vely, 
authorizing changes in location where samples are taken 
whan'safety injection tank level Increases are routinely 

made 

CLARK, R A Operating Reactor* Branch 3 00/00/01 lOpp 


0008070444 Forwards suppl to IE Info Notice 80-06, "Notification of 
Significant Events at Operating Power Reactor Facilities " 

Ho written response required 

GRIER, B H Region 1, Philadelphia, Office of the Director 
80/07/29 lp 


0008140495 Forwards IE Bulletin 80-20, 'Failures of He st 1 ngh oul e Type 
W-2 Spring Return to Neutral Control Switches " Requests 
info re estimate of manpower associated u/corrsctive 
actions needed after identifying problem 

GRIER, 8 H Region 1, Ph 1 lade lph ia. Office of the Director 
80/07/31 lp 


8008180043 Forwards IE Bulletin 80-19, "Failures of Mercury-Wetted 
Matrix Relays in Reactoi Protective Sys of Operating Nuclear 
Power Plants Designed by Combustion Engineering ” Action 
required by facilities w/OLs or CPs 

GRIER, B H Region 1, Philadelphia, Office of the Director 
00/07/31 ip 


8000180349 Discusses IE insp on 800501-31 4 forwards notice of 
violation l notice of proposed imposition of civil penalty 
Notice of violation, App S withheld (ref 10CFR3 790) 

STELLOiV Office of Inspection t Enforcement, Office of the 
Director 80/08/01 3pp 


•8008180354 Notice of violation from insp on 800S01-31 Noncompliance 
noted failure to maintain operability of two auxiliary 
feedwater pumps 4 notify NRC within 1-h 4 failure to 
properly store flammable gases 4 post "no smoking" signs 
* Office of Inspection 4 Enforcement, Office of the Director 
80/08/01 4pp 


— 8DO010O359 Notice of proposed imposition of civil penalty in amount 
*21,000 for item of none omp 1 i anc e noted in IE insp on 
800501-31 

■» Office of Inspection 4 Enforcement, Office of the Director 
80/08/01 lp 


— 800SI20619 Safety evaluation supporting Amends 44 4 27 to Licenses 
DPfl-33 4 DPR-69, respectively 

# Office of Nuclear Reactor Regulation, Director 80/08/01 3pp 


— 8009120623 Notice of issuance 4 availability of Amends 44 4 27 to 
License DPR-53 4 DPR-69, respec tive ly 

CLARK, R A Operating Reactors Branch 3 60/08/01 2pp 


0008190371 Forwards proprietary 4 nonproprietary versions of "Rept of 
Power Distribution Episode.Oct 1979-May I960 " Affidavit 
encl Proprietary version withheld (ref 10CFR2 790) 

LUNDVALL, A E Baltimore Oa* 4 Electric Co 80/00/05 Spp 


—8008190373 "Rept of Power Distribution Episode.Oct 1979-May i 980, 11 
nonproprietary version 

* Baltimore Oat 4 Electric Co 00/06/30 196pp 


8OO92S0079 Forwards IE Info Notice 80-29, "Broken Studs on Terry 
Turbine Steam Inlet Flange " No specific action or response 
requested 

GRIER, B H Region 1. Ph i 1 a de 1 p h i a. Office of the Director 
80/08/07 lp 


8000270371 Responds to IE Bulletin 00-18, "(faint of Adequate Min Flow 
Through Centrifugal Charging Pumps Following Secondary Side 
High Energy Line Rupture " Review requested by bulletin 
required 17 manhouri for review 

LUNDVALL, A E Baltimore Oat 4 Electric Co 00/00/21 2pp 


R Periodic operating reports 4 related correspondence 


9009350640 Forwards monthly operating rept* for Jut I960 
MERSON, 6 D Baltimore Gas 4 Electric Co 00/08/14 lp 


0008270324 Informs that partial refund of *2.800 of 800627 application 
fee will be forwarded, * ince only Classes II 4 I require 

feet 

MILLER, W 0 License Fee Management Branch S0/0B/06 lp 


•8008250657 
MERSQN, S 


Monthly operating rept for Jul i960 
D Baltimore Oa* 4 Electric Co 80/08/13 


6pp 


— 8008250659 Monthly operating rept for Jul 1980 

8009140478 Notification of 800013 meeting w/utll in Bethesda.MD to HER 8 DM, S D Baltimore Gas 4 Electric Co 00/09/13 6pp 

discuss proposed mod of auxiliary feedwater sys 
LI.C.Y Operating Reactors Branch 3 80/00/00 2pp 

3 Reportable occurrences, LERs l related correspondence 


0OOB1BO446 Forwards documents for use in interim reliability evaluation 
p rogram. inc 1 ud ing ey« description. Index, Instruct! on 300C 4 
FSAR individual page revision status 4 amend/revi »i en 
number* 4 dates 

OLGQN, R C Baltimore Gas 4 Electric Co 80/08/13 43pp 


3008010214 RO 00-34 on 000716, ui/both units at 100'/ power, contra 1 roam 
air conditioning units II 4 12 tripped Caused by collection 
of liquid refrigerant in respective condenser sections 
RUE BELL, L B Baltimore Gas 4 Electric Co 60/07/17 lp 


Q Inspection reports, IE Bulletins l correspondence 


8000010136 Responds to IE Bulletin 00-16, "Potential Misapplications of 
Rosemount, Inc Models 1151 4 1152 Pressure Transmitter* W/ 

Eithor A or D Output Code* " No installed transmitters 
furnish safety-related control or indication function 
LUNDVALL, A E. Baltimore Gas 4 Electric Co, 90/07/18 lp 


8008070335 Forwards IE Circular 80-17, "Fuel Pin Damage Due to Water 
Jet From Baffle Plate Corner " No written response required 
GRIER, B H Region 1, Philadelphia, Office of the Director 
80/07/23 lp 


0DOBO8O224 RO on B00727, at 1007. p awer . f ac i 1 i 1 1 es exceeded rated thermal 
power Caused by leak in steam generatoi blowdown recovery 
heat exchanger resulting in erroneous input to core 
calorimetric calculation Investigation ongoing 
RUSSELL, L B Baltimore Gas 4 Electric Co 80/07/27 lp 


BGO0O7O337 Forward* LER 8O-033/03L-0 

RUSE EL L« L B Baltimore Oa* 4 Electric Co 80/07/29. lp 


DOCKETED ITEMS 


G08070.H3 l ER 30-033/031 -0 on H00702, dur 1 ng rout mo tee t . c onta inns nt 
atr cooler 1'! could not ho stopped or shifted to low speed 
from control room Caused by relay 124 In fan controller 
falling to drop out when de- e norg i i ed 

DAV18, S M « RlZZtl.P O Baltimore Oas 4 Electric Co 80/07/29 
IP 


8040163 RO on IJ00624, oyster samples analyzed for gamma-emitting 
adionuc 1 Id* s showed presence of Ag-llOm Doses are of no 
nntequonce to health 8, safety of public 
TOUT, J 1J Baltlmoie Gas 4 Electric Co BO/ 07/ 30 Ip 


005006/ Forwards LFfl 00-034/01 T-0 

USSELL.L B Baltimore Oas 8 Electric Co 80/07/30 Ip 


008050070 LEft 80— 034/O1T— 0 oil 800716) both tl 4 12 control room air 
conditioning units tripped off Caused by summer load 
o*c ceding erpoctatton Sys design being re-evalwa ted for 
permanent changes to increase capacity U reliability 
DAVIS, 15 Id i PENCE) W 0 Daltlmoro Qos 4 Electric Co 80/07/30 
lp 


B07010? EN-30-033 ori 000801 , not ic e of violation fc notice of proposed 

imposition of civil penalties of 421,000 to be issued Action 

asod on alleged noncomp 1 lane c re operation 4 security 

IESLANB, J i BRYAN, 8 E Office of Inspection 4 Enforcement. Office 

f the Director 80/07/30 lp 


10030469 ROs 00-37 4 BO-33 confirming verbal notification on 000731, 
nstrument tubing connecting air start sys headers to 
restore switches monitoring air receiver pressure were not 
oiimlcally qualified Kails underway 

U3EEI-L. L I! Baltimore Gas 4 Electric Co 00/07/31 Ip 


U05004? Forwards l.ER 80-032/03L-0 

UG5CLL, L 1) Baltimore Oas l Electric Co 80/0B/01 lp 


00805QQ54 l EH BO- O37/O3L-0 on B007Q1, d ur ing surveillance testing, ivc 
water heat eschanger normal outlet valve would not stroke 
full open Cautod by corrosion product buildup on piston rod 
inside actualei causing amator to seize 

LA0IENBIK1. J G . PENCE. H B Baltimore Gas i Electric Co 80/09/01 
If 


B0S0030 Confirms verbal notification re Tech Spec 1 3 violation, 
ated thermal power axcoodod 2,700 IlUt for three to four 
ays Caused by undetected leak in steam generator blowdown 
ecovery heel ozchongor Investigation continues 
1USBELL, l 3) Baltimore Gas 8 Electric Co 60/08/04 Ip 


80BO337 LH1 /9-078 has been cancelled 

Baltimore Oas 4 Electric Co 80/0B/07 lp 


IB10O1B9 Forwards LCR 00-035/CHT-C 

USB ELL, L, B, Baltimore Oas 8 Electric Co 60/08/08 lp 


1008180434 l.ER 0O-O35/O1T-O on B00727, while operating at 100X power, 
unit oicoedod Tech Specs by 24 MU1H for 4 days Caused by 
tuba failura in steam generator blowdown recovery heat 
o * changer II resulting in power calculation error 
DAVIS, 8 « Baltimore Gas i Electric Co 0B/O8/0B 2pp 


81B0325 RO 80-41 on 000312. u/ fac i l i ty operating at tOOV. power, level 

n sve water head tanks 11 8 12 went from normal to full 

aused by failure of instrument after compressor aiT cooler 

1 Air coolei was Isolated 8 sys restored 

U8SEI.L, L I) Baltimore Gas 8 Electric Co 00/08/13 Ip 


0100418 Fo (wards LEU BO -037/01 T-0 

UBSELL, L I) Bo 1 1 (more Gas 8 Electric Co 00/08/13 lp 


DOS 100483 I kR 00-037/01 T-0 on 800730, plant notified by engineering 
dept that instrument tubing connecting emergency diesel 
yenerofcor air stall headers to pressure switches were not 
saismicatly qualified Caused by original installation mod 
CARROLL- J T Baltimore Gas 8 Electric Co 00/00/13 3pp 


0260S20 Forwards HR B0-036/03L-D 

USSELl , L D Baltimore Gas 8 Electric Co 80/0B/20 Ip 


008260542 L Efl EO-036/03L-0 on 800721. after par forming preventative 
malnt, d iscoverod that dlosel generator 11 had no speed or 
voltage control Caused by water dripping on generator 
voltage Ironsformer 8 regulator from jacket cooling sys 
LAQ1EW3KI.J S , RIZ70-P 0 Baltimore Oas 8 Electric Co BO/08/2Q 

app 


52703S5 Forwards LF.R 80-041/01 T-0 

JSSELL. L D Baltimore Gas 8 Electric Co 00/08/26 lp 


— 8008270356 LER B0-041/01T-0 on BO08 12, 1 nd i ca ted level in II 8 12 sve 
water head tanks went from normal to full Caused by cracked 
tubes of after cooler After cooler replaced 

DAVIS, S K , HUSEBY, D E Baltimore Gas 8 Electric Cs 80/08/26 

2pp 


DOCKET 50-318 CALVERT CLIFFS! NUCLEAR POWER PLANT, UNIT 2 


F Security, medical, emergency 8 fire protection plans 


0008250732 Notifies that Health Physics Network telephone sys has been 
ins tal led- l ink ing site health physics personnel u/NRC 8 
regional ofes Ne twork. ac 1 1 va t ed in emergency, is restricted 8 
should be used only when other communications out of sve 
GRIER, B H Region i, Ph i 1 ade 1 p h ia, Office of the Director 
00/04/24 2pp 


BO 08 0603? 5 Requests participation in study of people-related problems 
in nuclear safeguards Study requires interviews w/securlty 
mgt personnel re security practices 

EI8ENHUT, DO Division of Licensing 0O/D7/21 2pp 


0008280061 Notification of 800819,20 4: 22 workshops in Valley Forge, PA, 
Chicago, IL i Atlanta, GA, rospec tively, to solicit public 
comment re NVREG-0696. "Functional Criteria for Emergency 
Response Facilities." 

CRIER, B. H Region 1, Philadelphia, Office of the Director 
00/03/ 11 2pp 


0006220185 Forwards revised replacement pagas to fire hazards analysis 
deleting Criterion 6 re encapsulation of redundant trays or 
conduits in single fire area 4 adding mods to apply fire 
resistant coatings to cable trays NRC response requestsd 
LUNDVALL, A E Baltimore Oas 8 Electric Co 00/08/20 22pp 


H General correspondence 


8008130626 Forwards updated list of individuals to receive 
correspondence re security-related matters provided in 
761103 1 tr Requests that correspondence be addressed to VR 
Evens who has corporate responsibility for security 
9TEINHAGEN, C C Baltimore Oas U Electric Co 80/00/04 2pp 


P Operating license stage documents 4 correspondence 


BOOB0603S8 Forwards errata sheets correcting errors in five addl TNI-2 
related requirements submitted by 800507 ltr. Sterns involved 
are II K 3 25. 11 K 37 & II K 3 44 Sve lists end 
E18ENHUT, D G Division of Licensing 80/06/09 69pp 


8006060024 Forwards FR notice re 800714-17 regional meeting* to address 
portion of Commission 600523 memorandum 6 order describing 
requirements of environ qualification of electrical 
equipment installed in safety sys 

E1SENHUT. DO Division of Licensing 80/06/30 lp 


— 000606010? Notice of 800714-17 regional meetings to address portion of 
Commission G00S23 memorandum 4 order describing requirements 
of environ qualification of electrical equipment installed 
in safety sys Sve lists end 

EIBENHUT, D G Division of Licensing 00/06/27 U7pp 


8000050001 Forwards Revision 1 to App E of "RCS Asymmetric Loads 
Evaluation Program," final rept Revised app describes 
analysis used to demonstrate ECCS performance w/reduced 
area coolant channels 

LUNDVALL, A E Baltimore Gas 8, Electric Co. 80/07/31 lp 


— 8008050003 Revision 1 to App E of "RCS Asymmetric Load* Evaluation 
Program," final rept 

* Combustion Engineering, Inc 80/07/31 27pp 


SOOBi 40409 Forwards Amends 43 8 26 to Licenses DPR-53 4 DPR-69, 
respectively 4 notice of issuance i availability 
CLARK, R A Operating Reactors Branch 3 80/07/31 3pp 


— BOQ8140415 Amends 43 i 26 to Licenses DPR-53 4 DPR-69, respectively, 
updating organization charts i safety committee membership 
per recent reorganization, 

CLARK, R A, Operating Reactors Branch 3 80/07/31 46pp 


--800B1 40422 Notice of issuance 6 availability of Amend* 43 i 26 to 
Licenses DPR-53 4 DPR-69, respec t ively 

CLARK, R A Operating Reactor* Branch 3 80/07/31 2pp. 


8006060201 Application for amends to Licenses DPR-S3 4 DPR-69 
consisting of changes to fire protection Tech Specs 
LUNDVALL, A E Baltimore Oas 4 Electric Co 80/08/01 2pp 


DOCKETED STEMS 
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— 8008060203 Proposed change* to Tech Specs 3 3 3 7 4- Table 3 3 11. for 
fire protection 1 n* t rumen tot ion 

* Baltimore Gas A Electric Co 80/00/01 18pp 


800B12060B Forward* Amends 44 1 47 to- Licenses DPR-53 A DPR-69. 
re* pec t i v# ly , saf e ty evaluation A notice of Issuance A 
aval lab i 1 i ty 

CLARK. R A Operating Reactors Branch 3 80/00/01 2pp 


— 8008120617 Amend* 44 A 27 to Licenses DPR-53 A DPR-69, Teepee 1 1 vely, 
authorising change* in location where samples are taken 
when safety injection tank level increases are routinely 

made 

CLARK. R A Operating Reactors Branch 3 00/00/01 lOpp 


-0008120617 Safety evaluation supporting Amends 44 A 27 to License* 
DPR-S3 A DPR-69, respectively 

* Office of Nuclear Reactor Regulation. Director 80/00/01 3pp 


-0000120623 Notice of issuance A availability of Amends 44 A 27 to 
License DPR-53 A DPR-69, r e *p ec t i ve 1 y 

CLARK. R A Operating Reactors Branch 3 80/00/01 2pp 


8000270324 Informs that partial refund of *2. 800 of 800627 application 
fee will be forwarded. since only Classes 11 A I require 

fees 

HILLER. W 0 License Fee Management Branch 60/08/06 Ip 


8009140478 Notification of 000813 meeting w/uti 1 in Bethesda.MD to 
discuss proposed mod of auiiliary feedwater sys 
LI. C Y Operating Reactors Branch 3 80/03/00 2pp 


8003180446 Forwards documents for use in interim reliability evaluation 
program, inc lud ins sys description index:. Instruction 300C A 
F8AR individual page revision status A amend /re vi b i on 
numbers A date* 

OLSON, R C Baltimore Gas A Electric Co 80/00/13 43pp 


0 Inspection reports, IE Bulletin* A corros pondenco 


8008010136 Responds to IE Bulletin 80-i6, "Potential Misapplications of 
Rosemount. Inc Models 1 IS 1 A 1192 Pressure Transmitters 14/ 

Either A or D Output Codes " No installed transmitters 
furnish safety-related control or indication function 
LUNDVALL, A E Baltimore Gas A Electric Co 80/07/10 Ip 


8008070935 Forwards IE Circular 80-17, "Fuel Pin Damage Due to Water 
Jet From Baffle Plate Corner " No written response required 
GRIER, B H Region 1, Philadelphia. Office of the Director 
80/07/23 Ip 


8008220084 Forwards IE Bulletin 80-18, "Maint of Adequate Min Flow 
Through Centrifugal Charging Pumps Following Secondary Bide 
High Energy Line Rupture 11 Action required 
ORIER, B, H Region I, Philadelphia, Office of the Director 
80/07/24 Ip 


8008070444 Forwards suppl to IE Info Notice 00-06, "Notification of 
Significant Events at Operating Power Reactor Facilities 11 
No written response required 

GRIER, B H. Region 1, Philadelphia. Office of the Director 
80/07/27 lp 


6008140475 Forward* IE Bulletin 00-20, "Failures of Westinghouse Type 
14-2 Spring Return to Neutral Control Switches 11 Requests 
info re estimate of manpower associated w/corrective 
actions needed after identifying problem 

ORtER.B H Region 1. Philadelphia. Office of the Dlrcctoi 
80/07/31 lp 


8008180043 Forwards IE Bulletin 00-17, ''Failures of Mercury-Netted 
Matrix Relays in Reactor Protective Sys of Operating Nuclear 
Power Plants Designed by Combustion Engineering " Action 
required by facilitlee w/0L« or CPs 

GRIER, B H Region 1, Philadelphia, Office of the Director 
80/07/31 lp 


8008180349 Discusses IE in*P on 000501-31 A forward* notice of 
violation A notice of proposed imposition of civil penalty 
Notice of violation, App B withheld (ref 10CFR2 7901 
STELLO, V Office of Inspection A Enforcement, Office of the 
Director 80/08/01, 3pp 


■8008180354 Notice of violation from insp on 000501-31 Noncomp 1 lance 
no ted. fa i lure to maintain operability of two auxiliary 
feedwater pumps A notify NRC within i-Ji A failure to 
proparly (tore flammable gases A post "no smoking" signs 
a Office of Inspection A Enforcement, Office of the Director 
80/08/01, 4pp 


0008 250 079 Forwards IE Info Notice 00-29, "Broken Studs on Terry 
Turbine Steam Inlet Flange " No specific action or response 
r eque sted 

GRIER, B H Region i, Philadelphia, Office of the Director 
BO/08/07 i p 


8000270371 Responds to IE Bulletin 80-18, "Maint of Adequate Min Flow 
Through Centrifugal Charging Pumps Following Secondary Side 
High Energy Line Rupture " Review requested by bulletin 
required 17 manhours for review 

LUNDVALL, A E Baltimore Gas l Electric Co 00/08/21 2pp 


R Periodic operating Teports A related correspondence 


B008250648 Forwards monthly opeiating repts for Jul 1980 
MERSGN.S t> Baltimore Ga s l Electric Co 0O/O8/i4 lp 


— 800B250659 Monthly operating rept for Jul 1900 

HER SON, 3 0 Baltimore Gas A Electric Co 80/08/13 6pp 


S Repdrtable occurrences, LERs A related correspondence 


0008080283 Forwards LER 8O-OO0/O3L-O 

RUSSELL, L a Baltimore Gas A Electric Co 80/02/25 lp 


— 80D8030287 LER B0-008/03L-D on 800125, containment spray header 22 was 
isolated Caused by need to repair shutdown heat exchanger 
inlet cross connect valve New packing installed 
HE IB EL, R P . PENCE, 14 R Baltimore Gas A Electric Co 00/02/25 
lp 


8008080324 RO on 800727, at 1007. power, fac i l (ties exceeded rated thermal 
power Caused by leak in steam generator blowdown recovery 
heat exchanger resulting in erroneous input to core 
calorimetric calculation Investigation ongoing 
RUSSELL, L 0 Baltimore Gas A Electric Co 80/07/27 ip 


0008040163 RQ on 800624, oys tor samples analyied for gamma-emitting 
rad i onuc 1 ide s showed presence of Ag-ilOm Doses are of no 
consequence to health t safety of public 
STOUT. J R Baltimore Gas A Electric Co 00/07/30 Ip 


(3008070109 EN-80-033 on 00080 6 . no t i c e of violation A notice of proposed 
imposition of civil penalties of 421,000 to be issued Action 
based on alleged none omp 1 i ance re operation A security 
FUESLAND, J , 0RYAN. S E Office of Inspection A Enforcement, Office 
of tbo Director 80/07/30 Ip 


8009050469 ROs 90-37 A 00-35 confirming verbal notification on 800731, 
instrument tubing connecting air start sys headers to 
pressure switches monitoring air receiver pressure were not 
selsmically qualified Mods underway 

RUSSELL, L n Baltimore Gas A Electric Co 80/07/31 lp 


S0090S0050 Confirms verbal notification re Tech Spec 1 3 violation 
Rated thermal power exceeded 2,700 MWt for three to four 
days -Caused by undetected leak in steam generator blowdown 
recovery heat exchanger Investigation continues 
RUSSELL, L 1) Baltimore Gas A Electric Co 80/00/04 Ip 


8008130442 Forwards LER 00-032/01 T-0 

RUSSELL, L B Baltimore Gas A Electric Co 80/08/06 ip 


•BOOB13G446 LER QO-032/OIT-0 on 000733, emergency power supply removed 
from 21 charging pump while redundant pumps inoperable due 
to maint Caused by operatov failure to verify which safety- 
related equipment out of sve Instructions changed 
DAVIS, 8 11 0a 1 timore Gas A Electric Co B0/0B/Q6 2pp 


8008080333 LER 79-075 has been cancelled 

* Baltimore Gas A Electric Co 60/08/07 lp 


8008180496 Forwards LER 80-034/01 T-0 

RUSSELL, L 0 Baltimore Gas A Electric Co 80/08/00 lp 


— 8008100506 LER BG-034/01T -0 on 800727. while operating at 1007. power 
for 4, days unit exceeded Tech Specs by 0 MWt Caused 
by leak in steam generator blowdown recovery heat exchanger 
21 which resulted in calorimetric power calculation error 
DAVIS. S M Baltimore Gas A Electric Co 80/08/0-8 2pp 


8008180436 Forwards LER 80-033/G3L-0 

RUSSELL. L B aaltimore Gas A Electric Co 80/00/0 lp 
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DOCKETED ITEMS 


50QBI8044Q LER 80-033/03L-0 on 0007 1 6, d u r i ng performance of routine 
test, d 1 stovered unidentified RCS leakage eicaedmg Tech Spec 
limits Caused big packing failure due to age Pressunier 
ipray valve bypass valve mill be replaced 

DAVIS, S M , MUSES V , D E Baltimore Gas {< Electric Co BO/00/13 

ip 


13180464. Forwards LER 0O-O35/O1T-Q 

USBELL.L t) Baltirrore Oas l Electric Co 60/00/13 Ip 


3008160491 LER Q0-035/Q1T-G on 000730, instrument tubing connecting aiT 
start headers for emergency diesel generators to two 
pressure switches monitoring air receiver pressure not 
seismically qualified Caused by faulty design 
• Baltimore Oas 4 Electric Co 00/08/13 2pp 


3KET 50-320 THREE KILE ISLAND NUCLEAR STATION, UNIT 2 


NSC Draft/Final Environmental Statements, suppls 4 correspondence 


39250724 Ac k receipt on 000819 of NSC Teferral for project re draft 
E!B concerning decontamination of THI-2 Recommendations on 
irant mill be forwarded after 800919 regional planning 
ounc 1 1 meeting 

T'HARA, S Baltimore, 110 BO/O0/19 Ip 


— 8008250300 "Status of NRC Activities I Plans as Related to 
Recommendations in Resolutions 207-211 By House of 
Representatives of Commonwealth of PA " 

» Commission 00/07/10 13pp 


80QB010290 Response in opposition to NRC 800703 motion to include 
findings of health effects in proceeding ABLAB presently in 
position to reach issue 4 resolve radon question A8LAB 
should decide de minimus issue 

SILBERO, J E Philadelphia Electric Co CONNER, T. B Metropolitan 
Edison Co SILBERO, J E Shaw, Pittman, Potts 4 Trowbridge 
00/07/10 7pp 


8000040001 Response to other parties' positions re effect of NUREO/CR- 
1273 on ALAB-562 disposition of Deficiency 1 New estimates 
o# Rn-222 U mine emissions more reliable than Perkins 
record Deficiency re-e lamination unwarranted 

SILBERO, J E Philadelphia Electric Co CONNER, T B Public Service 
Electric & Oas Co of New Jersey SILBERO, J E Shaw, Pittman, Potts 
U Trowbridge 80/07/10 4pp 


0000040074 Response to Ecology Action of Oswego 4 Environ Coalition on 
Nuclear Power proposed findings of fact & conclusions of law 
re emissions from mill tailings piles !< water pathways 
Certificate of Bvc end 

SILBERO, J E , CONNER, T B Public Service Electric 4 Oas Co of New 
Jarsey SILBERO, J E Shaw, Pittman, Potts U Trowbridge 80/07/18 
24pp 


Security, medical, emergency 4 fire protection plans 


08010292 "TNI, Unit 2 Radiation Protection Plan, 1 Revision 2 
ARNOLD, R C , HEWARO, R U Metropolitan Edison Co 79/12/07 B2pp 


00230742 Notifies that Health Physics Network telephone sys has been 
installed, linking site health physics personnel u/NRC It 
regional efts Network, ac tl vat ed in emergency, is restricted t 
ihcutd be used only when other communications out of svc 
DRIER, B H Region 1, Philadelphia, Office of the Director 
80/04/24 2pp 


081 10376 Forwards physical security p lan, Revision 6E Plan withheld 
(ref 10CFR2 7901 

HERBEIN, J 0 Metropolitan Edison Co BO/OB/04 Ip 


08280071 Notification of 800819,20 & 22 workshops in Valley Forge. PA, 
Chicago, IL 4 Atlan ta, OA, r espec t iva l y,. to solicit public 
comment: re NURE0-069&, "Functional Criteria for Emergency 
lesponse Facilities " 

GRIER, B H Region 1, Philadelphia, Office of the Director 
80/08/ tt 2pp 


B008Q40135 Reply to intervenors Ecology Action of Qswego 4 Environ 
Coalition on Nuclear Power proposed findings nf fact 
Addresses emissions from mill tai 1 ings, des tab 1 1 i i ing effects 
of erosion 4 radon emission rates 

SILBERO, J E Metropolitan Edison Co CONNER, T B Philadelphia 

Electric Co CONNER, T B Public Servieo Electric 4 Oas Co of New 

Jersey 80/07/10 I9pp 


— 0008040138 Response to ASLAB 000307 order requesting position re 
whether disposition of alleged Deficiency l In ALAQ-S62 has 
been affected by NUREO/CR-1273 Better estimates of radon 
■missions do not require re-e lamina t ion of disposition 
SILBERO, J E , CONNER,! D Metropolitan Edison Co CONNER, T B 
Public Service Electric 4 Oas Co of New Jarsey BQ/07/18 6pp 


BOO0D4O14O Response to NRC 800703 motion to include health effects 
findings Urges ASLAB to make findings re radon emissions 
level Requests application of de minimus theory to delude 
Insignificant environ impacts Certificate of Bvc end 
SILBERO, J E Metropolitan Edison Co CONNER, T B Philadelphia 

Electric Co CONNER, T B Public Service Electric 4 Oat Co of New 

Jersey 80/07/10 lOpp 


08210442 Forwards Revision 2 to physical security plan addendum 
Man withheld <ref 10CFR2 790) 

HOVE Y i Q K Metropolitan Edison Co 80/OB/12 lp 


Adjudicatory correspondence 


D8070028 Forwards status of NRC activities 4 plans ra recommendations 
in Resolutions 207-211 by PA House of Representatives FR 
loti-ces end 

AHEARNE, J F Commission 80/07/10 14pp 


B00BO7OO32 Forwards PA House Resolution 207 urging PA Dept of 
Natural Resources to establish Div of Nuclear Plant 
Inspectors 4 urging NRC to require presence of State 
Inspectors as condition of operating facility 
KEBJS, C F Pennsylvania, State of 60/05/08 3pp 


8O0BD1O253 Response in opposition to NRC motion to include health 
effects in proposed findings of fact re magnitude of radon 
emissions Kepford 790624 affidavit must be adopted Response 
joined by Ecology Action of Oswego Certificate of Svc enc 1 
KEPFORD, C TI1I-2 4 Peach Bottom intervenors KEPFORD, C, Kepford, 
C 00/07/22 4pp 


0003010247 Motion for leave to file out of time to NRC proposed 
findings of fact 4 conclusions of law Intervenors 1 ' 
representative was out of town Certificate of Svc enc 1 
JOHNSRUD, J H TM1-2 It Peach Bottom Intervenors 00/07/23 2pp 


0000010299 Response to NRC reply brief Adopts Ecology Action of Oswego 
reply to NRC proposed findings of fact Suppls metis iu/13 
paragraphs re sealing techniques in underground mine* t< 
other methods of reducing radon emissions 

KEPFORD. C TMI-2 4- Peach Bottom Intervenors KEPFORD, C, Kepford, 

C 00/07/23 4pp 


3000070035 Forwards PA House Resolution 208 urging that NRC open 
existing federal radwasfce disposal sites for commercial 
waste disposal 4 maintaining position that no contamination 
from facilities be released w/o proper controls 
ME BUS, C F Pennsylvania, State of 80/05/09 3pp 


3008070041 Forwards PA House Resolution 21 f urging that NRC provide 
operating plants w/personnel trained in plant 
character i stic s I emergency planning 4 NRC review 
procedures for dissemination of info 
MEBOS, C F Pennsylvania, State of BO/OS/OB 4p p 


3003070047 Order to commence controlled purging of Kr-85 from reactor 
bldg atmosphere 

CHILK, S J Office of the Secietary of the Commission 00/06/12 
13pp 


38250206 Forwards "Status of NRC Activities ?< Plans as Related to 
1 ecommendo t i uns in Resolutions 207-211 By House of 
Representative* of Commonwealth of PA 11 
tHEARNE, J F Commission 80/07/10 Ip 


0008000140 Forwards 000725 FR notice re procedural assistance change in 
ad j ud i ca toTy licensing proceedings 
GOLDBERG, S C Hearing Branch 2 00/08/06 4pp 


0006260201 Forwards mod of order deleting operability requirements for 
balance of plant diesel generator* 4 13 2 kV circuit for 
Middletown Junction Substation safety evaluation 4 revised 
pages for proposed Tech Specs 

BNYDER, B J Till Program Office 00/00/11 2pp 


8008140320 Notice of issuance of 800011 mod of 000211 order re proposed 
Tech Specs Moves for formal mod subj to explicit ABL8 
authority Eliminates requirements for two balance-of— plant 
diesel generators that will be replaced by 230 kV grid sys 
GOLDBERG, 8 C, Hearing Branch 2 80/00/12 2pp 


— 8008140332 Mod of 000211 ord or » e 1 1 mi nat ing requirements for two 
b a lance-o f -p I an t diesel generators that will be replaced by 
230 kV grid sys Formal amend incorporating proposed Tech 
Specs mod must await outcome of hearing 

CASE, E G Office of Nuclear Reactor Regulation, Director 
00/08/11 7pp 


DOCKETED ITEMS 


127 


— 8000140335 Proposed Tech Bpec* 3 6-1,3 8-2 t, 3 8-3 eliminating 
requirement* for two ba lane e-of-p I an t diesel generators 
* Office of Nuclear Reactor Regulation. Director BO/OB/11 3pp 


■0000140340 Safety evaluation In support of proposed Tech Epees mod 
eliminating requirements for tuo ba 1 ance-of-p loot diesel 
generators Certificate of Svc end 

* Office of Nuclear Reactor Regulation. Director BO/OB/11 *?pp 


9000220430 Responds to request for draft programmatic SIS re 
decontamination of facility Fifty-one people listed in 
request will be added to distribution list Future requests 
for documents should be addressed directly to NRC 
SNYDER, B J TM1 Program Office 00/03/12 ip 


0003140290 Forwards post-accident pressure history graph for RCS per 
000711 meeting 

GOLDBERG, 8 C Hearing Branch 2 90/00/13 2pp 


8009270362 Provides written confirmation that four documents re 
intarvenor contentions concerning Tech Specs were forwarded 
for use 

LEHMAN, L J Metropolitan Edison Co BO/OB/IB 2pp 


0000280190 Restates accuracy of JH Johnsrud Feb 1900 sworn testimony re 
probability 6 consequences of heavy aircraft crash 
Certificate of Bvc end 

JOHNSRUD, J H Environmental Coalition on Nuclear Power 00/09/22 
2p P 


0008200229 Request for free hearing transcripts per 000725 Ffi notice 
re procedural assistance change in ad jud ica toTy licensing 
proceedings Urges gratis distribution of discovery 
document* Certificate of 8vc end 

JOHNSRUD, J H Environmental Coalition on Nuclear Power 00/00/22 

2pp 


0000290236 Request for free hearing transcripts per 800725 FR notice 
re procedural assistance change in adjudicatory licensing 
proceedings necessary for further procedural involvement 
Certificate of Bvc end 

JOHNSRUD, J H Environmental Coalition on Nuclear Power 60/08/22 

2pp 


8000200220 Submits followup rept on behalf of parties re G0Q819 
discussion of contentions Requests order allowing 
intervention but deferring admissibility of contentions 
Status of addl negotiations will be filed in 30 days 
GOLDBERG, 0 C. Hearing Branch 2 00/08/26 2pp 


H General correspondence 


0000130700 Protests NRC 790003 ruling which concluded that TMI accident 
not be considered “extraordinary " Decision ignores possible 
long-term hazardous effects on workers of continuous 
ezposure to small leaks of radiatlon.or people offsite 
RlCCITELLIiJ Conservative Law Foundation of Rhode Island 
79/00/29. Ip. 


0000130701 Responds to ltr re NRC decision that TMI accident not be 
considered "e* traordinary " TMI was not normal occurrence 
but NRC 800416 finding determined that accident does not 
meet criteria for extraordinary nuclear occurrence 
BNYDERrB J TMI Program Office 80/07/31 2pp 


B002280343 Voices concern on NRC delay in returning TMI-1 to sve 
Financial costs incurred as result of TMI-2 accident 
enormous, Add 1 safety precautions as recommended by Kemeny 
Commission should make repetition unlikely 
STRONG, H Affiliation Unknown 80/02/32 Ip 


0008130001 Opposes TMI plans to vent radioactive krypton into 
atmoiphere & liquid radwaste into Susquehanna River 
DAQLY, N. M Affiliation Unknown 00/02/27 ip 


9009100494 Discusses personal effects of accident & clean-up Clean-up 
expose* public to more radiation plant should not be 
permitted to operate again 

HURST, A Affiliation Unknown 00/02/29 2pp 


8000100243 Opposes venting krypton gas into atmosphere at TMI 
LIEBMAN, H Affiliation Unknown 80/03/06 lp 


S00B1S0244 Opposes venting radioactive gas into atmosphere at TMI 
MILLER, J B, Affiliation Unknown 00/03/06 lp 


0000180610 Opposes venting of krypton gas from facility Alternatives 
should be considered NRC has lost credibility w/resident-s of 
area due to inability to respond to 790328 accident 
PICCOLO. J Affiliation Unknown BO/03/07 2pp 


3000100605 Protests venting of radioactive krypton gas from Unit 2 
Alternatives should be considered Opposes Teopening Unit I 
MOCKER. C L , HOCKER.H M Affiliation Unknown 80/03/10 2pp 


800B19QQ28 Suggests liquefying air in containment bldg & fractionating 
out krypton 

KERNS, S Affiliation Unknown 60/03/tO lp 


BOOS1B0232 Opposes util plans to vent krypton gas into atmosphere 
Requests rept on alternate methods of gas disposal 
DAVIS, F D Affiliation Unknown BO/03/12 lp 


3003210305 Requests justification ro NRC recommendation to release 
krypton gases into atmosphere New problems created by 
venting gases can be avoided by using alternative method 
Economics seem more important than health U safety 
MIBITI , 3 Affiliation Unknown BO/03/13 4pp 


8009180471 Opposes venting krypton gas from facility Suggests 
transferring gas to Unit i containment bldg Decision should 
be based on welfare of public health rather than util 
economi cs 

HURST, A Affiliation Unknown 90/03/13 2pp 


B00S1B0476 Opposes venting of krypton gas from fac 1 1 1 ty, dump ing of 
contaminated water into Susquehanna River i: licensing of U 
mining in PA Technology should be used to find alternative 
solutions 

REINHART, M Affiliation Unknown 00/03/13 lp 


8009180236 Opposes plan to vent krypton gas into atmosphere 
BRANDT, 9 Affiliation Unknown 80/03/20 lp 


800B1B0482 Objects to venting of Kr-05 from facility Venting eiposes 
public to more radioactivity than any other alternative 
Hardship of family is unfair exchange for cheap Kr-SS 
disposal method 

URUGGEMAN.C r Affll iation Unknown 80/03/21 lp 


6008190017 Requests that hearings be held in CT re venting of krypton 
from facility 

D ILL 1N03, L Affiliation Unknown 80/03/21 lp 


8008190021 Protests venting of radioactive gases 
CURRIER, n M Affiliation Unknown 00/03/21 lp 


8008270014 Proposes method for radioactive gas liquefaction U removal 
to disposal site 

QAWARECKIiSJ Affl I iat i on Unknown 80/03/21 Spp 


0009180558 Protests venting of krypton gas from facility Cites JW 
Qefman estimate that six people will die due to radiation 
already released Util should not be permitted to charge 
ratepayers for clean-up 6 decommissioning 
JORDAN, J L Affiliation Unknown 80/03/23 2pp 


8008190025 Opposes venting of krypton ga» from facility Public hearings 
should be held in greeter NY City area re venting 
BE880N, JC Affiliation Unknown 80/03/24 lp 


0008190029 Opposes venting krypton gas Facility should be 
decontaminated 5 closed 

KREIDER, D 0 Aff 1 1 fa t ion Unknown 00/03/24 lp 

8008130112 Opposes TMI plans to vent radioactive krypton Into 
a tmosp her e 

BftEITENBECK, 8 Aff i 1 iation Unknown 00/03/26 Ip 

8003180253 Requests date t location of Apr public hearing on plan to 
vent krypton gas at TMI 

MCENTEE, J Affiliation Unknown 80/03/26 ip 


8006190037 Opposes venting of Kr-05 gas from facility Btdi should be 
responsible for ail aspects of acc Id eot , inc lud ing financing 
c 1 ean-up 

MATSON, L . WATSON, C , WATSON, M Affiliation Unknown 60/03/26 
3p p' 


6008180250 Urges hearings fur public comment on plan to vent krypton 
gat at THI Requests perf ormanc e of E1S 
YOUNG, F Affiliation Unknown 80/03/27 ip 
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8008130106 Favors venting krypton gas at TMI i supports govt Funding of 
pro jec t 

MAY, J M Affiliation Unkrouin 00/03/29 Ip 

80051801 54 FDTuj-ards 600323 Itr opposing venting of radioactive gas at 
TMI Written response requested 

CAPALDl.J Affiliation Unknown 00/03/31 Ip 

— B0081B0157 Opposes venting of radioactive gas at TMI l> suggests that 
(■IRC Carnot 1 s s 1 oner s resign 

CAPALDI.U Affiliation Unknown 50/03/23 Ip 

Q005I3012L Supports TMI plans to vent radioactive krypton t to reopen 
TMI Unit 1 

WHITE, P J Affiliation Unknown 80/04/01 Ip 


8004040236 Opposes reopening or facility 

LEVINE. D Affiliation Unknown 80/04/04 Ip 


8008180460 Objects to venting of krypton gas from facility Effects on, 
health are not known Health of citirens should be considered 
before 60000*1010 welfare of util 

KESSLER, D Affiliation Unknown 80/04/04 lp 


9009180465 Protests proposed venting of gases In 5 days instead of 
previously proposed 80 days Reguests consideration of UCS 
prop osals 

FETlERMAtl, D R Affiliation Unknown 80/04/04 2pp 


60080700S9 Forwards Lebanon County 800408 itr to President Carter re 
facility incident Energy 4 cleanup costs should be shared by 
US power companies Victims should not pay for damages 
WALKER, R S House of Rep 60/04/22 4pp 

6008100246 Supports venting of krypton gas at TMI fc urge* reopening of 
p lent 

BOOKS, P A Affiliation Unknown 80/04/25 lp 

3008150461 Sic hundred s eventy-fouT citlien ltrs commenting on krypton 
venting at THI Table of contents end 
» Affiliation Unknown 80/05/22 700pp 


0008 1 80253 Opposei venting of krypton gas at TMI Eipresses concern for 
health haiards to present U future citiiens 
SMITH, J Affiliation Unknown 80/09/22 lp 


BQ061B0256 Suggests alternate method 0 # venting radioactive gas at TMI 
GREER, P M Affiliation Unknown B0/06/04 lp 


8003120222 Urges venting krypton gas at TMI over shorter time period 
than 60-day p lan 

HOLCOMBE, R J Affiliation Unknown 80/06/06 lp 


8009190034 Opposes venting of krypton gas 4 particulates t, reopening 
« i ther unit 

ETTERB. J F Aff 11 ia t i on Unknown 80/06/09 2pp 


8008190038 Opposes long-term venting of krypton gas from facility Fast 
or boated fast venting is preferable 

ELSASSER.T , SMITH. P , COLMASt, B Affiliation Unknown 80/06/09 
3pp 


8000 180505 Suggests methods for evacuating krgpton gas Vacuum pump Si 
plastic bag or series of evacuated tanks would permit 
transportation to isolated area 

S 1 HKD, A E Affiliation Unknown B0/G6/10 2pp 


80081 20694 Forwards NUR EC-0662, Vo 1 t Vo 1 2 will be sent neat wk. Draft 
was issued for comment on 900312 All comments were 
considered 4 evaluated in preparation of final rept 
Inspirational acknowledgement encl 
SNYDER, E J TMI Program Office 80/06/11 lp 


8009270023 Discusses NRC V THI lack of concern for public welfare or 
op i n i Gin 

LAOD.J E Affiliation Unknown BO/Oi/li lp 


9009270025 Requests protection against environ pollution by radioactive 
gas release J unnecessary facility const 
GLASBhQYER, B Af f i 1 i a t i 0 n Unknown 80/06/12 2pp 


8008180610 Submits process for incorporatl ng <■ firing krypton gas Into 
slag matrix Patent 3, 332. 954, D1 sposal of Raduiaste Using Coal 
Haste Slag encl 

KELMAA.J J Affiliation Unknown 80/06/13 7pp 


S00B180967 Disapprove# of action* takon by NRC in response to 790320 
accident Effect of venting krypton gas on public health is 
unknown Times Herald 800613 article re venting of krypton 
anc 1 

HELLIER, C J Affiliation Unknown 80/06/19 2pp 


BOOB 1 90039 Oppose* release of radioactive gases from facility 
WETZEL, C A Affiliation Unknown 80/06/19 ip . 


— 9008190041 Oppose* release of radioactive gases from facility Relaasa 
will cause irreparable damage to residents Facility should 
be closed down 

UE.TZEL, C A B Affiliation Unknown 80/06/19 lp 


0008270019 Object* to radioactive gas release at TMI Dlscussat NRC 
irresponsibility 4 inhumane actions U subsequent effects 
on children in TMI vicinity 

WETZEL, C A Affiliation Unknown 80/06/17 2pp 


B00B270019 Suggests that vented krypton gas from TMI be releaeed into 
weather balloons 4 sent into stratosphere or higher 
HAYERCHAK, 0 A Affiliation Unknown 80/07/03 2pp 


9007230219 Notice to recipients of NUREG-0640. Forwards ER Weiss 900402 
Itr to Commission to clarify executive summary of NUREQ- 
0640, "TMI, Unit 2,Radiation Protection Program, Rept of 
Special Panel " 

BE8AW. W J Division of Technical Information & Document Control. 
90/07/10 lp 


— 8007230222 Respond* to 800402 Itr re inconsistency between NURE0-0640 
te x t, abs trac t & executive summary Rept written by epecial 
panel, not NRC Rather than rewrite NUREO, Itr will be sent to 
all NUREO recipients 

CHILK, 8 J Office of the Secretary of the Commlielon 80/07/03. 

ip 


0008070505 Responds to FW Kerscher 800228 Itr re TMI-i restart delay l< 
Met Ed rate structure Restart decision sxpected 1981, after 
technical issuB hearing completion NRC primarily concerned 
w/public health & safety DOE responsible for energy R4iD 
REID.R W Assistant Director for Licensing 80/07/10 4pp. 


8000070310 Responds to RC Sehulie 000218 Itr re THI-1 restart delay h 
Met Ed rate structure Restart decision expected 1981, after 
technical issue hearing completion MAC primarily concerned 
u/publlc health t safety DOE responsible for energy ft&D 
RE10.R W Aeslstant Director for Licensing '80/07/10. 4pp. 


0008070512 Responds to VD Jubinsky 000219 Itr re TMI-1 restart delay !< 
Met Ed rate structure Restart decision expected 198i, after 
technical issue hearing completion NRC primarily concerned 
w/public health & safety DOE responsible for energy R&D 
REID. R U Aesistant Director for Licensing 00/07/10 4pp, 


8008070517 Responds to HM Haiteh 900214 Itr re TMI-1 reetart delay 1< 
Mat Ed rate structure Restart decision expected 1901, after 
technical lsiue hearing completion NRC primarily concerned 
w/public health L safety DOE responsible for tnergy R&D 
REID, R W Assistant Director for Licensing 00/07/10 2pp 


8008070520 Responds to CH McDonald 800310 Itr re TMI-1 restart daisy l< 
Mat Ed rate structure Restart decision expected 1901, after 
technical issue hearing completion NRC primarily concerned 
w/public health fc safety DOE responsibla for energy RStD 
RE1D.R N Assistant Director for Licensing 80/07/10 2pp 


0008070521 Rosponds to F Drauden 900304 Itr re TMI-1 reetart delay l< 
Met Ed rate structure Restart decision expected 1981, after 
technical isiue hearing completion NRC primarily concerned 
u/public health 6 safety DOE responsible for energy ft&D 
REID.fl U Assistant Director for Licensing 80/07/10 2pp. 


8QOB07Q523 Responds to HB Hayman 900314 Itr re TMI-l restart delay l< 
Mat Ed rata structure Restart decision sxpected 1981, after 
technical issue hearing completion NRC primarily concerned 
w/public health l< safety DOE responsible for energy RfcD, 

REIDrR W Assistant Director for Licensing 80/07/10, 2pp 


9009070529 Respond* to R9 Beyer 800215 Itr re TMI-1 restart delay & 
Met Ed rate structure Restart decision expected 1981,after 
technical issue hearing completion NRC primarily concerned 
u/public health fc safety DOE responsible for tnergy RtD 
REIDrR W Assistant Director for Licensing 80/07/10 2pp 


0008070531 Responds to LO Mitchell 000914 Itr re TMl-l restart delay fc 
Met Ed rate structure Restart decision expected 1991, after 
technical issue hearing completion NRC primarily concerned 
w/public health & safety DOE responiible for energy RW> 

REID. R W Assistant Director for Licensing 80/07/10 5pp 
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i.*'.3C70S34 to JQ Witte Jt* re TmI -1 rsste't delay 1 

Met Ed rate it'.Ctjri F • 1 1 4 r t SUiiiri I r, 3 1 > a f t • r 

technical iiki ctmpletlin l tC priMMl, ct'C ernes 

w/PubllC re*Ith b Safety tZZ - » sg o k s i b 1 e / c r c " * r 5 ^ R&D 
FE1D.R W Smiiiit Director »er Lirt.sirj Lj,j7/ 10 3?P 

8033070545 Respcrdi to AS Thorst-. £33219 Ur r» 771 1-7 rntart delay 4 
Met Ed rate Ilfiitj'i Restart 1 * ; 1 1 1 ; r e ■ p • c 1 e j 1 9 u 1 . » F t * r 
tarhi.lcel IliJi Haring csmsletic- NRC priririlj jg-ttmid 
u/puPilC health 4 nfit, C'E reepcriisle f;- iurjj F4D 
REID.R W «ilntrl Cin;l5r to- Licensing F3/G7/10 2PP 


6006070549 Ptspcnds 4c ? Edward* £33311 14r ri TMI-l mUrt delay b 
Met ti Tate s true t .re Restart decision lijigtid 103t.a»ter 
technical 1 1 tuf bearing completion ’SO prima-ily [t'ltrrnid 
w/public heal*h l U/| t, COE rtescrugle far energy RbD 
R£IO R H Aitiifcant Oirector for Lict-isirj 50/07/10 2pp 


0OC8O7OS54 Responds to Vr Eeglsstc- 833317 ltr r# TmI-I restart delay b 
Mat Ed rot* structure Restart declilen eipected 193liafcer 
technical issue bearing ccmpletic"! NRC primarily cere erned 
w/public health Im safety COE responsible for energy RbD 
REID. R U Aii i stent Director for Licensing 63707/10 2pp 


0009070559 Responds to J Hplmjn 600306 Hr re TMI-1 restart deleg b 
Met Ed ret# structure Restart decision eipected 1981. after 
technical Issue hearing ce-pletion NRC primarily concerned 
w/public health fc safety COE responsible for energy RbD 
REID.R W Assistant Director for Licensing 63/07/10 2p p 


9006070560 Responds to FH Whaley GO0321 Itr re TmI- 1 restart delag b 
Met Ed rate structure Restart decision eipected 1931. after 
technical issue hearing completion NRC primarily concerned 
w/public health 4 safety DOE responsible for energy R4B 
REID.R U Assistant Director for Licensing 83/07/10 2pp 


8008070562 Responds to HW VonOamm 630215 Ur re TMI-1 restart delay & 
Met Ed rate structure Restart decision eipected 1991. after 
technical issue hearing completion NRC primarily concerned 
a/publie heelth L safety DOE responsible for energy Rt»D 
REID.R W Assistant Oirector for Licensing 00/07/10 Zpp 


6006070563 Responds to CL Wild 800220 Itr re TMl-1 restart delay b 
Met Ed rate structure Restart decision eipected 1961. after 
technical issue hearing completion NRC primarily concerned 
w/public heelth It safety DOE responsible for energy RID 
REID.R W Assistant Director for Licensing 60/07/10 3pp 


BOO0O7O565 Responds to 8M Sheffield 000318 Itr re TMI-1 raetart delay 6 
Met Ed rate structure Restart decision eipected 1901, after 
technical issue hearing completion NRC primarily concerned 
w/public health 4 safety DOE responsible for energy RtD 
REID.R w Asustent Director for Licensing 80/07/10 2pp 


8008070569 Responds to LO Mitchell 000421 Ur re TMI-1 restart delay 4 
Met Ed rate structure Restart decision eipected 1901. after 
technical issue hearing completion NRC primarily concerned 
•,/pub 1 i c heelth 4 safety DOE responsible for energy RbD 
REID.R W Assistant Director for Licensing 03/07/10 5pp 


8000070571 Responds to R Jonke 000210 Itr re TMI-1 restart delay b 
Met Ed rate structure Restart decision eipscted 1981. after 
technical iesue hearing completion NRC primarily concerned 
w/public health 4 safety DDE responsible for energy RbD 
REID.R W Assistant Director for Licensing 00/07/10 Zpp 


8008070573 Responds to A Tipton 000307 Itr re TMl-l restart delay 4 
Met Ed rate structure Restart decision eipected 1981, eftsr 
technical iesue hearing completion NRC primarily concerned 
w/public health 4 safety DOE responsible for energy R4D 
REID.R W Assistant Director for Licensing 00/07/10 Zpp 


0000070574 Responds to AA Magnus 000229 Itr re TMI-1 restart delay 4. 
Met Ed rate structure Restart decision eipected 1981>aftar 
technical issue hearing completion NRC primarily concerned 
w/publlc heelth I. safety DOE responsible for energy R4D 
REID.R W Assistant Director for Licensing 00/07/10 2pp 


0008070576 Responds to LF Mirth 800323 Itr re TMI-1 restart delay b 
Mat Ed rate etructure Restart decision eipected 1981, after 
technical iseue heering completion NRC primarily concerned 
w/public health 4 safety DOE responsible for energy RIO 
REID.R U Assistant Diractor for Licensing 80/07/10 4pp 


8008070560 Responds to BO Bradshaw 800303 Hr re TMI-I restart delay i> 
Mat Ed rate structure Restart decision eipected 1901. after 
technical issue hearing completion NRC primarily concerned 
w/public health 4 safety DOE responsible for energy RbD 
REID.R W Assistant Director for Licensing 80/07/10 6pp 


0006070596 Responds to EH Lecrone 600219 Itr re Tril-l restart delay k 
Met Ed rate structure Restart decision eipected 10fll.after 
technical issue hearing completion NRC primarily concerned 
u/publlc health L safety DOE responsible tar energy RbD 
REID.R W Assistant Director for Licensing 60/(37/10 2pp 


£308070590 Responds to ST Peace 600430 Hr* re TMI-1 restart delay b 
Met Ed rate structure Restart decision eipected 1981. after 
technical issue hearing completion NRC primarily concerned 1 
u/public health b safety DOE responsible for energy RbD 
REID R U Assistant Director for Licensing 00/07/10 4pp 


8008070593 Responds to C Brandt 600329 Itr re TMI-l restart delay t 
Met Ed rate structure Restart decision eipected 190 l.aftaT 
technical issue hearing completion NRC primarily concerned 
u/public health b safety DOE responsible foT energy RbD 
REID-R W Assistant Director for Licensing 00/07/10 2pp 


0006070598 Responds to NT Hall 600304 Itr re TMI-1 restart delay t 
Met Ed rate structure Restart decision eipected J901, after 
technical issue hearing completion NRC primarily concerned 
tu/pub 1 1 c heaHh b safety DOE responsible for energy RbD 
REID.R U Assistant Director for Licensing 00/07/10 2pp 


0006070600 Responds to IA Topilow 600314 itr re THI-1 restart delay k 
Met Ed rate structure Restart decision eipected 1901. after 
technical issue hearing completion NRC primarily concerned 
u/publlc health 4 safety DOE responsible for energy RbD 
REID.R W Assistant Director for Licensing 00/07/10 2pp 


0008070604 Responds to 0 Lenaz 600224 Itr re TMI-1 restart delay b 
Met Ed rat® structure Restart decision eipected 1901, after 
technical issue hearing completion NRC primarily concerned 
w/public health b safety DDE responsible for energy RbD 
REID.R W Assistant Director for Licensing 80/07/1(3 2pp 


6008070607 Responds to RT Eddinger 600226 Itr re TMI-1 restart delay 4 
Met Ed rate structure Restart decision eepected 1901, after 
technical issue hearing completion NRC primarily concerned 
u/public health 4 safety DOE responsible for energy RbD 
REID.R W Assistant Director for Licensing 00/07/10 2pp 


8 00007 060 B Responds to AT Shukas 600225 Itr r« TMI-1 restart delay b 
Met Ed rate structure Restart decision eipected 1901. afteT 
technical issue hearing completion NRC primarily concerned 
u/public health 4 safety DOE responsible For energy RbD 
REID.R W Assistant Director for Licensing 80/07/10 2pp 


BO 0806 0031 Responds to LR Minard 000225 J tr re TMI-I restart delay 4 
Met Ed rate structure Restart decision eipected 1901. after 
technical issue hearing completion NRC primarily concerned 
u/public health 4 safety ODE responsible For energy RbD 
REID.R W Assistant Director For Licensing B0/07/I0 2pp 


BOO 80 8003 2 Responds to JA Joy 600317 Itr re TM I - 1 restart delay 4 
Met Ed rate structure Restart decision eipected 1981. after 
technical issue hearing completion NRC primarily concerned 
u/public health 4 safety DOE responsible for energy RbD 
REID.R W Assistant Director for Licensing 80/07/10 4pp 


0008060033 Responds to M Soucy B00226 Itr re TMI-1 restart delay b 
Met Ed rate structure Restart decision eipected 1901. after 
technical issue hearing completion NRC primarily concerned 
U/public health b safety DDE responsible for energy R4D 
REID.R U Assistant Director for Licensing 00/07/10 3pp 


80080B0034 Responds to HE Sutton 800213 Itr re TKl-t restart delay b 
Met Ed rate structure Restart decision eipected 190i. after 
technical issue hearing completion NRC primarily concerned 
u/publlc health b safety DOE responsible for energy RbD 
REID.R U Assistant Director for Liceniing B0/O7/IO 3pp 


8008080454 Responds to JC Broun 800430 ItT re TMI-1 restart delay 4 Me 
Ed rats structure Restart decision eipected 1901. after 
technical issue hearing completion NRC primarily concerned 
u/public health b safety DDE responsible for energy RbD 
REID.R U Assistant Director for Licensing 00/07/10 4pp 


6008130133 Responds to H Gottlieb 800414 Hr re TMI-l restart del 
Met Ed rate structure Restart decision eipected 1981. after 
technical issue hearing completion NRC primarily concerned 
u/public health b safety DOE responsible for energy RbD 
REID.R U Assistant Director for Licensing 00/07/10 2pp 


8OO0I3O3B7 Responds to C Schmidt 000224 Itr re Trtl-l restart del 
Met Ed rate structure Restart decision eipected 1981. after 
technical issue hearing completion NRC primarily concerned 
u/public health b safety DOE responsible for energy RbD 
REID.R U Assistant Director for Licensing 00/07/10 2pp 
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8008130696 Responds to P Joyce 000304 ltr re TMI-1 restart delay h 
Met Ed rate structure Restart decision expected 198l>after 
technical issue hearing completion NRC primarily concerned 
ui/public health 8. safety DOE responsible for energy RhD 
REIDpR U Assistant Oirector for Licensing 60/07/10 2pp 


8008130687 Respond* to 3 Sparger 000303 ltr re TMI-1 restart delay N 
Met Ed rate structure Restart decision eipected 1981, after 
technical issue hearing completion NRC primarily concerned 
m/p ub 1 i c health L safety DOE responsible for energy RtD 
REID.R 11 Assistant Director ror Licensing 80/07/10 2pp 


800B13Q6E8 Responds to PC Gilstrap 800327 ltr re TMI-1 restart delay fc 
Met Ed rate structure Restart decision eipected 1901. after 
technical issue hearing completion NRC primarily concerned 
w/puhlic health t safety DOE responsible for energy R6D 
REID.R If Assistant Director for Licensing 80/07/10 2pp 


8000130690 Respond* to CH Judd 800221 ltr re TMI-1 restart delay U 
Met Ed rate structure Restart decision eipected 1961. after 
technical issue hearing completion NRC primarily concerned 
ui/public health J. safety DOE responsible for energy RLD 
REID.R II Assistant Director for Licensing 80/07/10 2pp 


8008130692 Responds to E Adsit 000306 ltr re TMI-1 restart delay t< 
Met Ed rate structure Restart decision eipected 1981. after 
technical issue hearing completion NRC primarily concerned 
u/publlc health t safety DDE responsible for energy R&D 
REID.R M Assistant Director for Licensing 80/07/10 2pp 


8008130693 Respond* to MV Lee 800404 ltr re TMI-1 restart delay b 
Met Ed rate structure Restart decision eipected 1981. after 
technical issue hearing completion NRC primarily concerned 
u/public health % safety DDE responsible for energy R6D 
REID.R U Assistant Director for Licensing 80/07/10 2pp 


B009190046 Responds to JD Leonard 900220 ltr re TMI-1 restart delay 
f/ Met Ed rate structure Restart decision eipected 1991. after 
technical issue hearing completion NRC primarily concerned 
u/public health & safety DDE responsible for energy RLD 
REID.R if Assistant Director far Licensing 90/07/10 4pp 


9009010067 FOI A request for THI-2, "Startup Problem Rept" t intervenor 
Citizens Committee for Protection of Environ proposed 
finding* of fact t conclusion* of law re Indian Point 2 
LEAS. J Union of Concerned Scientists 00/07/13 lp 


9008140391 Responds to LD Adams 600312 ltr to Commission re Issues of 
psychological distress U community fears NRC has ordered 
public hearing to determine whether facility should be 
operated 

REID.R M Operating Reactors Branch 4 00/07/15 lp 


— 8008140595 Discusses NRC hearing re psychological distress & community 
fears re TMI restart Distastes fear K trauma of being member 
of family of util employee 

AOAM.L D Affiliation Unknown 80/03/12 2pp 


3008280530 Responds to 900331 ltr supporting resumption of operation at 
Unit 1 Public hearing scheduled for Fall I960 to determine 
whether Unit 1 operation should be resumed & conditions for 
operation Feasibility studies for Unit 2 underway 
REID.R M Operating Reactors Branch 4 00/07/13 lp 


— 8003280536 Erpresses support for operation of Unit 1 6 cleanup at Unit 
2 El i labe thtouin College survey indicated that 64 3% of area 
residents support Unit 1 restart u/appropr ia te added safety 
mods based on TM1-2 lessons learned 

NEIDIS, R E , NE1DIG.R Affi l i at ion Unknown 00/03/31 lp 


B0QBD50O45 Responds to 000422 ltr to F Moor e . Ass i « tent to President for 
Congressional Liason. re Lebanon. PA County Commissioners' 

000408 ltr proposing that facility cleanup costs be shared 
by US utils State 1 FEMA should be contacted 
OIRCKS.lf J Office of the Etecutive Director for Operations 
00/07/22 53pp 


3008070412 Commends NRC for requiring preparation of E1S before 
approving submerged demineral i ter sys All potential impacts 
on MD environ & health of citiiens should be assessed 
before NRC commits to course of action 
UIL80N.W 0 Affiliatson Unknown 80/07/22 2pp 


6000070509 Responds to 790613 ltr eipressing concern re safety l< 
economies of nuclear power Pr jce-Anderson Act doss not 
protect TMI or other plants from damages inflicted Util 
customers will not have to pay for damages to facility 
SNYDER. B J TMI Program Office 80/07/25 4pp 


8008070525 Responds to 791023 ltr to President Carter expressing 
concern re new rept of another incident at facility NRC 
task force reviews have disclosed actions re design, analysis 
* plant operations that will be required for safety 
SNYDER, B J TMI Program Office 00/07/23 7pp 


8000080471 Responds to B00409 ltr re restart of plant i rate structure 
prescribed for util Public hearings will be conducted on 
restart PA Public Util Commission 000523 order directs util 
to continue operation as public util 

REID.R U Operating Reactors Branch 4 80/07/25 2pp 


'0009090477 Urges restart of Unit 1 it cleanup of Unit 2 
FQSNOT, J R Affiliation Unknown 00/04/09 lp 


8008090507 Responds to 800401 ltr re restart of plant ic rate structure 
prescribed for util Public hearing* will be conducted re 
restart of plant PA Public Util Commission 000323 order 
directs util to operate as public util 

REID.R W Operating Reactors Branch 4 80/07/25 3pp 


■0OOBOBO512 Urges restart of Unit 1 Resulting high electricity rates 6 
hardship on stockholders may be biggest tragedy of accident 
Supports use of nuclear energy along u/energy produced from 
other sources 

OELZ INGARO, D J Affiliation Unknown 0O/O4/Oi, lp. 


0OOBOBO5 1 7 Responds to 000509 ltr to President Cat ter re delay in Unit 
1 restart, rate itTUctur# prescribed for util & Unit 2 
cleanup Public hearing on Unit 1 restart will be conducted. 

Util ordered to continue as public util 

REID.R. 11 Operating Reactors Branch 4 00/07/25 3pp 


8000090523 Responds to 000502 ltr re delay in restart of Unit 1 & rat# 
structure prescribed for util Public hearings will be 
conducted on restart of plant PA Public Util Commission 
900523 order directs util to operate as public util 
REID.R W Operating Reactor* Branch 4 00/07/23. 2pp. 


— 0009080529 Urges restart of Unit 1 Failure to operate unit imposes 
financial burden, on customers 

ILGENFRITZ, J L Affiliation Unknown 80/05/02 ip. 


6000080533 Responds to end 800306 ltr to President Carter re rati 
structure prescribed for util PA Public Util Commission 
000523 order directs util to operate as public util State 
will provide moans of financial rehabilitation 
REID.R W Operating Reactors Branch 4 00/07/23 3pp 


80090B0540 Responds to encl 800229 ltr to President Carter re rate 
structure prescribed for util PA Public Util Commission 
800523 order direct* util to operate as public util 9tate 
of PA will provide means af financial rehabilitation 
REID.R W Operating Reactors Branch 4 80/07/23 4pp 


8000120133 Responds to encl 800612 request to DGE for rept on facility 
accident Kemeny Commission rept can be purchased from QPQ. 
Washington. DC ODE 000701 ltr encl 
SNYDER. II J TMI Program Office 00/07/23 3pp 


8008270165 Responds to ltr to Commissioner Kendrie opposing reopening 
of Unit 1 Public hearing scheduled to determine whether 
facility should be operated & conditions for operation 
Licensee feasibility studies re Unit 2 operation underway 
BNVDER. B J TMI Program Office 00/07/23 2pp. 


— 0008270168 Eipreises opposition to Unit 1 reopening. Fae 11 i ty should ba 
closed permanently Also expresses outrage at criteria for 
declaration of extraordinary nuclear occurrence 
I-1USSELMAN. L B Affiliation Unknown 80/07/23 lp. 


BOO012OI5? Responds to 790B14 ltr to President Carter re release of 
radioactivity from facility NRC concluded that purging 
method is quickest U safest for workers at facility W/o encl 
related B00612 orders 6 NUREQ-0662, Vo Is 1 fc 2 
SNYDER, B J TMI Program Of f i e f 00/07/29 3pp 


-0000120162 Forwards RE Rehm 790914 ltr to President Carter expressing 
concern re release of radioactive gas 6 water from facility 
Requests response, 

RATHKGPF.CL Energy, Dept of 79/09/21 4pp 


0000120199 Responds to 790723 ltr re disposal of contaminated water 
in facility reactor bldg No decision will ba made on 
processing or disposal of water until completion of 
technical review fc public comments on accident cleanup 
SNYDER, » J TMI Program Office 00/07/29 lp 


DOCKETED ITEMS 


1 


'00001 20203 Requests info rc plans for disposal of radioactive water 
at facility 

JENKINS, M M Affiliation Unknown 79/07/29 lp 


8008010064 Responds to F01A request for TMI— 2, "Startup Problem Rept" 
A lntervenor Cltltens Committee for Protection Df Environ 
proposed findings of fact A conclusions of law re Indian 
Point 2 NRC B0071B ltr to Met Ed end Search continuing 
FELTON, J M Division of Rules and Records 00/07/30 lp 


— 8000010074 Requests that util provide enc 1 listed documents to NRC 
within 30 days due to great public interest in Rogovin 
hept Documents are cross-referenced to Rogovin rept 
SNYDER, B TMI Program Office 00/07/18 9pp 


0008050414 Advises that NUREG-0662 misrepresents 800507 response to 
NRC 800421 ltr re purging alternative for TMI 
decontamination Regrets that personal views identified as 
views of unlv 

GR038, T L Pennsylvania State Unlv 80/07/30 Ip 


8000070293 Responds to 790831 ltr to JM Hendrie re release of 
radioactive matls from facility Release of contaminated 
water to Susquehanna River is not permitted Purging Ki — 85 
gas poses no threat to public t/or environ health & safety 
SNYDER, B J TMI Program Office 00/07/30 2pp 


.0000070296 Opposes all proposals of radioactive releases from facility 
Evidence proves that effects of radiation are long lasting S< 
cumulative, can be concentrated by nature through food chAln 
A present serious problems to health A environ 
JAMES, 0 Affiliation Unknown 79/0B/31 2pp 


0008110425 Responds to 790831 ltr to JM Hendrie re release of 
radioactive matl from facility Release of contaminated water 
to Susquehanna River is not permitted Purging Kr-05 poses no 
threat to public A/or environ health k safety 
SNYOER, B J TMI Program Office 00/07/30 3pp 


— 8008110430 Opposes release of radioactive matl from facility A dumping 
contaminated water Into Susquehanna River Facility should ba 
shut down, due to risks posed to public health t< safety 
OUELDNER, H Affiliation Unknown 79/09/06 lp 


S00B26017O Responds to end 000331 ltr to President Carter expressing 
concern re safety of nuclear power S, opening of Limerick 
Nuclear power plants are designed to prevent accidents 
Chances of more serious accident than TMI are very small 
DENTON, H R Office of Nuclear Reactor Regulation, Director 
80/07/30 5pp 


8008070249 Responds to 791210 ltr to President Carter re release of 
krypton from facility All proposed strategies for removing 
Kr-85 have negligible potential physical health Impact on 
public Purging method is quick A safe 
SNYDER, B J TMI Program Of f ice , 80/07/31 2pp 


—0008070260 Torwards C Jiongerlus 791210 ltr to President Carter 
concerning release of krypton gas from facility Requests 
response 

RATHKCPF, C L Energy, Dept of 80/01/25 3pp 


8008070269 Responds to 790031 poitcard to U Oilinsky re venting of 
Kr-8S from facility All proposed strategies for removing 
Kr-85 have negligible potential physical heath impact on 
public Purging method is quick k safe 
SNYDER, B J TMI Program Office 80/07/31 2pp 


•8008070278 Opposes venting of krypton gee into atmosphere from facility 
due to risks posed to public health k safety Util should not 
be allowed to continue plant operation 
REYNOLDS, A Affiliation Unknown 79/0B/31 lp 


8008080100 Respond* to 790904 ltr demanding shutdown of TMI No 
contaminated water will be released to Susquehanna River 
until environ assessment performed Restart of Unit 1 will he 
issue of hearing 

SNYOER, B J TMI Program Office 80/07/31 3pp 


— 0009080242 Questions whether all nuclear power plants are experiencing 
trouble similar to TMI 

RICHARDSON, 0 Affiliation Unknown 79/03/30 lp 


B008090404 Forwards NUREG-0669 summary k NUREG-0S91 , in response to 
000621 request Other documents available for sale are 
listed 11/ o encls 

SNYOER, B J TUI Program Office 90/07/31 4pp 


— 0008000405 Requests documents ra TMI S< listing of repts issued by NRC 
BOOKS, P A Affiliation Unknown 80/06/21 lp 


0008080479 Responds to 790816 ltr to President Carter expressing 
concerns about nuclear energy A operation of TMI Low levels 
of rad i oac t 1 vi ty are reloasod to Susquehanna River Public 
hearing will determine conditions of operation for TMI 
SNYDER. B J TMI Program Office 80/07/31 3pp 


--80080B0482 Forwards FI Heiserman 790816 ltr to President Carter 
opposing release of radioactive gases at facility until 
short-term A long-term impacts are studied Requests 
response White House forwarding memo attached 
RATHKCPF, C L Energy, Dept of 79/09/21 3pp 


8008110031 Responds to 790819 ltr re release of radioactive water A 
gases Average dose received by population was four 
milllrems Alternate energy sources being evaluated 
SNYDER. E J TMI Program Office 80/07/31 2pp 


8008110033 Responds to 790821 ltr re release of radioactive water A 
gases Except for liquids u/lou or undetectable levels of 
radiatlon.no contaminated water released Into Susquehanna 
River NUREG-0662 k 800612 orders end W/o end 
SNYDER, B J TMI Progr am Of f i c e 80/07/31 2pp 


•8008110037 Requests util plans for venting radioactive water A gas fro« 
TMI containment 

LYLES, C Affiliation Unknown 79/08/21 lp 


0008110039 Responds to 790B17 ltr re release of radioactive water A 
gases Except for liquids containing low or undetectable 
levels of rad i pec t i vi t y , no contaminated water released into 
Susquehanna River NUREG-0662 A 800612 orders encl W/o enc 1 
SNYOER, D J Till Program 0 f f ic ■ B0/07/31 2p p 


— 8008110041 Opposes release of contaminated water into Susquehanna Rivet 
A air Into atmosphere 

RODEN, 0 Affiliation Unknown 79/08/17 lp 


0008110044 Responds to 790020 ltr re release of radioactive water A 
gases Except for liquids w/low or nondetec table levels of 
radtoactivity.no contaminated water released into 
Susquehanna River NUREG-0662 A 000612 orders end W/o end 
SNYDER, 8 J Till Program Office 00/07/31 2pp 


— B003110049 Opposes release of radioactive water A gas held at TMI 
WINFREE, M E Affiliation Unknown 79/03/20 2pp 


8000110053 Responds to Itrs ra radiation from TMI accident Average dose 
received by population within 50 miles of site was approx 
four milllrems End summary of NUREG-0S5S presents detailed 
Info W/o end 

SNYOER, 0 J TMI Program Office 80/07/31 lp 


—6008110056 Requests info re radiation dosage received A radiation 
monitoring conducted as result of TMI accident 
SAGER, 0 Affiliation Unknown 00/08/05 lp 


•8008110059 Requests info on radiation dosage received A radietien 
monitoring conducted as result of TMI accident 
SAGER. B Affi 1 iation Unknown 00/09/05 lp 


0003110067 Respond* to 790417 ltr to JM Hendrie concerning facility 
accident NRC is responsible for seeing that public health A 
safety are preserved by nuclear industry W/Q encl’ 
publication describing NRC A listing US nuclear plants 
8NY0ER, B J TMI Program Office 80/07/31 2pp 


•8008080102 Demands shutdown of TMI No cantaminted water should be 
released to 8u*quehanna River 
KEPPLE, I Affiliation Unknown 79/09/04 lp 


8008080239 Responds to 790330 ltr re TMI accident Full-time inspector* 
have been assigned to each operating plant utlllilng BAW 
PWRs Plant mod* have been made, Review* are underway re plant 
procedures A designs 

SNYDER, B J TMI Program Office 00/07/31 3pp 


— BOOB 1 IOO70 Lists questions far NRC response re facility accident 
OZAZEAfSKl.N f AMEND, S , MULLEN, L Affiliation Unknown 79/04/17 
lp 


0000110092 Responds to 800226 ltr re relaase of radioactive gases 
Potential physical health impact on public caused by venting 
is negligible NUREG-0662 A 800612 orders end W/o encl 
SNYDER. B J TMI Program Office 00/07/31 2pp 
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— 8009110094 Inquires why rJdloactu'e water ic gaits were not vented 
during winter of 1779-80 

SATTERTHWhITE, C Affiliation Uninoun 00/02/26 2p P 


8003110100 Responds to 790905 Itr re THI as e » tra or d inary event 
E i traord i nary nuclear occurrence Is insurance term Public 
hearing re restart of Unit I will be held 
SNYDER. B J TMI Program Office 80/07/31 2pp 


■8003110103 States that THI accident must be called ■ » t raor d i nary event 
Ad judicatory hearing should be held Public info meetings 
should be held 

PAPAnARO, J . PAPARARO, H Af f 11 1 at 1 on Un k nown 79/09/05 lp 


S008160660 Responds to 0 Wlngard Itr tn 6 Jorgenson of President's 
Commission on THI /Acc 1 dent forwards NRC rept titled. 
"Investigation into 790323. THI Accident by IE “ U/o end 
SNYDER, J 8 THI Program Office 30/07/31 2pp 


B008270532 Responds to NRC 300417 Itr re special Inquiry group concerns 
on THI accident Special mental heaLth program for citltens 
in community would be justified only if editing resources 
art insufficient to m«st such needs 

HARRIS. R P Health l Human Services. Dept of, BO/07/31 2pp. 


3008280002 Responds to 800*21 request for NUREG-066B, NUREtt-0391 «, 
listing of repts Issued by NRC Forwards NUREOs & lists repts 
issued by NRC TMI weekly status repts are available in PDR. 

U/o end NJREGs 

BNYDER, B J THI Program Office 30/07/31 4pp 


— 3008280003 Expresses appreciation for NRC response to previous requests 
for repts Requests NUREG-0591. "Environ Assessment - Use of 
EPICOR-II at THI -2. “ THI weekly status repts up to June 
If 80 5 listing of repts issued by NRC 
BDDX9.P A Affiliation Unknown 80/06/21 lp 


3008080204 Advises that util will soon be applying for required 
approvals for reorganising Met Ed h Pentlec under combined 
mgt plan Util will promptly notify NRC of effective date of 
corporate name changes so license amends can be Issued 
ARNOLD, R C Metropol itan Edison Co 80/09/04 ip 


3009110394 Responds to NRC 300725 Itr disapproving findings of Eutll 
Gibbons Environ Foundation Cross or massive mutants in local 
flora have not been found Unique varieties of plants found 
within 1-mile radius of facility 
AREHART, T Affiliation Unknown BO/00/04 lp 


1008120136 Responds to 300103 Itr to HR Denton r« availability of info 
at & about nuclear plants Info available to public about 
TMI-2 accident was confusing at times NRC has made plans to 
centralise gathering L dissemination of relevant Info 
SNYDER, a J THI Program Office 80/08/04 lp 


1008030470 Responds to Itr urging permanent shutdown of facilities 
Public hearing will be conducted to determine whether Unit l 
Should be operated Util has not yet submitted proposal for 
overall recovery for Unit 2 U/o end 790809 order 
SNYDER, B J THI Program Office 80/08/05 lp 


0090B0475 Responds to Itr urging permanent shutdown of facilities 
Public hearing will be conducted to determine whether Unit 
1 should be operated Util has not yet submitted proposal for 
overall recovery for Unit 2 U/o end 790009 order 
BNYDER. B J THI Program Office 80/00/03 lp 


008080504 Responds to Itr urging revocation of util OLs Public hearing 
will be conducted to determine whether Unit 1 should be 
operated Util has not yet submitted proposal for overall 
recovery for Unit 2 W/o enc 1 79CB09 order 
SNYDER, B J TMI Program Office 80/09/05 lp. 


008080508 Responds to Itr urging revocation of util OLs Public hearing 
will be conducted to determine whether Unit 1 should be 
operated Util has not yet submitted proposal for overall 
recovery for Unit 2. U/o end 790809 order 
SNYDER, B J TMI Program Office 30/08/05 lp 


□ 08030509 Responds bo Itr urging revocation of util OLs. Public hearing 
will be conducted to determine whether Unit 1 should be 
operated Util has not yet submitted proposal far overall 
recovery for Unit 2 W/o end 790009 order 
SNYDER. B J THI Program Office 00/03/05 lp 


008110001 Responds to itr urging revocation of util OLs Public hearing 
will be conducted to determine whether Unit 1 should be 
operated Util has not yet submitted proposal for overall 
recovery for Unit 2 W/o end 79DB09 order 
SNYDER. B 0, TMI Program Office 8O/Q8/05 lp 


8000110002 Responds to itr urging revocation of util 3L» Public hearing 
will be conducted to determine whether Unit l should be 
operated Util has not yet submitted proposal for overall 
recovery for Unit 2 W/o encl 79OS09 order 
SNYDER, B J TMI Program Office 30/00/05 lp 


8008110003 Responds to Itr urging revocation of util OLs. Public hearing 
will be conducted to determine whether Unit 1 should be 
operated Util has not yet submitted propoeal for overall 
recovery for Unit 2 W/o end 790809 order 
SNYDER. 0 J TMI Program Office 30/00/05 lp 


0OOB11OOO6 Responds to Itr urging permanent shutdown of facilities 
Public hearing will be conducted to determine whether Unit 1 
should be operated Util has not yet submitted propoeal for 
overall recovery for Unit 2 W/o enc 1 790809 order 
SNYDER, B J TMI Program Office 80/03/03 lp 


800B11000B Responds to Itr urging permanent shutdown of facilities 
Public hearing will be conducted to determine whether Unit 1 
should be operated Util has not yet submitted proposal for 
overall recovery for Unit 2 W/o end 790809 order 
SNYDER, B J TMI Program Office 30/08/03 lp 


8008110011 Responds to Itr urging permanent shutdown of facilities 
Public hearing will be conducted to determine whether Unit 1 
should be operated Util has not yet submitted proposal for 
overall recovery for Unit 2 W/o end 790809 order 
SNYDER, B J TMI Program Office 30/08/05 lp 


800B1 40612 Responds to 300701 Itr re radiation exposure in vicinity of 
facility Exposure necessary to cause any damage to blood is 
much higher than that measured in area einca accident Recent 
illnesses in family are probably not related to radiation 
DENTON, H R Office of Nuclear Reactor Regulation, Director 
30/03/05 lp 


— 8003140614 Requests info re radiation expoeure around facility t< 
physical effects on human body Several members of family 
have been hospltallied w/blood infections which affected 
blood in same manner as radiation exposure 

FINDER, R R International Brotherhood of Electrical Workers 
30/07/01 lp 


8003130146 Responds to 000602 Itr re venting of Kr-83 gas from reactor 
bldg On 800612, Commission issued order for temporary mod of 
license authoriiing controlled purging Evedy effort is 
being made to ensure continued protection of public health 
D-ENTON.H R Office of Nuclear Reactor Regulation. Director 
00/00/05 2pp 


— 8008180150 Urges NRC to consider process of selective absorption in 
purging Kr-B5 gas from reactor bldg, rather than quicker 
venting method Technology already exists 9ys could be built 
in 90-120 days 

MILLER, E M Af f i 1 ia 1 1 on Un known 80/06/02 2pp 


0008100059 Responds to 800612 questions to Chairman Ahaarna NRC held 
meetings w/public It civic St business groups In Wash 1 ng tom DC 
it Harr iiburg, PA prior to purging decision All public 
comments were evaluated 

DENTON. H R Office of Nuclear Reactor Regulation, Director 
30/03/06 2pp 


— 8OO01BOO66 Submits questions re public comments on facility venting. 
Requests that Commissioners meet w/central PA residents to 
hear about personal experiences following 79032S accident. 

HORST. J Affiliation Unknown 30/06/12 2pp 


8008130102 Opposes venting radioactive krypton gas at THI, 
DAVIS, R Affiliation Unknown 80/08/11 lp 


8003250322 Responds to Itr re health effects associated w/ cleanup 
operations & urging shutdown of f ac i 1 itles, Pub 1 lc hearing 
will be held to determine whether Unit 1 should be 
operated Unit 2 recovery program not yet submitted, 

SNYDER, B J TMI Program Office. 30/08/11 3pp. 


— SOO329O340 Expresses concern re effects of radiation from facilities b 
urges shutdown 

STAUB.M a Affiliation Unknown 79/04/10 lp 


8QOB290363 Responds to Itr opposing NRC promotion of nuclear power. 
Former AEC was mandated by Congress to develop U promote 
nuclear energy NRC was created for sole purpose of 
regulating commercial production of nuclear energy 
SNYDER, B J TMI Program Office, 00/08/1 1 lp. 


— 0008230371 Opposes NRC promotion of nuclear energy 
BRIDDELL, D Affiliation Unknown 00/08/11 2pp. 


DOCKETED ITEMS 
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6008230375 Responds to 000220 ltr supporting 0L revocation & permanent 
shut doom of nuclear station Public hearing scheduled to 
determine whether Unit 1 thould be operated t< conditions far 
restart Unit 2 proposal for restart ha* not been submitted 
SNYDER, B J TMI Program Office 80/00/11 2pp 


•'”0009250377 Support* OL revocation U permanent shutdown of nuclear 
station 

HILLS, D Affiliation Unknown 80702/20 lp 


6008250450 Rtsponds to ltr opposing use of nuclear power NUREO-OS00, 
“Population Dose S< Health Impact of Accident at TMI," 
indicates minimal risks to offsite population Every effort 
is being made to assure health &< safety of public 
SNYDER, 8 J TMI Program Office BO/OB/11 2pp 


— 0000250462 Forwards views on nuclear power Nuclear energy is expensive 
due to malfunctions Solar technology should be Investigated 
THI accident disturbed residents of Commonwealth of PA 
CARN1LA, B T > CAHNILA, J 0 Affiliation Unknown 00703/24 2pp 


0000250755 Respond* to 000217 ltr re clean-up operations at TMI & 
revocation of util OL No significant environ Impact would 
result from use of any alternative* discussed in NURE0-0662 
SNYDER, D J THI Program Office 80703/11 2pp 


--8000250763 Discusses clean-op operation* at facility Si requests 
revocation of util 0L 

DEVITZ, C 0 Affiliation Unknown 00/02/17 lp 


0000260020 Responds to 800710 ltr requesting info re type of facility, 
radiation exposure, 790320 accident S< plans for nuclear 
facilities In OH 

DENTON, H R Office of Nuclear Reactor Regulation, Director 
00/00/ti 4pp 


00002607 1 6 Respond* to R Main 800215 ltr protesting release of Kr-05 
gases from TMI-2 Potential health impact on public of any 
proposed strategies for removing Kr-B5 is negligible 
SNYDER, B J TMI Program Office 80/00/11 3pp 


0000260739 Responds to 790915 ltr re TMI accident t< concerns about 
gaseous releases from TMI-2 NRC L util will evaluate 
alternate methods of dec ontaminatlon Public hearing will be 
conducted to determine whether TMI-1 should be restarted 
8YNDER, B J TMI Program Office 80/09/11 3pp 


■BOO026O739 Requests protection of public health during cleanup 
procedure* & continued operetlon of facility Certificate of 
training t article, "Nuclear Technology New & Different 
Ballgame" end 

RECH, E L Affiliation Unknown 79/08/13 5pp 


0008270067 Respond* to 000215 ltr demanding revocation of util OL, 
Pub 11c hearing will be e onduc ted re TMI-1 restart Util has 
not submitted proposal for overall recovery of Unit 2 
SNYDER, B J THI Program Office. 00/00/11 lp 


— 0008270081 Demands revocation of util license 

SHIFFLETT, H Aff i 11a t ion Unknown 00/02/15 lp 


8008270009 Responds to ltr re THI accident NRC is proposing rule* 
requiring definition of emergency planning tone* Public 
meeting* will be conducted w/uti 1 to determine whether Unit 
1 should be restarted 

SNYDER, B. J TMI Program Office 90/09/11 3pp 


— 9008270093 Expresses concern re THI accident St list* effect* on health 
& welfare of family 

NYCE.L Affiliation Unknown 79/00/10 4pp 


8008270098 Responds to 790409 ltr to President Carter expressing 
concern re TMI accident Public hearing will be conducted 
to determine whether TMI-1 should be restarted Util has not 
submitted proposal for overall recovery of Unit 2 
SNYDER, B J TMI Program Office 90/08/11 5pp 


8008270106 Respond* to ltr demanding revocation of util OL Public 
hearing Will be conducted to determine whether TMI-1 should 
be restarted NRC will review technical Info re restart Util 
has not submitted proposal for overall recovery of Unit 2. 
SNYDER, B J TMI Program Office, 80/08/11 lp 


— 0000270117 Requests termination of util license S< Conversion of 
facility to gas or coal. 

dDRDAN, M Affiliation Unknown 79/08/15 lp 


0008270229 Re*punds to JA Martin 800403 ltr protesting nuclear power 
*a requesting that TMI remain shut down NRC has ordered that 
public hearing be conducted concerning possible future 
operation of TMI-1 

SNYDER. B J THI Program Office 00/00/11 3pp 


— 8000270234 Protests nuclear power ii asks that TMI remain shut down 
MARTIN, J A Affiliation Unknown 80/04/03 2pp 


0008270244 Responds to Bardoll 000215 ltr protesting releases of 
radioactive gases from TMI Potential physical health impact 
using any of proposed strategies for removing Kr-03 is 
neg 1 i g ibis 

JiNYDEft, B J TMI Program Office 00/00/11 2pp 


0003200010 Responds to 79PB30 ltr opposing release of radioactive water 
into Susquehanna River Commission has authoriied use of 
EP1C0R-II water treatment sys for processing waste water 
stored in tank* in auxiliary bldg 
SNYDER, fl J TMI Program Office 80/09/11 2pp 


— 800820001 1 Opposes release of radioactive water into Susquehanna River 
t k urges phasing out of nuclear power plant* 

KILHEFNEft, M Affiliation Unknown 79/0B/3O ip 


0009280013 Responds to 000321 ltr eipressing concern that profit is 
considered before safety Every effort being made to ensure 
continued protection of public health U safety 
SNYDER, B J TMI Program Office 90/09/11 Ip 


■0008280014 Expresses concern re preeminence of profit before safety 
considerations at nuclear plants 
MEYER, E H Affiliation Unknown 00/03/21 lp 


8000280027 Responds to 000329 ltr opposing nuclear power & expressing 
concern re waste disposal NRC 1* responsible for providing 
framework of criteria 4 regulations to ensure achievement 
of safe long-term waste disposal 
SNYDER, B J THI Program Office 80/0B/1I lp 


— 8008280030 Expresses concorn re safety of nuclear power t< disposal of 
raduiastss , 

NIMAROFF.FA Affiliation Unknown 80/03/29 lp 


8000280393 Responds to ltr ro release of contaminated water to 
Susquehanna River Only water having low or nondetectabl* 
radioactive levels is released to river EPICOR-JI water 
treatment sys used to process waste water 
SNYDER- B J TMI Program Office 00/00/11 lp 


— 0009380357 Expresses concern re release of contaminated water into 
Susquehanna River Suggests use of storage tanks 
LrDI8,C F Affiliation Unknown 00/00/26 2pp 


0008230375 Responds to 0OO21S ltr r* release of contaminated water to 
Susquehanna River 6 publicity for public meetings Water 
having low or nondet ec tab 1 e radioactive levels is released 
EPICdR-II water sys treatment used to process waste water, 

SNYDER, B J TMI Program Office BO/OB/il 2pp 


8000230411 Responds to 000213 ltr re release of contaminated water to 
Susquehanna River Only water having low ot nondetec tabl e 
radioactive levels is released to river EP I COR- 1 1 water 
treatment sys used to process waste uatsr 
SNYDER. B, J TMI Program Office BO/OB/11 lp 


3008280009 Responds to 000613 ltr re release of krypton by forwarding 
NUREO-0662, Vo Is 1 fc 2, "Final Environ Assessment for . 

Decontamination of TMI-2 Reactor Bldg Atmosphere," ti two 
Commission orders re krypton release W/o end 
DENTON, H fi Office of Nuclear Reactor Regulation! Director 
80/03/12 2pp 


8008250321 Responds to end ltr to H Denton requesting permanent 
shutdown oP station Public hearing to determine Unit l 
operability scheduled for Fall 1980 Unit 2 proposal for 
recovery has not been submitted 
SNYDER, B J TMI Program Office 80/08/14, Ip 


8000250329 Responds to 900216 ltr re revocation of OL, Public hearing 
ordered to determine whether Unit 1 should be operated li 
under what conditions Licensee has not submitted proposal 
for overall Unit 2 recovery Order end 
SNYDER, B J TMI Program Office 8O/O0/J4 lp 


■0009230354 Expresses opposition to nuclear power Facility license 
should be revoked 

RITTER, J S Affiliation Unknown 00/02/16 2pp 
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0006250365 Respond* to B002Z9 Itr to President Carter endorsing 
permanent shutdown of nuclear station Public hearing to 
determine whether Unit 1 should be operated h conditions 
for restart shedulsd for Fall 1900 
SNYDER, 0 J TMI Program Office S0/0B/I1 2pp 


B00B260286 Responds to itr of concern Public hearing will be he Id re 
Unit 1 restart Summary of NUREG-OS59, "Population Dose !< 

Health Impact of Accident at Tilt Nuclear Station.” & 790809 

order shutting down plant enci W/o em.1 

SNYDER. 0 J TNI Program Office BO/OB/14 2pp 


0008260030 Responds to enc 1 800619 itr to President Carter opposing 
venting of Kr-B5 from reactor bldg atmosphere Doses 
resulting from reactor bldg purge were well within 
predictions in NBC final E I A W/o end NUREQ-0662 h orders 
SNYDER, B J TMI Program Office SO/OB/iS 4pp 


BQQB26010S Responds to 791114 request for info re effects of radiation 
on health Radiation esperts assume that ionizing radiation 
has effect on human body directly proportional to dose 
W/o end summary of NUREG-0559 

SNYDER, a J TMI Program. Office BO/OS/13 2pp 


--80083601 1 A Expresses concern re effects of nuclear radiation on health 
of patients 

STONER, R S Affiliation Unknown 79/11/14 lp 


3008260197 Responds to 790819 Itr to President Carter eipressing 
concern re release of radioactive matl from facility 
Commission has authoriied use of EPICOR-II water treatment 
s ys for processing waste water W/o end NUREG-0662 (i order 
SNYDER, 3 J TMI Program Office SO/OB/15 2pp 


— 0008260162 Forwards FM Maulti 790S15 Itr expressing concern re release 
of radioactive matls from facility White House 790B23 memo 
to DDE end 

RATHKQPF, C L Energy. Dept of 79/09/21 5pp 


8009260249 Discusses -role of NRC in providing info to public Utils must 
provide offsite newt ctr NRC official will be appointed to 
coordinate info activities 

SNYDER, B J TMI Program Office 80/0B/15 ip 


— B00B26Q257 Expresses pronudear views Requests info re actions taken to 
improve NRC L Met Ed public image 
HOUSER, 9 E Affiliation Unknown 00/04/03 2pp 


8006260278 Responds to 600522 Itr to President Carter re paying for 
costi of TMI accident Although accident uas extraordinary, 
criteria of Prlce-Anderson Act not met Customers will be 
frat of Unit i capital cost expanse 
SNYDER, B J TMI ProgTa* Office 00/00/15 4pp 


3008260707 Responds to 145 Turn S00331 itr to President Carter 
expressing concern about effects of radiation 6 asking that 
TMI be permanently shot down NRC primary responsibility is 
public health i safety 

SNYDER, 0 J Till Program Office 80/09/15 3pp 


8008260723 Responds to SE Casselberry 800622 Itr expressing concerns 
about venting Kr~85 from TMI-2 Venting would not be 
detrimental to health of people in vicinity of facility 
SNYDER, 3 J TMI Program Office 00/00/15 lp 


0009260737 Responds to 790403 Itr to President Carter re use of oniv 
heat transfer lab Lab not necessary due to extensive 
evaluations of thermal hydraulic aspects of TMI accident 
SNYOER, B J Till Program Office 80/0S/15 lp 


B0092702 15 Responds to Ladd 900611 Itr to President Carter protesting 
release of radioactive elements from TMI Potential physical 
health impact using any of proposed strategies for removing 
Kr-SS is negligible 

SNYDER, S J TMI Pro gram Of f ice, 80/08/15 2pp 


— -8008270213 Forwards JE Ladd 90061! Itr protesting release of 
radioactive elements from TH1 

SEAL, hi M President of US 6 Executive Office* 00/06/25 lp 


8008280512 Responds to encl 790929 Itr expressing concerns about plant 
safety Release of contaminated water into Susquehanna River 
is not permitted Discharge of water processed by EPICOR-1I 
Tiot yet permitted DOE response encl 
SNYDER, B J TMI Program Office 00/08/15 8pp 


8000280514 Respond* to 790016 Itr urging permanent shutdown of facility 
6 opposing use of EPICOR-JI Commission ordered public 
hearing re restart of Unit 1 Discharge of water processed by 
EPICOR-II not yet permitted 

SNYDER. B J Till Program Office 80/08/15 2pp 


— B008280518 Urges NRC to lhut down facility permanently 6 oppoeas use of 
EPICOR-II 

LEHMAN, J Affiliation Unknown 79/08/16 lp 


800825071 1 Requests public comment period re NURE0-06B3 be extended 
from 45 days to a min of 90 days Public hearings re ropt 
should be held in Kidd 1 etown. Harr i sburg. Lancas ter 6 York, 

PA 

RYAN, C Nuclear Information S, Resource Service 80/08/19 lp 


8008270370 Requests that Spr ing e t tsbury Township, PA be added to NRC 
mailing list for receipt of TMI documents Info needed to 
develop emergency mg t plan 

DEUTSCH, D J Affiliation Unknown 00/08/22 lp 


P Operating license stage documents hi correspondence 


8008190073 Discusses estimates of Xe-i33 emissions from accident, in 
response to NRC request Estimates were produced indirectly 
because stack monitor was off-eeale 2 or 3-h before accident 
i stayed off-scale 

POLLACK, 0 L Michigan State Univ 79/09/05 7pp 


0008070169 "Final Environ Assessment for Decontamination of TMI-2 
Reactor Sldg Atmoshpere, ” final rept,Vol 2 

• TMI Program Office NUREG-0662 VB 80/05/31 SOOpp Available 
at NT 1 8 *9 00 


8009060358 Forwards errata sheet* correcting errors in five addl TMI-2 
related requirement* submitted by 800507 Itr Items involved 
ere 12 K 3 29,11 K 29 6 1 1 K 3 44 Svc lists encl 
EISENKUT, D 0 Division of Licensing 80/06/09, 69pp 


8006060024 Forwards FR notice re 800714-17 regional meetings to address 
portion of Commission 800523 memorandum 6 order describing 
requirements of environ qualification of electrical 
equipment installed in safety sys 

EI8ENHUT, D 0 Division of Licensing 80/06/30, lp 


— 8008060189 Notico of 800714-17 regional meetings .to address portion of 
Commission 000523 memorandum hi order describing requirements 
of environ qualification of electrical equipment installed 
in safety sys Svc lists enci, 

El SENHUT, D 0 Division of Licensing 80/06/27 117pp 


8009040107 Responds to NRC 800523 request for recommendations for 
TMI Advisory Panel Recommends HA Muller/CL Jones hi DC Smith 
of Dept of Health, Dept of Environ Resources hi PA Emergency 
Mgt Agency {retired 1, respectively 

THORNBURGH. R Pennsylvania, State of 80/07/10 Ip 


— 0008040110 Advises PA Governor of House Committee on Insular Affairs 
lagislation to establish TMI Advisory Panel Requests 
recommendations for appropriate representatives Legislative 
language requiring NRC to establish panel end 
AHEARME, J F Commission 80/05/23 2pp 


8008070394 Rssponds to NRC 800527 Itr (NRC/TMl-00-94) re dissolved 
oxygen control Si analysis validity Hydrogen hi oxygan 
recombination in gamma flux fields analysis anticipated by 
800015 hi sys preoperational testing results by SOOBOl 
HOVEY, G K Metropolitan Edison Co 00/07/tl 2pp 


0008010015 Forwards CRAC cade input for 790323-0402 at site. Wind speed* 
corrected to to meter level using procedures outlined in 
NUREG-0324 

MARKEE.E H Accident Evaluation Branch 80/07/21 9 pp. 


0000010286 Discusses plans for disposal of approx 550 cuhic ft of spent 
resin in spent resin storage tanks Resin will be dewatered & 
shipped to Richland, WA Supporting documentation encl 
HDVEY, 0 K Metropolitan Edison Co 80/07/25 Bpp 


0008070452 Ack receipt of 800715 Recovery Operation* Plan Change 
Request 4 Concur* w/n#w nitrogen bank pretture setpoint*, 
adding precaution to avoid overprenur i iation of exposed 
decay haat *ys piping 

COLL1NB, J T, TMI Program Office 80/07/25 4pp, 


B008080043 Expruse* appreciation to NY Stata Dept of Health for offer 
to provide environ radiation monitoring »vc« during 
decontamination of facility reactor bldg W/o encl final 
environ ai*e**ment Si 800317 EPA rapt 
SNYDER, B J TMI Program Offica 80/07/28 lp. 
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— SQ080B0046 Forward* NY State Dspt at Health B0O3O5 1 tr tuaniniing 
suggestion* f«r' measor ements re venting at facility 
Radiological Sciences Lab documented »emitive measuring 
capabllitie* which could produce valuable info 
WAHLEN. H New York, State of 80/06/33 ip 


— BOOBO9OO40 Discusses possible u*e of NY State Dept of Health sensitive 
measuring capabilities during release of containment air 
in Summer 1980 Related Science magazine article* & other 
documentation end 

WAHLEN. M New York, State of 89/03/05 37pp 


0QOSO4OO68 Forward# Tech Spec Change Request 24 for amend to Lic»n»e 
OPR-73, App A 

ARNOLD, R C Metropolitan Ed i ton Co 80/07/31 Ip 


—8009040069 Tech Spec Change Request 24 for amend to License DPR-73, App 
A re implementation of mini decay heat removal syu 
Certificate of 8 vc one 1 

ARNOLD, « C Metropolitan Edison Co 80/07/31 2pp 


— 8008040076 Tech Spec Change 24 for amend to License DPR-73. App A, 
authorizing implementation of mini decay heat removal tys 
Consist* of replacement Pages 3 1-1,3 1-2,3 4-1 3 7-1,3 7-2, 

3 a-4 , 8 3/4 4-l.B 3/4 7-1 t< 8 3/4 7-la 
« Metropolitan Edison Co 80/07/31 14pp 


8008110091 Concurs w/Q00708 recovery operations plan Chang* Request 2 
concerning surveillance requirements for auiillary & fuel 
handling bldg ventilation sys Approve* modified ventilation 
*y* flow Tates 

COLLINS, J T TMI Program Office 80/07/31 4pp 


8008190640 Submits response to 800624 ltr Approval for routine purging 
granted on basis that operation conducted per plant Tech 
Specs it interim criteria for radiolog leal effluents from 
TMI-2 data gathering t< maint operation* 

COLLINS, J T THI Program Office 80/07/31 4pp 


0008090315 Forwards retponee to NRC Comment 11 on submerged 
demineral i zer syt technical evaluation rept re estimate* of 
ecpactsd occupational exposures from processing of sump & 
RC 8 water 

HOVEY, Q.K Metropolitan Edison Co 80/09/01 4pp 


8008110226 Forwards list of federal. state A local agencies asked to 
comment on NUREQ-0603, draft programmatic EXS re 
decontamination A disposal of radwasts at THI 
LYNCH, 0 D T TMI Program Office 0O/OB/O1 2pp 


8008110504 Forward* corrected request for amend to License DPR-73 
consisting of Tech Sptcs Change Request 24, omitted from 
800731 submission re safety evaluation justifying change 
ARNOLD, R C Metropolitan Edison Co 80/08/05 ip 


—8000110508 Application for amend to License DPR-73 consisting of Tech 
Spec Change Request 24 Page* omitted from 800731 request for 
amend re safety evaluation justifying change end 
ARNOLD, R C Metropolitan Edison Co 0O/OB/O5 tp 


— 8008110513 Tech Specs Change Request 24 for reactor coolant sys, safety 
■valuation justifying change A ALARA consideration 
* Metropolitan Edison Co 80/00/05 3pp 


8008120246 Denies util 800707 request far technical discussions w/NRC 
prior to issuance of programmatic E18 Meeting on S00630 
provided NRC u/latsst technical info on radwaste* for 
inclusion in EI 8 Meeting is suggested for Sept. 

SNYDER, B v) TMI Program Office 80/00/05 4pp 


0OOB27OO37 Respond* to util request for guidance re proposed TMI worker 
registry Worker registry dependent on dosimeter issuance it 
medical info should include long-term health effects 

followup Recommends worker info release statements 
COLLINS, J, T NRC Three Mile Island Task Force 90/03/05 47pp 


8008140879 Reepond* to 800630 ltr Dlseussee approval of submerged 
demineratizer sys, solid waste d l sposa 1 , canting enc y plan for 
alternate storage of reactor bldg sump water L formation of 
oversight group for review op cleanup activities 
DENTON, H R Office of Nuclear Rsaetor Regulation Director 

80/08/06 6 pp 


8009120460 Submits criteria established for max direct radiation dose 
limits re intsrlm waste staging facility, per 800717 
discussion w/E Fuller Oasis for values end 
HOVEY, 0 K. Metropolitan Edison Co. 80/08/07, 9pp 


800S1SO572 Advises of status of TMI action plan items, in response ti 
Halter 800710 ltr Periodic reporting sy* is being 
established to assess status Initial survey expected by 
80081 9 Summaries will be updated every three months 
BENTOII, M ft Office of Nuclear Reactor Regulation, Director 

60/08/12 2pp 


8003190493 Forwards revised organuation plan for mgt of facility 
recovery operations for License DPR-73 End just i f i cat ion 
provides basis for plan 

HOVEY, 0 K Metropolitan Edison Co 80/08/12 lfipp 


S00S190603 Forwards “Design Criteria for Interim Solid Haste Staging 
Facility for GPU Svc Corp, TMI-2, per 000612 ltr Comments 
requested 

HOVEY, 0 K Metropolitan Edison Co 00/08/12 tp 


--8008190609 “Design Criteria for Interim Solid Waste Staging Faclli 
for GPU Corp, TMI-2'* 

* Me tropo l Itan Edison Co 30/07/30 lOpp 


8008260682 Forwards Change* 1 A 2 to recovery operation plan, consist 
of revised Page* 4 1-2,4 9-1 A 4 9-2 Change 1 approved 
B0Q725 4 Change 2 approved 800731 
SNYDER, B U TMI Program Office 80/09/14 App 


8008200173 Authorizes continued purging of 100 Cl of Kr- 8 S from 
reactor bldg to avoid eicass bldg air Concentration Purge 
should be accomplished prior to making four man entry on 
000815 Release poses no threat to public health b safety 
DENTON. H R Office of Nuclear Reactor Regulation, Director 
00/03/14 4 p p 


8008150384 Notifies that B00731 1 fcr, transm i tti ng Tech Spec Change 
Request 24 requesting amend to License DPR-73, lacked 
safety evaluation Info W/o enc I preamble to Tech Spec change 
request 

ARNOLD, ft C Metropolitan Edison Co 80/00/15 Ip 


8008190606 Forward* recovery operations plan changing surveillance 
requirement* to complement 000305 Tech Spec Change Request 
24 re mini decay heat removal sy* of License DPfi-73 
HOVEY, G K Metropoli tan Edison Co 80/08/15 Ip 


—0008)90610 Proposed Tech Specs for recovery operations plan, ineludl 
Tech Specs 4 1 1 , 4 7 1 «, 4 7 3 3 re survsillance 
requirements Proposed recovery operations plan change 
request end 

• Metropolitan Edison Co B0/08/1S 6 pp 


30082X0337 Advise* that MD Btate Clearinghouse has initiated review c 
DEB re decontamination of facility Reply will b« submitted 
by 800106 

HCCONNAUOHHAY Maryland, State of 00/08/18 ip 


0008250576 Notifies of plans to conduct experiments on several EP1CCR 
ti resin liner* used by General Public Utils to procsss 
water in auitliary bldg* NRC approval for shipment of 
dewatered resins w/o further fell d If i eat i on requested 
OR rFFITH, J D Energy, Dept of 80/08/20 ip 


800B2603B3 Responds to 800711 ltr re control of dissolved dioxide in 
ACS water Result* of analyses to verify recombination of 
hydrogen peroiide it gamma flux field will be provided at 
later date Procedures enci 

HOVEY, G K Metropolitan Edison Co 00/06/20 ip 


— 0000260397 “Use of Hydrogen to Control RC 8 Oxygen During TMI-2 
Recovery Period " 

* flabcoci l Wilcox Co 80/07/31 J0f»p 


8008270363 Requests 45-day extension to comment on programmatic £19 f 
cleanup at TMI-2 Public hearings should be held due to 
substantial environ controversy 

WEI 8 S 1 E ft Sheldon, Harmon i Mels* 80/08/25 lp 


8009280322 Submit* no comments following review of draft programmatic 
E£B re decontamination b, disposal of radwaste at TMI-2 
COTNER, M.L Agriculture, Dept of 90/0S/26 lp 


Q Inspection reports, IE Bulletin* it correspondence 


0008070559 Forwards IE Circular 80-17, “Fuel Pin Damage Du* to Water 
Jt t From Baffle Plate Corner ** No written response required. 

GRIER, B H Region l, Ph 1 ladelp hla. Office of the Director 
80/07/ 23 Ip 
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BDQ82200B1 Forwards IE Bui Utin 00-10, "Maint of Adequate Mlfl Flow 
Through Centrifugal Charging Pumps Following Secondary Side 
High Energy Lins Rupture *' Action required 

GRIER, B H Region l< Philadelphia, Office of the Director 
80/07/24 Ip 


6009120293 Act receipt of 0OO2OS ttr informing NRC of step* taken to 
correct violation noted In IE Insp Rept 50-320/79-29 
GRIER, B H Region 1. Philadelphia, Office of the Director 
80/07/28 2pp 


— SO0B12O297 Forwards response to NRC 800109 1 tr tb violation noted in 
IE Insp Rept 50-320/79-29 Corrective action* trash control 
sys in effect requiring that waste he surveyed prior to 
d isposal 

1JIL5CJH, fl F Metropolitan Edison Co 80/02/05 3pp 


8000050315 Respond* to IE Bulletin 80-16, "Potential Misapplication of 
Rosemo-unt, Inc Models 1151 t, 1152 Pressure Transmitters W/ 

Either A or 0 Output Codes " Four of identified transmitters 
for RCS are inoperable Bulletin classified long-term 
HOVEY, G K Metropolitan Edison Co 80/07/2? Ip 


8008070416 Forwards suppl to IE Info Notice 80-06, "Notification of 
Significant Event* at Operating Power Reactor Facilities “ 

No written response required 

GRIER, EJ H Region 1, Ph 1 lade 1 phia, Office of the Director 
80/07/29 Ip 


6008140516 Forwards IE Bulletin 80-20, "Failure* of UestJnghouse Type 
(4-2 Spring Return to Neutral Control Switches " Requests 
Info re estimate of manpower associated w/correetive 
actions needed after Identifying problem 

GRIER, B H Region 1, Philadelphia, Office of the Director 
8 0/07/31 lp 


BQ0B180032 Forwards IE Bulletin 80-19, ''Failures of Mercury-Wetted 
Matri* Relays in Reactor Protective Sys of Operating Nuclear 
Power Plants Designed by Combustion Engineering " Action 
required by facilities w/EJLs or CPs 

CRIER, 0 H Region 1, Philadelphia, Office of the Director 
BD/07/31 lp 


80QB25007I Forwards IE Info Notice 90-29, "Broken Studs on Terry 
Turbine Steam Inlet Flange " No specific action or response 
requested 

CRIER, 3 H Region 1, Philadelphia, Office of the Director 
BO/OB/07 lp 


8008270420 Advisee of findings of special Insp on 800317-0411 Forwards 
notice of violation S notice of proposed Imposition of 
civil p ena 1 1 1 es, Noncomp 1 lance noted shipment of liquid 
radioactive matl in unauthorised containers , 

STELLO. V Office of Inspection t< Enforcement, Office of the 
Director 80/08/07 2pp 


— 0008270425 Notice of violation from tn»p on 600317-0411 

* Office of Inspection, 6 Enforcement, Office of the Director 
80/09/07 2p p 


— 6009270431 Notice of proposed imposition of civil penalties 

* Office of Inspection U Enforcement, Office of the Director 
80/08/07 lp 


8008190604 Forwards addl response to NRC 800711 1 tr re violations noted 
in IE Insp flepts 30-209/79-23 *< 50-320/79-29 Corrective 
actions TMI/E1A Group was formed to strengthen control sys 
by eniuring effectiveness of environ operating procedures 
HER BE IN, -J G Metropolitan Edison Co 80/09/14 8pp 


8008260391 Responds to IE Bulletin 80-05, "Vacuum Condition Resulting 
In Damage to Chemical Vo! Control Sye (CVCS) Holdup Tanks " 

Review will ensure that holdup tanks are protected from 
vacuum condition of large enough magnitude to buckle tanks 
HOVEY, G K Metropolitan Edison Co 80/00/22 3pp 


R Periodic operating reports tf related correspondence 


G0080A0075 Forwards status rept for uk of 800720-26 
COLLINS, J T TMI Program Office 00/07/28 App 


9008040012 Forwards table* providing addl data foT liquid discharges to 
Susquehanna River for first quarter 1980 Also forwards 
eseeutlve summary of liquid 1 gaseous releases for May I960 
Other release data included for comparison 
PORTER, SW Porter-Oerti Consultants, Inc. 00/07/24 Spp 


— 0OOBO4CK515 Data for liquid discharges to 8usquehanna River for first 
quar t or 1980 Includes rad i onuc l Ida discharge, liquid vol 
d 1 scharge, tr i t lum discharge 6 radiostrontium discharge 
» Porter-Oerti Consultants, Inc 00/07/24 lOpp 


9008140568 Forwardi status rept for uk of 800720-26 
COLLINS, J T TMI Program Of f 1 ce 80/07/29 App 


000813007-0 Forwards NRC TMI Program Oft weekly status rept for 800727- 
0302 

COLLINS , J T TMI Program Of f i ca 80/00/04 Spp 


9003120242 Forwards request for addl info re util 1979 annual rept 
of aquatic ecological studies at facility Info needed on 
results reported for sport fishery creel survey & fish egg & 
larvae program 

SNYDER, B J TMI Program Office 90/00/05 Spp 


9008250051 Forwards weekly status rept for wk ending 800B09 

COLLINS, J T NRC Three Mile Island Task Force 00/08/11 App 


S Reportable occurrences, LER* & related correspondence 


8007230239 Part 21 rept re cracked steam generator manway stud* 
Satisfactory operating eiperience forms constitute 
reasonable basis for continued operation while 
investigations proceed 

TAYLOR, J H Babcock U Wilco* Co 80/07/11 Spp 


8009110217 RO 90-29/IP, confirm! ng 800717 conversation an 800714, grey 
balence-of-p lant diesel generator failed to start while 
performing Surveillance Procedure 4303-M16 Possibly caused 
by deficient 100 rpm speed switch Details forthcoming, 
a Metropolitan Edison Co 80/07/17 2pp 


8009060230 PN0-TMI-B0-O41 on 800719, while dewatering ueed filter liner, 
keeking hose connection contaminated ground. Area 
contaminated was appro* 2i4 ft w/max contamination level of 
480 mRad/hr beta tt 30 mRad/hr gamma 

BARLEY, W , FA9ANO, A Region 1, Philadelphia, Office of the Director 
COLLINS, J T TMI Program Office 80/07/21 2pp 


8008040017 Forwards LER 80-031/03L-0 

HOVEY, 0 K Metropolitan Edison Co 00/07/23 lp 


— 8008040022 LER 80-031/03L-0 on 800623<0ray balince-of-plant diesel 
generator tripped during surveillance testing Apparently 
caused by loose electrical connection Control panel 
connections tightened 

CHAPLIN, 8 D Metropolitan Edison Co 80/07/23 3pp 


8008060384 PNO-TM 1-80-042 on 000723, eng i nears mede firet post-eccident 
entry Into reactor bldg Entry lasted 20 minutes Radiation 
levels inside reactor bldg were from 400 mr/hr to 700 mr/hr 
in shielded areas 

KALMAN, 0 • FASAflO, A Region 1, Ph 1 lade I ph ia, Office of the Director 
COLLINS, J TMI Program Office 80/07/23 Spp 


8008060226 PNO-TMI-0O-O38J on 800710-24, reactor bldg atmosphere Kr-95 
Increased appro* ten-fold Reactor bldg sump Is suspected to 
be offgassing Kr-95 Addl reactor bldg purge is planned for 
800801 

CONTE, R J , FASANO, A, N Region 1, Philadelphia, Office of the 
Director COLLINS, J T TMI Program Office 00/07/25 2pp 


800B050322 RO 00-33/IP on 800730, info received from Oould/ITE re 
failure w/pneumatic timer Unit J20T3 that had been returned 
for evaluation (ref Special Rept 80-003/997-0,000228) 

Details will be included in follow-up rapt 
HOVEY, 0 K. Metropolitan Edison Co 80/07/31 lp. 


8000120504 Forwards LER 80-028/03L-0 

HOVEY, G K Metropolitan Edison Co 80/08/05 lp 


— 8008120513 LER 80-02B/03L-0 on 800707, while being tested by 
surveillance procedure, emergency diesel generator DF-X-1B 
tripped on high crankcase pressure Caused by loose hose 
clamp resulting in crankcase vacuum loss 
CHAPLIN, SD Metropolitan Edison Co 80/08/06 2pp 


8009120483 EN-B0-035, on 80OBO7, notice of violation It notice of proposed 
imposition of civil penalties of *9,000 Issued Based upon 
alleged items of noncompl lance re delivery of liquid 
radioactive matl to carrier for transport 

DROCKETT, T W , THOMPSON, D Office of Inspection * Enforcement, 

Office of the Director 00/08/05 lp 


800B16051I Forwards LER 80-027/OIL-0 
HOVEY, 0 K Metropolitan Edison Co 


00/08/00 tp 
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--0QO818O917 LER 80-087/OIL— 0 on 800709. Tech Spec 14-day action period, 
requiring that valves FS-V-422H , 423B U 424B be opened, was 
exceeded Caused'by closing to preclude inadvertent operation 
during conduct of purge & degradation of HEPA flltori 
CHAPLIN. 8 D Metropolitan Edison Co 00/08/08 Spp 


0008800020 PNO-TMI -80-043 on 8OO0QB. RCS boundaries were extended 
outside reactor bldg by opening decay heat sys valve 
permitting future operation of mini-decay heat removal sys 
POINDEXTER. T C Auxiliary Systems Branch BELLAMV, R R Assistant 
Director for Environmental Technology COLLINS. J T TMI Program 
Office BO/OB/OB Spp 


0008180184 RO 80-37/IP on 800007. when reactor personnel airlock was 
reclosod after being open for work, leak rate failed to meet 
Tech Specs Door could not be returned to *vc for 24-h Cause 
not stated Door repaired 

HOVEY, 0 K Metropolitan Edison Co 80/00/11 Ip 


0OOBL0O370 RO 80-36/ IP confirms E3Q0S08 telcon re delay in performance 
of boron I* hydrogen analysis of 800804 RCS sample by B&M 
labs Caused by contamination in BttW lab Lab problem 
rectified & analysis of samples will resume 
HOVE Y . 0 K Metropolitan Edison Co 00/OB/tI lp 


8008280097 PN0-TMI-B0-044 0OO81S. four man mad* second post-accident 
entry into reactor bldg Max total body dose to any man was 
less than 300 millirims Borne damage to wiring U equipment 
found 

KALMAN. 0 . BELLAMY, R , COLLINS, J TMI Program Office 00/09/19 
2pp 


8008890490 Forwards LER 00-029/01 L-0 

HOVEY, 0 K Metropolitan Edison Co, 80/00/10 lp 


— 8000250496 LER 80-029/01L-O on 800714, during recovery mode operation, 
gray ba lance-of-p lant diesel generator failed to start 
during testing Caused by damaged connection at speod sensor 
Connection repaired It diesel generator testing completed 
CHAPLIN. 8 D Metropolitan Edison Co 80/00/10 Spp 


0008250513 Forwards LER 0O-O32/O3L-O 

HOVEY, 0 K Metropolitan Edison Co 80/08/19. lp 


—8008830929 LER 80-038/03L-0 on 800719, during re-dewatering of EPICOR-I 
liner. leak of radioactive liquid discovered Caused by worn 
mating surfaces of quick release coupling Requirements for 
insp of couplings before & after engagement adopted 
CHAPLIN. 8 D Metropolitan Edison Co 00/08/18 Spp 


T Hearing transcripts on non-ant 1 trust matters 


0008060348 Forwards M Riber testimony I. exhibits re short-term sales 
forecast It potential conversion of plants to coal 
HICK8. B Jersey Central Power It Light Co 00/07/31 3pp 


— 8000060345 Testimony of M Raber re potential conversion of TMI-2 St 
Forked River facilities to coal-fired plants. 

RABER. M General Public Utilities - OPU Service Carp. 80/08/06 
70pp 


— 8008060349 Testimony of M Raber re short-term sales forecast Sales 
forecast summary , TMI-2 major commitment review S. Bechtel 
preliminary assessment of potential cost It schedule of 
containment recommiss i oni ni g end, 

RABER, M Central Public Utilities - OPU Service corp 00/08/06 
MBpp 


8009210183 Transcript of 000814 discussion of draft programmatic EIS on 
decontamination t< waste disposal at facility, in Washington, 

DC Pp 1-86 

* Commission. 80/00/14 58pp 


U Congressiona 1 /Executive Correspondence 


8008220160 Requests Commission stand Dn cost-sharing proposal ra TMI 
shutdown Related correspondence 
MrTCHELL, 0 J Senate 00/00/18, lp 


DOCKET 50-321 EDWIN I HATCH NUCLEAR PLANT, UNIT 1 


F, Security, medical, emergency & fire protection plan* 


8008250397 Forward* security plan guard training info Enel withheld 
(ref 10CFR8 790), 

W1DNER.W A Georgia Power Co 


I Financial in forma t ion 


0008120449 Forwards Annual Financial Rept 1979, guar ter ly financial 
statements for period ending 800630 h projected source of 
funds for CY01 

BROWN, M T Georgia Power Co 80/08/05 6pp 


P Operating license stage documents 3- correspondence 


8000060359 Forwards errata sheets correcting errors in five addl TMI-2 
related requirements submitted by 000507 Itr Items involved 
are II K 3 29, II K 29 V 1 1 K 3 44 Svc lilts end 
EISENHUT , D 0 Division of Licensing 60/06/09 69pp 


0008060024 Forwards FR notice re 000714-17 regional meetings to address 
portion of Commission 800523 memorandum 5, order describing 
requirements of environ qua l i f i cat i on of electrical 
equipment installed in safety sys 

EISENHUT, 0 0 Division of Licensing. 80/06/30 lp 


— 8008060189 Notice of 800714-17 regional meetings to address portion of 
Commission 000923 memorandum & order describing requirements 
of environ qua 1 i f ica t ion of electrical equipment installed 
in safety sys Svc lists end 

EISENHUT, D G Division of Licensing 80/06/27 U7pp 


0008050064 Requests amend to util Tech Specs within 90 days of receipt 
of ltr re scram discharge vol designs for 8WR control rod 
drive sys to reduce susceptibility to common cause failures 
Model Tech Specs end 

EISENHUT, D 0 Division of Licensing 80/07/07 lp 


— 8008050096 Model Tech Specs re control rod operability 
a Division of Licensing 00/07/07 1 Spp 


8000040355 Forwards DWR model Tech Spec* for NURE0-0578, TMI-2 Lessons 
Learned Category A Items it proposed wording of conditions 
Requests submittal of license amend application. 

Incorporating end specs, within 60 days of receipt 
EISENHUT, 0 G Division of Licensing 80/07/12 2pp 


— 0008060372 DWR model Tech Specs for NUREG-0970, TMI-2 Lessons Learned, 
Category A itami re emergency power supply requirement, 
direct indication of valve position t Instrumentation for 
inadequate core cooling Svc list end 
a Division of Licensing 80/07/12 24pp 


8008010011 Forwards summary of 800627 meeting w/util in Atlanta, OA re 
HPCI !• reactor core isolation coolant sys malfunction It list 
of attendees 

LEWIS, R C Region 2, Atlanta, Office of the Director 00/07/15 
3pp 


0OOBO6O282 Forwards info re backfill & burled piping near intake 
a tructure, per agreement reached in 000716 meeting. 
Documentation demonstrating adequacy of deep fill adjacent 
to power block structures available onsite W/o end 
WIDNER.W A Georgia Power Co 00/07/26 ip 


000-0080020 Forwards Amend 77 to License QFfi-57, safety evaluation h 
notice of issuance I, availability 

REID.R W Operating Reactors Branch 4 80/07/28 2pp 


— 0008000022 Amend 77 to License OPR-57, permitting continued operation w/ 
inoperable HPCJ V adding limiting condition for operation 
where HPCI operability cannot be determined 
REID, R W Operating Reactors Branch 4 00/07/28 5pp 


— 0OOSOSOO23 Safety evaluation supporting Amend 77 to License DPR-57 
a Office of Nuclear Reactor Regulation, Director 80/07/20 2pp 


— 0008000025 Notice of issuance t* availability of Amend 77 to License 
DPR-57 

REID, R W Operating Reactors Branch 4 80/07/2B 2pp 


8003130502 Responds to NRC b 60711 request for addl response to Item B 
of 800612 ltr re revised deviation rapt form Revised form 
requires detailed explanation of event, c ircumstances leading 
to event, evont consequences I Tech Specs affected. 

WIDNER.W A Georgia Power Co BO/06/OS 2pp 


8008180455 Submits documentation re previous mod, future installations 
t> completion schedule per ongoing Mark I long-term program 
Mods performed to strengthen torus shell k related 
structures 

WIDNER.W A Georgia Power Co 80/08/07 6pp 


00/00/18 lp 
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0OOS2QOQ5B Respond! to -util info re primary coolant syi pressure 
Isolation valves Two specific Event 5 valve configurations 
do not eiist at facility Further activity re broader topic 
of lntersys LDCAs may be required 

REID.R W Operating Reactors Branch -I B0/09/08 3pp 


— 0003200064 "Primary Coolant By* Pressure Isolation Valves," for Hatch 
Units 16 5 Technical evaluation rept 

NOELL.P N , ST I LWELL, T C Franklin In »t i tut e/Fra n k Un Research 
Center NRC-C3-79- 118 B0/07/2 1 4pp 


9008190265 Application for amend to Licenses DPR-57 h NPF-3, revis Ing 
offsite & unit organiiation charts to reflect recent changes 
m company organiiation 6 clarify senior reactor operator 
requirements for personnel 

WIDNER, W A Oeergia Power Co 00/06/12 Ip 


—8008190270 Proposed changes to Tech Spec , ref lec ting recent changes in 
company organiiation 6 clarifying senior reactor operator 
requirements for offsite personnel 
* Georgia Power Co 8Q/0B/12 0pp 


800B260458 Provides clarification re util BOQ0O7 ltr outlining schedule 
for resolution of Mark I program concerns Recent tests 
indicated that submerged structure loads caused by BRV 
actuation are negligible 

WIDNER 1 W A Georgia Power Co BO/OB/19 lp 


G Inspection reports. IE Bulletins 4 correspondence 


0OOQO6O 1 82 Forwards IE Insp Repts 50-321/80-23 6 50-366/90-23 on 
800605 U 06 No noncompliance noted 

MURPHY. C E Region 2. Atlanta. Reactor Construction 4, Engineering 
Support Branch 60/06/27 2pp 


— 80000601 66 IE Insp Repts 50-321/80-2 3 k 50-366/00-23 on 800605 4, 06 
No noncompliance noted Major areas Inspected- safety-related 
mechanical snubbers 

HERDT.A R Region 2. Atlanta. Reactor Construction Engineering 
Support Branch AN®. U P Region 2. Atlanta. Office of the 
Director 30/06/26 4pp 


6000060460 Forwards IE Bulletin BO-17. “Failure of 76 of 103 Control 
Rods to Fully Insert During Scram at BWR 11 Written response 
r e quire d 

O'REILLY. UP Region 2. Atlanta, Office of the Director 80/07/03 
lp 


8008120032 Forwards Suppl 1 to IE Bulletin 80-17, "Failure of 76 of 163 
Control Rods to Fully Insert During Scram at BWR " Written 
response required 

O'REILLY. JP Region 2. Atlanta, Office of the Director 00/07/18 

lp 


6008070195 Forwards Suppl 2 to IE Bulletin 60-17. "Failure of 76 of 105 
Control Rods to Fully Insert During Scram at 8WR " Written 
response required 

Q 'REILLY. J P Region 2. Atlanta, Office of the Director 80/07/22 

2pp 


8008040130 Responds to IE Bulletin 80-17, Suppl 2, "Failure of 76 of 1B9 
Control Rods to Fully Insert During ScTem at BUR " No mod 
required for Units 142 vent sys since as— built sys 
satisfies requirements of bulletin 
WIDNER, U A Georgia Power Co 90/07/25 lp 


— 8006 040 131 Responds to IE Bulletin 90-14, "Degradation Of BUR Berea 
Discharge Vol Capability " Investigation to determine how 
frequently scram discharge vol vent & drain valves should 
be tested undtTuay 

WlDMER.il A Georgia Power Co 80/07/23 3pp 


8008060339 Reiponds to IE Bulletin 80-17 Provides Manual & automatic 
scram test results 8cram discharge vol vent lines verified 4 
emergency operating procedure changes completed 
WIDNER. W A Georgia Power Co 80/07/29 3pp 


8009080414 Denies request for eitension until ‘SOOBIO to perform scram 
tests for IE Bulletin 80-17, 'Failure of 76 of 195 Control 
Rods to Fully Insert During Scram at BWR- " Eitension 
itnne c e-siary 

NDVAK., T 11 Assistant Director for Operating Reactors 90/07/28 

2pp 


9008060249 Responds to IE Bulletin 80-16 4 forwards list of Model 1151 
transmitters within M9IV leakage control sys Final response 
to be submitted after GE analysis of process U sus desion 
data 1 

WIDNER. W A Georgia Power Co 00/07/29 4pp 


B0Q8150316 Forwards Buppl 1 to IE Info Notice 00-06, "Notification of 
Significant Events at Operating Power Reactor Facilities " 

No written response required 

O'REILLY, J P Region 2. Atlanta, Office of the Director 00/07/2? 
lp 


0000200506 Forwards IE Insp Repts 50-321/00-30 J, 50-366/80-30 on 
800707 No noncompliance noted 

□ 'REILLY. J P Region 2, Atlanta, Office of the Director 80/07/30 
*P 


—8000280507 IE Insp Repts 50-321/80-30 U 50-366/80-30 on 800707 No 
noncompliance noted Major areas inspected Identification of 
000626 failures of HPC I 4 reactor core isolation cooling 

sys 

DANCE, H C Region 2. Atlanta, Reactor Operations Nuclear Support 
Branch 00/07/29 3pp 


0000060320 Responds to IE Bulletin BO-17 6 provides manual scram test 
results Scram discharge vol vents lines verified as 
functional 4 full operator training to be completed as of 
600002 Recirculation pump trip installed 
WIDNER, W A Georgia Power Co 00/07/31 3pp 


6OOBO0O231 Updates status of corrective actions in response to 
deviations noted In IE Insp Repts 90-321/80-02 6 
50-366/80-02 Deviations re relocated fire pump controller 4 
fire valve temper alarms to be corrected by Aug 1900 
WIDNER, H A Georgia Pou/er Co 80/07/31 2pp 


0008140582 Forwards IE Bulletin 80-20, "Failures of Westlnghouse Typs 
W-2 0pring Return to Neutral Control Switches " Requests 
info re estimate of manpower associated ui/eorr«etlve 
actions needed after identifying problem 

O'REILLY, J P Region 2, Atlanta, Office of the Director 00/07/31 
IP 


aoO0l0OO36 Advises that remainder of 800306 reeponse to IE Bulletin 
79-0 ID, re environ qualification of Class IE equipment, ul 11 
be submitted by 000810 

WIDNER, W A Oeorgia Power Co 80/07/31 lp. 


BD08180103 Forwards IE Bulletin 00-19. "Failures of Mercury-Wetted 
Mafcrl* Relays In Reactor Protective Sys op Operating Nuclear 
Power Plants Designed by Combustion Engineering, " Action 
required by facilities u/OLs Dr CPs 

O'REILLY, J P Region 2. Atlanta, Office of the Director 00/07/31 
ip 


9008130556 Responds to IE Bulletin 90-17, "Failure of Control Rods to 
Insert During Scram at BWR " Automatic scram performed i. 
scram discharge vol responded properly Automatic scram test 
results enncl 

WIDNER, W A Georgia Power Co 60/08/05 2pp 


8006130572 Responds to IE Bulletin 79-03A. "Longitudinal Weld Defects 
in ASHE SA-312, Type 304 Stainless Steal Pipe " Ratio of 
calculated hoop stress to allowable stress at design temp 
does not eicetd 0 S3 Evaluation results end 
WIDNER, W A Georgia Power Co 00/08/05 6pp 


0006130611 Forwards partial response to IE Bulletin 80-00, "E«am of 
Containment Liner Penetration Welds " Requests addl 90 days 
for submittal of complete info 
WIDNER. W A Georgia Power Co 80/08/05 8pp 


6000150413 Responds to NRC request for confirmation of critical power 
supply situation outlined by util in request for eitension 
of deadline for performance of IE Bulletin 80-17 scram 
tests Tests could be performed over weekends, 

WEINER. R E Energy, Dept of 80/08/05 2pp 


8008150494 Forwards IE Info Notice 00-29, "Broken Studs on Terry 
Turbine Steam Inlet Flange " No specific action or response 
requested 

O'REILLY, Jf Region 2, Atlanta, Office of the Director 80/08/07 
IP 


8000270370 Submits addl info in response to IE Bulletin 80-14 During 
manual scram on Unit 2, two hi level scram discharge vol 
switches failed to signal high water level in scram 
discharge vol Caused by crushed switches 
WIDNER, W A Georgia Power Co 80/08/13 2pp 


9000270390 Responds to IF Bulletin 80-17 Describes discrepanc 1 ss noted 
in Unit I south side header 4. sections of vent It drain 
lines Adequacy of vent 4 drain sys verified 
WIDNER, II A Georgia Power Co 80/00/13 19pp 
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6008270674 Forwards IE Info Notice 80-24. "Lou Level fladwaste Burial 
Criteria " No written rtiponu required JH Snietek 800330 
memo enc l 

O'REILLViJ P Region 2, Atlanta, Office of the Director 80/00/14 

IP 


R Periodic operating reports 8 related correspondence 


8008180373 Forwards monthly operating rept for Jul 1980 
MANRY, (4, Georgia Power Co 00/08/10 lp 


— 0000180395 Monthly operating rept for Jul 1980 

BLACKWELL, R M Georgia Power Co 00/08/10 66pp 


0 Reportable occurrences, LERs 4. related correspondence 


8000040101 Forwards LER 60-079/03L-0 

MANRY. M Georgia Power Co 00/07/17 lp 


— 8008040104 LER 80-077/03L-0 on 800702, during review of smo-ke detection 
surveillance proce dures, d i seover ed that smoke detectors for 
seven plant areas had not been Included in procedure data 
sheet Caused by oversight Procedure revised 
C DOG IN, C L Georgia Power Co 80/07/17 2pp 


0008040137 Forwards LER 80-Oa2/03L-O 

MANRY, M Georgia Power Co 80/07 /30 Ip 


— 8000040141 LER 80-082/03L-0 on 80071 1, d uri ng startup, cool i ng water to 
LPCI Inverter room coolor was isolated on two occasions, LPC I 
8 inverter tr i pped, ma k i ng loop B of RHR inoperable Caused by 
high ambient temp in Inverter room Invorter re-energ i led 
CQGOIN, C C Georgia Power Co 00/07/30 2pp 


8008080304 Forward* LER 80-086/01 T-0 

MANRY, M. Georgia Power Co 80/08/04 lp 


—8008080310 LER 80-086/01T-0 on 800724, w/Un i t 1 in cold shutdown, support 
P52-FS1 2-H7Q4 determined missing on instrument air sys 
Caused by inadequate small bore piping design New hanger 
design supplied Si support installed 
COOQIM, C L Georgia Power Co BO/O0/O4 2pp 


8000080300 Forward* LER 80-087/01 T-0 

MANRY, M Georgia Power Co 80/08/05 lp 


—8008080317 LER 80-087/01T-0 on 800724 u/unit shut down during IE 
Bulletin 79-14 review, AC found anchor inadequately 
supported Caused by inadequate design of original support 
Design modified !»• anchor replaced 
COOOIN, C L Georgia Power Co 80/00/09 2pp 


8000120472 Forward* LER 80-083/03L-0 

MANRY, M Georgia Power Co 00/00/05 lpp 


— 8008120509 LER 0O-Q83/O3L-O on 800713, w/reac tor mode twitch in run mode 
at power level of 2241 MWt , survei 1 lane e procedure HNP-i-3103 
not performed within required grace period Caused by 
personnel error Surveillance immediately performed 
NIX,R T Georgia Power Co 80/06/05 2pp 


8000120463 Forwards LER 0O-O89/O3L-O 

MANRY, M Georgia Power Co 80/08/07 lp 


— 800B120477 LER BO-O05/O3L-O on 000720, tu/uni t at 300 MWt 8, O MWE, reactor 
water not sampled i< analyied for chlorides Si pH Caused by 
personnel oversight Retraining session for responsible 
employees conducted 

ROGERS, W H Georgia Power Co 00/08/07, 2pp 


0008250587 Forwards LER 60-071 /03L-0 

MANRY, M Georgia Power Co 00/08/12 lp 


—0000250597 LER 80-091 /03L-O on 800724, while performing surveillance 
procedure HNP-1-3974, c ont rol room air Intake chlorine 
monitor eallbr S operab 1 1 i ty , fan motor on monitor 1Z4I-N022B 
was inoperative Caused by open winding on motor 
MI X, ft. T Georgia Power Co 80/08/12 2pp 


8008220141 Forward* supplemental narrative summary to LER 79-021, 
Revision 5, updating data re tritium levels in groundwater 
samples Six test wells reportable Extraneous source of 
tritium eliminated by erecting dykes for each unit, 

MANRY, M Georgia Power Co 00/08/14 Spp 


0000260533 Forwards LER 0O-O08/O3L-O 

MANRY, M Georgia Power Cn 00/00/15 lp 


-—0009260540 LER 80-08S/03L-0 on 800725, w/reac tor in start-up mode i, 
reactor pressure at 150 lb t 0 X power, during HPCI overspeed 
trip test, turbine failed to trip at or below 5,000 
revolutions per minute Caused by setpoint drift 
MIX,R T Georgia Power Co 80/06/15 2pp 


0000260415 Forwards LER 60-093/03L-0 

MANRY, M Georgia Power Co 80/08/17 Ip 


— 8008260421 LER 80-093/03L-0 on 00073 1 , d ur l ng normal op era t ion. one toru 
water level recorder was found inoperative Caused by 
defective recorder amplifier Amplifier replaced {< recorder 
returned to normal operation 
MIX, R T Georgia Power Co 80/08/19 2pp 


6006260425 Forwards LER 80-094/03L-0 

MANRY, H Georgia Power Co 60/08/19 lp 


— 0000260431 LER 60-094/03L-0 on 800731 < during normal op era t ion, of f gas 
dihydrogen analyier N62-N0O9B sample pump tripped Caused by 
setpoint drift of flame check water flow Hater flow 
readjusted & sample pump restarted 
HIX,R T Georgia Powex Co 60/00/19 2pp 


6008260519 Forwards LER G0-069/03L-0 

MANRY, M Georgia Power Co 80/08/19 lp 


— 8008260522 LER 80-069 /03L-0 on 000726, during normal operation, drywel 1 
L torus temp recorder 1T47-R611 found inoperative Caused by 
stripped gear in print drive mechanism Gear replaced Design 
change initiated to replace recorder 
MI X, R T Georgia Power Co 00/08/19 2pp 


8000260545 Forwards LER 80-090/03L-0 

MANRY, M Georgia Power Co 80/08/19 ip 


— 8008260550 LER 80-090/Q3L-0 on 800731 , w/mode switch in run during 
normal operation, drywe 1 1 torus hydrogen-oxygen recorder was 
found inoperative Caused by defective recorder amplifier 
Amplifier replaced Recorder calibr L returned to svc 
M1X,R T Georgia Power Co 00/03/17 2pp 


DOCKET 50-322 SHQREHAH NUCLEAR POWER STATION 


A App 1 icat ion/construc 1 1 on stage documents b correspondence 


8008060024 Forwards FR notice re 800714-17 regional meetings to address 
portion of Commission 800523 memorandum 6 order describing 
requirement* of environ qualification of electrical 
equipment installed in safety sy* 

E I6ENHUT, D 0 Division of Licensing 00/06/30 lp 


— 8000060187 Notico of 800714-17 regional meetings to address portion of 
Commission 000523 memorandum b order describing requirement* 
of environ qualification of electrical equipment installed 
in safety sys Svc lists enc l 

EISENMUT, 0 O Division of Licensing 00/06/27 U7pp 


0008080010 Requests that all applicants for OLs and CP holders provide 
up-to-date completion schedules b fuel load target dates so 
that NRC may establish licensing priorities Forwards list 
of target schedules for plants to be completed within 3 yrs 
E 1BENHUT, D fl Division of Licensing 00/07/11 iOpp 


8008150040 Submits Interim criteria for shift staffing to all OL & CP 
licensees b app 1 i can t s , p er NRC 800507 Itr Discusses 
administrative provisions for emergency It overtime work 
Development b implementation to be reviewed within 90 days 
EISENHUT, DO Division of Licensing 80/07/31 iOpp 


8008200448 Notification of 800020 meeting w/BWR Licensing Review Group 
In Bethesda,MD to discuss concensus positions on Mechanical 
Engineering Branch 8 Matls Engineering Branch open issues 
WILSON, J N Licensing Branch 1 80/08/04 lp 


— 8008200459 Notification of 800827 meeting w/BWS Licensing Review Croup 
in Bethesda.MD to discuss concensus positions on TM1 Issues 
WILSOM, J N Licensing Branch 1 80/00/04 lp 


— 0008200469 Notification of 800621 meeting u/BWR Licensing Review Group 
in Bethe*da,MD to discuss concensus position* of review 
group on Plant 9ys Branch b Containment 6y* Branch open 
issues 

WILSON, J N Licensing Branch 1 00/06/04 lp 
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— 8003200479 Notification of 800819 nesting w/BWR Licensing Review Qroup 
in Bethesda.MD to discuss concensus positions on 
I n s t rumen t a t i on 6* Control Sys Branch open issues 
WILSON, J N Licensing Branch 1 80/08/04 9pp 


8008280349 Forwards "Application a f SSES-Test Measurement Results to 
Overall Loading of Supprossion. Chamber of Shsrehan Plant 
by Depressurization Processes," Revision 1 Enel withheld 
Cre# 10CFR2 790) 6 available in Central Fllos only 
NOVAPR0, J P Long Island Lighting Co 80/08/19 tp 


F Security, medical, emergency U fire protection plans 


8008050102 Requests all applicants for CPs L OLs submit infu re 
proposed nuclear power plant vicinity evacuation estimates 
Info requested by 800801 for NRC to identify evacuation 
c ons train! s, spec ia 1 planning measures 4 possible mods 
EISENHUT. D G Division of Licensing 90/07/02 Ip 


900B250167 Forwards IE Insp Rept 50-322/80-09 on 800428-0331 No 
none amp liance noted 

BRUNNER p E J Region 1, Philadelphia, Reactor Operations Nucloar 

Support Branch 80/07/03 2pp 


■8000250178 IE Insp Rept 50-322/80-09 on 800420-0331 No none onp 1 lane s 
noted Major areas inspected p r eep erat i ona 1 testing, touri of 
fac 1 1 i ty, test witnessing ti comparisons of as-built plant 
to FBAR descriptions 

HIGGINS, J C Region 1, Philadelphia, Office of tha Director 
KI9TER,H 0 Region 1, Philadelphia, Reactor Operation* Nuclear 
Support Branch 80/06/30 6pp 


8008070166 Responds to IE Bulletin 80-08 re aiam of containment liner 
penetration welds Flued haad penetration connections used 
Nondestructive weld »«am consisted of magnetic particle 
testing 

NOVARRQ.jp Long liland Lighting Co 00/07/10 6pp 


8009070114 Forward* Suppl 1 to IE Bulletin 80-17. "Failure of 76 of IBS 
0008130552 Forwards preliminary rept, "Transpor tation Element for Control Rods to Fully Insert During Scram at BUR " No 

Evacuation in Vicinity of Shoreham Nuclear Power Station," written response required 

m response to NP1C 800702 request Rept available in Central GRIER, B H Region 1, Philadelphia, Office of the Director 

Files only 00/07/10 Ip 

NDVARRO, J P Long Island Lighting Co 80/08/07 I3pp 


8008280093 Notification of 800819,20 >y 22 workshops in Valley Forge. PA, 
Chicago. IL 4 At 1 anta, GA, resp e c t i ve 1 y , to solicit public 
comment re NUREG-0696, "Functional Criteria for Emergency 
Response Facilities " 

GRIER, 9 H Region I, Ph i lade 1 ph ia, Office of the Director 
90/08/11 2pp 


G Adjudicatory correspondence 


8008040089 Forwards JP Novarro of LILCQ B00529 Itr to B Grier, in 
response to 600722 request seeling all correspondence re 
IE Bulletin 60-02 k/o end 

B8RDEN1CK, B M Hearing Branch 4 B0/07/31 Ip 


B00DI10337 Joint motion for extension until 800B06 for Bboreham 
Opponents Coalition to particularize contentions Mat! 
identified in 800717 meeting re Reg Guides 1 97-1 145, 
currently under eiamination 

LATHAH, S B ShoTeham Opponents Coalition * Long Island Lighting 
Co * Office of the Executive Legal Director 90/09/05 3pp 


6008070453 Advises that as followup to RK Hoefling 7B0719 Itr.DES on 
transportation of radionuclides in urban environs, NUflEQ/CR- 
0743, is now available for public distribution Rept will form 
basis for NRC draft GEIS 

DDRDENICK, li M Hearing Branch 4 30/09/06 2pp 


8008120460 Order granting 60-day evtension for Shoreham Qponent* 
Coal 1 1 ion, NRC t< util to p ar t i e u 1 ar i i e certain contentions 
Certificate of Svc end 

DOWERS, E S Atomic Safety and Licensing Board Panel 80/08/08 
4pp 


6008140295 Responds to B008DB Itr JP Novarro 900529 ltr to NRC will be 
forwarded by IE Region 1 ofc 

BORDEN I CK, B M Hearing Branch 4 BO/OB/13 Ip 


H General correspondence 


8009270359 Forwards NRC rules of practice, peT telcan request 
MCOURREM, H J Hearing Branch 1 80/00/22 lp 


Q Inspection reports, IE Bulletins 6 correspondence 


6008050091 Forwards !E Insp Rept 50-322/80-00 on 800519-22 No 
noncompliance noted 

CARLSON, R T Region t, Philadelphia, Reactor Construction 4, 
Engineering Support Branch 80/06/19 2pp 


—8006050093 IE Insp Rept 50-322/80-08 on 800519-22 No none omp 1 lance 
noted Major areas inspected wort activities U quality 
verification records of instrument cable 6 components tt 
status of outstanding items 

DURR , J P Region 1, Ph L 1 a de 1 ph i a, Office of the Director 
TRIFPiL E . HCGAUGHY', R W Region 1, Philadelphia, Reactor 
Construction 6 Engineering Support Branch 80/06/10 lOpp 


8003060477 Forwards IE Bulletin 90-17, "Failure of 76 of 105 Control 
Rads to Fully Insert During Scram at BUR " No written 
response required 

GRIER, D H Region 1, Philadelphia, Office of the Director 
80/07/03 Ip 


0008070220 Forwards Suppl 2 to IE Bulletin 00-17, "Failura of 76 of 183 
Control Rods to Fully Insert During Scram at 8WR " 

No written response required. 

CRIER, B H Region 1, Philadelphia, Office of the Director 
80/07/22 2pp 


0008140550 Forward* IE Bulletin 60-20. "Failures of Uastlnghause Typ* 
H-5 Spring Return to Neutral Control Switches " Requests 
info re estimate of manpower associated w/corrective 
action* needtd after identifying problem 

GRIERiB H Region 1, Ph i lade 1 p h ia, Office of the Director 
00/07/31 lp 


8008100019 Forwards IE Bulletin 00-19, "Failure* of Mercury-Wetted 
Hatrix Relays in Reactor Protective 8yi of Operating Nuclear 
Power Plants Designed by Combustion Engineering " Action 
required by facilities w/OLs or CPs 

GRIER.B II Region 1, Philadelphia, Office of the Director 
00/07/31 lp 


6008120402 Forwards Revision 3 to pretervice Insp program plan 
Act requested by signing % dating transmittal control form 
NDVARRD, J P Long Island Lighting Co 80/08/05 3pp 


-0008120404 Revision 3 to preservice insp program plan 
* Long Island Lighting Co 80/06/30 13pp 


6008260432 Forwards IE Info Notice 80-29. "Broken Stud* on Terry 
Turbine Steam Inlet Flange “ No specific action or response 
requested 

GRIER, B H Region 1, Philadelphia, Office of the Director 
00/08/07 Ip 


8008270499 Responds to 800520,27 lx 0710 ltn criticizing conduct of 
investigation 4 findings in IE Investigation Rept 
50-322/79-24 re const irregularities Addl inquiries J, Ofc 
of Inspector & Auditor findings fall to support charges 
STELLO. V Office of Inspection & Enforcement, Office of the 
Director 80/00/12 2pp 


■800B270506 Responds to request for comment on IE Investigation Rapt 
50-322/79-24 Questions appropriateness or accuracy of 
conclusions on Pages 46,47,48 h 54 Otherwi so, rep t documents 
apparently eitensiv* It well-performed investigation, 

THORNBURG, H D Division of Reactor Construction Inspection 
00/05/22 2pp 


— 6008270511 Submits comments in response to 800522 ltr re IE 
Investigation Rept 50-322/79-24 Clarifies minor point*. 
Revision not necessary 

CRIER, B H Region 1, Ph i lad e 1 ph i a, Office of the Director 

00/06/10 2pp 


■8008270515 Forwards LK Chong 800520 itr charging IE Investigation Kept 
30-322/79-24 is whitewash Requests that Ofc of Inspector St 
Auditor investigate charges 

GRIER, E H Region 1, Philadelphia, Office of the Director 
00/06/13 lp 


— 8000270526 Advises that raview of package forwarded by 000516 memo 
has been completed No further action contemplated 
CUMMINGS, J J Office of Inspector S, Auditor 80/07/05. ip 
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— 8008270538 Discusses action taken r« S00624 memo suggesting full 
inves t i g e 1 1 on of LK Chong 600520 charges that investigator* 
were pressured to produce whitewash in IE Investigation 
R»pt 30-328/7^-34 Rtf to whitewash generic in nature 
FGRTUNA, R A Office of Inspector b Auditor 00/07/19 3pp 


— 8008270560 Bubmlts requested summary of grounds for criticism of 
IE Investigation Rept 50-322/79-24 at being whitewash ffD 
direct evidence indicates that investigation was undermined 
Lists c ireumstantial evidence Related correspondence end 
CHONG, L K Affiliation Unknown 80/07/10 4pp 


—800827056? Ack receipt of IE Investigation Rept 50-322/79-24 
Investigation conducted in manner which precluded any 
meaningful assessment of QC procedures 
CHONO. L K Affiliation Unknown 00/05/20 ?pp 


8008280534 Forwards IE Info Notice 80-30. "Potential for Unacceptable 
Interaction Between Control Rod Drive Scram Function b 
Nonessential Control Air at Certain GE BWR Facilities " 

No written response required 

GRIER. B H Region 1. Philadelphia. Office of the Director 

ao/oa/l? lp 


8008280382 Forwards "Visual Examination Procedure." Revision 3 to 
preservice insp program. In response to NRC Request 121 16 
NOVARRO , J P Long Island Lighting Co 80/00/21 lp 


•80082803B3 "Visual Examination Procedure." Revision 3 to preservice 
insp program 

e Long Island Lighting Co 80/07/00 19pp 


8 Reportable occurrences. LERs b related correspondence 


8008070075 Part 21 rapt re defective GE circuit breakers in metal-clad 
switchgear 8nap ring deformed by links in breaker 
mechanism moving out of alignment Caused by loose breaker 
main output cranks Breakers returned to GE 

HILO. P A. Stone b Webster Engineering Carp 80/07/23 3pp 


8006270190 Part 21 rept providing notification of defective circuit 
breakers In GE metal-clad switchgear Caused by degradation 
of essential safety-related equipment All breakers were 
returned to GE for corrective work 

WILD.P A Stone b Webster Engineering Corp 80/07/23 3pp 


0000050289 PNO-I-0O-1O8 on 800723. painter was working w/solvent inside 
downcomer b solvent detonated Painter was taken to bosp 
w/burns on 25*/. of body 

MCOAUOHY, R.W , CARLSON. R T Region 1. Ph i ladelph la. Office of the 
Director E0/07/24 lp 


0000200306 Ack receipt of 800701 Itr forwarding final rept re GE 4. 160 
volt CB limit switches, per 10CFR53(e) 

CARLSON, R T Region 1. Philadelphia, Reactor Construction b 
Engineering Support Branch 80/07/20 lp 
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A App 1 icat I on/cons true tt on stage documents & correspondence 


8009060024 Forwards FR notice re 800714-17 regional meetings to address 
portion of Commission 800523 memorandum b order describing 
requirements of environ qualification of electrical 
equipment installed in safety »ys 

EIBENHUT, D 0 Division of Licensing 80/06/30 lp 


— 800806010? Notlcs of 800714-17 regional meetings to address portion of 
Commission S00523 memorandum 4 order describing requirements 
of environ qua 1 1 f icat 1 on of electrical equipment installed 
in safety sys Svc lifts encl 

EISENHUT. D 0 Division of Licensing 80/06/27 H7pp 


0OO8OBOO1O Requests that all applicants for OLs and CP holders provide 
up-to-date completion schedules t fuel load target dates so 
that NRC may establish licensing priorities Forwards list 
of target schedules for plants to bo completed within 3 yrs 
EIBENHUT, D 0 Division of Licensing 80/07/11 tOpp 


8008070470 Forwards preliminary procedures for special low power test 
program. In response to NRC request Formal mods to 
preliminary procedures will nob be submihted to NRC Current 
procedures available to inspectors at plant site 
CRANE, P A Pacific Gas b Electric Co 80/07/30 App 


■800B070474 "Special Low Power Test Prog ram, Natural Circulation 
SUMNER, U Pacific Ga» b Electric Co 80/05/15 32p p 


■8008070477 "Special Low Power Test F rogram, Ch em ica 1 b Vo 1 Control Sys 
Charging b Letdown Cooldown Capability 11 
LACONTE.B Pacific Gas b Electric Co 80/05/13 12pp 


— 8000070402 “Special Lou Power Test Program, Simul ated Loss of Site AC 
Power " 

SHELLEY, D W Pacific Gas b Electric Co 80/05/23 18pp 


— 8008070495 "Reactor Trip N/Safety Injection " 

* Pacific Gas t Electric Co 80/04/19 2lpp 


— 9008070489 "LCCA " 

« Pacific Gas t Electric Co 00/04/22 35pp 


— 8008070491 "Relieving Watch (Shift Turnover) " 

4 Pacific Gas t Electric Co 00/03/27 lBpp 


— 8000070493 "Organi la tional Control of Emergencies 
4 Pacific Gas 4 Electric Co 00/06/11 20pp 


•8008070497 "Training Guidelines for Recognmng b Mitigating 
Consequences of Severe Core Damage " 

* Institute of Nuclear Power Operations 90/06/30 23pp 


8000150060 Submits interim criteria for shift staffing to all OL b CP 
licensees b app 1 lean ts, per NRG 800507 Itr Discusses 
administrative provisions for emergency b overtime work 
Development b implementation to be reviewed within 90 days 
EISENHUT, 0 0 Division of Licensing 90/07/31 lOpp 


8000210327 Forwards "Description of 9ys Interaction Program for 
Selsmically Induced Events." Revision 3 
CRANE, P A Pacific Gas A. Electric Co 80/03/19 Ip 


--0OO821O328 "Description of Sys Interaction Program for Seismically 
Induced Events," Revision 3 

4 Pacific Gas b Electric Co S0/O8/1S lOOpp 


0008260460 Forwards preliminary "El Centro CA Differential Ground 
Motion Array*' in response to 800820 telcon request 
KETCHEN, E 0 Hearing Branch 4 S0/0S/2t lp 


-—0000260461 "El Centro CA Differential Grnund Motion Array," preliminary 
rept 

HYCRQFTiG N Inter tor, Dep t of, Geological Survey 80-919 DRFT 
00/08/21 15pp 


0006270299 Forwards request for amend to CPPR-39 b CPPR-69, extending 
completion dates to 010331 b 6 1-0930, respec tive 1 y 
CRANE, P A Pacific Gas 4 Electric Co 80/09/21 ip 


•0008270305 Request for amend to CPPR-39 b CPPR-69, e x tend i ng completion 
dates to 810331 b 010930. respective ly 

LANGLEY, E D Pacific Gas b Electric Co 90/00/20 lp 


E NRC Safety Evaluation Report <SERJ, suppls 4 correspondence 


8006140214 Suppl 10 to SER 

4 Office of Nuclear Reactor Regulation. Director NUREG-0675 910 
80/08/01 99 pp 


F SecUT i ty, medical, emergency b fire protection plans 


9008050102 Requests all applicants for CPs b OLs submit info re 
proposed nuclear power plant vicinity evacuation estimates 
Info requested by 800601 for NRC to identify e.acuation 
ednstra ints. spec ial planning measures b possible mods 
EISENHUT, D 0 Division of Licensing 80/07/02 lp 


9008060347 Responds to NRC 600702 request for evacuation times 
Requested info was provided In 000411 rept "Evacuation Times 
Assessment Study for Diablo Canyon Nuclear Power Plant, Apr 
i960 " Final rept will be completed around 800813 
CRANE, P A Pacific Gas b Electric Co 80/00/01 Ip 


G Adjudicatory correspondence 


0008110161 Discusses issue before ASLD re Chumash Indians access to 
certain sacred burial areas reputed to exist at plant site 
Requests consultations w/designated spokesman for Chumash 
Indians Lists info required by NRC for discussions 
DAVIS, L D Hearing Branch 4 80/07/21 2pp 
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800004007 5 Response m opposition to San Luis Obispo Mathers for Peace 
800710 Tequest for revised affidavit of nond i * c 1 osut* 

Infcervenor objection to original affidavit is untimely it 
unjustifiable 

SWARTZ, L L Antitrust Division OLMSTEAD, W J Hearing Branch 4 
80/07/30 2pp 


— 600B04Q07? Reiponse in opposition to governor of CA 800799 proposed 
experts for security plan hearing Does not object to 
designation of J Taylor Expertise relation w/issues must be 
shown re addl designations Certificate of Eve end 
SWARTZ, L L Antitrust Division OLMSTEAD, W J Hearing Branch 4 
B0707/30 6pp 


8008070447 Crder granting extension until 800004 for Oovernor Broun of 
CA t Joint Intervenors to respond to util 800714 notion 
seeking licenses far fuel loading U low payer testing 
BOWERS/ £ S Atomic Safety and Licensing Board Panel 60/08/01 Ip 


— 800B07044B Order granting extension ontit SOOSOB for Commission to. 
elect whether to review ASLAB-598 Certificate of Svt end 
CHILK.S J Office of the Secretary of the Commission 80/09/01 
4pp 


8 D081 50367 Requests “LKO Rept IUSGS. 19801/ " mentioned in RH McMullsn 
written testimony/ re NRC 800800 response to ALAB-590 
Immediate compliance requested 

BISHOP. C J Atomic Safety and Licensing Appeal Panel 00/08/12 
If 


B0Q8I50344 Motion for revision of nondisclosure affidavit 1/ for mod of 
schedule in ASLB B00808 fourth prehearing conference order 
Access to safeguards contingency plan It security plen uas 
not given to State of CA Urges commencement of discovery 
BROUN. H H . LAMP HER. L C . GEORQIOU. B 8 California, State of 
80/00/13 4pp 


— 8008190371 Amended affidavit of nondisclosure re licensee security 
plan Prof qualifications end 

THURMAN. 0 9 California, State of THURMAN. 0 8 Hill Christopher 
4 Phillips 8O/0B/13 9pp 


--B008150374 Amended affidavit of nondisclosure re licensee security 
plan Prof qual i f ications & Certificate of Svc end 

HAMILTON, P California, State of HAMILTON, P. Hill Christopher S, 
Phillips 0O/O8/!3 7pp 


8008040051 Response in opposition to util 800714 motion for fuel 
loading L lou power testing Util failed to provide evidence 
or probative info in support of motion Urges deferral of 
testing until Pull power OL is granted H/Cert i f ieate of Svc, 
BROWN. E Q . BROWN. K H , LANPHER, L C California, State of 
90/06/04 Ifrpp 


8008070288 Response in opposition to Joint Intervenors' 800717 request 
for reconsideration or certification of ALAB-59B to provide 
liSCS opportunity to comment on seismic issues USDS has no 
input No action by A3LB warranted Certificate of Svc end 
OLMSTEAD, M J Hearing Branch 4 80/08/04 5pp 


6006080434 Response in apposition to util motion for licenses allowing 
fuel loading it low power testing Issues of seismic design, 
security planning, GA t- emergency planning must be resolved 
License must be preceded by evidentiary hearing 

FLEISCHAKER, D S Ran Luis Obispo Mothers for Peace FLEI8CHAKER, D S 
Fleischaker, D 8 80/08/04 3pp 


8006080485 Order granting eitenslon until 800811 for Commission to 
review Director's decision under 10CFR2 204, DD-80-22 
Certificate of BvC end 

CHILK, 8 J Office of the Secretary of thB Commission 80/08/04 

2pp 


9008110333 Third 600730 telcon prehearing conference order Intervenor 
witness may inspect samtiied version of security plan upon 
execution of nondisclosure affidavit State of CA may examine 
security plan per conditions Certificate of Svc end. 

BISHOP, C J Atomic Safety and Licensing Appeal Panel 80/08/04 

iipp 


8008120309 Response in opposition to Joint Intervenors' 600717 motion 
for r econs i derat ion or certification of ALAB-398 tfrges ASLAB 
not to retain independent consultants Certificate of Svc 
enc 1 

FURBUSH, M H , GEHR.A C , NORTON, B Pacific Oas tt Electric Co 
60/08/04 6pp 


6008070449 Forwards NRC 600804 response t ° Joint Intervenors' request 
for reconsideration or certification of ALAB-59B Recipient 
added to proceeding svc list 

KETCHEN, E 0 Hearing Branch 4 80/08/05 lp 


8008080243 Response to util 800714 request for fuel loading k lou power 
tasting Application sub s taut ia 1 ly completed it process of 
examining request should begin SER Suppl 10 addresses 
compliance w/NURE0-0494 Certificate of 9vc enc 1 
DAVIS, L 0 , OLMSTEAD, W J Hearing Branch 4 60/08/04 19pp. 


600B15Q409 Notice of HA Baldwin withdrawal it HM HilLis redesignation as 
lead counsel in proceeding Certificate of Svc end, 

BALDWIN, If A Ban Luis Obispo Mothers for Peace 00/08/04 2pp 


0009120704 Memorandum tt order, ALAB-404. g rant ing Joint Intervenors' 
request that Drs Trifunac tt Luco be provided opportunity to 
comment on parties' testimony re validity Instructs NRC to 
mate arrangement w/ACRS for delivery of testimony, by 000902. 
BISHOP. C J Atomic Safety and Licensing Board Panel 60/08/07 
9pp 


8008130524 Response to A3LB 800804 third prehearing conference order HH 
Brawn L LC Lanpher will review applicant security plan on 
behalf of Oovernor Brown of CA Results will be submitted to 
ASLB by 800815 Certificate of Svc end 

->ROWW, H H California, State of BROWN, H H Hill Chriitopher t, 
illipi 80/08/t i 3pp 


8008200148 Forwards JN Bruno 800808 testimony re ASLAB Questions 1.4 L 
7 per ASLAB 600907 ord er, ALAB-404 Constitutes last piece of 
testimony filed before ASLAB re 800424 questions 
KETCHEN, E 0 Hearing Branch 4 60/08/13 lp 


0008180590 Order directing util to file supplemental position on 
0OO82S, Governor of CA it Joint Intervenors on 800911 L NRC on 
B0092S, re util 800714 motion for fuel loading U low power 
testing 

BOWERS, E S Atomic Safety and Licensing Board Panel 80/08/14 
2pp 


8008180404 Order granting extension until 800821 for parties to respond 
to Governor of CA 800813 motion for revision of 
nondisclosure affidavit t, prehearing schedule Extent of 
discovery should be addressed 

BISHOP. C J Atomic Safety and Licensing Appeal Panel 80/0B/14 

2pp 


900Q18043S Order granting extension until 800822 for Commission to 
review ALAB-400, 

CHILK.B J Office of the Secretary of the Commission 60/09/14 
lp. 


BO 08 20 0041 Advises that 
testimony in response 
U Trifunac to testify 
ALAB-505 

KETCHEN, E 0 Hearing 


JE Luca t, MO Trifunac have been provided 
to ALAO— 599, ACRB is arranging for Luco 
per ALAB 600807 memorandum tt order. 

Branch 4 80/08/14 2pp 


u/ 


6008200153 Forwards JN Brune BOO8O0 testimony re ABLAB Questions 1,4 1 
7 Constitutes last piece of testimony filed in seismic 
proceeding ASLAB hearings will begin on 000923 in San Luis 
Obispo. CA 

KETCHEN, E G Hearing Branch 4 80/09/14 Ip 


6008240327 Amended Certificate of Svc of 600813 motion for revision of 
nondisclosure affidavit & for revision of prehearing 
s ehedule 

BROWN, H H California, State of BROWN. H H Hill Christopher it 
Phillips 60/00/14 2pp 


6006210348 Forwards DS Fleischaker 800814 ltr on behalf of Joint 
Intervenors As Luco it Trifunac representative in seismic 
proceeding , requests author submit formal notice of 
appearance to facilitate establishing hearing dates 
8ALZMAN.R 6 Atomic Safety and Licensing Board Panel B0/0S/1S 
If 


— 8009210370 Suggests 601021 for commencement of evidentiary hearing re 
seismic reopening hearing Single continuous hearing is urged 
in order to simplify procedure t: reduce expenses 
FLEISCHAKER, D 8 Fleischaker. D S 80/06/14 2pp 


800021 0364 Advises parties that ABLAB has no objection to arrangement* 
accommodating Oovernor of CA in response* to ASLAB 600814 
order re access to security plan NRC 800914 ltr end 
BISHOP. C J Atomic Safety and Licensing Appeal Panel 00/08/13 
£ P 


— 6008210393 Advises that unsanitized version of security plan ha* been 
made available to Oovernor of CA representatives per ABLAB 
800804 order, Exp lal ns arrangement for lnsp L copying. 

Affidavits of nondisclosure executed on 600721 
DAVIS, L D Hearing Branch 4 60/08/14. 2pf 
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0008250812 Requesti that reopened hearing* commence on 801013 due to 
uneva l labl 1 1 ty of witnesses, m response to ALAB-604 
Related correspondence 

CRANE, P A Pacific Gas 4. Electric Co 80/08/13 lp 


8009270193 Response In support of Governor Brown revision of 
nondisclosure affidavit 4, request for extension at 800825 
deadline for contentions Intervenors were denied access to 
safeguard* contingency plan Certificate of Svc end 

WILLIS, H M San Luis Obispo Mothers for Peace UILLLB.H M Seymour 
4c Willis 80/08/18 4pp 


8008210053 Response to ASLAS BOOB14 order States extent 4, type of 
discovery to narrow issues re security arrangement*! 
underlying methodology 4< operating procedures Discovery 
will expedite proceeding Certificate of Svc encl 
BROWN, H H , LANPHER, L C , OEOROIOU, B 8 California, State of 
80/08/18 4pp 


8008210096 Request for clarification of ASLIt B00815 order re meaning of 
supplemental positions Parties should refer to Governor of 
CA 800804 answer & opposition Requests order re util 800714 
motion W/Certif icate of Svc 

BROWN, H H < KLINE, J A , GEOROIOU.B S California, State of 

80/08/ 18 6p p 


8008220067 Forwards 08G8 I960, "LNG Rept," re NRC testimony of RM 
McMullen in response to ALAB-393 
KETCHEN, E, 0 Hearing Branch 4 80/08/18 12pp 


8008220090 Notice of appearance on behalf of ACR8 consultant* MQ 
Trifunac & E Luco Representation provided limited to 
Commission & ACR8 interests In protecting ACRB collegial 
process from unwarranted intrusion 

NORDLJNOER, M 8 Office of the General Counsel 80/08/18 2pp 


8008260235 Proposes hearing procedure* maximixing development of record 
In reopened seismic proceedings 4t assuring joinder of 
scientific, issues Suggest* 800904 «r 05 prehearing 
conference to discuss scheduling Related correspondence 
FLEI8CHAKER, D Fleischaker, 0 6 80/08/10 2pp 


8008220072 Ack receipt at 800818 ltr re schedule for reopened seismic 
hearing Trifunec 4« Luco will convey concerns through 
appointed NRC counsel 

S18H0P,C J Atomic Safety and Licensing Appeal Panel 80/08/19 
ip, 


8008220074 Request* postponement of hearing until 801004 due to 
Trifunec & Luco schedule conflict Both witnesses will be 
able to meet w/ASLAB on 800902 

NORDLINQER, M 8. Office of the General Counsel 80/08/19 2pp 


BOO022O1B9 Memorandum 4, order, ALA8-607. deny ing Joint rntarvenors' 
motion to reconsider ALAB-598 which reopened record re 
seismic issues NRC written testimony shall be submitted by 
800913, re 1927 earthquake ambiguities 

BISHOP, C. J. Atomic Safety and Licensing Appeal Panel 80/00/19 
4pp 


8000290476 Advises that NRC will be prepared for 800923 hearing on 

seismic issues. 

KETCHEN. E 0 Hearing Branch 4. 80/08/19 2pp 


8008220182 Order advising of Commission B00B11 refusal to review 
Director's decision denying Friend* of The Earth request for 
enforcement action 

CHiLK, 3 J, Office of the Secretary of the Commission 80/08/20 

ip 


800B260187 Order directing parties that communication w/ASLB 6 other 
parties re MO Trifunac 4 JE Luco appearances at A8LAB 
witnesses, should be made via M8 Nordlinger ex c lut i vely "Same 
procedure applies re communication u/wltnesses 

BISHOP, C. J. Atomic Safety and Licensing Appeal Panel 80/08/20 
2pp. 


8008250491 Forward* five figures inadvertently deleted from NM NewmaTk 
800808 testimony 

KETCHEN, E G. Hearing Branch 4 80/08/21 7pp. 


8008260194 Order explaining ASLB 800015 order re addl filings from 
parties, in response to Governor of CA 800818 motion for 
c lari ficatlon, Parties may respond a* deemed appropriate re 
low power testing 

BOWERS, E, 8. Atomic Safety and Licensing Board Panel 80/08/2i 
2pp. 


S008260229 Forwards summary of HH Brown 800320 telcon on behalf of 
Governor of CA to be placed in PDR per ex parte 
communications requirements Access to P04E security plan 
den i ed 

SALZMAN. R 8 Atomic Safety and Licensing Appeal Panel 80/08/21 
2pp 


8006260,489 Forwards summary of 800821 teicon re receipt of security 
plan copies for use i si Diablo Canyon proceeding 

SALZMAN, R S Atomic Safety and Licensing Appeal Panel 80/06/21 
2pp 


B0062B0191 Forwax ds EG Ketchen 800820 ltr u/enci directed to ASLAB re 
NM Nawmark testimony 

KETCHEN, E G Hearing Branch 2 80/08/22 lp 


— 800B280196 Forwards five figures inadvertently deleted from NM Newmai 
testimony submitted on B008Q9 

KETCHEN, E G Hearing Branch 2 80/08/20 7pp 


8008280273 Order granting extension until 800902 for Qovernor of CA h 
San Luis Obispo Mothers for Peace to file statement of 
issues it amended contentions 

BISHOP, C J Atomic Safety and Licensing Appeal Panel 80/08/22 

ip 


H General correspondence 


BOOB20O34 1 Forwards F Eissler FOIA requests for documents in custody at 
DOJ re facility proceeding 

HUGHES. J V Justice. Dept of 80/07/23 4pp 


BO0B22OO53 Opposes issuance of OL 

HINGE, N Affi iiation Unknown 80/07/26 lp 


8008140358 Demands that NRC deny approval of operating permit for 
facility No plans currently exist for safe evacuation Plant 
should be converted to continue CA precedent for safe 
renewable energy Certificate of Svc encl 
WARTELS.L Affiliation Unknown 80/08/01 4pp 


8OO828035I Responds to FOIA request for documents in custody of DOJ re 
facility proceeding Forwards documents listed In Appt A.fl, 

4, C U/o end* 

FELTON, J M Division of Rules and Records 80/08/07 SApp 


8008280333 Addl response to FOIA request for documents in custody of 
DOJ re facility proceeding Forwards documents listed in Ajp 
A W/o ends 

FELTON, J M Division of Rules and Records 80/08/12 2pp 


0008220186 Petition signed by 102 citliens urging OL not be issued due 
to problems w/disposal of nuclear wastes 
* Affiliation Unknown 80/08/13 7pp 


8008220039 Opposes issuance of OL 

GARRETT, D Affi l iatian Unknown 80/08/19 lp 


K Utility Final Safety Analysis Report (FSAR ) k amends 


8008070303 Application for amend to application for OL, consisting of 
Amend 84 to FSAR 

LANGLEY, E 0 Pacific Gas «, Electric Co 80/07/29 lp 


— B008070307 Amend 84 to FSAR 

# Pacific Gas 4. Electric Co 80/07/31 220 pp 


0 Inspection reports, IE Bulletins i correspondence 


8008080169 Responds to JE Bulletin 80-08 re containment piping 
penetration welds Flued-head design used Code applied was 
A SHE B*<PV code. Bee tion S.Div 1,1968 edition Reg Guide I 19 
published after const started Welds already radiographed 
CRANE, P A Pacific Gas t, Electric Co 80/06/IB 2pp 


8008120122 Forwards IE Circular 80-17. "Fuel Pin Damage Due to Hater 
Jot From Baffle Plate Corner ' No written response required 
ENG EL KEN, fi H Region 3, San Franc i6C0, Office of the Director 
60/07/23 lp 


8008200537 Forward* IE Bulletin 80-18, "Malnt of Adequate Min Flow 
Through Centrifugal Charging Pumps Following Secondary Side 
High Energy Line Rupture “ Action required 

ENGELKEH.R H Region 3, San Francisco, Office of the Director 
80/07/24 lp 
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800B15Q437 Forward* suppl to IE Info Notice 80-06. "Mo 1 1 # i oat i on of 
Significant Events at Operating Power Reactor Facilities " 

•No written response required 

EMQELKEN, R H Region 5. San Francisco. Office of the Director 
80/07/29 lp 


B008140526 Forwards IE Bulletin 80-20. "Failures of We st ing house Type 
W-2 Spring Return to Neutral Control Switches " Reguests 
info re estimate of manpower associated w/corrective 
actions needed after Identifying problem 

ENGELKEN, R H Region 5. San Francisco. Office of the Director 
80/07/31 lp 


30002004)4 Forwards IE Bulletin 80-19. "Failures of Me reury -We tted 
Matrix Relays in Reactor Protective Gy* of Operating Nuclear 
Power Plants Designed by Combustion Engineering " Action 
required by facilities w/CLs ot CPs 

ENGELKEN. R H Region 5. San Francisco. Office of the Director 
B0/07/3 1 Ip 


— 80081 20405 Forwards 800612 first draft rept. "Dynamic Analysis of El 
Centro Steam Station Unit 4 for Imperial Valley Earthquake " 

NEE SON. T A Lawrence Livermore Laboratory 80/06/84 lp 


— 800B120409 "Dynamic Analysis of El Centro Steam Station Unit 4 for 
Imperial Valley Earthquake. " draft rept 
* Laurence Livermore Laboratory 80/06/12 52pp 


— 90091204JS Testimony in response to ASLAB 800624 dec is l on. ALAB-598, 
Question 9 US08 statement in McMullen 800905 affidavit does 
not impact present case because source mechanism of 1927 
Lompoc earthquake remains equivocal W/prof qualifications 
MCMULLEN. R M Geosciences Branch 80/08/08 7pp 


— 8008120417 Ac k review of McMullen response to ASLAB 800624 decision. 
ALAB-598, Quo* t ion 9 Comments accurately reflect present USGS 
position 

MORRIS, RH Interior, Dept of 00/07/29 lp 


Hearing transcripts on non-ant i trust matters 


100B1B0171 Commission determination statement withholding entire 
transcript of 800610 discussion of physical security plan 
HOYLE, J C Office of the Secretary of the Commission 80/07/09 
IP 


8008130682 Written testimony of JA Blume.WB Beed.0 Smith i< others in 
response to ALAB-598 Vols 1 ti 2 Contains Tera Corp Aug 1980 
final rept re peak horizontal ground acceleration evaluation 
associated w/Hoigrl fault 

» Pacific Gas t< Electric Co 80/08/08 243pp 


U Congressional/El ecutive Correspondence 


1008130670 Forwards Joint Intervenors' testimony of JN Brune in 
response to ALA8-59B Certificate of 3vc enc 1 
FLEIBCHAKER, D 5 Fieiscbaker, D S 80/08/06 4pp 


-8008130676 Testimony on behalf of Joint Interveners in response to ALAB 
-698, Questions 1.4 K 7 Insufficient -data r( M=6 7 g. M=7 S 
earthquakes eilsts to perfect extrapolation methods Peak 
accelerations have not been established at conservative 
BRUNE. J N California. Univ of, San Diego BO/OB/OB 14pp 


008120318 Prepared direct testimony in response to ASLAB 8Q0624 
d ec is i on, ALAB 598. Question 7 Suggests use of computer 
modeling which will reduce uncertainties re possibility of 
focusing i. localized stress drop in facility ground motion 
BRUNE, J N California, State of BO/C8/OB Upp 


8008210375 Urges final licensing due to need for uninterrupted power 
for Santa Clara Valley electronics L semiconductor industry 
Shares concerns w/Bay Area industrial community 
MINETA.N Y House of Rep 80/08/00 lp 


DOCKET 50-324 BRUNSWICK 9TCAM ELECTRIC PLANT, UNIT 2 


F Security, medical, emergency U fire protection plans 


8008050206 Forwards Revision 1 of safeguard* contingency plan, in 
response to NRC 800527 ltr Plan withheld (ref 10CFR2 790) 
UTLEY. E E Carolina Power «, Light Co 80/08/01 lp 


-800BI20333 Prepared direct testimony in response! to ABLAD 800624 
dec i t i on, ALAB-598, Hues t 1 ons 1-6 Free-fleld response spectra 
is not expected to be modified by facility structure 
Recommends reduction in response Prof qualifications enc 1 
YOUNG, G A California. State Of BO/OB/OB 47pp 


-800912032S Prepared direct testimony in response to ABLAB 800624 
dec is i on, ALAB-598, Quest i on 7 Describes feasibility 6 
usefulness of modeling to analyie facility ground motions 
Prof qualifications S. Certificate of Svc end 
DAY, S 11 California, State of BO/OB/OB 12pp 


308120336 Forwards NM Newmark, JP Knight. PT Kuo.RL Rothman 6 
RM McMullen testimony per ASLAB 000624 dec ision, ALAB-598 
KETCHEN. E G Hearing Branch 4 80/OB/08 lp 


8008060344 Forwards Revision 6 of industrial security plan Plan 
withheld (ref 10CFR2 790) 

UTLEY, E E Carolina Power it Light Co 80/08/04 lp 


8009080258 Informs that util 800618 Ltr describing plans for plant 
emergency ctrs , contained error on page listing person to 
assume duties as emergency coordinator Corrected replacement 
page end. 

UTLEY, E E Carolina Power *< Light Co 00/08/04 3pp 


8008210426 Forwards drawings to be inserted in Revision 6 of recently 
submitted security plan Drawing* withheld (ref 10CFR2 790) 

WALKER, J 8 Carolina Power 6 Light Co 80/08/11 lp 


P Operating license stage documents (. correspondence 


-9003120342 Testimony briefing fundamental issues in earthquake 
resistant design, in response to ASLAB S00624 dec is ion, ALAB- 
598 Design criteria conservative i require* no change Prof 
qualification end 

NEHMARK.NM Illinois, Univ of, Urbana-Champaign 80/00/08 
S2pp 


■B008120351 Testimony re seismic matters developed w/PT Kuo, in response 
to ASLAB 800624 dec 1 s ion. ALAB-598, Dues tions 1,3 tt 7 Imperial 
Valley data must be subjected to critical analysis before 
application Prof qua 1 i f ica 1 1 ons end 
ROTHMAN. R L Geosciences Branch BO 703/09 26pp 


9008120364 Testimony in response to ABLAB 800624 dec is ion, ALAB-598 
Seismic design criteria reviewed during ASLO hearings 
adequate Imperial Valley earthquake data do not adversely 
affect seismic design 

KUO, P T Structural Engineering Branch B0/08/08 19pp 


BOOB 120397 Advises of issuance of NUREG-00 03, "Statistical Studies of 
Vertical & Horizontal Earthquake Spectra " Explain* 
conclusion as opposed to Reg Guide 1 60 PT Kuo prof 
qualifications end 

BIHNEIL, 1 Structural Engineering Branch 76/07/22 Spp 


6009120401 Testimony in response to ASLAB 800624 dec i * Ion, ALAD-598, 
Question 8, re structural resemblance w/El Centro Steam Power 
Statiei Analyst* of EL Centrol will be ready in Oct 1900 
Pro# qualifications enc 1 

KNIOHTi J P Assistant Director for Components 4- Structure* 
Engineering 80/06/08 6pp 


8008060350 Forwards errata sheets correcting error* in five addl TMI-2 
related requirements submitted by 900507 ltr Items involved 
are II K 3 25. II K 29 & II K 3 44 Svc list* end 
EI8ENHUT, D, G Division of Licensing 80/06/09 69pp 


80OBO60024 Forwards FR notice re 800714-17 regional meetings to address 
portion of Commission 800923 memorandum & order describing 
requirements of environ qual If ication of electrical 
equipment Installed in safety sys 

EI6ENHUT, D G Division of Licensing 80/06/30. lp 


— BOO 8060 189 Notice of S00714-17 regional meeting* to address portion of 
Commission 900523 memorandum L order describing requirements 
of environ qua 1 i f icat ion of electrical equipment installed 
in safety sys, Svc lists end 

EISENKUT, D G Division of Licensing 80/06/27 117pp 


80GB050064 Requests amend to util Tech Specs within 90 day* of receipt 
of ltr re scram discharge vol designs for BUR control rod 
drive sys to reduce susceptibility to common cause failures 
Model Tech Specs end 

E1SENHUT, D 0 Division of Licensing 80/07/07. lp 


— 8008050086 Model Tech Specs re control rod operability, 
* Division of Licensing 00/07/07 15pp. 


8008060355 Forward* EUR model Tech 8pec* for NUREG-0579, TMI-2 Lesson* 
Learned Category A Items It proposed wording of conditions 
Requests submit tal of license amend app 1 ica t ion, 
incorporating end specs.within 60 days of receipt 
EISENHUT.DO D i vi s i on o f L i c e n* i ng 80/07/12 2pp. 
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•0000060372 BWR model Tech Spec* Pop NUREG-0578. TMI-2 Lessons Learned. 
Category A items re emergency pouter supply requirement, 
direct indication of valve position & ins trumentati on for 
inadequate cofe cooling Svc list end 
* Division of Licensing 00/07/12 24pp 


8000010078 Forwards safety evaluations re crack in RHR 2A pump suction 
line 4. ultrasonic insps on recirculation inlet noule safe 
ends Crack in pump suction line not inherent design defect & 
no significant change in ultrasonic results occurred 
IPPOLITO. T A Operating Reactors Branch 2 60/07/33 2pp 


■8000010001 Safety evaluation re recirculation inlet noule safe end 
insp program Safe end* are acceptable for continued 
operation Licensee should Implement insp program 
e Operating Reactors Branch 2 00/07/23 lp 


— 8000010004 "Brunswick Steam Electric Plant. Units t 4 2," technical 
evaluation rapt 

PRIOR. J E. Franklin Institute/Franklin Research Center 
NRC-03-79-118 00/07/23 6pp 


•0000010090 Safety evaluation re RHR pump suction tine Insp Crack is -not 
generic Weld repair was effective 
* Operating Reactors Branch 2 80/07/23 lp 


■S008010093 "Miscellaneous Noule Crack ing* Brunswick Steam Electric 
Plant. Unit 2." technical evaluation rept 
PRIOR. J E Franklin I ns t i tute/Frank 1 1 n Research center 
NRC-03-79-118 80/07/23 4pp 


S0091400S1 Submits NRC 8Q042B reorgani lat ion changes re titles, 
positions ii personnel assignments 

NOVAK. T M Division of Licensing 80/07/30 2pp 


0008090252 Informs NRC of necessity to reschedule T-quencher 4 vent 
header deflector mod to Dec 1981 outage, due to existing &■ 
projected capacity shortages on tys Revised schedule 
compatible u/plent unique analysis completion date 
UTLEY, E E Carolina Power it Light Co 80/08/04 2pp 


8008120506 Requests early notice be provided in FR to notify public of 
util plans to submit application for expansion of spent fuel 
storege capacity of facility in 8ept 1980 Application will 
conform to NRC 780414 guidance on spent fuel pool mods. 

UTLEY. E E Carolina Power it Light Co 80/08/03 lp 


8008210100 Responds to S00709 ltr requesting interpretation of ANB1 
N45 2 10 re longhand signature on certificates of 
conformanca Recommends forwarding details to A8ME for 
official interpretation 

HAA88. W P Quality Assurance Branch 80/08/12 lp 


Q Inspection reports. IE Bulletins it correspondence 


8008070002 Forwards 45-day response to IE Bulletin 79-018. "Environ 
Qualification of Class IE Equipment “ Substantial gaps in 
available data will be provided in util 90-day response 
FURR. B J Carolina Power i< Light Co 80/03/13 249pp 


8008130246 Discusses IE insp on 800310-14 i. 29 It forwards notice of 
violation It notice of proposed imposition of civil penalty 
8TELL0. V Office of Inspection it Enforcement. Office of the 
Director 80/06/11. 3pp 


'8008130259 Notice of violation from insp on 800310-14 it 29 
Noncomp 1 lance noted failure to detect It evaluate potential 
safety haxard of contaminated auxiliary boiler it to post 
caution sign in high radiation area 

a Office of Inspection it Enforcement. Office of the Director 
80/06/11 4pp 


900B140312 Forwards IE Insp Repts 50-324/80-31 it 50-329/00-24 on 
800903-31 No noncompllance noted 

LEWI8. R C. Region 3. Atlanta. Reactor Operations Nuclear Support 
Branch 80/06/17 2pp 


—8008140310 IE Insp Repts 50-324/80-21 i 50-325/80-24 on 800503-31 No 
noncompllance noted Major areas inspected control room 
observe t ions, review of operator logs l< radiation protection 
0UZT8. J E Region 2. Atlanta, Office of the Director 
KELLOOO, P U Region 2. Atlanta, Reactor Operations Nuclear Support 
Branch 80/06/17 4pp 


8000060467 Forwards IE Bulletin 80-17, "Failure of 76 of 18S Control 
Rods to Fully Insert During Scram at BWR 11 Written response 
required 

O'REILLY, J P Region 3, Atlanta, Office of the Director 00/07/03 
if 


0008070015 Ack receipt of 800630 ltr informing NRC of steps taken to 
correct violations noted in IE Insp Repts 50-324/80-17 fc 
50-335/80-20 

KENNA. W B Region 2, Atlanta. Safeguards Branch 80/07/14 ip 


— 8009070020 Responds to NRC 900522 ltr re violations noted in IE insp 
Repts 50-324/00-17 U 50-325/60-20 Corrective actions 
withheld (ref 10CFR2 790) 

FURR.B J Carolina Power I Light Co 80/06/30 lp 


— 8009070022 Forwards IE Insp Repts 50-324/80-17 4. 50-325/00-20 on 
800427-0501 4 06-00 4 notice of violation Notice of 
violation withheld (ref 10CFR2 790) 

KENNA. W B Region 2, Atlanta. Safeguards Branch 00/09/23 2pp 


— 8000070024 IE Insp Repts 50-324/80-17 I 50-325/60-20 on 800428-0501 8. 
06— OS Noncompllance noted failure to maintain clear 
isolation ions 4 inoperative locking device on protected 
area barrier Details withheld (ref 10CFR2 790) 

OILLESPIE.F P Region 2, Atlanta, Safeguards Branch MOORE, D E 
TOBIN, W J Region 2, Atlanta, Office of the Director B0/05/22 
2pp 


8OO012OOB1 Forwards Suppl 1 to IE Bulletin 80-17, "Failure of 76 of 185 
Control Rods to Fully insert During Scram at BWR " Uritten 
response required 

O'REILLY, J P Region 2, Atlanta, Office of the Director 00/07/18 
IP 


6008080050 Submits response to IE Bulletin 60-16 re Rosemaunt pressure 
transmitters Facility does not have Rosemaunt, Inc, Model 1151 
or 1152 pressure transmitters Installed w/output Codes A 
or D 

FURR. B J Carolina Power 4 Light Co 60/07/31 lp 


8008080246 Submits response to IE Bulletin 80-14, "Degradation of BWR 
Scram Discharge Vol Capability “ Review of facility records 
performed to determine scram discharge vol vent & drain 
valve operability degradation history Results end 
FURR, B J Cara lino Power l< Light Co 60/07/31 4pp 

8000070193 Forwards Suppl 3 to IE Bulletin 80-(7. "Failure of 76 of 105 
Control Rods to Fully Insert During Scram at BWR " Written 
response required 

O'REILLY, JP Region 2 Atlanta. Office of the Director 80/07/22 
3pp 

0000110006 Responds to IE Bulletin 00-17, Suppl 2. "Failure of Control 
Rods to Fully Insert During Seram at BWR " SDV is adequately 
vented to atmosphere U depends only on vent valve for 
operab 1 1 i ty 

FURR, B J Carolina Power U. Light Co 00/07/35 lp 


8008110230 Responds to IE Bulletin 80-17 re failure of control rods to 
insert fully Manual l< automatic scrams performed 
satisfactorily Addl review of standby liquid control sys 
required 

FURR, 8 J Carolina Power 4 Light Co BO/G7/2Q 6pp 


9000040057 RO 3-B0-S5, confirm! ns 000728 conversation w/NRC as result of 
review of control rod drive piping in conjunction u/IE 
Bulletin 80-17. det ormined that anchor bolt testing per IE 
Bulletin 79-02 was not done 

TQLLISON, A C Carolina Power I Light Co 80/07/29 2pp 


0008000415 Forward* ronpropr ie tary IE Insp Repts 50-324/00-28 U 
30-325/00-31 on 900715-16 No noncompllance noted Details 
withheld (ref 10CFR3 790) 

KENNA. W B Region 2, Atlanta, Safeguards Branch 80/07/39 2pp 


—6000000418 Nonpropr ietary IE Insp Repts 50-324/80-28 4 50-335/80-31 on 
000715-16 No noncompllance noted Major areas inspected 
review of licensee action on previous insp findings Detail* 
withheld (ref 10CFR2 790) 

MOORE, D E Region 2, Atlanta, Office of the Director 
OILLESPIE.F P Region 2. Atlanta. Safeguards Branch 80/07/29 
lp 

8000260177 Forward* IE Suppl i to IE Info Notice 80-06, "Notification 
of Significant Events at Operating Power ReactoT 
Facilities * 

O'REILLY, JP Region 2, Atlanta. Office of the Director 80/07/29 

tp 

8008150141 Forwards IE Bulletin 00-20, "Failures of Westlnghous* Type 
W-2 Spring Return to Neutral Control Switches h Requests 
info re estimate of manpower associated ui/correc b£ ve 
actions needed after identifying problem, 

O'REILLY, JP Region 3, Atlanta, Office of the Director 80/07/31 

»P 
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80081801 19 Forwards IE Bulletin 60-19, 'Failures of Mercury-Wetted 
Natm Relays in Reactor Protective Sy* of Operating Nuclear 
Power Plants Designed by Combustion Engineering “ Action 
required by facilities w/-OLs or CPs 

0 'REILLY, J P Region 3 Atlanta. Office of the Director 00/07/31 

lp 


8008070025 Discusses IE insp on 800426-0516 1 forwards notice of 
violation l notice or proposed imposition of civil penalty 
5TELL0, V Off its of Inspection t Enforcement/ Office of the 
Director 80/03/01 2pp 


— 90Q8D70027 Notice of notation from msp on BQ0426-Q516 None omp 1 i anc e 
noted failure to properly control b dispose of contaminated 
waste inatl b failure to perform airborne radioactive mat! 
surveys in restricted areas 

* Office of Inspection & Enforcement* Office of the Director 
B0/0a/01 4pp 


— B009070030 Notice of proposed imposition of civil penalty tn amount 
of 489, 000 foT item of none amp 1 iance noted in IE insp on 
B00426-0516 

* Office of Inspection b Enforcement/ Office of the Director 
ao/08/01 ip 


3008220133 Forwards IE Insp Repts 50-324/00-24 4 50-325/80-27 on 
900621-24 b notice of violation 

LEWIS, R C Region 2. Atlanta, Reactor Operation* Nuclear Support 
Branch 00/08/06 2pp 


—8008220136 Notice of violation from insp on 800621-24 

• Region 2* Atlanta, Office of the Director 80/03/06 ip 


--800B220I40 IE Insp Repts 50-324/80-24 t, 50-325/90-27 on BQ0A21-24 
flonc ompl 1 ance noted failure to provide complete test 
requirements 4, instructions 

MOON, 0 T Region 2, Atlanta. Office of the Director QUICK/D R 
Region 2. Atlanta, Reactor Operations Nuclear Support Branch 
60/03/06 5pp 


8 008150479 Forwards IE Info Notice 80-29, "Broken Studs on Terry 
Turbine Steam Inlet Flange " No specific action or response 
r eque s ted 

0 'REILLY, J P Region 2. Atlanta, Office of the Director 80/08/07 
If 

800-3200274 Suppls Q007U response to IE Imp Repts 50-325/00-23 6 
50-324/30-20 Corrective action established procedures for 
QA/QC Tevituis of surveillance repts re saf ■ ty-re la ted 
equipment & for maint of Inservice insp program 
TOLL ISOII, A C Carolina Power 6 Light Co 00/08/11 2pp 


8008280081 Responds to IE Bulletin 30-06 4> submits review of drawing* 
for sys serving safety-related f unc t l ons. sc h edule for 
testing equipment & proposed sys mods for sys b/or 
components previously identified 

FORR, D J Carolina Power 4 Light Co 90/08/12 14pp 


8008190397 Responds to IE Bulletin 80-17/Suppl 1, "Failure of 76 of 1B5 
Control Rods to Fully Insert During 8cra,n at BUR " Sys 
continually monitors water in scram discharge subsystems 
Enel drawing available in Central Files only 
FURR, B J Carolina Power b Light Ca 80/08/14 4pp 


0008190470 Act receipt of IE Insp Repts 50-324/80-19 4, 50-325/80-21 No 
proprietary info Corrective actions seventeen spare leads 
immediately terminated per approved maint instructions 4. 
drauing* 

TOLL 1 9011/ A C Carolina Power b Light Co 80/00/14 2pp 


06270639 Forwards IE Info Notice 80-24. "Low Level Raduaste Burial 
Criteria ” No written response required -JH Snieisk 800530 
memo encl 

Q'REILLY.J p Region 2, Atlanta, Office of the Director 80/08/14 

Ip 


Periodic operating reports 4 related correspondence 


3008190214 Forwards monthly operating repts for Jul 19BQ 
TOLLlBQN, A C Carolina Power 4 Light Co 80/08/06 lp 


— 8009190220 Monthly operating rspts for -Jul 1990 

WILLIS/ E Carolina Power J. Light Co 80/03/04 6pp 


1I903B3 Forwards “Semiannual Environ b Effluent Release RpptrJan- 
na 1930 " 

SR.B J Carolina Power b Light Co BO/OB/13 ip 


— 8003190389 "Semiannual Environ b Effluent Releate Rep t. Jan-June 1980 " 
* Carolina Power b Light Co 80/08/13 113PP 


6 Reportable occurrences, LERs 4 related correspondence 


6008040096 Special rept re inoperability of 32 fire door* Caused by 
high differential pressures created w/v*nti lation sys b 
high usage, resul ting in mechanical damage to doort b frames 
New doors 4. hardware ordered 

TDLLOSON, A C Carolina Power 4- Light Co 80/07/25. 2pp 


8003040037 RO 2-00-55, conf inning 800728 conversation w/NRC as result of 
review of control rod dTlve piping in conjunction w/IE 
Bulletin 80-1 7, d etermlne d that anchor bolt testing psr IE 
Bulletin 79-02 was nut done 

TOLLlBQN, A C Carolina Power 4. Light Co B0/07/29 2pp 


8008070013 EN-80-032 on 80060 1/ no 1 1 c e of violation 4/ notice of proposed 
imposition of civil penalties of 487,000 to be issued Action 
based upon noncompliance re improper deposition of 
radioactive matl at sanitary landfill 

BROCKETT/T W . THOMPSON, D Office of Inspection 4« Enforcement, 

Office of the Director 80/07/3 0 ip 


B0081I0411 Forwards LER 90-042/03L-0 

TOLL ISON, A C. CaroLina Powor b Light Co 00/00/01 lp 


--0OOS1 10418 LER 0O-O42/O3L-O on 000720. during reactor low pressure 
channel calibr functional test, switch 1 of 2-021-PS-NQ2IO 
found out of calibr Caused by instrument drift Switch 
rec a 1 i br 

TOLLISON, A C Carolina Power b Light Co 80/08/01 2pp 


B009120324 Forwards LER 80-045/03L-0 

TOLLISON, A C Carolina Power b Light Co 80/00/04 lp 


—6008120332 LER 60-045/03L-0 on 800707, during normal surveillance, A b D 
source-range monitors withdrawn from core b would not drive 
in Caused by detector drive motor blown fuses Fuses replaced 
b monitors returned to sve 

TOLL I SDN, A C Carolina Power b Light Co B0/08/04 2pp 


8000120500 Forwards LER BO-039/O3L-O 

TOLL I SON, A C Carolina Power b Light Co 80/08/06 lp 


— 8009120511 LER 80-039/03L-0 on 800721 , dur tng visual insp ef accessible 
snubbers on sa f ety-re la ted sys, PT-19 6 0 2-2, Bergen- 
Paterson snubber, 2041-12SS33 found missing paddle bushing 
Cause undetermined Bushing replaced 

T0LLI9QN, A C Carolina Power it Light Co, 80/07/06 lp 


3000180457 Forwards LER 0O-O53/OIT-O 

TOLL] BON, A C Carolina Power b Light Co 80/08/11 lp 


— 8008180466 LER BO-O5S/O1T-0. on 800723, rovi *w of control rod driveline 
piping, in response to IE Bulletin 80-17, revealed that 
anchor bolt tasting required by IE Bulletin 79-02 had not 
been parformend on Reactor Controls. Inc piping 
TOLLISON, A C Carolina Power b Light Co BO/OB/li 2pp 


6000200261 Forwards updated LER 60-049/03L-1 

TOLL ISDN. A C Carolina Power b Light Co BO/OB/12 lp, 


— 9008200273 Updated LER 80-049/03L-1 on 900710, during high dryuall 
pressure channel calibr b functional tes t, pressure twitch 
actuation found out of tolerance Caused by instrument drift 
Switch recalibr b PT 1, 1 3PC completed satisfactorily 
TOLL I8DN, A C Carolina Power h Light Co 80/08/12 lp 


8008250326 Forwards LER B0-O55/O1 T-t 

TOLLISON/A C Carolina Power b Light Co B0/0B/1S lp 


—8008250334 LER B0-O55/OIT-1 on 800720, control rod piping review did net 
include testing of specialty contractor anchor bolts Caused 
by unusual contract arrangement Du* to high rejection rate, 
procedure revised to include all anchor bolts 
TOLLISON, A C Carolina Power b Light Co 80/08/15, 2pp 


6008260578 Forwards LER 90-056/03L-0 

TOLLISON, A C. Carolina Power i Light Co. 80/0B/I9 lp 


--8008260SB9 LER 80-056/03L-0 on 800731, IRM* B, C, D b F readings appros 
two to three times higher than normal which made one trip 
sys inoperable Caused by excessive ac ripple in 100-volt 
power supplies to instrument drawers, 

TOLL I SDN, A C Carolina Power b Light Co 80/08/19, 2pp 
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V Operator Examinations 


0008060323 Forward's revised Training Instructions 200.201 it 202 to 
include program changes required b y NRC 800323 Itr re 
qualifications of reactor operators 

T0LLI80N, A C Carolina Power 4 Light Co 80/07/28 2pp 


— 0008060326 “Training Instruction TI-200 Brunswick Plant Operator 
Retraining Program." Vo 1 I. Revision 5 

JONES. M A , BROWN. J M . T0LLI80N.A C Carolina Power L Light Co 
80/07/23 13pp 


— 0008060331 "Training Instruction TI-20J Brunswick Plant Reactor 
Operator Replacement Training Program." Revision 3 
J0NE8. M A , BROWN. J M . TOLL I BON. A C Carolina Power i< Light Co 
80/07/25 iOpp 


— 8000060334 "Training Instruction Tl-202 Replacement Training for Senior 
Licensed Operating Personnel," Revision 1 

JONES. M A . BROWN. J M . TOLHSON.A C Carolina Power $< Light Co 
80/07/23 7pp 


DOCKET 30-323 BRUNSWICK STEAM ELECTRIC PLANT, UNIT 1 


F Security, medical, emergency & fire protection plane 


8003030206 Forwards Revision 1 of safeguards contingency plan. in 
response to NRC 000527 Itr Plan withheld <r*f lpCFR2 790) 
UTLEY, E E Carolina Power % Light Co 80/00/01 Ip, 


8009060344 Forwards Revision 6 of industrial security plan Plan 
withheld tref 10CFR2, 790) 

UTLEY, E E Carolina Powar U Light Co 80/08/04 lp 


80080B02S8 Informs that util 800618 Itr describing plane for plant 
emergency ctrs, contained error on page listing person to 
assume duties as emergency coordinator Corrected replacement 
page end, 

UTLEY, E, E. Carolina Power & Light Co 80/08/04 3pp 


8008210426 Forwards drawings to be inserted in Revision 6 of recently 
submitted security plan Drawings withhold (ref I 0CFR2 790) 

WALKER, J B Carolina Power i, Light Co 80/00/11 tp 


P Operating license stage documents Si correspondence 


8000060358 Forwards errata sheets correcting errors in five addl TMl-2 
related requirements submitted by 800507 itr Items involved 
are 1 1 , K 3 25.11 K 29 Si II K, 3 44 Svc lists end 
EIBENHUT, D, 0 Division of Licensing 00/06/09 69pp 


8008060024 Forwards FR notice re 800714-17 regional meetings to address 
portion of Commission 800523 memorandum Si order describing 
r equirsments of environ quai if i cation of electrical 
equipment installed in safety sys 

EISENHUT, DO Division of Licensing 90/06/30 lp 


— 8008060189 Notice of 800714-17 regional meetings to address portion of 
Commission 800523 memorandum l order describing requirements 
of environ qualification of electrical equipment installed 
in safety sys.Svc lists end 

EIBENHUT, D 0 Division of Licensing 00/06/27 !17pp 


8000050064 Requests amend to util Tech Specs within 90 days of receipt 
of Itr re scram discharge vol deiigns for BWR control rod 
drive sys to reduce susceptibility to common cause failures 
Model Tech Specs enci 

EIBENHUT, D 0 Division of Licensing 00/07/07 lp 


— B0080500B6 Model Tech Specs re control rod operability 
* Division of Licensing S0/07/07 I5pp 


0009060355 Forwards BUR model Tech Bpecs for NUREQ-0578, TMI-2 Lessons 
Learned Category A item* 8t proposed warding of conditions. 

Requests submittal of license amend application, 
incorporating end specs.within 60 days of receipt. 

EIBENHUT, DO Division of Licensing 00/07/12 2pp 


— S008060372 BWR model Tech Specs for NURE0-OS73. TMI-2 Lsssons Learned, 
Category A items re emergency power supply requirement, 
direct indication of valve position b instrumentation for 
Inadequate core cooling.Svc list end 
# Division of Licensing 80/07/12, 24pp 


8000010079 Forwards safety evaluations re crack in RHH 2A pump Suclii 
line S. ultrasonic imps or, recirculation inlet noule safe 
end* Crack in pump suction line not inherent design defect w 
no significant change in ultrasonic result* occurred 
IPPOL1TO, T A Operating Reactor* Branch 2 00/07/23 Bpp 


--8008010081 Safety evaluation te r e c i rc u I a t ion inlet noitle safe en c 
insp program Safe ends are acceptable for continued 
operation Licensee should implement Imp program. 

* Operating Reactors Branch 2 OO/07/23 ip 


— 8009010084 “Brunswick Steam Electric Plant, Units 1 U 2, " technical 
evaluation rept 

PRIOR, -J £ Franklin Ins t i to t e/Franl 1 i n Research Center 
NRC -03— 79- l 1 0 00/07/23 6pp 

— 8008010090 Safety evaluation, re RHR pump suction lin.0 in*p Crack i* 
generic Weld repair was effective 
e Operating Reactors Branch 2 60/07/23 lp 

— 0008010093 "Miscellaneous Noule Cracking Brunswick Steam Electric 
Plant. Unit 2. “ technical evaluation rept 
PRIOR, J E Franklin 1 its 1 1 tuto /Frank 1 in Research Center 
NRC-03-79-1 18 B0/07/23 4pp 

B008140051 Submits NRC 0OO42B reorganization changes re titles, 
positions b personnel assignments 

NOVAK. T M Division of Licensing 00/07/30 2pp 


0OOBOBO252 Inform* NRC of necessity to reschedule T-quenchor 8> vent 
header deflector mod to Dec 1901 outage, due to existing 6 
projected capacity shortages on sys Revised schedule 
compatible w/plant unique analysli completion date 
UTLEY, E E Carolina Power *< Light Co BO/O0/O4 2pp 


8008130506 Requests early notice be provided in FR to notify public o 
util plans to submit application for expansion of ipent fuel 
storage capacity of facility (n Gept 19B0 Application will 
conform to NRC 780414 guidance on spent fuel pool mods 
UTLEY, E E Carolina Power 6 Light Co GO/Oft/03 lp 


8008210100 Responds to 800709 Itr requesting Interpretation of ANSI 
N45 2 10 re longhand signature on certiflcetes of 
conformance Roc ommend s forwarding details to. ASHE for 
official interpretation 

HAA8S, W P Duality Assurance Branch 00/09/12 tp 


Q Inspection report*, IE Bulletin* J« correep Qndenc * 


BOO0O7OOO2 Forward* 45-day raepon*e to IE Bulletin 79-QIB. “Environ 
Qualification of Clast IE Equipment " flubstantial gap* In 
available data mill be provided in util 90-day response 
FURR, D J Carolina Power t Light Co 80/03/13 249PP 


8008130246 Discusses IE insp on 000310-14 Si 2? b forward* notice of 
violation t notice of proposed imposition of civil penalty 
8TELL0, V Office of Inspection & Enforcement, Office of the 
Director 80/06/11 3pp 


— 9009130255 Notice of violation from intp on 000310-14 & 29. 
Noncomp 1 lane e noted failure to detect L evaluate potential 
safety haiard of contaminated autliiary boiler l to poet 
caution sign in high radiation area. 

* Office of Inspection J, Enforcement, Office of the Director 
00/06/11 4pp 


8000140312 Forwarde IE Insp Repts 50-324/00-21 6 30-323/00-24 on 
000303-31 No tioncomp 1 iance noted 

LEWIS, R C Region 2, Atlanta, Reactor Operations Nuclear Support 
Branch 00/06/17 2pp 


— 8000140310 IE Intp Rep te 90-324/00-21 & 50-323/00-84 on 800503-31 Me 
none amp l lane e noted Major areas ins pec t el' c ontro 1 room 
observe tlons, revi ew of operator logs Ct radiation protection 
OUZTB.J E Region 2, Atlanta, Office of the Director 
KELLQOO. P J Region 2. Atlanta, Reactor Operation* Nuclear Supper 
Branch 60/06/17 4pp 


8008060467 Forward* IE Bulletin 80-17. “Failure i>f 76 of 189 Control 
Rods to Fully Insert During Scram at BWR " Written response 
required 

O'REILLY, JP Region 2, Atlanta. Office of the Director 00/07/03 

lp 


8008070015 Ack receipt of 000630 Itr informing NRC of step* taken to 
correct violation* noted in IE Insp Rept* 50-324/80-17 ti 
50-323/00-20 

KENNA-W 0 Region 2. Atlanta. Safeguards Branch 00/07/14 tp 
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8003070020 Re * p onds to NRC 800322 Hr re violation* noted In IE Imp 
Rspts 50-324/50-17 4 90-325/80-20 Corrective actions 
withheld f r of I0CFR2 790) 

FURR, B J Carolina Power 4 Light Co 90/06/30 Ip 


8008070022 Forwards IE Insp Repts 90-324/80-17 4 50-323/00-20 on 
EQQ427-0301 1/ 06-00 4 notice of violation Notice of 
violation withheld (ref 10CFR2 790) 

KENNA.W Q Region 2. Atlanta, Safeguards Branch 80/09/22 2pp 


8008070034 IE (nsp Repts 50-324/80-17 4 50-325/00-20 on 000420-0301 1 
06-00 Noncompliance noted failure to maintain clear 
isolation rone 4 inoperative locking device on protected 
area barrier Detail* Withheld (ref 10CFR2 790) 

GILLESPIE, F P Region 2. Atlanta, Safeguards Branch MOORE. D E . 
TOO IN, U J Region 3, Atlanta. Office of the Director SO/05/23 

2pp 


59120081 Forward* Supp 1 l to IE Bulletin 50-17. "Failure of 76 of 105 
Jontrol Rod* to Fully Insert During Scram at BWR ■* Written 
rtponso required 

VRElttV. J p Region E, Atlanta, Office of the Director 00/07/10 
P 


18090050 Submits response to IE Bulletin 90-16 re Rosemount pressure 
ransmitters Facility does not have Rosemount, Inc, Model 1151 
lp 1152 pressure transmi ttere installed w/output Codes A 
’T D 

URR, D J Carolina Power 4 Light Co 50/07/21 lp 


18000246 Submits response to IE Bulletin 80-14, ''Degradation of BUS 
tcram Discharge Vol Capability " Review of facility records 
st f ormed to determine scram discharge vol vent 4 drain 
'»lv» operability degradation history Results encl 
URR.B J Carolina Power 4 Light Co 00/07/21 4pp 


'8070193 Forwarifl Buppl 2 to IE Bulletin 00-17, "Failure of 76 of 105 
ontrol Rods to Fully Insert During Scram at BWR " Written 
esponse required 

'REILLV.O P Region 2, Atlanta, Office of the Director 00/07/22 
PP 


0110038 Responds to IE Bulletin 80-17, Suppl 2 , “Failure of Control 
ods to Fully Insert During Scram at BWR " SDV is adequately 
anted to atmosphere Si deponds only on vent valve for 
lerab i 1 i ty 

RR,D J Caroline Power 4 Light Co 80/07/25 ip 


3110230 Responds to IE Bulletin 00-17 to failure of control rods to, 
isert fully Manual 4 automatic scrams performed 
s t lsfac tor i 1 y Add! review of standby liquid control sys 
squired 

JRR.D J , Carolina Power 4 Light Co 80/07/29 6pp 


3040097 RO 2-90-55, c onf i rming 900720 conversation w/NRC as result of 
iview of control rod drive piping in conjunction w/lE 

■ lletin 00-17. determined that anchor bolt testing per IE 

■ Matin 79-02 was net done 

JLLIBON.A C Carolina Power 4 Light Co 00/07/29 8pp 


10B04IS Forwards nonproprietary IE Insp Repts 50-324/80-30 4 
-325/80-31 on 9007l&-l6,No none amp 1 i ance noted Details 
fchheld (ref 10CFH2 790! 

NWA. W 0 Raglan 2, Atlanta. Safeguards Branch 00/07/29 2pp. 


108080418 Nonpropr la tary IE Insp Repts 30-324/B0-29 4 SO-32S/BO-31 on 
000713-16 No noncamp I ianc e noted Major areas inspected, 
review of licensee action on previous insp findings Details 
withheld (ref 10CFR2 790) 

MOOfiEr D E Region 2, Atlanta. Office of the Director 

Q1LLE6P IE, F P Region 2, Atlanta, Safeguards Branch 60/07/29, 

Ip 


260177 Forwards IE Suppl i to IE Info Notice 90-06, “Notification 
Significant Events at Operating Power Reactor 
duties " 

REILLV.JP Region 2. Atlanta, Office of the Director 90/07/29 


150141 Forwards IE Bulletin 00-20. "Failures of Uestinghouse Type 
■ Spring Return to Neutral Control Switches " Requests 
to re estimate of manpower associated w/correetive 
tiens needed after ident i f ying problem 

REILLY, J.P Region 2, Atlanta, Office of the Director 00/07/31, 


190119 Forwards 1C Bulletin 80-19, "Failures of Mercury-Wetted 
tris Belays in Reactor Protective Sys of Operating Nuclear 
j» r Plants Designed by Combustion Engineering " Action 
laired by facilities w/OL* or CPs 

1EILLY.JP Region 2, Atlanta, Office of the Director 50/07/31 


B 008070025 Discusses IE insp on 000426-0516 4 forwards notice of 
violation 4 notice of proposed imposition of civil penalty 
STELLO, V Office of Inspection 4 Enforcement, Office of the 
Director BO/OB/Oi 2pp 


— 8008070027 Notice of violation from inep on 800426-0516 Noncompliance 
noted failure to properly control 4 ditpoee of contaminated 
waste matl 4 failure to perform airborne radioactive matl 
surveys in restricted areas 

* Office of Inspection 4 Enforcement, Office of the Director 
00/00/01 4pp 


— 600B070030 Notice of prepoiod imposition of civil penalty in amount 
of 489,000 for item of none omp 1 i ance noted in IE insp on 
B00426-05 16 

* Office of Inspection 4 Enforcement, Office of the Director 
BO/08 /Oi lp 


5008220133 Forward* IE Insp Repts 50-324/80-24 4 30-323/B0-27 on 
800621-24 4 notice of violation 

LEWIS, R C Region 2, Atlanta, Reactor Operations Nuclear Support 
Branch 80/09/06 2pp 


— 8008230136 Notice of violation from ln»p on 800621-24 

< Region 2, Atlanta, Office of the Director 00 / 09/06 lp, 


— 8008220140 IE Insp Repts 50-324/60-24 4 50-325/B0-37 on 000621-24 
Noncompliance noted failure to provide complete test 
requirements 4 instructions. 

MOON, B T Region 2. Atlanta, Office of the Director, QUICK, D. R 
Region 2, Atlanta, Reactor Operations Nuclear Support Branch 
80/09/06 3pp 


BG0B150479 Forwards IE Info Notice 80-29, "Broken Stud* on Terry 
Turbine Steam Inlet Flange " No specific action or response 
requested 

O'REILLY, JP Region 2, Atlanta, Office of the Director 00/09/07 

lp 


8008200274 Suppls 800711 response to IE Insp Rspts 30-325/00-23 4 
50-324/80-20 Corrective ac 1 1 on 1 »s tab H *he d procedure* tor 
QA/QC reviews of surveillance repts re safety-related 
equipment 4 for maint of inservice imp program 
TOLL I SON, A C Carolina Power 4 Light Co 00/OB/il 2pp 


9008280081 Responds to IE Bulletin 80-06 4 submits review of drawings 
for sys serving safety-related functions, schedule for 
testing equipment 4 proposed sys mads for sys 4/or 
components previously identified 

FURR > B J Caroline Power 4 Light Co 50/00/18 14pp 


8008190397 Responds to IE Bulletin 80-17, Buppi 1, "Failure of 76 of 189 
Control Rods to Fully Insert During Scram at BWR " By* 
continually monitors water in scram discharge subsystems 
Encl drawing eveileble in Central Files only 
FURR.B J Carolina Power 4 Light Co 60/00/14. 4pp 


0OO8J9O47O Ack receipt of IE Insp Rspts 5O-324/B0-1B 4 50-325/00-21 No 
propristary info Corrective actions seventesn spare leads 
immediately terminated per approved meint instructions 4 
drawings 

7 DLL I SOW, A, C, Carolina Power 4 Light Co 80/09/14 2pp 

0008270689 Forwards IE info Notice 00-24, "Low Level Radwaste Burial 
Criteria " No written response required JH Bnieiek 800930 
memo encl 

O'REILLY, JP Region 2, Atlanta, Office of the Director. 00/09/14 

Ip 


R Periodic operating reports 4 related correspondence 


0OOB19O214 Forwards monthly operating repts for Jul 19B0 
TOLLI80N, A C Carolina Power 4 Light Co 00/00/06 ip, 


— 9009190220 Monthly operating repts for Jul 1980, 

WILLISjE Carolina Powar 4 Light Co 30/09/04 6pp 


0000190088 Forwards "Semiannual Environ 4 Effluent Release RcptiJan- 
June 1980 " 

FURR, B J Carolina Power 4 Light Co 00/08/13 lp 


— 8000190309 "Semiannual Environ 4 Effluent Release Rapt, Jen-June 1900 " 
* Carolina Power 4 Light Co. 00/00/13 1 1 3p p 
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8 Reportable occurrtnmi LER* A related correspondence 


BOO0O7OOB7 Part 21 rept r» testing failure of sat e ty-r»la ted prtnuri 
»uitch*i in toxic gat monitors for chloride Dwyer 
Inetruments, Inc notified of potential defect & safety 
anal y 1 1 * requested 

DENENBURO. & A , GUTMAN, D L Affiliation Unknown 80/07/20 3pp 


0008050036 Forwards LER 80-034/03L-0 

TOLL I SON, A C, Carolina Power A Light Co 80/07/22 lp 


—0000050039 LER 80-QS4/03L-Q on 80062B.uhile tosttng control rods, 
position 30 for rod 46-11 A positions 12, 13, 16, 17 t< 19 for 
rod 14-33 did not indicate Caused by defective reed switch 
for rod 46-11 A loose probe connector on rod 14-35 
T0LLI50N, A C Carolina Power A Light Co 80/07/22 Ip 


0008090042 Forwards LER B0-046/01T-0 

TOLL 1 SON, A C Carolina Power A Light Co 60/07/24 lp 


— 0000030047 LER 8Q-046/QIT-O on 800711, util informed by contractor that 
evaluation of scram discharge vol drain lines determined 
that facilities require redesign of several supports A 
loosening of U-bolts to allow for thermal expansion 
TOLL ISDN, A C Carolina Power A Light Co 80/07/24 lp 


0008030451 Forwards LER 80-057/03L-0 

TOLL I SON, A C. Carolina Power A Light Co 80/07/24 lp 


— 0000030487 LER 0O-O37/O3L-O on 800703, during performance of standby 
liquid control relief valve test, valve 1-C41-F029B did not 
lift Caused by valve setpoint drift Setpoint adjusted A 
penetrant test performed satisfactorily 
TOLLISON, A C Carolina Power A Light Co 80/07/30 lp 


800B040Q96 Special rept re inoperability of 32 fire doors Caused by 
high differential pressures created w/vontl lation sys A 
high uiage, resul t lng in mechanical damage to doors A frames 
New doors A hardware ordered 

TOLLQSON, A C Carolina Power A Light Co 80/07/25 2pp 


0000040037 RD 2-00-35, conf irming 800720 conversation w/NRC as result of 
review of control rod drive piping In conjunction w/lE 
Bulletin 80-17, determined that anchor bolt testing per IE 
Bulletin 79-05 was not done 

TOLLISON, A C Carolina Power A Light Co 80/07/29 2pp 


800B070013 EN-B0-032 on 000801, notice of violation A notice of proposed 
imposition of civil penalties of 489,000 to be lesued Action 
bated upon noncamp 1 lance re improper deposition of 
radioactive mat 1 at sanitary landfill, 

BROCKET!, T W , THOMPSON, D Office of Inspection A Enforcement, 

Office of the Director 00/07/30 Ip 


8000120336 Forwards LER 80-064/03L-0 

TOLL I BON, A C Carolina Power S> Light Co 80/08/01 lp 


—8008120347 LER 80-064/0PL-0 on 900723, during normal surve il lance, 181 
plant station battery indicated less than required 
voltage in float charging mode Caused by battery amplifier 
control board Control board replaced A float mode verified 
TOLLISON, A C, Carolina Power ti Light Co 8O/0S/01 2pp 


8000110337 RO 1-80-61 on 800802, while performing analysis of pipe 
supporte on CRD sys, determined that four supports outildo Sc 
12 supports inside drywell could exceed structural 
integrity Mods for upgrads of supports are underway 
TOLLISON, A, C Carolina Rower A Light Co 60/00/04 lp 


0008190420 Forwards LER 80-060/03L-0 

TOLLISON, A C Carolina Power A Light Co 00/08/12 lp 


— 8008190302 LER 80-060/03L-0' on 800719, IB core spray discharge pressure 
tranemltter determined out of callbr Caused by instrument 
drift, Calibr period revised to six-month frequency to 
re-establish instrument rsliablity 

TOLL I EON, A C Carolina Power A Light Co 00/00/12 lp 


0009200276 Forwards LER 80-062/03L-0 

TOLLISON, A C Caroline Power A Light Co 00/08/14, lp 


—0008200281 LER 80-062/03L-0 on 000720, ind ication problems were 
observed w/control rods 30-35,' 30-23, 38-39 A 26-13 Causs 
believed to stem from defective rod position indication reed 
twitches, 

TOLLISON, A C Carolina Power A Light Co 00/00/14 lp 


8008220197 Forwards LER 80-061/01T-0 

TOLLISON, A C Carolina Power t Light Co B0/08/I5 ip 

— 0000220198 LER BO-06 1 /O I T-0 on BOO0O4,per IE Bulletin 80-17 review of 
control rod driveline piping, found piping 6 support testing 
required by IE Bulletins 79-07 A 79-14 had not been 
performed on Reoctor Controls Inc piping 

TOLLISON, A C Carolina Power A Light Co 00/08/16 2pP 


8008260442 Forwards LER 80-034/03L-0 

TOLLISON, A C Carolina Power A Light Co 00/03/19 lp 


— 0008260444 LER BO-O34/O3L-0 on 000004, d ur i ng tnsp of snuthers on safety 
sys, PT 19 6 0 1, Bergen Paterson snub b er, 1D21 -701 53 1 84, f a und 
overs i tended Caused by loose pipe clamp Clamp repositioned A 
tightened 

TOLLISON, A C Carolina Power A Light Co BO/OS/19 lp 


9 Operator Eliminations. 


8008060323 Forwards revised Training Instructions 200.201 A 202 to 
include program changes required by NRC 800320 Itr r* 
qualifications of reactor operators 

TOLLISON, A C Carolina Power A Light Co 90/07/28 2pp 


— 8009060326 "Training Instruction TI-200 Brunswick Plant Operator 
Retraining Program." Vol liRevlsion 5 

JONES, M A I BROWN, J M . TOLLISON, A C Carolina Power A Light Co 
80/07/23 1 3pf 


— 8000060331 "Training Instruction TI-201 Brunswick Plant Reactor 
Operator Replacement Training Program," Revision 3 
J0NE9. M A , BROWN, J M . TOLLISON, A C Carolina Power A Light Co 
80/07/29 iOpp 


— 8000060334 "Training Instruction TI-202 Replacement Training for Senior 
Licensed Operating Personnel," Revision 1 

JONES. IT A , BROWN, J M , TOLLISON, A C Carolina Power A Light Co 
80/ 07/2 S 7pp 


DOCKET 90-327 SEQUOYAH NUCLEAR PLANT, UNIT 1 


A Application/construction stage documents & correspondence 


8008000010 Requests that all applicants for OLs and CP holders provide 
up-to-date completion schedules A fuel load target dates so 
that NRC may establish licensing priorities Forwards list 
of target schedules for plants to be completed within 3 yrs 
EIBENHUT, DO Division of Licensing 80/07/11 IOpp 


9008050428 Forwards documentation of items per 000711 submittal of App 
A re critical str uc tur e s , s ys & components list to 
Operational OA Manual 

MILLS, L M Tennessee Valley Authority 80/07/31 2pp 


B00815006Q Submits interim criteria for shift staffing to all OL A CP 
licensees A app 1 i cants , per NRC 800307 itr Discusses 
administrative provisions for emergency A overtime work 
Development A implementation to be reviewed within 90 days 
EI8ENHUT. D 0 Division of Licensing 60/07/31 IOpp 


0000280417 Forwards addl info re util interim distributed Ignition sys 
far controlling hydrogen within containment Summaries of 
test plan 1 results, A accelerated portions of util study 
program to ensure operational effectiveness end 
MILLS, L M Tennessee Valley Authority 00/08/25 1*PP 


E NRC Safety Evaluation Report (SER), suppls A correspondent* 


8008120569 Discusses NUREO-OOll, "9uppl I to SER " Commitment* to make 
control room design changes are documented in util 800214 A 
0729 Itr* 

MILLS, L M Tennessee Valley Authority 80/08/11 Ip 


F Security, medical, emergency A fire protection plans 


8OOBO5O102 Requests all applicants for CP* A OL* submit info t* 
proposed nuclear power plant vicinity evacuation estimates. 
Info requested by 800801 for NRC to identify evacuation 
constra ints, spec la 1 planning measures A possible mods 
E18ENHUT, D 0 Division of Licensing 80/07/02 lp 


8008120397 Updates NRC/TVA investigation team 800007 determination 
re fir* protection Util will complete addl work required for 
Item 9d on commitment list bq 801101 

MILLS. L M Tennessee Valley Authority 80/08/11 lp 
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8008*90313 Forwards revised pages to radiological emergency plan per 
util 80801 response to NRC concerns Revision available In 
Central Files only 

MILLS. L M Tennessee Valley Authority 80/08/13 Ip 


8008270383 Forwards radiological emergency p I an i Rovl * 1 on 3 
MILLS.L II Tennessee Valley Authority BO/OB/ 15 Ip 


— -0008370387 Radiological emergency p 1 a n< Revi s i on 3 
a Tennessee Valley Authority 80/08/J5 36pp, 


0 Adjudicatory correspondence 


0-008120801 Advises that intervenor The Nuclear Regulatory Commission 
800701 t tr alleged errors in BD0624 FR notice re petition 
under 10CFR2 206 tor revocation of low power DL Items are 
not veil founded Draft response end 

HURRAY, J P Rulemaking & Enforcement Division 60/07/21 2pp 


60QB180300 Denies S007CH request for NRC to republish 800624 FR notice 
of Tcceipt -of The Nuclear Regulatory Commission 800928 
petition under 10CFR2 206 Notice fairly apprises public of 
substance of petition as Issued 

DENTON. H R Office of Nuclear Reactor Regulation. Director 
00/08/09 lp 


I Financial information 


8003270529 Forwards info to meat guarantee requirement of retrospective 
premium sys includes financial statements for FY79, quarterly 
rept.l-yr internal cash flou projection & narrative 
statement re curtailment of capital expenditures 
MILLS. L K Tennessee Valley Authority 80/08/22 33pp 


K Utility Final Safety Analysis Report (FSAR1 & amends 


0008050317 Forwards LM Mills affidavit re proof of tvc of Amend <S>5 to 
FSAR 

MILLS. L M Tennessee Valley Authority 8Q/07/24 2pp 


0 Advisory Committee on Reactor Safeguards reports t- correspondence 


BCOBI0Q3O3 Advises of inability to meet w/ACRS on 000608 to discuss 
ACRS 000713 ltr on hydrogen control at Sequoyah Requests 
ACftB opinion re add! control for Ice condenser containments 
t effectiveness of distributed igniters W/o end papers 
CILINSKY, V Commission 30/00/07 Ip. 


B008120416 Responds to ACRS 800711 request for info re expected 
post-LOCA offsite radiation doses using vented/# i 1 tered 
containment concept Details end 

MILLS, L M Tennessea Valley Authority 60/00/00 3pp 


P Operating license stage documents tt correspondence 


8008060358 Forwards errata sheets correcting errors in five addl TMI-2 
related requirements submitted by B00507 ltr Items involved 
are It K 3 25. II. K 29 & 1 1 K 3 44 Svc lists end 
E ISENKUT, D 0 Division of Licensing 80/06/09. 69pp 


0000060024 Forwards FR notice re -000714-17 regional meetings to address 
portion of Commission 800523 memorandum & order describing 
requirements of environ qualification of electrical 
equipment Installed in safety sys 

E1SENKUT. t> 0 Division of Licensing. B0/O6/3O lp 


— 8008060109 Notice of 900714-17 regional meetings to address portion of 
Commission B00923 memorandum fc order -descr (fc ing requirements 
of environ qualification of electrical equipment installed 
in safety sys Svc lists enc 1 

EISEMH'JT.D 0 Division o# Licensing 30/06/27 U7pp 


BOOB2SOOS4 Forwards Amend 3 to License DPR-77, safety evaluation & 
notice of issuance 4c availability 
SCHWENCER, A Licensing Branch 3 80/07/01 2pp 


—0OOB23OO57 Amend 3 to Licence DPR— 77. changing surveillance 
requirements for taking radioactive liquid Sc gaseous 
samp 1 et 

SCHWENCER. A Licensing Branch 3 80/07/01 22pp 


— S 009250066 Notice of Issuance U availability of Amend 3 to License 
DPR-77 

SCKWENCEft, A Licensing Branch 3 80/07/01 2pp 


0000010174 Confirms 800714 telcon w/CE Murphy re 000729 meeting id/ 

OH Kimmons 3 other util personnel at regional ofc to discuss 
800707-11 OA audit findings 

O'REILLY, J P Region 2, Atlanta, Office of the Director 80/07/17 
3pp 


9000010172 Forwards info on facility ignition eys requested in 800714 
memorandum titil planning to file 8AR on proposed sys l< 
procedures for use by mid-Aug 1900 Completion of NRC review 
expected about 1-month following receipt of info from util 
DENTON, H R Office of Nuclear Reactor Regulation, Director 
00/07/10 3pp 


— BOOBO10176 Requests short paper on status of Ofc of Nuclear Reactor 
Regulation review of ignition sys for hydrogan control for 
ice condenser plants, descr iption of proposal h applicability 
to other ice condenser plants ba submmittad by 800710 
AMEARNE, J F Commission 00/07/14 lp 


8008060043 Summary of B00619 meeting w/utils in Bethe«da,MO re 
requirements for issuance of full power OLs 

DROMERICK, A N Licensing Branch 1 KERRIGAN. J D . 0TAHLE, C H 
Operating Reactors Branch 2 80/07/23 Spp 


8008070785 Advises that evaluation re differring prof opinion raised by 
J Hatapati on 800616 concerning repair of preisuriler 
relief pipe has been complebeed Recommends augmented 
Inservlce insp 

VOLLKER.fl H Division of Engineering 80/07/25 2pp 


8000080002 Forwards critique of Ames analysis of facility containment 
Detailed finite element code analysis should be carried out 
to clarify stress concentration Full-ecale sicastre panel 
should be pressurlied to failure 
HUBBARD, H W R t< D Associates 80/07/25 23pp 


800807005S Forwards summary of 000729 meeting w/util in Atlanta, OA to 
discuss finding* identified during NRC OA audit of Ofc of 
Engineering Design it Const on 800707-11 

O'REILLY, J P. Region 2, Atlanta. Office of the Director, 80/07/2B 
Spp 


3008140383 Forwards RVD Associates 800725 rept critiquing facility 
containment structure 

TEDE8CO, R, L Assistant Director for Licensing 80/07/29 Ip 


— 9008140393 Forwards critique ''Sequoyah Containment Analysis. " in 
response to NRC request 

HUBBARD, H W R J, D Associates 80/07/25 ’ lp 


— 0000140396 “Sequoyah Containment Analysis 
e R & 0 Associates 80/07/25 22pp 


8009090311 Respond i to NRC verbal request re methods used to maintain 
steam generator tube integrity Program includes secondary 
water chemistry monitoring & control program Si itaam 
generator tube insp program 

MILLS, LM Tennessee Va 1 ley Authority 90/07/31, 2pp 


800B0503I9 Forwards Wextlnghouse rept, "ECCS Performance Analysis u/ 
Rats Dependent Burst Model, '■* 

MILLS, L M Tennessee Valley Authority, 80/07/31 lp 


— 8008050320 “ECCS Performance Analysis w/Rata Dependant Burst Model 
* Westlnghouse Electric Corp 80/07/31 10pp 


0009050424 Forward* proposed revision to FSAR Question 5 9A re 
ineervlee insp program Revision constitutes change In 
requests far relief from ASME Section XI 
KILLSiL M Tennessee Valley Authority 80/07/31 4pp 


8008120488 Advises that util Is revising nomenclature for six label* on 
main control room control panels at facility In retponsa to 
NWC request Work will be completed by 800901 
MILLS. L M Tennessee Vellay Authority 80/00/01 lp 


8008190436 Forwards info re test of Interim auxiliary bldg sacortdary 
containment end 4- auxiliary bldg gas treatment sys Include* 
test background L. summary, par 1 1 an of Surveillance 
Instruction 149 & data package 

MILLS, L K Tennessee Valley Authority 80/08/01 Ip 


— 8000190430 Results of test of interim auxiliary bldg secondary 
containment end U auxiliary bldg gas treatment sys Includes 
teit background fc summary , rot tion of 8urvelllance 
Instruction 1 49 9- data package 

* Tennessee Valley Authority 80/08/01 36pp 
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8008070344 Clarifies petition re uie of essential rau cooling water 
pumping ttation between Unit 1 & Unit 2 operations revising 
800728 Itr Existing pumping station will provide backup 
Preliminary assessment of barge tow encl 
MILLS. L M Tennessee Valley Authority BO/OB/OS 2pp 


800B070402 Discusses West inghoute confirmatory analyses of MARVEL 
computer program re steam lino Zt feedwater line break MARVEL 
code found conservative Mestinghouie will respond to NRC 
question* re analyses Util will provide input upon request 
MILLS.L M Tennessee Valley Authority 80/08/05 ip 


8008080227 Forwards response to NRC 800729 request for info on 
containment analysis Commonts on RbD Associates rept. 
"Bequoyah Containment Analysis" 4. vlewgraphs Prom util 
000707 4 11 presentations encl 

MILLS. L M Tennessee Valley Authority 8D/03/05 2Spp 


8008110408 Agrees to revisions re min shift manning 4 meteorological 
data Mechanical maint/radwaste operator 4 electrical 
ma int/instrument 4 control technlcan available within 1/2-b 
MILLS. L M Tennessee Valley Authority 80/00/03 ip 


8008130318 Forwards R 4 D Associates rept. "Hydrogen Problems in 
Sequoyah Containment " Rept is critique on containment 
structure prepared at request op Commissioner Oilinsky 
TEDESCO.R L Assistant Director for Licensing 80/00/06 ip 


— 8008130323 Forwards "Hydrogen Problems in Sequoyah Containment “ Encl 
is second part of rept on ice condenser plant containment 
response to hydrogen production & burning & mitigation by 
igniters 

HUBBARD. H W R k D Associates 00/00/04 l&pp 


800818003b Requests addl info re 800804 rept. "Hydrogen Problems in 
Sequoyah Containment. " scheduled for submittal on or before 
800S08 

TEDESCO.R L Assistant Director for Licensing 00/OS/O6 2pp 


0008120663 ‘Advises of rsview of proposed full power license Change 
recommended to Tach Spec 3 0 3 re limiting condition for 
operation 

CHR I8TENBURY. E Hearings Division 80/08/07 Ip 


8008130020 Requests review 6 comments on 800804 rept. "Hydrogen 
Problems in Sequoyah Containment " 

TEDESCO.R L Assistant Director for Licensing BO/ 08/ 07 2pp 


8008210206 Forwards 800723 rapt containing evaluation of differing 
prof opinion raised by J Halapati re adequacy of weld repair 
of presaurlier relief line at facility 

TEDESCO.R L Assistant Director for Licensing 00/08/07 lp 


— 8008210215 Submits trip rapt for 800116 site visit to review weld 
repair procedure used for realigning 6-inch preeturlior 
relief pipe 4 supporting data Rapair is satisfactory 4 area 
should not be susceptible in inter granular strass-c orroslon 
GUSTAFSON, R M Materials Engineering Branch 60/01/25 6pp 


— 8008210243 Requests that encl IE Insp Rept 50-327/80-12 be forwarded to 
appropriate branch Rept has not yet been reviewed by 
licensee for proprietary info 

MURPHY. C E Region 2. Atlanta. Reactor Construction & Engineering 
Support Branch 80/04/22 lp 


--800B21024B Discusses differing prof opinion of adequacy of weld 
drawbead repair of pressuriier relief pipe Third-party insp 
desirable 4 should be implemented re acceptance of repair 
HALAPATZ.J Materials Engineering Branch. 0Q/Q6/16 4pp 


—0008210230 AcV receipt of 800616 memo to SS Pawlicki re expression of 
differing prof opinion in matter of adequacy of weld 
drawbead repair of pressuriier relief pipe Final action will 
be taken to close out issue 

GAMBLE. R M Material* Engineering Branch 80/06/23 3pp 


— 8008210255 Advises of inaccuracy in 800623 memo re expression of 
differing prof opinion in adequacy of weld drawbead repair 
of preieuriier relief pipe Forwards draft mamo distributed 
to NRC personnel prior to 800313 meeting w/util, 

HALAPATZ.J Materials Engineering Branch 80/06/25 6pp 


— 8008210259 Forwards memos 4 rapt* on weld drawbead repair of 
pressuriier relief pipe Undated draft aittached to J Halapati 
800625 memo to R Gamble it unissued W/o encl 
PAWLICKI. 8 Materials Engineering Branch 80/06/27 lp 


— 8008210262 Comments on differing prof opinion on weld repair of 
pressuriier relief pipe Majority opinion remains that repair 
is acceptable Concur* w/J Halapati recommendation that 
third-party insp be performed 

PAWLICKI, 8 S Materials Engineering Branch 00/06/27 2pp 


— 0008210265 Comment* on differing prof opinion on weld repair of 
pressuriier relief pipe Type of repair is common 4 accepted 
method Inservice insp program augmented w/ultra<onic 
techniques should be implemented 

NOONAN, V 5 Assistant Director for Materials 6 Qua 1 1 f icat i ons 
Engineering 80/06/30 2pp 


—0008210269 Comments on J Halapati 800616 t 25 memos to B Pawlicki U R 
Gamb te. respectively Implication that weld drawbead repair 
has significant potential for line break is not accurate 6 
neglects previous safety evaluations 4 sve experience 
GAMBLE. R M Materials Engineering Branth 80/06/27 2pp 


— 8008210272 Raquests peer review by 800711 re differing prof opinion on 
weld repair of bent pressuriier relief pipe Forwards 
pertinent documents dealing u/repair 4 u/issues concerning 
technical (code) acceptability W/a encl 
VQLLMER. R H Division of Engineering 80/06/30 ip 


— 8008210276 Comments on views expressed by immediate supervisor !< others 
in course of resolution of differing prof opinion on repair 
of pressuriier relief pipe Engineering judgments. wh en 
p os* i b 1 a. shou 1 d be based on test data 4 not opinion 
HALAPATZ.J Materials Engineering Branch BO/07 /OB Spp 


--8008210281 Discusses weld drawbead realignment of 6-inch pressuriier 
relief pipe Points raised in J Halapati 300220 memo are 
tenuous & not applicable 

SMITH, D E Materials Engineering Branch 80/07/24 4pp 


— 3008210234 Responds to 800630 memo re peer review of differing prof 
opinion an pressuriier relief line weld repair Repair did 
not penetrate pipe ual 1 1 hydrostatic testing unnecessary 
Discussion of repair issues end 

BHAO. L C Assistant Director for General Reactor Safety Research 
60/07/24 9pp 


8009120474 Forwards info re justification of head vent design Proposed 
deelgn pro-video unvented vol sufficiently small to preclude 
adverse impacts on decay heat removal capability 
MILLS, L M Tennessee valley Authority 80/03/08 3pp 


0009120518 Forwards util responses to 10 of 11 action items re design 
of util interim distribution ignition sys for control of 
hydrogen in facility containment per 800729 request 
MILLS. L M Tennessee Valley Authority 80/08/08 4ipp 


0008180120 Submits requested amend to License DPR-77 in response to 
LK Mills 800731 1 tr , c on * l s t ing of Tech Bpec change* to 
revise total 4 radial peaking factors required by recent 
ECCB performance analysis 

MILLS. L M Tennessee Valley Authority 00/08/08 ip 


— 8000 1801 30 Proposed changes to Tech Bpec s. ravi sing total 4 radial 
peeking (actor* required by recent ECCB performance 

analys Is 

* Tennessee Valley Authority 80/00/03 i6pp 


0008210574 Summary of 000723 meeting u/utils in Bethesda.MD re 
difficulties in committing to dated requirements from 
NUSE0-0A94 

DHGMERICK. A,W Licensing Branch 1 KERRIGAN. J D , 8TAHLE. C H 
Licensing Branch 2 00/00/08 Bpp 


BOQB12Q426 Amend 67 to application for OL. listing all ltr* relevant to 
0L> lubflli ttod to facility docket between (300229 6 0811 
MILLS. L M Tennessee Valley Authority BO/OB/il 9pp 


500B120431 Submits revision to util response to requirement for onsite 
safety review group, NUREG-0570, Section 2.2 2b 
MILLS, L (1 Tennessee Valley Authority BO/OS/11 lp 


8008120464 Notifies that procedure for correlation of 
out-of-containment radiation monitor readings w/ 
In-containment radiation levels will be provided by 
800820, in response to NRC request 

MILL8.LM Tennessee Valley Authority 80/08/11 lp 


8000120473 Forward* justification for items lacking sufficient environ 
qualification documenta tlon, requested in 600803-06 meeting 
MILLS, L il Tennessee Valley Authority 00/00/11 iOpp 
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B0OBI2O481 Request* mee 1 x ng, p r l or to B009J5, to finalise details of 
first phase of seismic design margin program ti methodology 
for NRC review Util is espaorflng scope t- schedule for 
program In response to NRC 600707 request 
MILLS.LM Tennessee Valley Authority B0/08/I 1 Ip 


8008120475 Updates B00708 l tr re foundation engineering of new ERCW 
pumping station Eiisfcing station will be operational foT 
providing ERCM for Unit 1 operation until NRC foundation 
review Is completed 

MILLS. L II Tennessee Vat leg Authority BO/OS/ll lp 


800B150063 Responds to NRC 1 tr requesting info on review of RMD 
Associates repk b NRC QC0729 request for calculation of 
result -of 600 1 g burn of hydrogen uniformly distributed In 
facility containment 

HILLS, L ft Tennessee Valley Authority 00/09/11 3pp 


—8008010104 IE Insp Rep ts 50-327/00-17 «. 50-320/00-10 ori 800513-15 
Non c omp 1 1 ante noted failure to install adequate fire 
barriers for conduits containing steam generator circuits 
MILLER, W H Region 2, Atlanta, Office of the Director 

CC1NLCN, T E Raglan 2, Atlanta, Reactor Construction L Engineering 

Support Branch 00/06/02 Spp 


0000010156 Responds to IE Bulletin 80-06 re engineered safety features 
reset controls Circuits being redesigned & modified to 
ensure that safety-related components remain In emergency 
node Item 2 tests will be complsted by 000701 
MILLS. L M Tennessee Valley Authority 00/07/14 2pp 


0008070572 Forwards IE Circular 00-17, "Fuel Pin Damage Due to Water 
Jet From Baffle Plate Corner " No written response required 
O'REILLY, J P Region 2, Atlanta. Office of the Director 80/07/23 
lp 


0000190614 Responds to NRC questions re methodology used in util 000426 
1 tr responding to NUftEG-0588 Environ conditions U profiles 
used in review of equipment qualification levels were 
determined by techniques exceeding NUREG requirements 
MILLSiL M Tennessee Valley Authority 80/00/12 Ip 


0OOB19O46O Forwards "Secondary Water Chemistry Program Sequoyah S, Watts 
Gar Nuclear Plants," for Sequoyah Feedwater chemistry 
control section added to original program submitted 771010 
Corrective actions will be taken re condenser tube leal 
MILLS, L M Tennessee Valley Authority 00/03/13 Ip 


— 0008190462 "Secondary Water Chemistry program Sequoyah & Watts Oar 
Nuclear Plants " 

e Tennessee Valley Authority 30/06/31 Spp 


6000180330 Forwards atfdl info re interim distributive Ignition tys 
Includes revision to FSAR Section 625 7, scoping document 
for testing sys t changes to emergency operating procedures 
MILLS. L M Tennessee Valley Authority 00/00/14 lBpp 


0008110121 Ac It receipt of 000701 ltr informing NRC of steps taken to 
correct violations noted in IE Insp Rept 50-327/80-15 
MURPHY, C E Region 2, Atlanta, Reactor Construction !t Engineering 
Support Branch 00/07/28 lp 


—00001 10127 Forwards IE Insp Rept 50-327/00-15 on 000423-25 L notice of 
violation 

MURPHY, C E Region 2, Atlanta, Reactor Construction It Engineering 
Support Branch 80/05/21 2pp 


—8008110129 Notice of violation from insp on 000423-25, 

* Region 2, Atlanta, Office of the Director 00/03/14. lp 


— B00B11O131 IE Insp Rept 50-327/00-15 on 000423-29 Noncompliance noted 
failure to follow procedures 4 to properly Identify 
discrepancies during insp of supports 

MODENQS. L Region 2, Atlanta, Office of the Director HERDT, A R 
Region 2, Atlanta, Reactor Construction, b Engineering Support 
Branch B0/0S/14 4pp 


8000180414 Forwards response to Action Item 7b re analysis of heat 
fiuence delivered to equipment & resultant equipment temp 
environ, requested during 80Q729 meeting Operational testing 
data on igniters to be submitted when available 
HILLS, L W Tennessee Valley Authority BO/OB/14 3pp 


E 000240203 Foruards IE 8uppt l to I£ Info Notice 00-06, "Notlf ication 
of Significant Events at Operating Power Reactor 
Facilities " 

O'REILLY, J P Region 2, Atlanta, Office of the Director 00/07/29 
lp 


800B260523 Forwards revised response to safety justification submittal 
re NUREO-OS00 Transmitters replaced w/qualified equipment 
Equipment in hydrogen monitoring sys is qualified for 
radiation environ 

MILLSiL H Tennessee Valley Authority 80/09/18 9pp 


9008260273 Forward! item! led review in response to NRC 000819 request 
for info re code requirements addressed in license 
application Facilities comply w/applicabie regulations 
except where NRC has approved specific exemptions 
MILLS, L M Tennesiee Valley Authority 80/08719 35pp 


8009180621 Responds to IE Bulletin 80-16 re Rosemount, Inc pressure 
transmitters No Rosemount pressure transmitters used In 
facility design in safety-related applications 
MILLS, L M Tennessee Valley Authority 80/07/30 lp 


0000200394 Forwards IE Bulletin BO-17, "Failures of Mercury-Wetted 
Metric Relays in Reactor Protective Sys of Operating Nuclear 
Power Plants Designed by Combustion Engineering 11 Action 
required by facilities w/OLs or CPs 

O'REILLY, J P Region 2- Atlanta, Office of the Director 00/07/31 

lp 


8008360336 Advises that evaluation of proposed Tech Spec for snubbers 
it continuing List of mechanical snubbers will be provided 
by first refueling outag e, w/Tec h Spec language resolved by 
910901 

KILLS, L M Tennessee Valley Authority 80/08/19 lp 


0008180177 Forwards IE Info Notice 80-29, "Broken Studs on Terry 
Turbine Bteam Inlet Flange " No specific action or response 
rsquested 

O'REILLY, J, P Region 2, Atlanta, Office of the Director 80/08/07 
»P 


0000260533 Forwards info requested by ACR8 re operable sys during 
Special Test 7, simulated loss of ac power Sys would not be 
operable in case of loss of all ac power condition 
MILLS.L M Tennessee Valley Authority 00/00/22 2pp 


8009270678 Forwards IE Info Notice 80-24, "Low Level Raduaste Burial 
Criteria " No written response required JH Snieiek 000530 
memo end 

O'REILLY, J P Region 2 Atlanta, Office of the Director 80/08/14 
if 


3 Inspection reports. IE Bulletins S. correspondence 


BOOBOIOI55 Ack receipt of 800630 ltr informing NRC of steps taken to 
correct deviation noted in IE Imp Repts 50-327/80-17 fe 
50-328/80-10 

MURPHY, C E Region 2. Atlanta, Reactor Construction L Engineering 
Support Branch 80/07/14 lp 


— 8OOB01O163 Responds to NSC 800605 ltr re deviation noted in IE Insp 
Repts 50-327/80-17 & 50— 328/30-10 Corrective actions 
installed required insulation fr cover plates 
MILLSiL M Tennessee Valley Authority 80/06/30 3pp 


— 8008010167 Forwards IE Insp Repts 50-327/60-17 N 50-320/80-10 on 
800513-15 b notice of deviation 

MURPHY, C E Region 2. Atlanta, Reactor Construction U Engineering 
Support Branch 60/06/05 2pp 


— BD08010178 Notice of deviation from insp on 800313-15 

* Region 2, Atlanta, Office of the Director B0/06/02 lp 


8008270377 Responds to NRC 800725 ltr re violations noted in IE Insp 
Rept 50-327/90-21 Corrective actions procedures to perform 
isometric walk-down Insp & engineering evaluations in 
support of IE Bulletin 79-14 approved & issued 
MILLS, L M Tennessee Valley Authority 80/09/19 2pp 


R Periodic operating reports !» related correspondence 


8000180430 Forwards monthly operating rapt for Jul 1900, 

BALLENT IMS, J M Tennessee Valley Authority 80/08/08 lp 


— 8008180444 Monthly operating rept for Jul 1980 

BALLENTINE, J , WALKER, F M Tennessee Valley Authority 80/08/05 
iOpp 


S Reportable occurrences, LERs fc related correspondence 


8009210423 Forwards LER 0O-O4I/O3L-! 

CALHOUN, J fi Tennessee Valley Authority 80/07/25 lp 
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—0000210301 LEO 00-041 /03L- 1 on 800430, l-FCV-32-1 lO isolated on low 
nonessential 4ir prmi/ri causing valves to isolate 
containment radiation monitors Cause is unknown Alt valves 
immediately raopanad 

* Tennessee Valley Authority 00/07/25 Ip 


8008050269 Forward* LER 00-1O3/O3L-O 

CALHOUN, J R Tennessee Valley Authority 80/07/28 lp 


—0008050201 LER 80-103/03L-0 on 800627, c on tainment relief switches 
I-P8-3Q-46 ALB, 47 ALB, 48 ALB did not continue to operate 
throughout LOCA Caused by switch** not being tastad to 
potential LOCA radiation level* Switches will be evaluated 
SMITHSON, J D Tennessee Valley Authority 00/07/20 lp 


0000050287 Forward* LER 0O-1O5/O3L-O 

CALHOUN, J R T#nna**eo Valley Authority 80/07/28 lp 


— 0000030297 LER 0O-1O5/O3L-O on 800627, w/un 1 1 in Mode 3.pre*sure 
indication from prats uriier pressure loop P-6B-323 declared 
Inoperable Caused by trapped air from repair of transmitter 
sente line Line backfilled L transmitter returned to eve. 

FRYE, M E Tennessee Valley Authority 80/07/28 lp 


8008030340 Forward* LER SO-O04/OIT-O 

CALHOUN, J R Tannest#* Valley Authority 00/ 07/28 lp 


—0008030343 LER B0-084/01T-0 on 000623, cu n tre 1 room integrity breached 
due to removal of door C-49 L removal of tape used from 
door C-37 fc C-30 Caused by maint removal of door C-49 h 
personal access removal of tape from doors C-37 L C-30 
SULLIVAN, JH Tennessee Valley Authority. 80/07/28 2pp 


8000030396 Forwards LER 80-120/03L-0 

CALHOUN, J fi Tennessee Valley Authority 80/07/20 lp 


—8000030404 LER 8G-120/03L-0 on 800612, while in Mode 5, chemical vol 
controJ syt flow element FE-62-93 tagged out for maint on 
charging piping Boron Injection tank Injection valves 
already tagged No boration flow path available By* aligned. 
RECORD, D J Tennessee Valley Authority 80/07/28 2pp 


0000030421 Forward* LER 0O-116/OIT-O 

CALHOUN, J R Tennasse# Valley Authority 80/07/29 tp 


— 8008030430 LER 80-1 16/01T-0 on 000711, e» i t ing personnel allowed Inner 
door of lower personnel access lock to slam, Latch closed, 
blocking door ajar Outer door opened, viol at lng Integrity 
Caused by design error, a 1 1 owing both doors to be open 
LEWIS, K E Tennessee Valley Authority BQ/07/29 2pp 


0008060232 Forward* LER 0O-O92/OIT-O 

CALHOUN, J R Tennessee Valley Authority 80/07/29 lp 


—8008060233 LER 80-092/01T-0 on 800626, w/RCS at 2,233 paig t, 347 F 
diesel generator was inoperable during routine maint Caused 
by failure of senior reactor operator to note addl 
surveillance requirement during shift change 
RECORD, D J Tenneesae Valley Authority 80/07/29 lp 


0008030349 Forwards LER 80-097/03L-0 

CALHOUN, J R Tennessee Valley Authority 00/07/30 £p 


—8008030336 LER 80-097/03L-0 on 000616, c oo 1 i ng tower blowdown line 
effluent monitor O-FR-27-179 declared inoperable Caused 
by incorrect flow indicated by flow monitor recorder Flow 
element recalibr Design will be changed 

SMITHSON, J D Tennessee Valley Authority 80/07/30 Ip, 


8008060227 Forwards LER 80-1 I2/03L-O 

CALHOUN, J R Tennessee Valley Authority 80/07/31 • Ip 


— 800B060229 LER 80-U2/03L-0 on 800623, w/RCS at 330 F & 1,723 pslg, boron 
injection tank fell below required concentration level 
Caused by inadvertent 01 Transfer pumps realigned 
RECORD, D, J Tennessee Valley Authority, 80/07/31 tp, 


8008060236 Forwards LER 80-104/03L-0 

CALHOUN, J R Tennessee Valley Authority, 80/07/31 lp 


— 8008060238 LER 80-104/03L-0 on 800702, pres sur 1 «er level remote shutdown 
monitoring channa Is, LT-68-325C It 326C removed from sve 
Caused by need to perform maint on isolation valve L6B-44SD 
Valve replaced 

FRYE, M, E Tennessee Valley Authority 00/07/31 lp 


6008060312 Forwards LER B0-122/03L-0 

CALHOUN, J R Tennessee Valley Authority 80/07/31 1 p 


— B00806031G LER 80- l 22/O3L-0 on B007O2, du r ing performance of special 
feedwater hammer test, all sources of auxiliary feedwater 
were isolated to steam genarator 2 Caused by required 
performance of special feedwater hammer test 
WILSON, 0 0 Tennessee Valley Authority 80/07/31 2pp 


8008060359 Forwards LER B0-I15/03L-0 

CALHOUN, J ft Tennessee Valley Authority 80/07/31 lp 


—8000060360 LEft 80-115/03L-0 on 800623, water from refueling water 
storage tank was pumped Into RC8, dropp ing refueling water 
level below Tech Epee requirements Caused by Inadvertent SI 
along w/ high s team flow 

RECORD, D J Tennessee Valley Authority 80/07/31 lp 


6008060240 Forwards LCR 80-121/03L-0 

CALHOUN./ H Tonn-ossea Valley Authority 0O/OB/O1 Ip 


—8008060243 LER 80-121/03L-0 on 800703. d ur i ng Mode 3 p r eop e r a t Iona 1 
testing. outer doors of 1 ower personnel access lock on Unit 1 
found inoperable Caused by crack In tack weld holding bolt 
in place, allowing linkage to work apart 
LEWIB, K Tennessee Valley Authority BO/OB/Ol lp 


8000110318 Forwards LER 90-096/03L-0 

CALHOUN, J R Tennesson Valley Authority 80/08/04 lp 


— 800B1 10320 LCR 00-096/031.-0 on 800629, while in Mode 3 w/RCS temp at 
339 F 6 startup testing In progre l s, 1-FCV- 1-18 (main eteam 
to auxiliary feedwater pump turbine) found closed Caused 
by closure during performance of surveillance instruction 5 
RECORD, D J Tennessee Valley Authority BO/09/04 2pp 


8008110369 Forwards LER 8O-I17/03L-0 

CALHOUN, J R Tonne is oe Valley Authority 00/08/04 lp 


—8000110377 LER 80~i 1 7/03L-0 on 800704, t-LCV-3-148 failed in open 
position Investigation revealed bad coil an control timer 6 
giound located In 1-PB-3-I40 Cause not stated Coil repleeed, 
ground c leered , i -P6-3-1 48 recalibr li sys returned to sve 
ROMINE.W D Tennessee Valley Authority 80/09/04 lp 


0009110434 Forwards LCR 80-114/03L-0 

CALHOUN, J R Tennessee Valley Authority 00/0Q/04 ip 


— 8008110440 LER B0-1I4/03L-0 on 800703. s over# t d itcrepane I §» found 
during support ft hanger lnsp between as- built & et-analyied 
configuration Cause not stated Deviations which could cause 
pipe failure were modified 

SWEARINGEN, J 0 Tennesson Valley Authority 80/00/04 2pp 


0000130464 Final deficiency rept re control red drop events Util Wl II 
revise operating procedures as instructed by Westing he use 
MILLS, L M Tennessee Valley Authority 00/08/05 2pp 


8008120421 Notifies that o-n 800723, samp I e* taken uf const sewage 
treatment plant effluents contained suspended solids in 
excess of Tech Spec limits Caused by change In aeration 
cycle t failed air lift pump Aeration cycle readjusted 
A5HRY, K T Tennessee Valley Authority 80/08/06 2pp, 


8008120419 Forward* LER 00- 1 32/03L-0 

CALHOUN, J R Tennessee Valley Authority 80/09/00 lp 


— 8008120422 LER 80-132/03L-0 on 8007 1 1 . d ur i ng 8I-7,dl*ssl generator 1A-A 
engine 1 tripped on high crankcase pressure Cause unknown 
Pressure switch O-PB-B2-3026/I reiot £ generator restarted 
R8MINC, M D Tennessee Volley Authority 80/09/0B Ip 


8008120429 Forwards LER 90-1I9/03L-0 

CALHOUN. J R Tennessee Valley Authority 80/08/08 lp 


—8008120434 LER 8O-U9/03L-0 on 00071 1, during 81-160, both ventilation 
chlorine d« tec tor *, 0 -CLAN- 43-203 A 4. D, Pound inoperable 
As-found values did not meet Tech Specs Detectors recalibr 
li returned to sve Calibr frequency Increased to monthly 
SMITHSON, J D Tennessee Valley Authority 00/09/08 lp 


9000180338 Fourth interim deficiency rept re enceeiive output 
fluctuations of Forboro instrumentation Permanent solution 
not yet found Eventual replacement of instruments containing 
magnetic amplifiers considered 

MILLS, L M Tennessee Valley Authority 90/09/11 lp 



164 


DOCKETED ITEMS 


8003190410 Forwards LER 80-131 /03L-0 

CALHOUN, J R Tennessee Valley Authority 80/08/13 lp 


— 8008190320 t-Efl 80-131 /03L-0 on, S00626. review of 81 137 1 test data 
revealed surveillance requirement 4 4 6 2b not performed 
wlt/iin prescribed Interval Caused by personnel oversight 
Add! personnel wade available at necessary 
COOTS, LH Tennessee Valley Authority 80/08/13 Ip 


6008190411 Forwards LER 80-128/031.-0 

CALHOUN , J R Tennessee Valley Authority 80/08/13 Ip 


—6008190497 LER 80-I28/G3L-0 on 800701 , dur 1 ng preoparational testing, 
boron Injection tank concentration found out of spec Cause 
under investigation Proper c oncentrat i on restored 
CQOTS.L H Tennessee Valley Authority 80/08/13 lp 


8008190499 Forwards LER 80-127 /O3L-0 

CALHOUN. J R Tennessee Valley Authority 80/03/13 lp 


— 8008190503 LER 80-127 /03L-0 on 600630. dur I n? review of 81-137 1 test 
data, surveillance requirement 4 4 6 2 6 found not performed 
within prescribed interval Caused by pejsonnel error Reactor 
operator assigned to SI performance 

COOTS. L H Tennessee Valley Authority 80/08/13 lp 


0008190510 Forwards LER BO- 1 23/03L- 0 

CALHOUN. J ft Tennessee Valley Authority 80/00/13 lp 


—8Q0B190516 LER 80-123/03L-0 on 800716. shield bide vent radiation 
monitor. I-RM-90-100R, declared inoperable when count rate 
found out of tolerance Caused by defective photomultiplier 
tube & scintillator detector assembly Parts replaced 
HEREFORD. JM Tennessee Va 1 ley Author 1 ty. 80/08/13 lp 


8008190569 Forwards LER B0-126/03L-0 

CALHOUN, JR Tennessee Valley Authority 80/08/13 ip 


—8008190589 LER 80-126/03L-0 on 800627, while in Mode 3, two sets of lower 
containment purge exhaust valve* found open Caused by 
reactor operator error Operator cautioned & further training 
initiated. 

COOTS. L K Tennessee Valley Authority 00/08/13 3pp. 


8008190613 Forwards LER 80-1 IB/03L-0 

CALHOUN, JR Tennessee Valley Authority 80/08/13 lp 


— - 8008190632 LER S0-118/03L-0 on 00071 1 , upp er «. lowir containment air 
radiation etoni tors, i -RK-90-1 12 U -106, dec larad inopeTable 
Caused by upstream sample air valves closing on loss of 
control air Cause of loss of control air unknown 
HEREFORD, J M Tennessee Valley Authority 80/08/13 tp 


8009190413 Forwards LER 80-135/03L-0 

CALHOUN, J R Tennessee Valley Authority BO/OS/i* lp 


— 0OOBI9O5I4 LER 80-135/03L-0 on 600711. ice condenser inlet doors opened 
due to differential pressure created by both lower 
compartment doors being open simultaneously Caused by 
design/mfg prob 1 »m Des 1 gn change request submitted 
RECORD, D J Tennessee Valley Authority BO/08/14 lp 


8008190414 Forwards LER 80-134/03L-0 

CALHOUN, J R Tennessee Valley Authority 80/08/14 lp 


—8008190508 LER 80-134/03L-0 on 300705, while In Mode 3, lower compartment 
weighted average temp found to exceed limit Caused by 
failure of on# nf lower compartment door latches to hold 
insp door closed Latch repaired 

RECORD, B J Tennessee Valley Authority 80/08/14 ip 


8006250404 Forwards LER 80-123/OlT-O' 

CALHOUN, J R Tennessee Valley Authority 60/08/18 ip 


— 8008250403 LER 80- 125/01 T~0 an 800725, aui i liary feedwater Control 
valves l-FCV-3-122 tc -132. l-LCV-3-148. -1 56. - 1 64 U -171. 
l-LCV-3-173, -173. -174 & -175 noted net meeting seismic 
criteria Caused by div of engineering design error 
SWEARINGEN, J D Tennessee Valley Authority 80/08/18, 2pp 


8006230602 Forwards LER 80-130/03L-0 

CALHOUN, J R Tennessee Valley Authority 80/06/18 If 


— 8003250610 LEH 80-130/03L-0 on B00709. dur ing Mode 3 i< recovery from 
scheduled reactor trip from startup testing, differential 
pressure between primary containment & annulus exceeded Tech 
Spec limit Cause not apparent Operators Instructed 
CQQTSiL }< Tennessee VallBy Authority 80/08/18 lp 


8008260543 Special Rept 60-2. Ravi si on l'on 800706, modera tor temp 
coefficient found not to meet Tech Specs criteria Control 
rod withdrawal limits determined Conservatism included in 
limits to ensure proper reactor operation 
CALHOUN, J R Tennessee Valley Authority 80/08/18 3pp 


80082504 1 1 Forwards LER 80-136/03L-0 

CALHOUN, J R Tennessee Valley Authority 80/08/19 lp 


—8008230412 LEft 80-136/03L-0 on 800716, shi eld bldg vent radiation 
monitor 2-SH-90-1OO8 declared Inoperable when count rate 
found out of tolerance in nonconservative direction during 
source calibr Caused by defective photomultiplier tube 
COOTS. L H Tennessee Valley Authority 90/08/19 lp 


8008350527 Forwards LER 80-079/03L-0 

CALHOUN. J ft Tennessee Valley Authority 0O/OB/19 If 


—9006250934 LER 80-079/03L-0. on 800716, during performance of special 
test 2,ice bed temp exceeded Tech Spec limit Caused by load 
shedding requirements of special maint instruction 13 Glycol 
cooling sys placed in sve 

RECORD, D J Tennessee Valley Authority 80/08/1? ip 


8008250634 Forwards LER 80-124/03L-0 

CALHOUN, J R Tennessee Valley Authority 80/08/19 lp 


— 80OB2BO639 LER 80-124/03L-0’ on 800719, during low power testing in mode 
2, hydrogen analyter H2AN-43-2O0 was declared inoperable due 
to low sample Plow Caused by tripping of sample pump motor 
thermal overload due to ambient temp in annului 
COOTS. L H Tennessee Valley Authority 80/08/1? Ip 


8008260556 Forwards LER S0-133/03L-0 

CALHOUN. J R Tannest*# Valley Authority 80/08/19, lp 


— 8008260605 LER 0O-133/O3L-O on 800718, tamp 1* pump motor for hydrogen 
analyser 1-2AN-43-2I0 declared Inoperable during low 
power testing Caused by tripped motor thermal overload 
Motor was allowed to cool t thermal overload reset 
C0DT8, L H Tennessee Valley Authority ,80/08/19 ip 


800B250747 Forwards LER 80-045/01T-2. 

CALHOUN, JR Tennessee Valley Authority 80/08/20 ip. 


— 8008250761 LER 80-045/Q1T-2 on 800509, analysis Indicated that gate 
between spent fuel pool & cask loading are* failed to meet 
seismic category I requirements Caused by neglect of seismic 
load effects Fuel handling Instructions revised, 

LOREK, M J Tennessee Valley Authority 80/08/2 0 2pf 


8009280430 Forwards LER 80- 137/O3L-0 

CALHOUN, J R Tennessee Valley Authority 80/08/21, lp 


— 8008280434 LER 80-137/03L-0 on 800728, during routine check before 
r» lease, was te gas effluent radiation monitor (O-RM-90-i IB) 
found inoperable when monitor would not check source Caused 
by improper removal of monitor by maint personnel 
COOTS, L H Tennessee Valley Authority 80/08/21 lp 


T Hearing transcripts on non-ant! trust matters 


8008210190 Transcript of 800814 briefing in Washington, DC re hydrogen 
control in facility containment Pp 1-44 Viewgraphs fc 800303 
rept. “Hydrogen Control for Sequoyah Nuclear Plant." end 
* Commission 80/08/14 l£lpp 


V Operator Examinations 


8008050306 Forward* response to NURE0-0694, Items I A 2. 1,1 A 2 3 l 
l.A 3 1 re revisions to plant operator training program. 

MILLS, L M Tennessee Valley Authority 80/07/31 6pp 


6008070508 Forward* "Requa 1 if icat i on Training Program, “ Wk i<1930 
Also provides documentation of compliance w/NVftE0-0694, Item 
t A 3 1 re revised scope *t criteria for license exams 
MILLS, L K Tennessee Valley Authority 80/00/03 2pp, 
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— 8008070515 "Roqua 1 1 1 1 ca t 1 on Training Program." Week 1,1980 Provide* 
required opera tor training in heat transfer, fluid flaw, 
thermo-dynamics 4 plant transients 
* Tennessee Valley Authority 80/08/05 I30pp 


DOCKET 50-328 SEQUOYAH NUCLEAR PLANT, UNIT 2 


A App 11 cat 1 on/cons true t ion stage documents fc correspondence 


8008060024 Forwards FR notice re 000714—17 regional meetings to address 
portion of Commission 800523 memorandum 6 order describing 
requirements of environ qualification of electrical 
equipment installed in safety sys 

EI6ENHDT, D 0 Division of Licensing 00/06/30 Ip 


—0008060189 Notice of 800714-17 regional meetings to address portion of 
Commission 800523 memorandum 4 order describing requirements 
of environ qualification of electrical equipment Installed 
in safety ays Svc lists and 

EIBENHUT , D 0 Division of Licensing 80/06/27 I17pp 


8008080010 Requests that all applicants for OLs and CP holders provide 
up-to-date completion schedules 4 fuel load target dates so 
that NRC may establish licensing priorities Forwards list 
of target schedules for plants to be completed within 3 yrs 
EISENHUT. D 0 Division of Licensing 80/07/11 lOpp 


8000010174 Confirms 800714 telcon w/CE Murphy re 800723 meeting u/ 

OH Klmmons 6 other util personnel at regional ofc to discuss 
0OO7O7-I 1 QA audit findings 

O'REILLY, J P. Region 2, Atlanta, Office of the Director 00/07/17 
3pp 


8008010172 Forwards info on facility ignition sys requested in 0QO7L4 
memorandum Util planning to file SAR on proposed sys 6 
procedures for use by mid-Aug 1980 Completion of NRC review 
expected about 1 -month following receipt of info from util 
DENTON, H R . Office of Nuclear Reactor Regulation, Director 
80/07/ IS 3pp 


■8008010176 Requests short paper on status of Ofc of Nuclear Reactor 
Regulation review of ignition sys for hydrogen control for 
ice condenser p lenti, deter 1 pt ion of proposal t< applicability 
to other ice condeneer plants be submmitted by 800718 
AHEARNE, J F Commission 80/07/14 ip, 


B008080082 Forwards critique of Ames analysis of facility containment 
Detailsd finite element code analysis should be carried out 
to clarify strass concentrat Ion Full-scale sreastre panel 
should be preesurlted to failure 
HUBBARD, H.W R * D Assoc late* 80/07/25 23p p 


8005070033 Forwards summary of Q0072S meeting w/utll In Atlanta, DA to 
diicutt findings identified during NRC QA audit of Ofc of 
Engineering Design It Const on 000707-11 

O'REILLY, d P Region 2, Atlanta, Office of the Director, BO/07/20 

5pp 


0000140383 Forwarde RtiD Associates 800725 rept critiquing facility 
containment structure 

TEDE8CO, R L Assistant Director for Licensing 80/07/29 Ip 


■8008140393 Forwards critique "Sequoyah Containment Analysis,'" in 
response to NRC requsst. 

HUBBARD, H W R It D Associates 00/07/23 lp. 


■8008140396 "Sequoyah Containment Analysis " 
* R S, D Associates 80/07/23, 22pp 


8008050311 Responds to NRC verbal request re methods used to maintain 
steam generator tube integrity Program includes secondary 
water chemistry monitoring 4 control program 4 steam 
generator tube intp program 

M1LLB,L,M Tennessee Uatley Authority 00/07/31 2pp 


800B050424 Forwards proposed revision to FSAR Question 5. 9A re 
ineervice insp program Revision constitutes change in 
requests for relief from ASHE Section XI 
MILLS, L M Tennessee Valley Authority 80/07/31 4pp 


8000050428 Forwards documentation of items per 000711 submittal of App 
A re critical struc tdres, s ys & components list to 
Operational QA Manual 

MILLS, L M. Tennessee Valley Authority. 80/07/31 2pp 


80001 50060 Submits interim criteria for shift staffing to all PL fc CP 
licensees 4 ap p 1 1 c a nts , per NRC 900507 1 tr Discusses 
administrative provisions for emergency 4 overtime wort 
Development 4 implementation to be reviewed within 90 days 
EISENHUT, D G Division of Licensing 00/07/31 lOpp 


8008-070344 Clarifies position re use of essential raw cooling water 
pumping station between Unit l * Unit 2 operations revising 
900728 ltr Existing pumping station ull! provide backup 
Preliminary assessment of barge tow end 
MILLS, L M Tennessee Valley Authority 00/08/05 2pp 


6000070402 Discusses Lies 1 1 n gh ouse confirmatory analyses of MARVEL 
computer program re steam line 4 feedwater line break MARVEL 
code found conservative Wes t i ngho use will respond to NRC 
questions re analyses Util will provide input upon request 
MILLS, L II Tennessee Valley Authority 80/08/03 lp 


0000090227 Forwards response to NRC 000729 request for Info on 
containment analysis Comments an R6D Associates rept, 
"Sequoyah Containment Analysis 1 ’ 3 vieuigraphs from util 
000709 & 11 presentations end 

MILLS, L K Tennessee Valley Authority BO/OB/OS 25pp 


8003110400 Agrees to revisions re min shift manning t, meteorological 
data Mechanical nta int/radwaste operator 1/ electrical 
ma int/lns trument 4 control technican available within 1 /2-h 
MILLS, L H Tennessee Valley Authority 00/08/05 lp 


800913031B Forwards R ft D Associates rept, "Hydrogen Problems in 
Sequoyah Containment " Rept Is critique on containment 
structure prepared at request of Commissioner Qllinsly 
TEDESCO, R L Assistant Director for Licensing 00/08/06 lp 


— 8008130323 Forwards ''Hydrogen Problems in 3equoyab Containment 11 Enel 
Is second part of rept on ice condenser plant containment 
response to hydrogen production & burning 6 mitigation by 
igniters 

HUBBARD, K W R & D Associates 00/08/04 16pp 


GOO018OOS6 Requests addl info re 800804 rept, "Hydrogen Problem* in 
Sequoyah Containment," scheduled far Submittal on or before 
000809 

TEDE9CO, R L Assistant Director for Licensing BO/08/06 2pp 


0000120663 Advises of review of proposed full power license Change 
recommended to Tech Epee 3 0 3 re limiting condition for 
operation 

CHR I8TEN0URY, E Hearings Division, 80/08/07 lp 

6000130020 Requests review 4 comments on 800804 rept, "Hydrogen 
Problems in Sequoyah Containment 11 

TEDESCO, R L Assistant Director for Licensing 90/08/07 2pp 


0000120474 Forwards info re justification of head vent design Proposed 
design provide* unvented vol sufficiently small to preclude 
adverse impacts on decay heat removal capability 
MILLS, L PI Tennessee Valley Authority 80/08/08 3pp 


8009210374 Summary of 000723 meeting tu/utils in Oethesda,MD re 
difficulties in committing to dated requirements from 
NUREO-0694 

DROMER1CK, A U Licensing Branch 1 KERfilOAN. J D . STAHLE, C H 
Licensing Branch 2 00/00/08 3pp 


9008120426 Amend 67 to application for QL, listing all ltrs relevant to 
OL, submitted to facility docket between 000229 4 0811 
MILLS, L PI Tennessee Valley Authority 80/00/11 9pp 


8008120431 Submits revision to util response to requirement for onsite 
safety review g roup, NURE0-O579. Sec fcion 2 2 2b 
MILLS, L Pf Tennessee Valley Authority 80/00/11 ip 


8003120464 Notifies that procedure far correlation of 
out— of-c onta Inmen t radiation monitor readings w/ 
in - c anta 1 nment radiation levels will be provided by 
8DOB20, in response to NRC request 

MILLS, L 11 Tennessee Valley Authority 60/08/11 lp 


8008120473 Forwards justification for items lacking sufficient environ 
qualification doc umentat ion, reques ted in 800905-06 meeting 
MILLS, L H Tennessee Valley Authority 80/08/11 lOpp 

8O0B12O4B1 Requests moe 1 1 ng, p r i or to B0091S, to flnaliie details of 
first phase of seismic design margin program 4 methodology 
for NRC Teview Util is expanding scope 4- schedule for 
program in response to NRC 00070 7 request 
MILLS, L M Tennessee Valley Authority 80/00/11 lp 
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8-008120495 Update* 000708 Itr re foundation engineering of now ERCW 
pumping station Existing station will be operational for 
providing ERCW for Unit t operation until NRC foundation 
review is completed 

MILLS, L M Tennessee Valley Authority 80/03/11 Ip 


60001503*3 Responds to NRC Itr requesting info on review of RStD 
Associates rept K HRC B0D729 request fot calculation of 
result of 600 leg burn of hydrogen uniformly distributed in 
facility containment 

MILLS, L 11 Tennessee Valley Authority 60/09/ 1 1 3pp 


6008190614 Responds to MRC questions re methodology used in util S00626 
Itr responding to NUREC-0SS8 Environ conditions i profiles 
usad in review Df equipment qua 1 1 f i ca 1 1 on levels were 
determined by techniques exceeding NUREO requirements 
HILLS/ L M Tennessee Valley Authority 00/00/12 lp 


6000190460 Forwards "Secondary Water Chemistry Program Sequoyah t< Watt* 
Bar Nuclear Plants/'' for Sequoyah Feedwater chemistry 
control section added to original program submitted 791010 
Corrective actions will bo taken re condenser tube lest 
MILLS. L M Tennessee Valley Authority 00/03/13 lp 


— 8008190462 "Secondary Water Chemistry Program Sequoyah Hi Watts Bar 
Hue lear Plants " 

a Tennessee Valley Authority 8070B/31 Spp 


8008180330 Forwards addl info re interim distributive ignition sys 
Includes revision to FSAR Section 6 2 5 7< scoping document 
for testing sys 6 changes to emergency operating procedures 
KILLS. L H Tennessee Valley Authority 00/08/14. 18pp 


6008260523 Forwards revised response tn safety justification submittal 
re NUREG'0586 Transmitters replaced w/qualifiei equipment 
Equipment in hydrogen monitoring sys is qualified for 
radiation environ 

MILLS, L M Tennessee Valley Authority 80/08/10 9pp 


800B260293 Forwards Itemiled review in response to NRC 800919 request 
for info to code requirements addressed in license 
application Facilities comply u/ap p 1 i cab 1 e regulations 
accept where NRC has approved specific eiemptiom 
MILLS, LH Tennessee Valley Authority 80/08/19 35pp 


8009260567 Forwards best estimate of const completion dates it Fuel load 
target dates for Sequoyah, Watts 3ar it Qellefonte Also 
provides estimated dates for tendering OL applications for 
Ha r tsv 1 1 le, Phipp s Dend % Yellow Creek 

MILL8.L II Tenneseee Valley Authority 80/08/19 2pp 


E NfiC Safety Evaluation Report iEEft), supple it correspondence 


6008120569 Discusses NUREO-QOlii "Suppl 1 to GER " Commitment* to make 
control room design changes are documented In util 800214 & 

0728 ltrs 

MILLS. L II Tennessee Valley Authority 80/08/11 lp 


P Security, medical, emergency U fire protection plans 


8000050102 Requests all applicants for CPs it QLs submit info re 
proposed nuclear power plant vicinity evacuation estimates 
Info requested by 600801 for NRC to identify evacuation 
cone Ira ints, spec ial planning measures U possible mads 
EI9ENKUT,D 0 Division of Licensing 80/07/02 Ip 


0008190318 Forwards revised pages to rad i ologica 1 emergency plan per 
util B0801 response to MRC c one ern s. Rev i s i on available in 
Central Files only 

HILLS.L M Tennessee Valley Authority 80/06/13 lp 


8000100300 Denies 800701 request for NRC to republish 000624 FR notice 
of receipt of The Nuclear Regulatory Commission 000528 
petition under 1 0CPR2 206 Notice fairly apprises public of 
substance of petition as issued 

DENTON, M R Office of Nuclear Reactor Regulation, Director 
00/08/08 I p 


I Financial information 


8000270529 Forwards info tq meet guarantee requirement of retrospective 
premium sys Includes financial statements for FV79, quarterly 
rept, 1-yr internal cash flow projection St narrative 
statement re curtailment of capital expenditures 
HILLS, L H Tennessee Valley Authority 00/08/22 52pp 


K Utility Final Safety Analysis Report IFBAR) it amends 


8006030317 Forwards Lfl Mills affidavit re proof of sve of Amend 65 to 
F8AR 

MILLS, L H Tennessee Valley Authority 80/07/24 2pp 


0 Advisory Committee on Reactor Safeguards report* i< correspondence 


9008180303 Advises of Inability to meet w/ACRS on 800808 to discus* 
ACRS 800715 Itr on hydrogen control at Sequoyah Request* 

ACRS opinion re add! control for Ice condenser containment* 

>, effectiveness of distributed igniters W/o end papers, 

0 IC INSKY, V Commiseion 80/00/07 Ip 


800B120416 Respond* to ACRS 800711 request for info re expected 
pcist-LOCA offsite radiation doses using vented/filtered 
containment concept Details one 1 

MILLS, L M Tennessee Valley Authority 80/08/08 3pp 


P Operating license stage document* & correspondence 


8008060043 Summary of 800619 meeting w/utll* in Bethesda,M0 re 
requirements for issuance of full power OLs 

DROMERICK.AW Licensing Branch 1 KERRIOAN. J D , BTAHLE, C, H 
Operating Reactors Branch 2 80/07/23 Spp 


Q Inspection reports, IE Bulletins L correspondence 


80080101S9 Ack receipt of 900630 Itr informing fiRC of step* taken to 
correct deviation noted in IE Insp Rept* 30-327/80-17 & 
30-328/80-10 

MURPHY, C E Region 2, Atlanta, Reactor Construction b Engineering 
Support Rrapch 00/07/14 lp 


— 8008010163 Responds to NRC 800605 Itr re deviation noted in IE I n *p 
Repts 50-337/00-17 *t 50-328/80-10 Corrective actions 
installed required insulation & cover plates 
HILLS.L K Tennessee Valley Authority 00/06/30 3pp 


—8008010169 Forwards IE Insp Rept* 50-327/80-17 fc 80-328/90-10 on 
800913-15 & notice of deviation 

MURPHY. C E Region 2, Atlanta, Reactor Con*truetlon 6 Engineering 
Support Branch 80/06/05 Spp 


• — 8008010178 Notice of deviation from inep on 800513-15 

* Region 2, Atlanta, Office of the Director 80/06/02 lp 


— 9009010184 IE In*p Repts 90-327/B0-17 J< 50-328/00-10 on 800513-13 
Noncompliance noted failure to install adequate fir* 
barriers for conduits containing *team generator circuit* 

MILLER, W H Region 2. Atlanta. Office of the Director 

CONLOH. T E, Region 2, Atlanta. Reactor Comtruction it Engineering 

Support Branch 80/06/02 5pp 


8006270365 Forwards radiological emergency p 1 an. R e vi * 1 o n 3 
HILLS.L M Tennessee Valley Authority BO/OB/15 lp 


•8008270387 Radiological emergency plan, Revi s i on 3 
* Tennessee Valley Authority 00/00/15 36pp 


0 Adjudicatory correspondence 


SOO8I2O0G1 A ivi%9t that intervsnor The Nuclear Regulatory Camr*i«iion 
000701 Hr alleged error* In 800624 FR notice re petition 
under J0CFR2 206 for revocation of low power OL I ten)* are 
npt u/^ll founded Draft response end 

MURRAY. J P Rulemaking l enforcement Division 00/07/SI Spp 


8008070592 Forwards IE Circular 80—17, "Fuel Fin Damage Due to Water 
Jet From Baffle Plate Corner " No written response required, 

0 'REILLY, J P Region 2, Atlanta, Office of the Director 00/07/23, 
lp 


6008260153 Forward* IE Bulletin 80-10, "M«int of Adequate Min Flaw 
Through Centrifugal Charging Pumps Fallowing Secondary Sid* 

High Energy Line Rupture." No action required 

O'REILLY, J P Region 2. Atlanta, Office of the Director 80/07/24 
lp 


8008260203 Forwards IE Suppl 1 to IE Info Notice 80-06, "Notification 
of Significant Events at Operating Power Reactor 
Fae 1 1 iti es * 

O'REILLY, J P Region 2. Atlanta, Office of the Director 00/07/29 
lp 


1 
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8003140578 Forwards IE Bulletin 60-20. "Failures of We s t lug haute Type 
W-2 Bpring Return to Neutral Control Switches " Requests 
info re estimate of manpower associated w/correctivo 
actions needed after identifying problem 

O'REILLY, J P Region 2, Atlanta. Office of the Director 60/07/31 
IP 


8008200394 Forwards IE Bulletin 80-19, "Failures of Mercury-Wetted 
Matrix Relays in Reactor Protective Sys of Operating Nuclear 
Power Plants Designed by Combustion Engineering " Action 
required by facilities w/ GLs or CPs 

O'REILLY, J P Region 2. Atlanta, Office of the Director 00/07/31 
IP 


0008190610 Act receipt of 000717 ltr informing NflC of steps taken to 
correct violation noted in IE Insp Rept 50-320/00-11. 

MURPHY, C E Region 3, Chicago, Safeguards Branch S0/0B/09 Ip 


—8008190624 Responds to NRC 800625 ltr re violation noted in IE Insp 
Rept 50-328/00-11 Corrective actions rept of ultrasonic 
examination will be revised to include space to document 
incomplete scans 

MILLB.L M Tennessee Valley Authority 00/07/17 2pp 


— 8008190619 Forwards IE Insp Rept 90-320/80-11 on B00S19-22 fc notice of 
violation 

MURPHY. C E Region 2, Atlanta. Reactor Construction & Engineering 
Support Branch 00/06/25 2pp 


— 8008190626 Notice of violation from insp on 800319-22 

* Region 2. Atlanta. Office of the Director 80/06/20 Ip 


— 8008190631 IE Insp Rept 50-328/00-11 on 800519-22 Noncompliance noted 
ultrasonic procedure failed to adequately provide 
instructions Ultrasonic examiner* failed to comply w/ 
procedure 

ZAJAC.L D . HERDT.A R Region 2, Atlanta. Office of the Director 
00/06/20 7pp 


8000100197 Forwards IE Info Notice 00-29. "Broken Studs on Terry 
Turbine Steam Inlet Flange “ No specific action or response 
requested 

O'REILLY, 3 P Region 2. Atlanta, Office of the Director 80/00/07 

ip 


8008270678 Forwards IE info Notice 00-24. "Law Level Raduaste Burial 
Criteria " No written response required JH Snieiek 000530 
memo end 

□ 'REILLY, J P Region 2, Atlanta, Office of the Director 30/ OB/14 

IP 


8 Reportable occurrences, LERs U related correspondence 


8008130464 Final deficiency rept re control rod drop events Util will 
revise operating procedures as instructed by Meetinghouse 
MILL8, L M Tennessee Valley Authority 80/00/05 2pp 


8008120421 Notifies that on 800723, samp 1 es taken of const sewage 
treatment plant effluents contained suspended solids in 
excess of Tech Spec limits Caused by change In aeration 
cycle & failed air lift pump Aeration cycle readjusted 
A8HRY.M T Tennessee Valley Authority 80/00/06 2pp 


9Q081B0412 First interim deficiency rept re possible inadvertent boron 
dilution Under certain conditions adequate time may be 
evailable to prevent return to critical Interim actions 
recommended by Meetinghouse 

MILLS, L M Tennessee Valley Authority 00/08/08 2pp 


8008180330 Fourth interim deficiency rept re excessive output 
fluctuetions of Foxboro instrumentation Permanent solution 
not yet found Eventual replacement of instruments containing 
magnetic amplifiers considered 

MILLS, L H Tennessee Valley Authority 80/08/11 Ip. 


0000190444 Final deficiency rept re environ qualification of CutleT- 
Hammer Type 10250T switches for use in Clast IE circuits 
Cause not stated Switches will be deleted prior to startup & 
substituted u/main control room switches 
» Tennessee Valley Authority. BD/08/12, 3pp 


9008190463 Final deficiency rept re hydrogen detection sys integrity 
Util has ordered mod kits t. anticipates that installation 
will be completed by 80 1203 

MILLS, L. M Tennessee Valley Authority 80/08/13 2pp 


0008260393 Final deficiency rept re inadequate seismic supports for 
auxiliary feedwater control valves Supports w/o interference 
problem installed t required struts field fabricated to 
alleviate problem 

MILLS, L M Tennessee Valley Authority 00/08/20 2pp 


0008270364 Second interim deficiency rept re environ qualification of 
Class IE equipment Util still in process of gathering 
documentation on components from vendors Next rept will be 
submitted 800922 

MILLS, L M Tennessee Valley Authority 00/08/22 Ip 


T Hearing transcripts on non-anti trust matters 


8008210190 Transcript of 800014 briefing in Wash ing ton, DC re hydrogen 
control in facility containment Pp 1-44 Viewgraphs N 000303 
rept, "Hydrogen Control for Sequoyah Nuclear Plant,” end 
* Commission 80/00/14 161pp 


V Operator Examinations 


8008050306 Forwards response to NUREG-0694, Items I A 2 l, I A 2 3 i 
I A 3 1 re revisions to plant operator training program 
MILLS, LM Tennessee Valley Authority 00/07/31 6pp 


8008070503 Forwards "Requa 1 » f ica t i on Training Program, " Wk 1.1980 
Also provides documentation of compliance w/NUREO-0694. I tem 
I A 3 1 re revised scope & criteria for license exams 
MtLLS.L M Tennessee Valley Authority 60/00/09 2pp 


•0000070515 "Requal i f i cat i dn Training Program, " Week 1,1900 Provides 
required operator training in heat transfer, fluid flow, 
thermo-dynamic* & plant transients 
a Tennessee Valley Authority 80/08/05 ISOpp 


DOCKET 50-329 MIDLAND PLANT, UNIT 1 


A Application/construction stage documents i correspondence 


7811270152 Forwards add 1 copies of CPC responses to 8uppl Requests 
for Addl Inf u,Part2, original ly transmitted to NRC by ltr of 
781 102 W/ end AND 7011160108 

HOWELL, S H Consumers Power Co 78/11/21 Ip 


8007310386 Forwards TR-38B7-2. "Acceptability for 0vc of Midland 
Reactor Pressure Vessel Anchor Studs,” Revision t Related 
correspond once 

D0B80N, W 0 Teledyne Engineering Services 00/05/19 ip 


— 8007310307 "Acceptability for Svc of Midland Reactor Pressure Vessel 
Anchor Studs," Revision 1 Related correspondence 
a Teledyne Engineering Services TR-3887-2 Rl NO! 80/05/20 
93pp 


8008060024 Forwards FR notice re 800714-17 regional meetings to address 
portion of Commission 800523 memorandum t, order describing 
requirements of environ qualification of electrical 
equipment installed in safety sys 

EISENHUT. 0 0 Division of Licensing 00/06/30 Ip 


•8008060109 Notice of 800714-17 regional meetings to addross portion of 
Commission 800523 memorandum & order describing requirements 
of environ qualification of electrical equipment installed 
in safety sys Svc lists end 

EISENHUT, D 0 Division of Licensing. 80/06/27 117pp 


8007150497 Comments on proposed add) guidance on potential for low 
fracture toughness 4, lamellar tearing of LUR component 
support structures NRC generic guidance invalidates many 
support designs developed per past applicable codes t< ltd* 

COOK, J M Consumers Power Co 00/07/08 4pp 


8000000010 Requests that all applicants for OLs and CP holders provide 
up-to-date completion schedules ?< fuel load target dates so 
that NRC may establish licensing priorities Forwards list 
of target schedules for plants to be completed within 3 yrs 
EISENHUT* D 0 Division of Llconsing 80/07/11, lOpp 


8008040018 Forwards "Reactor Pressure Vessel Support Mod for Midland 
Nuclear Power Plant," preliminary re p t, requos ted at 800523 
meeting w/NRC in Bethesda.MD NRC review requested by Dec 
1980 

CQ8I4* J W Consumer* Power Co 00/07/24 2pp 


--8OOBO4OO03 "Reactor Pressure Vessel Support Mod For Midland Nuclear 
Power Plant, " preliminary Rept 1 
• Consumers Power Co 80/07/24 19pp 
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80090 50332 Submits const completion date i, fuel load target date 
estimates, in response to 60071! Ifcf Unit ! scheduled for 
821101, Unit 2 scheduled for 831101 >/ Uru t 3 scheduled for 
651 lOt 

VAN BRUNT p E E hr 1 1 o na Public Service Co 80/07/30 lp 


90081 5QQ60 Submits interim criteria for shift staffing to all OL f< CP 
licensees 4 app 1 i can 1 1 , per NRC 600507 Itr Discusses 
administrative provisions for emergency fit overtime work 
Development 4 implementation to be reviewed within 90 days 
EI5ENHUT, D 0 Division of Licensing 80/07/31 lOpp 


0008270158 Forwards U5 Army Corps of Engineers 000707 ItT rept 4 
request for addl info re certain geotechnical engineering 
studies on plant fill u associated remedial actions 
Eipedited reply appreciated 

5CHWENCER. A Licensing Branch 3 80/09/04 6pp 

- -80082701 AO Submits rept identifying unresolved issues re Interagency 
Agreement NRC-03-79-1 67, Task S, Subtask I Recomenfs course 
of action 4 cites info necessary to settle matter prior to 
BEft 

MCCALLISTEfl, P Army, Dept af, Corps of Engineers NRC-03-79-J 67 
80/07/07 1 Ap p 


0009210485 Forwards selected drawings 4 documents originally sent in 
util 600612 ltr re Independent confirmatory piping analysis, 
in response to 600707 ltr requesting mors legible drawings 
Revised index of drawings encl 

SULLIVAN, T J Consumers Power Co 80/03/11 34pp. 


8009190073 Notification of S00EG5 meeting w/util in Bethesda, 
HD to discuss schedules for const & licensing review Westing 
will bb held on B00325 Agenda 5 policy statement encl 
KQDDi D S Licensing Branch 3 80/03/12 9pp 


8003190090 Notification of 800829 meeting w/u 1 1 1 , Army Corps of 
Engineers & Bechtel in Midland, MI to hear util appeal of NRC 
requirement for addl exploration J< testing of soils at plant 
site Agenda 4 meeting policy end 
HOOD, D Licensing Branch 3 30/OB/12 ISpp 


8008250674 Forward* Amend 60 to application far CP* t< QLs, consi sting of 
Revision 3 to responses to NRC requests re plant fill ft 
rept on test fill program Further testing is being conducted 
to substantiate equipment qualification 
HDWELL.S H Consumers Power Co 80/03/15 lp 


— 8008250679 Amend BO to application for CPs 4 OLs, c an* Is t i ng of Revision 
8 to response* to NRC requests re plant fill 4 Bechtel 
Associates Prof Corp S0073I "Rept on Test Fill Program 11 
H3WELL, S H Consumers Power Co 80/08/15 146pp 


8008260506 Submits revised cost estimate for const schedule completion 
dates In response to NRC B00711 ltr Estimated const 
completion t fuel load dates are Dec 19B3 & Uul 1983, 
respective ly 

COOK, J W Consumers Power Co 60/08/22 2pp 


F Security, medical, emergency 4 fire protection plant 


0008050102 Requests all applicants for CPs 4 BLs submit info re 
proposed nuclear power plant vicinity evacuation estimates 
Info requested by 800801 for NRC to identify evacuation 
c ons t r a tnt s , spec ia ] planning measures 4 possible mods 
EI6ENH3T.DG Division of Licensing B0/07/02 Ip 


£006270724 Notification of B00B19, 20 & 22 workshops in Valley Forge, PA, 
Chicago, IL 4 Atlanta, GA, respectively, to solicit public 
comment re NlPREG-0696, "Functional Criteria for Emergency 
Response Facilities " 

HEPPLEft, J C Region 3, Chicago, Office of the Director 00/08/11 

2pp 


G Adjudicatory correspondence 


1O9QBQ330 Responds to 900618 ltr requesting reply to UH Marshall 
concerns re facility const Failure to respond earlier due to 
due to oversight Ltr distributed to ASL8 4 parties in 
contested 800425 hearing Response to UH Marshall encl, 

DIRCK8.W J Office of the Eiecutlve Director for Operations 
60/07/26 lp 


6050316 Response stating no opposition to WH Marshall present 
itervention re interest 4 standing Reserves Tight of future 
faction depending on substance of contention Certificate 
Svc en-cl 

iRNELL.A S , FAR NELL, A 3 Consumers Power Co 80/07/31 4pp, 


80080A0233 Forwards 600725 FR notice re procedural assistance change in 
adjudicatory licensing proceedings 
PATON, W D Hearing Branch 4 60/08/04 5pp 


60091305 1 7 Advises of CPC Intention to engage in temporary dewatering 
to enable performance of const activities not related to 
soil Dewatering temporary in nature & does not represent 
commitment to remedial path 

FARNELL, A S Isham, Lincoln 4 Beale 80/00/06 lp 


B008190304 Motion requesting extension until 600027 to file contentions 
4 seek lawyer for representation Certificate of Svc encl 
GILBERT, C Affiliation Unknown 80/08/08 2pp 


6008150373 Forwards NUREG-Q625 4 0 Spefch 800320 ltr to JF Ahearnt, In 
response to HP Sinclair 800907 ltr W/o MJREQ 
PATON. W D Hearing Branch 4 60/08/13 lp 


6008150340 Responds to teleon re procedural assistance change in 
adjudicatory licensing proceedings Explains procedures 
generated 4 areas affected by new policy 
JONES, B W Hearing Branch 2 80/06/14 2pp 


60092201 4B Suppl to petition to intervene alleging poor quality of fill 
soil composition 4 inadequacy of dewatering 4 preloading 
procedure* 

WARREN, 8 N Affiliation Unknown 00/08/14 2pp 


6008190431 Advises of 000828 meeting to familiarite petitioners to 
intervene in Midland, MI w/800829 meeting re appeal of NRC 
position on addl explorations 4 testing.' 

PATON, H D Hearing Branch 4. 80/00/15 lp. 


8003220063 Advises of intention to file fifth contention within ons wk 
STAMIRI8.B Affiliation Unknown BO/08/15 lp 


8006210067 Amended petition to intervene alleging inability of toll 
conditions to support plant structures Alleges 
f als 1 f 1 cat Ion, evasiveness 4 reluctance in FSAR statements re 
flit soils 4 seismic charac ter istlcs 
STAMIRIB, 9 Affiliation Unknown 00/08/18 3pp 


8000210110 Response stating no objection (so C Gilbert 900012 request 
for extension to file contentions Urges denial of request 
for atty to represent intervanor, per FV80 appropriation 
legislation W/notice of appearance 4 Certificate of Bvc 
PATON, W D Hearing Branch 4, 90/08/19 5pp 


3009270439 Forwards nonconformance rept* 4 quality action raquests 
referenced In Paragraph 4 In App A of ABLB 791206 order 
modifying CPs. H/o encl 

GOLDBERG, 8 C Hearing Branch 2 0O/QS/21 lp 


600928066B Amended petition to intervene alleging that Inability of 
toil to support plant structure w/o compaction procedures 
violates requirements Claims that FSAR statements are false 
4 evasive 

9T AMIRIS, B Affiliation Unknown 80/08/25 4pp 


8009200539 Memorandum 4 ord or. ALAB-610, advls ing that ABLB 800804 order 
approving settlement wilt not be reviewed sua sponte by 
ASLAB Commends parties for bringing litigation to end 
BlBKOPiC J Atomic Safety and Licensing Appeal Panel 80/08/26 
3PP. 


H General correspondence 


7907250287 Responds to 790713 ltr Plant operation significantly affects 
employment opportunities in Midland Caunty.Ml Govt 
bureaucracy should not cause undue delay in facility 
completion Certificate of Bvc encl 
CALDWELL, B.O Dow Chemical Co 79/07/13 4pp 


3008070576 Responds to LF Mirth B00323 ltr rs TMI-1 reitart delay 4 
Met Ed rate structure Restart decision expeetsd 1981, after 
technical issue hearing completion NRC primarily concerned 
w/public health & safety. DDE responsible for entrgy R4D 
REID, R W Assistant Director for Licensing 80/07/10 4pp 


8008050312 Forwards NUREG-062S, "Rept of Siting Policy Task Force," 4 
G Spsth 600320 ltr to JF Ahearne W/o encls 
PATON, H D Hearing Branch 4 00/09/04 lp 


6008270333 Notifies of reorgani xation of QA dept, comb ining Bechtel 
Power Corp personnel w/Facility psrsonne 1 , Amend to FSAR will 
be submitted Comi tments in Bechtel Rspfc BO-TOP-1 are 
not laseened by organliational change Press release encl, 

COOK, J W Consumers Power Co. 80/09/21 3pp 



DOCKETED ITEMS 
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K Utility Final Safety Analysis Report (FSAR) t< amend* 


7811160103 Forward* response* to NRC 781013 request for addl lnfo< Part 
2 Info will be submitted a* Revision 13 to FHAF1 Supplemental 
distribution to be made upon receipt of copies of end 
HOWELL, S H Consumers Power Co 70/11/02 300 p p 


78121201S4 Forward* advance copy of util response to NRC Request 421 2, 
“ GA During Operations Phase,' 1 F8AR Subsection 17 2 re 
personnel training, staf f changes, c 1 eaning of fluid sye & OA 
audit Response to bo submitted w/Revislon 16 of FSAR 
HOWELL, 8 H Consumers Power Co 70/12/08 llpp 


0008210069 Forwards Amend 79 to application for CP t QL, cons 1 sting of 
Revision 29 to FSAR 

CQ0K,J W Consumers Power Co 00/07/31 lp 


— 0008210073 Amend 79 to application for CP tt OL, consisting of Revision 
29 to F0AR 

COOK, J W Consumers Power Co 00/07/31 2pp 


— 0008210078 Revision 29 to F8AR 

» Consumers Power Co 00/07/31 263pp 


— 8000210000 Package of 230 electrical & instrumentation drawings to bo 
recalled at later date for microf 1 Iming, fief drawing lists 
encl 

* Bechtel Corp 7220 00/07/19. 230pp 


— 8000210095 Packege of 195 PMPs to be recalled at later dele for 
microfilming Ref drawing lists encl 
e Bechtel Corp 7220 00/06/16 155pp 


8000120387 Forwards Certificate of Svc & Amend 79 to application for CP 
8i OL Amend 79 constitutes Revision 29 to FSAR Certificate of 
9 vc only encl 

BRUNNER, E J Consumers Power Co 80/00/07 2pp 


H Antitrust correspondence 


B00807097B Memorandum 4< order terminating proceeding due to acceptance 
of end compromise proposing neu antitrust license 
conditions Conditions reasonably address Inconsistency w/ 
antitrust laws Certificate of Svc encl 

LEEDS, V , MILLER, M E , CLARK, H K Atomic Safety and Licensing Board 
Panel BQ/OB/04 26pp 


B0082805S? Memorandum it order, ALAB-610, advt* ing that A8LB 800004 order 
approving settlement will not be reviewed sue eponte by 
A8LAB Commends parties for bringing litigation to end 
BI8HDP, C. J Atomic Safety and Licensing Appeal Panel 80/00/26. 

3pp 


8 Operating license stage documents 6 correspondence 


1008060043 Summary of 800619 meeting w/utlli in Beth**da»MD re 
requirement* for Issuance of full power OLt 
DROMERICK, A W Licensing Branch 1 00/07/23 Bpp 


Q Inspection reports, IE Bulletin* 6 correspondence 


7910170246 Forwards IE Info Notice 79-23, "Reactor Trip* at Turkey 
Point Units 3 M " No action required 

KEPPLER. J 0 Region 3, Chicago, Office of the Director 79/10/01, 


8000140132 Forward* IE Insp Rept* 30-329/00-19 t 30-330/80-20 on 
000601-30 No none omp 11 ante noted 

FIDRELLI > 0 Region 3, Chicago, Reactor Construction It Engineering 
Support Branch 80/07/09 2pp 


— S008140160 IE Insp Rept* 30-329/80-19 i 50-330/00-20 on 800601-30 No 
nonedmp 1 lance noted Major area* Inspected conditions of 
sits, emergency core cooling actuation sy« logic deficiency, 
unlicensed radiographer use {< installation of heating lys 
COOK, R J, i KNOP.fl C Region 3, Chicago, Office of the Director, 
00/07/07 4pp, 


8000120109 Forward* IE Circular 80-17, "Fuel Pin Damage Due to Water 
Jet From Baffle Plate Corner “ No written response required, 
KEPPLER, J 0 Region 3, Chicago, Office of the Director 00/07/23 
iP 


8000200510 Forward* IE Bulletin 80-10, "Maint of Adequate Min Flow 
Through Centrifugal Charging Pumps Following Secondary Side 
High Energy Line Rupture " Action required 

KEPPLER, J G Region 3, Chicago, Office of the Director 00/07/24 
lp 

0000100114 Forward* IE Bulletin 00-20, "Failure* of Westinghouse Type 
W— a Spring Return to NeutTal Control Switches “ Action 
required 

KEPPLER. J G Region 3, Chicago, Office of the Director 80/07/31 
lp 

0000200481 Forwards IE Bulletin 80-19, 'Failure* of Mercury-Wetted 
Matri* nelays In Reactor Protective Sy* of Operating Nuclear 
Power Plant* Designed by Combustion Engineering " Action 
required by facilities ui/OLs or CP* 

KEPPLER, J G Region 3. Chicago, Office of the Director 80/07/31 
lp 


6008100126 Forwards IE Bullottn 80-20, "Failure* of Ueitinghouso Type 
W-5 Spring Return to Neutral Control Switches," sent to 
listed licensee* for action on 800731 

PAPPAS. H Reglom 3, Chicago, Office of the Director 80/07/31 lp 

B008 100233 Forward* IE Info Notice 80-29, "Broken Stud* on Terry 
Turbine Steam Inlet Flange " No specific action or r*spon*e 
requested 

KEPPLER, J O Region 3, Chicago. Office of the Director 00/09/07 
lp 

0008210356 Forwards response to IE Bulletin 79-03A, "Long 1 1 tudinal 
Weld Defect* in ASME 8A-312, Type 304 Stainless Steel Pipe " 
Identifies all seamwelded SA-312 matl used which may be 
subjected to stress greater than allowable* 

COOK, J W Consumers Power Co 80/0B/14 2pp 


8008210440 Retponds to IE Bulletin S0-09, "Exam of Containment Liner 
Penetration Welds " Table of penetration Info re code, joint 
type,flued head matl, sleeve matl i diameter U repair Info 
encl, superceding 800711 table 

COOK, J W Consumers Power Co 00/00/14 llpp 


B Reportable occurrence*, LER* if related correspondence 


78090S0094 Forwards nonconformance rept* for Jul 1978 W/o encl 
HOWELL, 6 H Consumers Power Co 78/09/22 lp 


7903270394 Forwards nonconformance repts for Feb 1979 in accordance 
w/condit 1 an of ALAB— 106 memo order dtd 730326 It Amend 1 
of const permit Include* nonconformance rept* from Bechtel, 

BVW 6 Bechtel quality action request* 

HOWELL, 8 H Coneumers Power Co 79/03/23 2Q0pg 


7904030249 Forward* quarterly rept for Apr-June 1979 
HOWELL, B H Consumers Power Co 79/03/30 24pp 


7903300478 Forwards nonconformance rept for Apr 1979 CEncI 00091703401 
HOUELL, S H Consumer* Power Co 79/05/25 Ip 


7907270248 Forward* Bechtel nonconformance repts, qua 1 1 ty action 
requests, mgt corrective action repts, BJtW nonconformance 
repts, util nonconformance repta it audit finding* 

MCDOWELL, G H Consumer* Power Co 79/07/25 SSOpp 


8007240333 Interim Part 21 rept re defective ITT actuator* in damper* 
Customer notification encl, Jobs classified nonnuclear 
safety-related are not reportable Actuators supplied for 
other jobs are considered purchaser responsibility 
SLOAN, D E American Warming ti Ventilating, Inc BO/O7/O0 SOpp 


aOO0OaO245 Interim deficiency rept ve safe shutdown capability assuming 
most restrictive cor* condition it hlgheit worth control rod 
stuck out of core ASME Section 3 Class 2 boric acid tanks 8, 
emergency boratlon tank recirculation pump* ordered 
COOK, J W Consumers Power Co 00/07/31 2pp 


8008000234 Interim deficiency rept re broken anchor bolt* in reactor 
vessel support sy* Ref* util 800724 rept re support mod* 

Nest rept to be sent by 601031 

COOK, J W Consumer* Power Co. 00/00/01 2pp 


QOOBl 10374 Advises that another interim or final deficiency rapt re 
reactor vessel broken anchor bolt will be sent by 60 1 031 
COOK,, J W Consumers Power Co 80/08/01 2pp 


0008270223 Ac k receipt of 800717 Pinal deficiency rept re power 
supplies to emergency core cabling actuation sy* 

FIORELLI.Q Region 3, Chicago, Reactor Construction it Engineering 
Support Branch 80/00/07. lp 


f 
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DOCKETED ITEMS 


— 8008270232 Final de f i c i on c 1/ rept re power supplies to amergsncy cor# 
coaling actuation sy s, c onf t r™ 1 n g 800618 talcon Bechtel Carp 
design drawings cor rec ted. del# t i ng effected circuits BIU 
correction* * plant conformance expected by B00930 
COOK, J If Consumers Power Co 00/07/17 6pp 


8008190605 Interim deficiency rept re Inconsistent c rois-ref eren c 1 ng 
between B6W L Sechtal numbering sys affecting Instrument 
sy* Instrument index t, electrical scheme* under revision for 
application of appropriate cross-ref* 

CQOK.J If Consumer* Power Co 00/09/13 3pp 


DOCKET 50-330 MI CLAUD PLANT. UNIT 2 


A App 1 scat i on/eons true 1 1 on stage documents L correspondence 


BOOSO6O024 Forwards FR notice re 800714-17 regional meeting* to address 
portion of Commission 000523 memorandum It order describing 
requirements of environ qualification, of electrical 
equipment installed in safety sys 

EI5ENHUT.D 0 Division of Licensing 80/06/30 Ip 


— 8000060189 Notice of 800714-17 regional meeting* to address portion of 
Commission 000523 memorandum & order describing requirements 
of environ qualification of electrical equipment installed 
in safety sys Svc list* one 1 

EISENHUT.D 0 Division of Licen*lng 80/06/27 U7pp 


0OOEJQ8OO 1 0 Requests that all applicants for OLs and CP holders provide 
up-to-date completion schedules 6 fuel load target dates so 
that NRC may establish licensing priorities Forwards list 
of target schedules for plants to be completed within 3 yrt 
EISENHUT, D 0 Division of Licensing 80/0 7/M lOpp 


800B04001B Forward* 'Reactor Pressure Vessel Support Hod for Midland 
Nuclear Power Plant," preliminary reft, requested at 600923 
meeting w/NRC in Osthesda.MD NRC review requested by Dec 
I 930 

CQ0K.J W Coneumers Power Co 80/07/24 2pp 


— BQO8O4O0B3 "Reactor Pressure Vessel Support Mod For Midland Nuclear 
Power Plant. 11 preliminary Kept i 
* Consumers Power Co 80/07/24 19pp 


8DOSI3OO60 Submit* interim criteria for shift staffing to all OL 4. CP 
licensees 6 ap p I l cants, per NflC 600507 ltr Discusses 
admini itrative provisions for emergency 6 overtime work 
Development 6 implementation to be reviewed within, 90 days 
EISENHUT.D 0 Division of Licensing B0/07/3J JOpp 


0000270158 Forwards US Army Corps of Engineers 800707 ltr rept 6 
request for add! info re certain geotechnical engineering 
studiee on plant fill 4- associated remedial action* 

Expedited reply appreciated 

SCI IWENCER. A Licensing Branch 3 00/03/04 6pp 


— 8008270160 Submits rept Identifying unresolved issue* re Interagency 
Agreement NRC-03-79-167, Task 1, Sub task I Recommend* course 
of action 6 cites info necessary to settle matter prior to 
BER 

MCCALL I9TER. P Army, Dept of. Corps of Engineer* NRC-03-79-1 67 
80/07/07 I6pp 


8006210483 Forwards selected drawings St documents originally sent in 
util 800612 ltr re independent confirmatory piping analysis, 
in response to 600707 ltr requesting more Legible drawings. 

Revised index of drawing* enc 1 

SULLIVAN. T U Consumers Power Co 80/03/11 34pp 


0008190075 Notification of 800B05 meeting w/util in Bethesde, 
HD to discus* schedule* fOT const U licensing review Meeting 
will be held on 800823 Agenda St policy statement end 
HDOD.D 8 Licensing Branch 3 00/08/12. 9pp. 


8O0BI9O09O Notification of 800829 meeting w/utiJ.Arey Corps of 
Engineers & Bechtel in HidLand.KI to hear util appeal of NRC 
requirement for addl asplpratmn U testing of soils at plant 
site.Agenda 6 meeting policy end 
KOBO. D Licensing Branch 3 80/08/12 lBpp 


8008250674 Forwards Amend BO to application far CPs 4, DL*r consist ing of 
Revision 8 to response* to NRC requests re plant fill it 
rapt on test fill program Further testing 1* being conducted 
to substantiate equipment qualification 
HONELL, 8 H Consumers Power Co 0Q/O0/I5 lp 


--80OS25D679 Amend SO to application for CPs 4c OLs. consist 1 is 9 of Revision 
0 to responses to NRC request* re plant fill & Bechtel 
Associate* Prof Corp 800731 "Rept on Test Fill Program * 

HOWELL, 8 H Consumers Power Co 80/08/13 £46pp 


8008260506 Submits revised cost estimate for const schedule conpletidn 
dates in response to NRC 600711 ltr Estimated const 
completion U fuel load dates are Dec 1903 ft Jul 1983. 
respact I ve 1 y 

CODI-W 1/ Consumer* Power Co 80/08/22 2pp 


F Security, medical, emergency 6 fire protection plant 


8000050102 Requests all applicants for CP* & DLs submit info r* 
proposed nuclear power plant vicinity evacuation estimate* 
Info requested by 800801 for NRC to identify evacuation 
cons train t*< spec ial planning measures It possible mods 
EfSENIWT.D 0 Division of Licensing 80/07/02 lp, 


8003270724 Notification of 800819,20 fc 22 workshops in Vellsy Forge.PA. 
Chicago. IL 6 Atlanta. ©A, respectively, to solicit public 
comment re NUREO-0696,. "Functional Criteria for Emergency 
Response Facilities " 

KEPPUER.J 0 Region 3. Chicago. Office of the Director, B0/08/H. 
2pp 


0 Adjudicatory correspondence 


8D08050316 Response stating no opposition to IfH Marshall present 
intervention re interest 6 standing Reserves right of future 
objection depending on substance of contention Certificate 
of Bvc end 

PARNELL. A S . FAR NELL. A S. Consumer* Power Co 00/07/31 4pp 


8O0BO6O233 Forwards 800723 FR notice re procedural assistance change in 
ad judicatory licensing proceedings 
PATON. W D Hearing Branch 4 00/08/04 3pp. 


0008130517 Advises of CPC intention to engage in temporary dewatering 
to enable performance of const activities not related to 
soil Dewatering temporary irt nature & does not represent 
commitment to remedial path 

FARMELL.A S Itham, Lincoln it Seals 80/08/06 lp 


8008190304 Motion requesting extension until 800827 to file contention* 
& *«*k lawyer for representation Certificate of Svc tncl 
OILBERT.C Affiliation Unknown 80/08/08 2pp 


8000130373 Forward* NUREO-0623 St Q Speth 800320 ltr to JF Ahaarne. in 
reiponsa to HP Sinclair S0O8O7 ltr W/o NUflEO, 

PATON. H D Hearing Branch 4 a0/08/13 lp 


8008190340 Responds to telcon re procedural assistance change in 
adjudicatory licensing proceeding* Explain* procedures 
generated St areas affected by new policy 
UONE0.B W Hearing Branch 2 80/08/14 2pp 


8008220149 Suppl to petition to intervene alleging poor quality of fill 
soil composition St Inadequacy of dewatering L preloading 
procedures 

WARREN, 6 N Affiliation Unknown. 80/08/14 2pp 


8008190431 Advises of 800828 meeting to familiariie petitioner# to 
intervene in Mldlandiffl w/900829 meeting re appaal of NRC 
position on add! explorations 4c testing 
PATON, W, D Hearing Branch 4 80/03/15 lp 


8008220063 Advises ef intention to file fifth contention within one wk 
9TAMIBI3, D Affiliation Unknown 80/08/13 lp, 


00OB21O067 Amended petition to intervene alleging inability of soil 
conditions to support plant structures Alleges 
falsi fi cation, evasiveness 4. reluctance in F8AR statement* re 
fill soils St seismic characteristics 
8TAMIRI9.B Affiliation Unknown 80/09/18 3pp. 


8008210110 Responso stating no objection to C Oiihert 900812 request 
for extension to file contentions Urges denial of request 
for atty to represent intervanor, per FV80 eppropr iation 
legislation W/notice of appearance 4 < Certificate of Svc 
PATON, g D Hearing Branch 4 80/OB/I9 3pp 


8008270439 Forward* nonconformance rapt* 6 quality action request* 
referenced in Paragraph 4 in App A of A8LB 791206 order 
modifying CPs W/c and 

OOLDBERO, S C Hearing Branch 2 B0/08/21 lp 


8008280660 Amended petition to intervene alleging that inability of 
soil to support plant structure w/o compaction procedures 
violate* requirement* Claims that FSAR statement* are fall* 

6 evasive. 

STAMIRI8. B Affiliation Unknown 80/08/25 4pp 
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8008080338 Responds to 800618 ltr requesting reply to WH Marshall 
concern* re facility const Failure to respond earlier due to 
due to oversight Ltr distributed to ASLB U parties in 
contested 800425 hearing Response to WH Marshall end 
DIRCKSi W J Office of the Executive Director for Operations 
80/07/28 lp 


H General correspondence 


79072302B7 Responds to 790713 ltr Plant operation significantly affects 
employment opportunities in Midland County. MI Govt 
bureaucracy should not cause undue delay in facility 
completion Certificate of Svc end 
CALDWELL. B 0 Dow Chemical Co 79/07/18 4pp 


0000070576 Responds to LF Wirth 800323 ltr re TMI-1 restart delay U 
Met Ed rate structure Restart decision expected 19Ql.after 
technical issue hearing completion NRC primarily concerned 
w/public health L safety DOE responsible for energy RfcD 
REID.R W Assistant Director for Licensing 80/07/10 4pp 


8008050312 Forwards NUREG-0623, "Rept of Siting Policy Task Force." & 
0 Speth 800320 ltr to JF Ahearne W/o tncls 
PATON.W D Hearing Branch 4 80/08/04 lp 


SOOB270333 Notifies of reorgani iation of OA dipt. combining Bechtel 
Power Corp personnel w/facillty personnel Amend to FBAR will 
be submitted Commitments in Bechtel Rept BQ-TQP-t are 
not lessened by organizational change Press release end 
COOK. J W Consumer* Power Co, 60/08/21 3pp 


K Utility Final Safety Analysis Report (FSAR) it amend* 


7811160105 Forwards raspotises to NRC 781013 request for addl Info. Part 
2 Info will be submitted as Revision 15 to FBAR Supplemental 
distribution to be made upon receipt of copies of end 
HOWELL. 8 H Consumers Power Co, 78/11/02 500pp 


8008210069 Forwards Amend 79 to application for CP fc OL. con* 1 sting of 
Revision 29 to FBAR 

COOK. J W Consumers Power Co 00/07/31 ip 


— 8008210073 Amend 79 to application for CP it CL. consisting of Revision 
29 to FSAR 

COOK, J W Consumers Power Co 80/07/31 2pp 


— 8008210078 Revision 29 to FSAR 

a Consumers Power Co 80/07/31 263pp 


--0008210000 Package of 250 electrical L instrumentation drawings to be 
recalled at later date for microfilming Ref drawing lists 
enc 1 

* Bechtel Corp 7220 80/07/19. 250pp 


— 8008210005 Package of 155 PkIDi to be recalled at later date for 
microfilming Kef drawing lists end 
* Bechtel Corp 7220 80/06/16. ISSpp 


8008120307 Forwards Certificate of 8vc It Amend 79 to application for CP 
St OL Amend 79 constitutes Revision 29 to FSAR Certificate of 
Svc only end 

BRUNNER. E. J Consumers Power Co. BO/OB/07 2pp. 


M. Antitrust correspondence 


6008070578 Memorandum Si order terminating proceeding due to acceptance 
of end compromise proposing new antitrust license 
conditions Condition* reasonably address inconsistency w/ 
antitrust laws Certificate of Svc end 

LEEDS, V . MILLER. M E , CLARK, H K Atomic Safety and Licensing Board 
Panel. 60/08/04 26pp 


8008280559 Memorandum K order, ALAB-610, advl* ing that ASLB BO0BO4 order 
approving settlament wilt not be reviewed tua sponte by 
ASLAB Commends parties for bringing litigation to end 
BISHOP. C U Atomic Safety and Licensing Appeal Panel 80/06/26 
3pp 


Q Inspection reports, IE Bulletins Si correspondence 


0008140152 Forward* IE Insp Repts &0-329/80-19 St 50-330/80-20 on 
800401-30. No noncompliance noted, 

FI0RELLI.0 Region 3, Chicago. Reactor Construction Si Engineering 
Support Branch 80/07/09 2pp 


— B00B14016O IE Insp Repti 50-329/80- 19 S 50-330/80-20 on S00601-30 No 
noncotnp 1 iance noted Major areas inspected conditions of 
s i te. emorgenc y core cooling actuation sys logic deficiency, 
unlicensed radiographer use 6 installation of heating sys 
COOK, R J i KN0P, R C Region 3, Chicago, Office of the Director 
80/07/07 4pp 


9000120109 Forwards IE Circular BO-17, "Foal Pin Damage Due to Water 
Jet From Daffle Plate Corner “ No written response required 
KEPPLER, J G Region 3, Chicago. Office of the Director 80/07/23 
lp 


8000200518 Forwards IE Bulletin 80-18, "Maint of Adequate Min Flow 
Through Centrifugal Charging Pumps Following Secondary Side 
High Energy Line Rupture “ Action required 

KEPPLER. J G Region 3. Chicago. Office Of the Director 00/07/24 

If 


8OO810OH4 Forwards IE Bulletin 00-20. “Failures of Westinghouso Type 
W-2 Spring Return to Neutral Control Switches " Action 
r oqui red 

KEPPLER. J G Region 3, Chicago. Office of the Director 80/07/31 
lp 


8003200461 Forwards IE Bulletin 80-19. "Failure* of Mercury-Wetted 
Matrix Relays in Reactor Protective Sys of Operating Nuclear 
Power Plants Designed by Combustion Engineering " Action 
required by facilities w/OLs or CP* 

KEPPLER, J G Region 3. Chicago, Office of the Director 00/07/31 
lp 


8000180126 Forward* IE Bulletin BO-20, "Failure* of Westlnghaui* Type 
W-2 Spring Return to Neutral Control Switches," sent to 
listed licensees for action on 800731 

PAPPAS. H Region 3, Chicago, Office of the Director B0/O7/31 lp 


8000180233 Forwards IE Info Notice BO-29, "Broken Studs on Terry 
Turbine Steam Inlet Flange ” No specific action or response 
reques ted 

KEPPLER, J 0 Region 3, Chicago. Office of the Director BO/OB/07 

tp 


800S210356 Forwards response to IE Bulletin 79-03A, "Long ti bud Inal 
Weld Defect* in A9ME BA-312. Type 304 Stainless Steel Pipe " 
Identifies all seamwelded SA-312 matl used which may be 
subjected to stress greater than allowables 
COOK, J If Consumers Power Co 80/00/14 2pp 


6008210440 Responds to IE Bulletin 80-08, "Exam of Containment Liner 
Penetration Welds " Table of penetration info re code, joint 
type.flued head matl, sleeve matl 4, diameter it Tepalr info 
end, superceding 800711 table 

COOK. J W Consumers Power Co BO/OB/14 llpp 


5 Reportable occurrences, LERs t- related correspondence 


0007310306 Forwards TR-3007-2, "Acceptability for Bvc of Midland 
Reactor Pressure Vessel Anchor Studs," Revision 1 Related 
correspond once 

DOBSON, W G Tekedyne Engineering Services 80/05/15 lp 


—8007310387 “Acceptability for Svc of Midland Reactor Pressor* Vessel 
Anchor Btuds, “ Revision 1 Related correspondence 
* Teledyne Engineering Services TR-3087-2 R1 NO! 80/05/20 
53pp 


6007240353 Interim Part 21 rept re defective ITT actuators in dampers 
Customer notification end jobs classified nonnuclear 
sef ety-rela ted are not reportable Actuators supplied for 
other jobs are considered purchaser responsibility 
SLOAN, D E American Warming it Ventilating, Inc 80/07/08 SOpp 


8000080245 Interim deficiency rept re safe shutdown capability assuming 
most restrictive core condition to highest worth control rod 
stuck out of core ASME Section 3 Class 2 boric acid tanks St 
emergency boration tank rac i r cola t ion pumps ordered 
COOK.J If Consumers Power Co 80/07/31 2pp 


0006080254 Interim deficiency rept re broken anchor bolts in reactor 
vessel support sys Refs util 600724 rept re support mods 
Next rept to be tent by 601031 
COOttrJ W Consumers Power Co 80/08/01 2pp 


0000110374 Advises that another interim or final deficiency rept re 
reactor vessel broken anchor bolt will be sent by 001031 
COOK. J W Consumers Power Co 80/09/01 2pp. 
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8000270225 Ac fc rtcHH of 600717 final def iciency rept re power 
emergency core cabling actuation *g» 
a Vi, Hegion 3. Chicago, Reactor Construction fc Engineering 
9upp or t Branch 00/00/07 Ip 


0&OeO9OOe3 Confirms 000794 tele on notification of 900730-31 meeting */ 
operating BUR Uccnctcc in Qleti Ellyn. IL to discuss as-built 
scram discharge vpl fc piping Schedule end 

HEC3HHAN, R F Region 3. Chicago. Reactor Operations Nuclear Support 
Branch 80/07/24 4p p 


0009570232 Tina! deficiency ropt re power supplies to emergency core 
cooling actuation sy s. s onf i rmi ng 000618 telcon Bechtel Corp 
design drawings correc ted, de teti ng affected circuits Bfcw 
r^r» rSC * 1 on * ** R* ar> t conformance eipeetsd by 800930 
COOK. J \i Consumers Power Co 00/07/17 fcpp 


GCO019Ot>O5 Interim deficiency rept re inconsistent cross-referencing 
between flfcU 6 Bechtel numbering sys affecting instrument 
sys Instrument inde, t electrical schemas under revision for 
application of appropriate crps s-ref s 
CGDK. J |f Consumers Power Co 80/06/13 3pp 


QQQS^0Q462 Interim deficiency repfc re inconsistent cross-referencing 
between 1)4 if fc Bechtel numbering sy* affecting instrument 
sys flpvleiu of all project documents to correct component 
numbering will bo complete by 010103 Related correspondence 
COON, a W Consumers Powst Co 60/03/13 4pp 


8006080096 Confirms 000724 telcon notification of 800730-31 nesting v/ 
operating BWR licensees in Qlen Ellyn, IL to discuss as-built 
scram discharge vol fc. p t p i ng, Sc he d ul e end 

HEiSVW5Mi.fi F Region 3. Chicago. Reactor Operations Nuclear Support 
Branch BO/07/24 4pp 


SO08O5O330 Forwards response to «RC 800307 1 tr providing comments rs 
proposed Tech Spec changes for radiological fc environ 
monitoring Revised pages to application for Tech Spec 
change* *ncl 

ROOT 1 L D Iowa Electric Light fc Power Co 00/07/25 Spp 


— B00S05D341 Proposed Chang® RTS-USA to amend App A at Tech Spec# 
Proposed change RT6-I15A replaces RT8-1 15. except for 
"Offsite Base Assessment Manual 11 fc "Radiolog leal Environ 
Monitoring Manual " 

* Iowa Electric Light fc Power Co 00/07/25 79pp. 


SOCKET 90-331 DUANE ARNOLD ENERGY CENTER 

Security, medical, emergency St fire protection plans 


0002707 1 I Not i f i cat i on of 800819.20 fc 22 workshops In Valley Forge, PA. 
Chicago, 1L fc Atlanta. OA, respect i vi 1 y ■ t e solicit public 
comment re NURES-P696. "Functional Criteria for Emergency 
Response Facilities ■ 

KEPPLER. J S Region 3, Chicago. Office of the Director 00/08/11 

3pp 


>00270368 Ac k i script of NRC 000610 Itr re safeguards contingency 
plan Due to clerical error. ut i 1 is unable to meet deadline 
Response to NEC comments on plan will be forwarded bu 
8009 IS 

ROOT, L I> Iowa Electric Light fc Power Cp 00/08/21 ip 


Adjudicatory c or resp ondene e 


>0260467 Advises ft h as fc Director of Nuclear Reactor regulation denial, 
infer 10CFR2 206. of request for enforcement action 1* 

Inal agency action No Commission Action taken during 
/tension of time for consideration of decision 

MILK, S *J Office of the Secretary of the Carwtil ** ion 80/00/22 


Operating license stage documents fc cor respondent® 


1060350 Forward* errata sheets correcting errors In five addl TMt-2 
laled requirements submitted by 000507 ltr Items involved 
i im SO, li K 27 fc II K 3 44 Svc lists end 
8EMUUT, D <? Division of Licensing 00/06/0? 69pp 


060024 rurwards FR notico re 000714-17 regional meetings tci address 
rtio-n of Commission 800523 memorandum fc order describing 
quirements of environ qualification o f electrical 
figment installed in safety tys 

ENHUT.D 0 Division of Licensing 80/06/30 Ip 


0060189 Notice of 000714-17 regional meetings to address portion of 
<Sf!.n>l**lon 8Q0923 memorandum fc order describing requirement* 

i environ qualification of electrical equipment installed 

ii safety eye 8 vc lists one) 

ISENMl/r. D 0 Division of Licensing SO/Qfc/27 M7pp 


50064 Requests amend to util Tech Spec* within 90 days of receipt 
tr c* scram discharge vol designs for BUR control rod 
’* sy* to reduce susceptibility to common causa failures 
i Tech Spats sncl 

E'WT.D 0 Division of Licensing f 10/07/07 lp 


'050006 Model Tech Specs re control rod operability. 
Division of Licensing 60/07/07 t5pp 


0355 Forwards UWR model Tech Specs for NUHE0-Q570. TMI— 2 l-esson* 
nod Category A items fc proposed wording of condition* 
ist* submittal of license amend application, 
pufating end spec*, within *0 day* of receipt 
IfUT. D 0 Division of Licensing 80/07/13 3pp 


60372 BUR model Tech Spec* for NI/FE&-037B. TH1-2 Lasson* Learned, 
sgory A Items re emergency power supply requirement, 
set indication of valve position fc instrumentation for 
deqyste tor® cooling Svt list end 
HvIiIoti of Licensing 00/07/12 £4pp 


8000380253 Notification of 800813 meeting u/vendor In Bethesda.MD to 
discuss licensee proposed mods to reactor protection Sys 
power supply 

ECCLE9T0N, K T Operating Reactors Branch 2 00/07/30 lp 


80 08183104 Gubmits NRC 800428 reorgani ration Info 
NOVAK i T M Olvlston of Licensing 80/07/30 Spp 


0003140078 Forwards Amend 62 to License DPR-49, safety evaluation fc 
notice of issuance fc availability 

IPPQLJTO, TA Operating Reactors Branch 2 00/07/31 2pp 


— 8OQ014OO84 Amend 62 to License DPR-49, chang ing Tech Bpecs to permit 
Interim operation u/one recirculation loop out of *ve from 
B00707-14 Tech Spec changes enc 1 

IPPQLITQ, T A Operating Reactors Branch 2 80/07/31 ?pp 


— 8000140006 Safety evaluation supporting Amend 62 to License DFR-49 
* Office of Nuclear Reactor Regulation, Director 00/07/31 Spp. 


—8009(40090 Notice of issuance fc availability of Amend 62 to License 
OPR-49 

tPpaLlTQt T A- Operating Reactors Branch 2 80/07/31, 8pp 


0008380015 Summary of B00B13 meeting w/ukil in Bsthesda.MO re proposed 
mods to reactor protection sys power supply 'described in 
util 800701 ltr Revised design will be submitted upon 
completion of util review Related matl end 
ECCLESTOM, K Operating Reactors Branch 2 00/08/15 7pp 


3 Inspection reports, IE Bulletins 4 correspondence 


0008070096 Responds to violations noted in Haste Packaging Insp R*pt 
I5OQOQ47/79-O0D Based on telcon ui/D Mlller.no violation 
occurred during shipment 

RDOT.L D Iowa Electric Light fc Power Co. 80/03/17 lp 


8008070003 Update* status of security sys a* addl response to IE Insp 
Dipt 50-331/79-20 Enel withheld (ref 10CFR2 790> 

RQ&T.L D loua Electric Light fc Power Co 80/05/15 lp. 


0008060473 Forwards IE Bulletin 80-17. "Failure of 7 b of 189 Central 
Rods to Fully Insert During Scram at BUR. M Written response 
required 

KEPPLER, J 0 Region 3. Chicago, Office of the Director 90/07/03 

lp 


6008070095 Forward* Suppl t to IE Bulletin 00-17, "Failure of 76 »f 105 
Control Rod* to Fully Insert During Scram at BWfl '* Written 
response required 

KEPPLER, -J, 0 Region, 3, Chicago, Office of the Director 00/07/18. 

Ip. 


6C0HQ8CG5B Responds to IE Bulletin 80-14. "Degradation of BWR Straw 
Discharge Vol Capability." On® occurrence Involving scram 
discharge vol level switch u/bent float stem Identified 
during 750419 surveillance testing 

ROQT.L D Utua Electric Light fc Power Co 80/07/22 3pp 


8008070206 Forward* Suppl 2 to IE Bulletin 80-17. "Failure of 76 of 183 
Control Rod* to Fully Insert During Scram at flWR " Written 
response required 

KEPPLER, J 0 Region 3. Chicago, Office of the Dir sc tor. 00/07/22 
Zpp. 
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B00906033S Provides Bupp 1 entente 1 Rept 2 ift partial response to IE 
Bulletin SO-17 re Brown* Ferry control rod failure to fully 
insert during vcraro Manual b automatic scram testing 
completed 800712 Scram tests procedures available 
R00T.L D lows Electric Light l Power Co BQ/07/23 3pp 


— 80080603*10 Forwards IE Bulletin BO-17 re control rod failure to fully 
insert during scram at Browns Ferry Unit 3 Response 
r equ i red 

KEPPLER.J G Region 3. Chicago. Office of the Director 80/07/03 
IP 


8008040133 Responds to IE Bulletin 80-17. Suppi 2. "Failure of 76 of 105 
Control Rods to Fully Insert During Scram at BWR " Util 
preparing design change to extend uncapped vent line to 
suitable point of discharge within reactor bldg 
ROOT . L D Iowa Electric Light «< Power Co 80/07/25 5pp 


8008040153 Forwards results of inaervice insp program It nondestructi ve 
examinations of welds 8* components conducted during 1980 
refueling outage Results of pump b valve operability testing 
enc 1 

ROOT. L D Iowa Electric Light & Power Co B0/07 /25 IBpp 


8008150332 Forwards suppi to IE Info Notice 00-06, "Notification of 
Significant Events at Operating Power Reactor Facilities " 

No written response required 

KEPPLER.J 0 Region 3. Chicago. Office of the Director 80/07/29 
IP 


BQ08180Q91 Forwards IE Bulletin 00-20. "Failures Df Meetinghouse Type 
W-2 Spring Return to Neutral Control Switches " Action 
required 

KEPPLER, J G Region 3. Chicago, Office of the Director BO/07/31 
»P 


8008200464 Forwards IE Bulletin 80-19, "Failures of Mercury-Wetted 
Matrix Relays in Reactor Protective Syi of Operating Nuclear 
Power Plants Designed by Combustion Engineering “ Action 
required by facilities w/QLs or CPs 

KEPPLER.J 0 Region 3, Chicago, Office of the Director 80/07/31 

IP 


8000100126 Forwards IE Bulletin 80-20, "Failures of Meetinghouse Type 
K-2 Spring Return to Neutral Control Switches. ” sent to 
listed licensees for action on 800731 

PAPPAS, H Region 3, Chicago. Office of the Director 80/08/01 Ip 


B008130S60 Responds to 8uppl 1 to IE Bulletin 80-17, “Failure of 
Control Rods to Fully Insert During Scram at BWR *' Control 
sys is unable to maintain reactor subcritical V R « water 
level Qversiio drawings available in Central Files only 
R0QT,L D Iowa Electric Light ti Power Co 80/08/03 Qpp 


8008250007 Responds to IE Bulletin 79-03A, "Longitudinal Meld Defects 
in A8ME BA-312, Type 304 Stainless Steel Pipe " Facility does 
not use nor plan to use 8A-312 or A-3t2.Type 300 series 
fusion welded pipe in saf ety-re 1 a ted sys 

ROOT, L D. Iowa Electric Light b Power Co 80/08/06 lp 


8008180223 Forwards IE Info Notice 80-29. "Broken Studs on Terry 
Turbins Steam Inlet Flange *' No specific ac tion or response 
requested 

KEPPLER.J 0 Region 3, Chicago, Office of the Director 60/08/07 
IP 


R Periodic operating reports 4. related correspondence 


8008210361 Forwards monthly operating rept for Jul 1900 

MINECK, DL Iowa Electric Light l Power Co 00/08/15 lp 


— 8008210363 Monthly operating rept for Jul 1980 

VANBICKEL, J Iowa Electric Light b Power Co 80/08/15 8pp. 


0008220181 Forwards "Semiannual Operating Rep t, Rad ioae t ive Effluent 
Releases," Jan-June 1980 

MINECK, D L Iowa Electric Light b Power Co 00/08/13 lp 


—0000220183 "Bamiannual Operating Rep t, Rad i oac tive Effluent Releases, 
Jan-June 1980, 

# Iowa Electric Light 8. Power Co 00/08/15 7pp 


8 Reportable occurrences, LERe i related correspondence 


8008030170 RO on 800722, during surveillance te sting, travel ing screen 
1F-36D on B river water supply sys found inoperable A sys 
made Inoperable earlier in day for preventative maint.Power 
supply breaker for motor reseated b 1F-36B returned to svc 
MINECK. D L Iowa Electric Light b Power Co 90/07/23 ip 


8000040038 Fot wards LER 80-029/01 T-0 

MINECK. D L Iowa Electric LLght b Power Co B0/07/2S lp 


— 8008040041 LER 90-029/01T-0 on 80071 2, dur l ng reactor core isolation 
cooling sys water level re due t i on. low level alarm did not 
annunciate Caused by design deficiency b instrument failure 
Restored water level b initiated design review 
RAGER.M Iowa Electric Light 4 Power Co 80/07/25 2pp 


800B040 1 66 Forwards LER BO-Q27/O3L-0 

MINECK, D L Iowa Electric Light l Power Co 80/07/25 lp 


— 0008040167 LER 80-027/03L-0 on 900626. during normal op era t ion, w/ 
dryuell gaseous radiation recorder B inop era b 1 o, motsl tor A 
(RR 4379A1 was found downscale t unresponsive to source 
check Caused by faulty radiation elements Elements replaced 
RAGER.M Iowa Electric Light t Pouer Co B0/07/2S Ip 


8000040169 Forwards LER 80-02B/01T-0 

MINECK, D L Iowa Electric Light 4 Power Co 80/07/25 lp 


8000040170 LER 0O-O20/OIT-O on 000712, dur ing IE Bulletin 00-17 reactor 
scram t e st ing, sc r am discharge vol drain valve CV-1067 would 
not seal against reactor pressure Caused by installation 
problem Valve was reoriented in accordance u/plant design 
TODKER, O W Iowa Electric Light b Power Co 00/07/25 2pp 


80001 10361 Forwards LER 90-030/01T-0 

MINECK, D L Iowa Electric Light 4 Power Co 00/00/05 lp 


— 9008110366 LER 00-030/01 T-O on 000722, during normal surveillance 
testing of river water sys.u/redundant RMS screen out of 
svc, tT avel ing screen IF-36B found inopere b 1 e, mak ing river 
water supply sys B inoperable 

RAGER.M Iowa Electric Light t< Power Co 80/00/05 Ip 


8000130496 Forwards LER 00-031 /03L-0 

MINECK, D L Iowa Electric Light b Power Co 00/09/07 Ip 


—9000130496 LER B0-031 /03L-0 on 000709. during normal surveillance 
testing, LPCl loop selection logic PD1S 4641 would not reset 
after being tripped Caused by PDIS microswitch adjustment 
screw being set too tightly for contacts to operate freely 
RAGER.M Iowa Electric Light b Power Co 60/09/07 lp. 


8000130502 Forwards LFR 80-032/03L-0 

MINECK. D L Iowa Electric Light 4. Power Co 00/08/07 lp 


— 8008130510 LER 0Q-Q32/03L-O on 90070S. during normal surveillance 
tes t ing . emergent y diesel generator 1 0—2 1 was found 
unresponsive to local or remote governor control Cauied by 
oxidised current connection contacts Contacts wiped 
RAQERrM Iowa Electric Light {. Power Co 30/03/07 lp 


8 00013051 5 Forwards LER 80-033/03L-0 

MINECK, O L Iowa Electric Light b Power Co 80/08/07 ip 


—8009130523 LER B0-033/O3L-0 on Q0071 1 , during normal surveillance 
test ing. reac tor core isolation cooling turbine trip throttle 
valve would not open electrically Caused by corroded 
contacts in motor operator limit switch Contacts cleaned. 
RAGER.M Iowa Electric Light 4 Pouer Co 80/08/07 lp 


8008140389 RO 80-4 on D00731. whi lo preparing semiannual operating rept, 
results of Apr 1960 alpha analysis of particulate could not 
be located Caused by personnel error Analysis estimated by 
using results for month w/highest Indication 
MINECK, D L Iowa Electric LLght U Power Co 80/06/07 2pp 


8008190572 Forwards LER 0O-Q34/O3L-O 

MINECK, D L Iowa Electric Light U Power Co 80/08/11. ip 


— BOOB19O501 LER 80-034/03L-0 , on 000712. during shutdown for testing 4 
naint, monthly surveillance testing of rec ire ulat ion pump 
trip sys found not completed for Apr-Jun 1980 Caused by 
inadequate coordination between depts Testing completed 
VAN9ICKEL.J Iowa Electric Light b Power Co 80/OB/U lp 


8008230525 Forwards LER 0O-O33/O3L-O 

MINECK, D L Iowa Electric Light b Power Co 80/08/15 lp 


— 80O825O53B LER 80-035/03L-0 on 000719, survel Hance testing revealed 
core spray sys header B to top of core plate high 
differential pressure alarm activated Caused by instrument 
drift Switch recalibr t* Functionally tested 
RAGER.M Iowa Electric Light b Power Co 80/08/15 ip 
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8008250704 Forward* LED 0O-O36/O3L-O 

MINECK.D L Iowa Electric Light lc Power Co 80/08/1$ ip 


— 8008250719 LER BO-036/03L-0 on 80071 S, d or i ng power aicsnslxm failure of 
8 rod block: monitor resulted in control rod blo-ck 
Canted by improperly seated pin connector at rod select 
matrix panel Protective panel to be installed 
RACER. H S lotua Electric tight 6 Power Co BO/08/15 Ip 


8008280*124 Forwards LER 80-037/031.-0 

K I NECK, 0 L Iowa Electric Light 4 Power Co 80/08/21 ip 


—8008280426 LER B0-O37/O3L-O on 800722. during normal surveillance 
testing, B control bldg air intake monitor RE 61018 found 
onreeponsive to source check Caused by water in Tadiation 
monitor Water removed 

RACER. M Iowa Electric Light * Power Co 80/08/21 Ip 


V Operator Examinations 


60QBJ 10327 Forwards proposed "Operator Training Program," Revision 4. 
incorporating NRC 600323 criteria Request* approval 
ROOT, L D Iowa Electric Light t Power Co B0/0B/04 ip 


— 8008110331 "Operator Training Program. " Revision 4 

* Iowa Electric Light tt Power Co 80/0S/CH I7pp 


DOCKET 50-332 BARNWELL REPROCESSING PLANT 


0 Adjudicatory correspondence 


8008120441 Order inviting parties to submit views re reopening of 
QESNO proceedings. Comnu istor action re license applications 
L possible consideration of other actions 

CHILK. S <J Office of the Secretary of the Commission 80/09/07, 

2pp 


Q Inspection reports. IE Bulletins 6 correspondence 


8008270654 Forwards IE Info Notice 80-24. “Low Level Raduasta Burial 
Criteria " No written response required JH Snieisk 800530 
memo end 

O'REILLY. JP Region 2. Atlanta, Office of the Director 80/09/14 

ip 


DOCKET 30-333 JAMES A FITZPATRICK NUCLEAR POWER PLANT 


F Security, medical, emergency L fire protection plans 


8008260101 Notifies that Health Physics Network telephone sys has been 
i nsta 1 1 ed. 1 Inking site health physics personnel w/NRC E> 
regional cfcs Ne twork, ac t i va t « d in emergency, is restricted & 
should be used only when other roromun lea t i ons out of sve 
GRIER, D H Region 1. Philadelphia, Office of the Director 
80/04/24 2pp 


6003280092 Notification of 800819,20 & 22 workshops in Valley Forge, PA, 
Chicago, IL tt Atlanta, OA, respectively, to solicit public 
comment re NURE0-0696. "Functional Criteria for Emergency 
Response Facilities " 

OR I ER. B. H Region 1, Phi la delph i a, Office of the Director 

00/00/11 2pp 


0 Adjudicatory correspondence 


8008030263 Responds to 800102 show cause order. Installation of direct 
position indication sys for safety relief va-lves.per NUfiEG- 
0570, i s comp 1 eta 

BAYNE, J P Power Authority of tha State of New York 80/00/04 Ip 


J Insurance t indemnity information 


8003310501 Forwards Endorsements 46 tt 47 to NELIA Policy NF-208 it 
Endorsements 39 «< 40 to MAELU Policy KF-77 Endorsement 39 
to MAELU Policy MF-77 not executed 

DEEO, F. H Power Authority of the State of New York 00/00/13 6pp 


P Operating license stage documents )/ correspondence 


1000060350 Forwards errata sheets correcting errors in five add! TMI-2 
related requirements submitted by 000507 ltr Items involvsd 
are 1 1 K 3 25, II K 29 4.1 1 K 3 44 Svt lists sue I 
EISENHUT, D, G Division of Licensing 90/06/09 6?pp 


bo 0806 0024 Forwards FR notice re 800714-17 rsglonal misting* to address 
portion of Commission 000523 memorandum tt order describing 
requirements of environ qualification of electrical 
equipment installed in safety sys 

EISENHUT, D G Division of Licensing 80/06/30 ip 


— 8008060189 Notice of 000714-17 regional meetings to address portion of 
Commission 000523 memorandum 4 order describing requirements 
of environ qualification of electrical equipment installed 
in safety sys Svc lists encl 

EtSENHUT, D G Division of Licensing BO/06/27 I17pp 


0008050064 Requests amend to util Tech Specs within 90 days of receipt 
of ltr re scram discharge vol designs for BUR control rad 
drive sys to reduce susceptibility to common cause failures 
Model Tech Specs encl 

EISENHUT.D 0 Division of Licensing 80/07/07 lp 


— 8008050086 Model Tech Specs re control rod operability 
» Division of Licensing 80/07/07 ISpp 


8000060355 Forwards BWR model Tech Specs for NUREG-0578, TMI-2 Lessons 
Learned Category A items St proposed wording of conditions 
Requests submittal of license amend application, 
incorporating encl spec*, wi thin 60 days of receipt 
E I SENHUT. D 0 Division of Licensing 80/07/12 2pp 


—8000060372 DWR model Tech Specs for NUREG-0370, TKI-2 Lessons Learned. 
Category A items re emergency power supply requirement, 
direct indication of valve position tt instrumentation for 
inadequate core cooling Svc list encl 
* Division of Licensing 80/07/12 24pp 


9008130696 Forwards request for addl info required to complete 
evaluation af containment purging during normal plant 
operations Arrangements should be made for submittal or 
misting in Befchstda.MD to discuss NRC concerns 
IPPOLITO, T. A Operating Reactors Branch 2, 80/07/18 6pp 


9008200067 Confirms 900624 telcon in which NRC extended invitation to 
attend 000805 working meeting at Region i ofc to discuss 
plant as-installed configuration of control rod drive sys 
shutdown discharge vol L other matters r* IE Bulletin 00-17 
DRIER. B H Region 1. Philadelphia, Office of the Director 
80/07/29 2pp 


8008110239 Provides info re changes in Ofc of Nuclear Reactor 
Regulation ofc fci 1 1 s a, pos i t i one (k assignment* as result of 
800428 reorganization 

NOVAK. T M Assistant Director for Operating Raactors 00/07/30 

2pp 


0 Inspection reports, IE Bulletins 4. correspondence 


8008060483 Forwards IE Bulletin 80-17, “Failure of 76 of 185 Control 
Rod* to Fully Insert During Scram at BWR " Written response 
requirsd 

DRIER, B H Region 1, Phi ladelphia, Office of the Director. 
80/07/03 lp 


0000060157 Ack receipt of 0OOS27 ltr informing NRC of steps taken to 
correct violation noted in IE Insp Rept 50-333/00-02 Item of 
noneomp 1 iance withdrawn 

BRUNNERiE J Region 1, Philadelphia, Reactor Operation* Nuclsar 
Support Branch 60/07/17 lp 


— 8000060161 Responds to NRC 000423 ltr r* violation noted in IE Insp 
Rept 30-333/80-02 Correctlvs actions no corrective action 
warranted Violation was not item of noneompl iance, Detai 1 s 
withheld fref 10CFR2 790) 

PASTERNAK, R J Power Authority of the State of New York 
80/03/27. 3pp 


— 8008060164 Forwards IE Insp Rept 50-333/80-02 on 000303-14 It notice of 
violation Details withheld (rsf 10CFR2 790) 

BRUNNER. E J. Region 1, Pfi i ladelph 1 e, Reactor Operations Nuclsar 
Support Drench 80/04/23 2pp 


—8003060166 Notice of violation from insp on 800303-14 Details withheld 
<ref 10CFR2 790) 

* Region 1, Philadelphia. Office of the Director 80/04/16 If 

— 8000060168 IE insp Rept 30-333/80-02 on 800303-14. Noncampl ianc* noted 
failure to properly search non-regular licensee employee. 

Info withheld irsf 10CFR2 790) 

STETKA, T F Region 1, Ph i lad e 1 ph I a. Office of the Director. 

K1BTER.H 0 Region 1, Philadelphia, Reactor Operation* Nuclear 

Support Branch 00/04/16 14pp 
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i< 


80080/0074 Forward • Suppl 1 to IE Bulletin BO-17. “Failure of 76 of IBS 
Control Rod* to Fully Insert Durlna Scran at BUR " Written 
response required 

ORIER.B H Region 1. Philadelphia. Office of the Director 
BO/07/10 lp 


6009070103 Reepondi to IE Bulletin 60-16, "Potential H i eapp I lea t ion of 
Roiemount Jne Model 1131 h 1132 Preeeure Transmi t ter t W/ 

Either A or D Output Codei " Evaluation on 800314 S < 28 
showed no tranemittar* could remit in unambiguou* output 
PA9TERNAK.fi J Power Authority of the State of New York 80/07/22 
4pp 


0OOBO7O184 Forward! Suppl 2 to IE Bulletin BO-17. "Failure of 76 of 109 
Control Rod* to Fully Insert During Scram at BUR “ Written 
response required 

ORIER.B H Region 1. Phi ladel phia. Office of tha Director 
60/07/22 2pp 


BOO010O26O Inform* of plant mod* providing for continuou»ly open vant 
path to bldg atmosphere for scram dump vol vent «y*. in 
reipon** to IE Bulletin BO-17 Mod* will be complete prior 
to returning plant to operation 

PASTERNAK. R J Power Authority of the State of New York B0/07/25 
If 


8008090003 Forward* retponte* to NRC 800316 request for Info info re 
turbine di«c integrity 

BAYNE. J P, Power Authority of the State of New York 00/07/29 

6pp 


9008070427 Forward* tuppl to IE Info Notlc* 60-06. "Notification of 
Significant Event* at Operating Power Reactor Facilities " 

No written response required 

ORIER.B H Region 1. Phi iadelph ia. Office of the Director. 
00/07/29 lp 


800B140360 Forward* IE Bulletin 00-20, ‘‘Failures of Writ i nghouse Type 
W-2 Spring Return to Neutral Control Switches “ Requests 
info re estimate of manpower associated u/correctlve 
actions needed after identifying problem 

ORIER.B, H Region 1> Philadelphia. Office of the Director 
00/07/31 . ip 


0008100029 Forward* IE Bulletin 80-19, "Failures of Mercur y-Wet ted 
Matrix Relays in Reactor Protective By* of Operating Nuclaar 
Power Plants Designed by Combustion Engineering " Action 
required by facilitiee u/OLs or CP* 

ORIER.B H Region 1. Philadelphia, Office of the Director 
00/07/31 lp 


8OOB260427 Forwards IE Info Notice 80-29. "Broken Studs an Terry 
Turbine Steam Inlet Flange “ No specific action or response 
requested 

ORIER.B H Region 1. Phi ladelphia, Office of the Director 
00/08/07, lp 


B008280S20 Forwards IE Info Notlcs 00-30. "Potsntial for Unacceptable 
Interaction Betwaen Control Rod Drive Scram Function fc 
Nonessential Control Air at Certain OE BWR Facilities " 

Mo written response required 

ORIER.B H Region 1. Philadelphia, Office of the Director 
00/08/19 ip. 


R. Periodic operating reports h related correspondent# 


800B140300 Forwards monthly operating rept for Jul 19B0 

PABTERNAK, R, J Power Authority of the State of New York 00/08/09 

lp 


— 0000140301 Monthly operating rept foT Jul 1980 

ZUFELT. E Power Authority of the State of New York. 00/08/09 
19pp 


S Reportable occurrences, LERt & related correspondence 


9008030001 Forward* LER S0-O60/O3L-O 

PASTERNAK, R J Powar Authority of the State of New York B0/O7/30 

lp 


— B0080500BS LER B0-0A0/Q3L-0 on 800710,uhiU conducting surveillance per 
Tseh Spec Table 4 2-6, I tern 6, torus water level instrument 
did not properly indicate actual level Caused by air in 
level transmitter L/or sensing lines Air vented 

CHILDS, W V Power Authority of the Stats of New York. 00/07/30 
if 


S 000190443 Forwards LER 80-061 /O3L-0 

PASTERNAK, R J Power Authority of tha State of New York B0/0B/I2 
ip 


— 00081804 92 LER 60-063 /O3L-0 on 800714, during shutdown, func t i ona 1 test 
of hydraulic snubbers revealed two snubbers which failed 
lockup U bleed-rate values Caused by normal wear Snubbers 
were r s p lac ed 

CHILDS, W V Power Authority of the State of New York 00/08/12 
lp 


6008190557 RD 60-143 on 000014 following plant startup.bath trains 
of standby gas treatment found inoperable Caused by water 
accumulation in discharge line as result of B-inch drain 
line from 24-inch to radwaste sys being blocked 

PASTERNAK, R J Power Authority of the State of New York BO/OB/14 
lp 


8008190617 Forwards LER B0-063/O3L-0 

PASTERNAK, ft J Power Authority of the State of New York B0/08/14 
lp 


— 800B190623 LER B0-OA3/03L-0 on 000717, duo log normal shutdown, 
surveillance revealed that average power range monitor E 
indicated 40 when required to read between 49 U 51 Caused 
by instrument drift Monitor recalibr 

CHILDS, W V Power Authority of the State of New York S0/08/14 

lp 


SOO01 90621 Forwards LER 80-062/03L-0 

PASTERNAK. R J Power Authority of the State of New York 80/00/14 

lp 


—0009190628 LER BO-062/03L-0 on 000717, during normal shutdown, 
surveillance testing revealed that combined flow of RHR sve 
water pumps A U C was 200 gallons per minute below required 
value Caused by orifice installed in sys discharge line 
CHILDS, W V Power Authority of the State of N»w York BO/OB/14 
If 


0000250315 Forwards LER S0-064/04T-0 

PASTERNAK, R J Power Authority of the State of New Yor k 80/08/10 

lp 


— 8008250310 LER B0-064/O4T-0 on S00S04, environ radiological monitoring 
surveillance revealed periphyton activity greater than 10 
times control sample Review of sample results indlcatts no 
significant environ impact 

CHILD8, U V Power Authority of ths State of New York 0O/OB/1B 
3pp 


DOCKET 50-334 BEAVER VALLEY POWER STATION, UNIT 1 


F, Security, medical, emergency tt fire protection plans 


0008120647 Response to B00409 request for documentation of completion 
dates for alternate shutdown sys at six facilities h 
completion dates for fire protection mods at five 
f ac i 1 i ties 

CA1NAS, 0 Plant Systems Branch 00/04/15 2pp 


0000250737 Notifies that Health Physics Network telephone *ys ha* b*en 
imta 1 led. 1 Ink ing i i to health physics personnel u/NRC t< 
regional ofes Network, ac tlvated in emergencv.it restricted & 
should be uted only when other communica t i on* out of *ve 
ORIER.B H Region 1. Philadelphia, Office of th* Director, 

00/04/34 2pp 


0000070406 Responds to NRC 800702 ltr requesting info r* estimates 
for evauation of area surrounding propcsed nuclear plants 
□ ns rept was submitted on 000130 for site shared by both 
un it* 

DUNN, C N Ouquesne Light Co 00/06/01 lp 


9003200093 Notification of 800019,20 8. 22 workshops in Vailsy Forge, PA, 
Chicago, IL L A t lanta, GA, r esp e c t ivt ty, to solicit public 
comment re NUREQ-0696, "Functional Criteria for Emergency 
Re *P ante Facilities 11 

ORIER.B H Region t, Philadelphia, Office of the Director 
80/00/11 2pp 


O Adjudicatory correspondence 


0008070040 Forwards definition* requested S00505 & 23 by PA Public 
Util* Commiision for use in depositions re facility 
RUSSELL, N T. Technical Support Branch 00/05/19 22pp 


P Qparating llcenie stage document* U correspondence 


8008060338 Forward* errata sheets correcting error* in five addl TMI”2 
related requirement* submitted by 800507 ltr Item* involved 
are II. K 3 25, II K 29 b I I K 3 44 Svc lists end 
EIBENHUT, D 0 Division of Licensing 00/04/09 69pp 
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0OGBO6QQ24 Forwards Ffl notice re SOQ714-1? regional meeting* to address 
portion of Commission 800323 memorandum & order describing 
requirements of environ qua 1 1 f ica t ion of electrical 
equipment installed in safety sy* 

EISEMHUT.DO Division of Licensing 80/06/3Q ip 


— 000306018? Notice of 800714-17 regional meeting* to address portion of 
Commission 0003-23 memorandum L order describing requirements 
of enviro-n qua 1 1 f tea t ion of electrical equipment installed 
in safety sys -Svc lists enc i 

£ I SENHU T i D fi Division of Licensing 00/06/27 117pp 


800B14QD56 Submits names of Oft of Nuclear Reactor Regulation contacts 
far facility resulting from reorgam lation on 800420 
NOVAK . T M Assistant Director for Operating Reactors 00/07/21 

2pp 


B009270210 Forwards NRC evaluation of control rod guide thimble wear 
in PWRi Issue is resolved for 17rI7 fuel assemblies designed 
by Wostinghcuse for facility 

VARGA, S A Operating Reactors Branch l 80/07/22 2pp 


— 8008270213 Evaluation of Control Rod Guide Thimble Wear in Facilities 
Designed by ifestinghouse “ 

* Operating Reactors Branch i 00/07/22 2pp 


8OO01BO623 "Technical Evaluation Rept on Mod of P-8 Reactor Trip 
C ircui try , OeaveT Valley Nuclear Station, Unit 1 " 

MAY, S E EGLG Idaho. Inc FIN A-6256 900B1B0623 BO/07/31 4pp 


3008120406 Responds to NRC request to review applicability of Reg 
Guide 1 106, "Thermal Overload Protection for Electric 
Motors on Motor Operated Valves,” for new valves resulting 
fro™ NPSH mods 

DUNN, C N Duquesne Light Co 00/08/06 2pp 


0000120437 Submits info re Item 2d, eng i neer e d safety features, in 
response to NRC 000404 itr QA program used during design it 
const phase ensured that actuation signals equipment met 
requirements of listed criteria 
DUNN. C M Duquesne Light Co 30/08/07 3pp 


8008130839 Forwards revision to proposed Tech Spec change for NPSH 
mods 

WOOL EVER , E J Duquesne Light Co 00/08/1 i 3pp 


--SO 00 1305 4 4 Revision t-o proposed Tech Spec, Page 3/4 3-16A, revl* i ng logic 
for actuation of automatic quench spray flow reduction. 

* Duquesne Light Co 00/09/11 ip 


0QQB22OL29 Responds to 790313 show cause order by forwarding ''Rep t on 
Reanalysis of Safety-Related Piping Sys " Hardware mods 
resulting from calculated overstressed conditions determined 
in reanalysis have been incorporated 
WDOLEVER, E J Duquesne Light Co 90/08/11 2pp 


— B009220130 "Rept on Reanalysis of Safety-Related Piping Bys “ 
e Stone i, Webster Engineering Corp BO/O0/U iOOpp 


B009I90574 Forwards proposed change to App A Tech Spec which increases 
low-low steam generators level reactor trip setpoint from 
104 to 127. Safety evaluation Indicated proposed change does 
not provide unreviewed safety question 
WOOLEVEfi, £ V Duquesne Light Co BO/OB/14 3pp 


— 0QOS19O579 Proposed revision to Tech Spec Pages 2—7 re reactor trip igs 
instrumentation trip setpoints 
* Duquesne Light Co S0/08/14 ip 


0 Inspection reports, IE Bulletins V. correspondence 


9000040001 Ac V receipt of 900702 Itr informing NRC of steps tairan to 
correct violation noted in IE Insp Rept SG-334/80-03 
CARLSON.R T Region i a Philadelphia, Reactor Construction i. 
Engineering Support Branch 80/07/14 lp 


■S008060QD3 Forwards IE Insp Rept 50-334/90-03 on 900120-31 & 0201 & 
notice of violation 

CARLSGN.R T Region 1. Philadelphia, Reactor Construction L 
Engineering Support Branch B0/04/02 2pp 


-9000060005 Notice of violation from insp on 900129-31 U 0201 
• Region l, Philadelphia, Reactor Construction S, Engineering 
Support Branch 00/03/27 Ip 


— 0008060006 IE Insp Rept 50-33*1/00-03 on B0012B-31 t 0201 Noncompliance 
noted failure to follow plant housekeeping procedure 
KOLTAYi P B Region i, Ph i lad e 1 p h i a. Office of the Director 
EEWETERiS D Region 1, Philadelphia, Reactor Construction 6 
Engineering Support Branch 00/03/27 9pp 


9009080059 Confirms actions to be taken following 000718 discussion 
re IE insp findings Enc i withheld (ref 10CFR2 790) 

GRIER, B H Region l, Ph i lade lph ia. Office of the Director 
00/07/21 2pp 


8000070551 Forwards IE Circular 00-17* "Fuel Pin Damage Due to Water 
Jet From Baffle Plate Corner " No written response required 
QRIER, B H Region I. Ph i lade 1 phla. Office of the Director 
00/07/23 ip 


9000220075 Forwards IE Bulletin 90-10, "Maint of Adequate Min Flow 
Through CentrifogaL Charging Pumps Following Secondary Side 
High. Energy Lin# Rupture " Action required 
BRIER, B H Region 1, Phi lade 1 ph la, Office of the Director 
80/07/24 lp 


BQOS070423 Forwards suppl to IE Info Notice BO-06, “Notification of 
Significant Events at Operating Power Reactor Facilities " 

No written response required 

GRiEJt, B. H Region I* Philadelphia, Office of the Director 
00/07/29 lp 


6008060245 Responds to IE Bulletin 00 — 16, "Potential Misappl icetion of 
Roiemount. Inc Models 1151 b 1152 Pressure Transmitter W/ 

Either A ot D Output Cells " No Rospmount transmitters will 
be Installed during outage 

DUNN, C IJ Duquesne Light Co 00/07/30 2pp 


8003050361 Submits addl (nfo required to document reviews conducted per 
IE Bulletin 00-06 Lists schematic drawings of sys or 
equipment receiving engineered safety feature actuation 
signals Changes resulting from reviews in 000604 response 
DUNN, C N Duquesne Light Co. 00/07/31 Cpp 


900B050405 Forwards generic rept re IE Bulletins 70-12, 12A U 12B, 
submitted to NRC 790609, per resident inspector requests 
W/o end. 

DUNN, C N Duquesne Light Co 80/07/31. lp 


80080S0453 Informs of intentions to withdraw commitment to edopt 
guidance of IE Circular 00-02, due to wording of 2E Circular 
90-02 fr application of circular re work situations 
DUNN , C N Duquesne Light Co 90/07/31 2pp 


S00B140524 Forward* IE Bulletin 80-20, "Failures of Wsstinghouse Type 
W-2 Bpring Return to Naytrei Control Switches " Requests 
info re estimate of manpower associated w/correctivs 
actions needed after identifying problem 

DRIER, B H Region 1, Philadelphia, Office of the Director 
80/07/31 tp 


800S1B004Q Forwards IE Bulletin 00-19, "Failures of Mercury-Wetted 
Matrii Relay* in Reactor Protective By* of Operating Nuclear 
Power Plants Designed by Combustion Engineering " Action 
required by facilities w/OLs or CPt 

CRIES, D H Region i* Philadelphia, office of the Director 
90/07/31 lp 


8009130461 Respond* to NRC 000703 Itr re violation* noted in IE Insp 
Rept 50-334/90-09 Correctiv* actions station engineering 
procedure 2 3, design change coo rd inat ion, ha* been revised to 
ensure adequate coordination of all station activities, 

DUNN, C N Duquesne Light Co 90/QB/06 1 1 p p 


EOOB21O401 Requests delay to 800901 commitment for imp lsmsntation of 
rsvised administrative procedure «, requ I red by Enforcement 
Conference 79-21 

DUNN, C N Duquesne Lighb Co 90/09/06 2pp 


8008250065 Forwards IE info Notice 80-29, "Broken Stud* on Terry 
Turbine Steam Inlet Flange " No specific action or response 
r e quested 

GRIER. B H Region I, Philadelphia, Office of the Director, 
00/00/07 Ip 


8009250526 Responds to IE Bulletin 60-20 re potential problems w/ 
Uestinghouse Type W~2 three-position switch#* No 
Wsstinghouse Type W-2 switches in safety-related application 
at facility 

DUNN,C N Duquesne Light Co 90/08/13, 2pp 
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8Q08230637 Responds to IE Bulletin 00-19, ‘Failure of Mercury-Wetted 
Matrii Relay* in Reactor Protective Sys of Operating Nuclear 
Plant* Designed by C-E “ No mercury-wetted relay* ore 
installed in reactor protection »y« 

DUNN.C N DuquMne Light Co BO/OB/10 2pp 


800B2605S5 Forward* revised Table 1 to B00IO3 response to IE Bulletin 
79-17. Revi s ion l,re ul trasonical ly tested weld* Revised 
Table 1 deletes data re testing of welds on pipe thicknesses 
lest than 250 inches 

DUNN, C N Duquesne Light Co 80/09/ IB 7pp 


8008260*172 Advises of plans to continue use of ousting procedures t, 
calibr blocks during lnservlce insp program in response to 
unresolved Insp item Meeting td/Uos t i nghous e U HRC on 800620 
demonstrated no significant acoustic difference 
DUNN, C N Duquesne Light Co 80/OB/19 2pp 


R Periodic operating reports t> related correspondence 


0OOBO6O25O Forwards NPDE8 monthly repts for June 1980 
MOORE, 0 U Duquesne Light Co 80/07/30 3pp 


6003060252 "NPDE8 Discharge Monitoring Rept," final rep t, June 1980 
* Duquesne Light Co 80/07/30 12pp 


8008030352 Forwards corrected "Effluent t< Waste Disposal Semiannual 
Rept, 1970 " 

DUNN, C N Duquesne Light Co 80/07/31 ip 


■8006050360 "Effluent t Waste Disposal Semiannual Rept, 1970 " 
* Duquesne Light Co 80/07/31 13pp 


8008190423 Forwards monthly operating rept for Jul I960 
DUNN, C N Duquesne Light Co 80/08/13 lp 


■8008190473 Monthly operating rept for Jul 1900 
T1MKO, D R Duquesne Light Co 00/08/04 4pp 


0 Reportable occurrences, LERs V related correspondence 


8008010138 RD 80-Q44/01T AE informed util that steam generator snubber 
embedment design does not reflect as-constructed condition 
Caused by failure to update calculations to reflect seismic 
6 asymmetric pressure loads New pipe break loads anblyied 
WERLINO, J A Duquesne Light Co 80/06/30 2pp 


0008040020 Forward* LER 80-045/03U-0 

WERLINO, J A Duquesne Light Co 80/07/2S 2pp 


—0006040026 LER 80-Q45/03L-0 on 000629, during proof tests to check 
loiid protection sy*,8N - 16 480-volt emergency stub bus 
breaker was tr ipped, d e-energ 1 1 ing boric acid pump Caused by 
personnel error 

LACEY, W 8 Duquesne Light Co 80/07/25 lp 


8006060232 Part 21 rept re failed engine thrust bearing Two Pielstick 
PC-2 diesel generator sets still in storage at Beloit 
facility awaiting shipment to job site 

MOR I ARTY, J M Colt Industries, Inc , Fairbanks Morse Engine Div 

BO/07/25 2pp 


8006040013 RO BO-OS2/01P on 600726, d 1 es e 1 fire pump auto-started below 
rated RPH h pressure No specific cause found Fuel oil 
filter changed & pump tested successfully 
WERLINO. J A Duquesne Light Co 80/07/28 2pp 


0008060212 Forward* LER 60-046/03L-0 

WERLINO, J A Duquesne Light Co 00/07/30 2pp 


— 0006060216 LER B0-046/03L-Q on 800701. during IE Bulletin 79-14 as-built 
wal kdown, embedment plate for component cooling watyr to RWR 
heat exchangers found slightly bowed w/spalled concrete 
Caused by failure to throttle flow after svc isolation 
LACEY, W 8 Duquesne Light Co 00/07/30 Ip 


0000120338 Forwards LER 8O-O40/O3L-O 

WERLINO, J A Duquesne Light Co 80/00/07 2pp 


—8008120370 LER 8O-O40/O3L-O on 000708, pin hole leak discovered on 
expansion joint on river water discharge of 1A recirculation 
spray heat exchanger Cause unknown Expansion joint will 
be replaced 

LACEY, W 8 Duquesne Light Co 00/09/09 2pp 


8000100399 Forwards LERs B0-0S5/O1P-0, B0-056/01 P-O, 00-053/0 1 P-0 6 
80-094/01 P-0 

WERLING, J A Duquesne Light C a 0O/OB/12 3pp 


— 8000180402 LER 80-055/01 P-0 on 800811. all throe reactor coolant loop 
RTD manifolds determined to be overstressed during seismic 
event at respective 2-inch *o 3-lnch reducers Cause unknown 
Each line will be reinforced by anchor* 

LACEY, IJ S Duquesne Light Co 80/06/12 lp 


— 6008100407 LER 60-056/01P-0 on 900811 , d 1 *covered that significant 
overstress condition on high head safety injection lines to 
respective hot lines could occur during seismic event Caused 
by inadequately sited U bolts & undersiied weld supports 
LACEY, W S Duquesne light Co 80/08/12 lp 


— 80081004 1 0 LER 80-053/01P-0 on 0008 1 1 , s l gn i f i c an t overstress condition 
on charging lines found possible during seismic event Caused 
by inadequately sited U bolts Bolts will be replaced with 
3-inch pipe clamp Support will be modified 
LACEY, W S Duquesne Light Co 80/08/12 lp 


— 0008180411 LEfi 80-054/01P-0 an 80001 1 , s igmf ic ant overstress condition 
found possible on safety injection line 'from high head 
safety injection pumps to reactor coolant sy* hot tegs, 
during seismic event Caused by inadequate weld 
LACEY, U S Duquesne Light Co 90/08/12 lp 


0008260640 Forward* LEH 00-057/01 T-0 

WERLINO, J A Duquesne Light Co 30/08/20 2p p 


— 0000260646 LER 60-037/01T-0 on 8000 19, overs tre s s condition existed on 
steam generator C blowdown line in three locations Cause 
unknown Support mods will be made prior to startup Details 
will be final in IE Bulletin 79-14 rept 
LACEY. W S Duquesne Light Co 00/08/20 ip 


0008200396 Forwards LER 00-050/01 T-0 

WERLINO, J A Duquesne Light Cd 80/08/22 2p p 


— 0008200399 LER 0O-O58/OIT-O on 900021 , overs tre* s condition determined 
on unlsolable drain line & on isolable purification line to 
refueling cavity Cause not determined Mods will be made 
prior to startup 

LACEY, W S Duquesne Light Co 00/06/22 lp 


DOCKET 90-335 ST LUCIE PLANT, UNIT 1 


f Security, medical, emergency 5 fire protection plans 


6006070360 Forwards Finding A Gf util response to IE Insp Rept 
50-335/80-04 re security p tan. i nad ver tent ly omitted from 
000913 submittal rinding withheld iref 10CFR2 790N 
UHRIO.ft E Florida Power t, Light Co 80/07/24 ip 


I Financial information 


8008150192 Forwards Annual Financial Rept 1979, util consolidated 
financial statements % internal cash flow projection, 
excluding retained earnings 

UHRIO, R E Florida Power >s Light Co 80/0S/11 lp 


P Operating license stage documents & correspondence 


0008060358 Forwardi errata sheets correcting errors In five addi TMI-2 
related requirements submitted by 600507 Itr Items involved 
are II K 3 25,11 K 29 l II K 3 44 Bve list* end 
EISENHUT. D 0 Division of Licensing 80/06/09 69pp 


8008060024 Forwards FR notice re 800714-17 regional meetings to address 
portion of Commission 800523 memorandum & order describing 
requirements of environ qualification of electrical 
equipment installed In safety sys 

EISENHUT. D C Division of Licensing 80/06/30 lp 


— 8008060189 Notice of 000714-17 regional meetings to address portion of 
Commission 900523 memorandum K order describing requirements 
of environ qua 1 i f i ca t i on of electrical equipment installed 
in safety sys Svc lists enc t 

EISENHUT, D 0 Division of Licensing 80/06/27 I17pp 


0008060404 Forwards request for addi info re adequacy of statidn 
electric distribution sys voltage* Guideline* 1 L 7 require 
that separate analysis be performed for all available 
connections to offsite network Analysis must be documented 
NOVAK. T M Assistant Director for Operating Reactors 80/07/21 
5pp 
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S00812Q427 Forwards "RC5 Asymme tr 1 c LO~A toad Evaluation*'' Revnion 1. 
including App & U nonp popr i etar y it proprietary versions of 
App A Proprietary version withheld <ref IQCFR2 790) 

Affidavit end 

UHHIO. R E Florida Pouer % Light Co 00/09/08 App 


--0OOB12Q43O "(ICS Asymmetric LGCA Load Evaluation." Revision 1, 
including App 9 6 nonpropr letary version of App A 
a Florida Power l Light Co 80/07/31 tSOpp 


— 8008120433 "RCS Asymmetric Loads Eva J uat ion, Numer ica 1 Results - 
Evaluation of C-E Fuel.' 1 App A, nonpropr i etary version 
* Combustion Engineering. Inc 00/07/31 23pp 


— 8008120439 "ftCS Asymmetric Loads Eval ua t ion, ECC5 Analysis Approach 
^/Reduced Area Coolant Channels in Peripheral Aisemh 1 i es. 11 
App S 

« Combustion Engineering, tnc 00/07/31 2Spp 


B008250624 Advises that Trtl action plan I tern I A 3 t requirements have 
been incorporated into plant procedures 
UHRIO. R E Florida Power *. Light Co 80/08/18 lp 


0 Inspection reports. IE Bulletins le correspondence 


8008270326. Forwards IE Insp Kept 50-333/80-18 on 800617-23 Mo 
noncomp l lance noted 

STGHR, J P Region 2. Atlanta, Fuel Facility % Materials Safety 
Branch BO/07/14 2pp 


— 8008270331 IE insp Rept 50-335/50-18 on 800617-23 No noncompliance 
noted Major areas inspected mgt contra 1 5. envi ron 
surveillance program S reporting requirements 

JENKINS, Q R Region 2, Atlanta. Fuel Facility St Materials Safety 
Branch CUNNINGHAM. A L Region 2, Atlanta. Office of the 
Director 80/07/14 5pp 


8008120079 Forwards IE Circular BO-17, "Fuel Pin Damage Due to (later 
Jet From Baffle Plate Corner '• No written response required 
□ 'REILLV. J P Region 2. Atlanta, Office of the Director 30/07/33 
IP 


8008110073 Forwards response to IE Bulletin 80-11. "Masonry Wall 
Design " tderstif Icatlon of safety-related *. nonsafety- 
related components attached to or in close proiimlty tq 
masonry walls will be completed by 801001 
UHRJO, R E Florida Power «< Light Co 00/07/24 5pp 


8008140263 Responds to IE Bulletin 80-16 Mo Rosemount 1151 or 1158 
pressure transmitters u/A or 0 output codes installed in 
safety-related applications 

UHRIO.R E Florida Power f* Light Co 80/07/25 ip 


80082601 82 Forwards IE Suppl 1 to IE Info Notice 80-06. "Notification 
of Significant Events at Operating Pouer Reactor 
Facilities " 

O'REILLY, J P Region 2. Atlanta, Office of the Director, 80/07/29 
IP 


8003140584 Forward* I£ Bulletin SO-SO, ''Failures nf Westinghouse Type 
W-2 Spring Return to Neutral Control Switches * Requests 
info re estimate of manpower associated u/carrt c ti ve 
actions needed after identifying problem 

O'REILLY, JP Region 2, Atlanta, Office of the Director 80/07/31 
lp 


8008200389 Forwards 16 Bulletin 90-19, "Failures of Mercury-Wetted 
Hatrl* Relays in Reactor Protective 8yi of Operating Nuclear 
Power Plants Designed by Combustion Engineering ” Action 
required by facilities w/OLs or CPs 

O'REILLY. J P Region 2, Atlanta. Office of the Director 80/07/31 
If 


90Q8180240 Forwards response to IE Bulletin 80-06, "Engineered Safety 
Feature Reset Controls " Charging pump circuit ulll be 
changed so that BIAS reset will not change status of pumps 
No change planned for safety injection tank isolation valve, 

UHRIG.ft E Florida Power Si Light Co 80/08/04 3pp. 


8000290752 Submits response to IE Bulletin 80-04 Analysis assuming 
automatic auxiliary feedwater Initiation was submitted to 
Ofc of Nuclear Reactor Regulation on 800620 Hr complete* 
response to bulletin 

l/MRIG,R E Florida Power 4. Light Co 00/08/04 Ip, 


B0-Q92BQ026 Forwards Phase II response to IE Bulletin 79-018, "Environ 
Qualification of Class IE Equipment. " W/o end 
UHRIQ.R E Florida Power St Light Co 80/00/06 2pp 


300S1 50487 Forwards IE Info Notice 80-29, “Broken Stud* on Terry 
Turbins Steam Inlet Flange " No specific action oT response 
requested 

O'REILLY, J P Region 2. Atlanta, Office of the Director 80/08/07 
If 


0003280305 Ack receipt of 800730 1 tr informing NRC of step* taken to 
correct violations noted in IE Insp Repts 50-290/79-35, 
50-291/79-35, 90-333/79-33 «. 50-399/79-22 

MURPHY, C E Region 2, Atlanta. Reactor Construction 6 Engineering 
Support Branch 80/06/13 ip 


—0008280316 Suppl tn 300501 ltr it violations noted in IE Insp Repts 
30-290/79-35, SO-29I Z79-35, 30-333/79-33 6 90-389/79-22 
Corrective actions procedures revised 6 training sessions 
conducted Compliance to be achieved by 800731 
UHRIO.R E Florida Power t Light Co 80/07/30 lp 


8008270693 Forwards IE Info Notice 80-24, "Low Level Radwaste Burial 
Criteria " No written response required JH Snietek 000530 
memo epcl 

O'REILLY, JP Region 3, Atlanta. Office of the Director 80/08/14, 
If 


R Periodic operating reports & related correspondence 


8008180389 Forwards monthly operating repts for Jul 1900 
SCHMIDT, A D Florida Power 6, Light Co 80/08/10 lp 


— 8008180391 Monthly operating repts for Jul 1990 

CHIL80N, V T Florida Power 4, Light Co 80/08/10, i3pp 


S Reportable occurrences, LERs it related correspondence 


0OOB21O425 Forwards revised LER 80-008/03L-1 

SCHMIDT. A D Florida Power 4 Light Co 80/07/33 lp 


—8008210474 Updated LER 80-008/03L-I on 800206. sample valves for tanks 
1 A 1 . IA2, 181 U 182 had been mislabeled Caused by drawing 
error Working diagrams revised t piping 6 labeling 
corrected 

PACE.P L Florida Power 4 Light Co 80/07/33 2pp 


0003210419 Forwards revised LER 80-003/03L-1 

SCHMIDT. A D Florid* Power S. Light Cn 80/07/24 ip 


—9008210462 Revised LER BO-003/03L-I on 800106. during normal operations, 
control element assembly SO reed switch position indication 
channel failed Cause is unknown Channel repaired 4 returned 
to sve 

PACE.P L Florida Power *• Light Co 80/07/24 2pp 


9009220226 Forwards updated LER BO-015/03L-1 

SCHMIDT, A D Florida Power t Light Co 80/07/24 tp 


— 8008320233 Updated LER 80-01S/03L-1 on 800316. during shutdown, diesel 
generator loading timers found out of tolerance 4. 
containment !t reactor cavity cooling fan* failsd to start 
Caused by normal setpoint drift. Fans retested 
PACE, P- L Florida Power 6 Light Co 80/07/34 2pp 


0008270961 Discusses void formation in vessel head during 800611 
circulation cooldown event Requests technical opinion re 
potential void formation in NSSS designed by £»*on Nuclear 
Corp under similar conditions 

CHECK, P S Assistant Director for Plant Systems 00/07/28, 2pp 


0008220195 Forwards revised LER 80-029/01X-1 

SCHMIDT, A D Florida Power S Light Co 80/00/01 ip 


--8009220196 Revised LER 80-029/OiX-I on B006tl,at 100X pouer, ground 
occurred in circuit of HCV-14-6 (containment isolation valve 
for component cooling water return, from RCP seals) 6 valve 
failed closed Caused by steam condensing on solenoid 
PACE.P L Florida Power & Light Co BO/OB/01 4pp 


8008310338 Forwards LER 80-031 /03L-0 

SCHMIDT, A, D Florida Power «t Light Co 80/08/04 ip 


— 8008210543 LER 80-031 /03L-0 on 800703, dur ing pouer opera t ion, del ly 
calibr of power channel not performed Caused by reduced 
pouer period for condensate pump s trainer, tak ing 
operator from routine schedule Operators instructed 
PACE.P L Florida Power J, Light Co 80/08/04 lp 


8008330702 Forwards LER 80-032/03L-0 

SCHMIDT, A D Florida Power 6 Light Co 80/08/13 lp. 
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—0008850709 LER B0-032/03L-0 on 00071 4, d ur i ng fiiU power operation, 
control element assembly 2 ? dropped to full insertion twice 
Cause unknown Timer module k power supply replaced Power 
tilt values indicated that no tilt limits were exceeded 
PACE, P L Florida Power J. Light Co 80/00/13 lp 


DOCKET 50-336 MILLSTONE NUCLEAR POWER STATION, UNIT 2 


F Security medical, emergency S< fire protection plans 


8008850733 Notifies that Health Physics Network telephone sys has been 
1 n< tal led, 1 Ink i ng site health physics personnel w/NRC t> 
regional ofcs Networ k, ac tivated in emergency, is restricted & 
should be used only when other communications out of svc 
CRIER, B H Region 1, Philadelphia, Office of the Director 
80/04/24 app 


800B2Q0497 Confirms 800723 telcon re meeting scheduled on 800005 in 
King of Prussta,PA to discuss implementation of security 
program Agenda and 

ALLAN, J M Region 1, Philadelphia, Office of the Director 
B0/Q7/25 2pp 


8008260056 Notification of 800819,20 & 22 workshops in Valley Forge, PA, 
ChicagodL !< Atlanta, OA, respectively, to solicit public 
comment rs NUREQ-0696, ‘'Functional Criteria for Emergency 
Response Facilities “ 

DRIER, B H Region 1, Philadelphia, Office of the Director 
aO/oa/li 2pp 


H General correspondence 


0000060106 Comments on petition for rulemaking 2-10 opposes Citliens 
Advisory Board request to require mods to licensing 
procedures Mods require addl burden Present procedures 
give interested persons access to licensing proceedings 
COUNSIL, W 0 Northeast Utilities 00/06/16 3pp 


P Operating license stage documents & correspondence 


0000060358 Forwards arrata sheets correcting errors in five addl TMI-2 
related requirements submitted by B00507 Itr Items involved 
ere II K 3 25,11 K. 29 U II K 3 44 Bvc lists end 
EIBENHUT, D 0 Division of Licensing BQ/06/09 6?p p 


0000060024 Fcrwardi FR notice re 800714-17 regional meetings to address 
portion of Commission 800523 memorandum *t order describing 
requirements of environ qualification of electrical 
equipment installed in safety sys 

EI8ENHUT, D 0 Division of Licensing 00/06/30 lp 


— 9000060169 Notice of 000714-17 regional meetings to address portion of 
Commission 800523 memorandum Y order describing requirements 
of environ qua 1 if ication of electrical equipment Installed 
in safety sys. Bvc lists end 

EIBENHUT, 0 0 Division of Licensing 80/06/27 J17pp 


0000190643 Forwards revised 6 addl electrical qua 1 i f i cat ion work sheets 
tc qualification documentation work sheets for components 
located outside containment t subj to high radiation levels 
COUNSIL, W Q Northeast Nuclear Energy Co (subs of Northeast 
Utilities) 00/07/16, 3pp 


8009040030 Forwards addl response to questions on Cycle 4 basic safety 
rept* in response to 000620 ltr Info in 800707 submittal Is 
not proprietary to Meetinghouse or C-E 
CCHJNSIL, N 0 Northeast Uti 1 Ities 80/07/22 10pp 


BOOSOSOOOl Forwards Revision t to App E of "RCS Asymmetric Loads 
Evaluation Program, 11 final rept Revised app describes 
analysis used to demonstrate ECCS performance w/reduced 
ana coolant channels 

LUNDVALL, A E Baltimore Oas & Electric Co 80/07/31 lp 


— 6000050003 Revision l to App E of "RCS Asymmetric Loads Evaluation 
Program," final rept 

* Combustion Engineering, Inc 80/07/31 27pp 


0000180133 Submits addl info re Cycle 4 reload Results of transient %t 
accident analyses & small St large break LOCA analyses 
submitted in 790212,0322 t, 30 ltrs List of ltrs providing 
info concerning Cycle 3 operation it power uprating unci 
COUMSIL, W 0, Northeast Nuclaar Energy Co (subs, of Northeast 
Utilities) 80/08/07 4pp 


8008180539 Submits addl info re proposed revisions to Tech Specs 
Neoprene tapered plugs will be utiiiied for sealing 
function Plugs will be installed immediately following 
removal of eiisting module to ensure containment Integrity 
COUNSIL, N G , ELLIS, W B Northeast Nuclear Energy Co (subs of 
Northeast Utilities) 80/08/07 2p p 


8008250630 Advises of minoi adjustments to evaluation program re 
resolution of Cycle 3 startup commitments Adjustments are to 
optimi ic timetable for critical path refueling activities 
COUNSIL, W G , FEE, U F Northeast Nuclear Energy Co (subs of 
Northeast Utilities) 80/08/14 2pp 


0008260596 Forwards nonproprietary response to questions on Cycle 4 
basic safety rept 

COUNSIL, U 0 , FEE, W F Northeast Nuclear Energy Co (subs of 
Northeast Utilities) 80/08/14 19pp 


0008260625 Submits further elaboration re position on reactor vessel 
water level detector Existing instrumentation adequate for 
detection of inadequate core cooling Written staff 
requirements For TMi lessons learned fulfilled 
COUNSIL, W 0 , FEC, W F Northeast Uti I i ties 80/08/21 App 


8008260615 Responds to MRC 800625 request for addl info ra station 
electric distribution sys voltage Response to Item 1 
expected by 801212 

COUNSIL, U 0 , FEE, W F Northeast Utilities 80/08/22 6pp 


0 Inspection reports, IE Bulletins i correspondence 


8008010097 Responds to IE Bulletin 80-12, "Decay Heat Removal Sys 
Operability " Procedures 6 adminstrafcive controls reviewed 
for adequacy of safeguarding against loss of redundancy S, 
diversity of decay heat removal capability 
COUNSIL, W G Northeast Utilities 80/06/30 <4PP 


0008010086 Responds to IE Bulletin 80-10, "Contami nation of 
Nonradioactive Sys Resulting Potential for Unmonitored, 
■Uncontrolled Release of Rad i oac 1 1 vi t y to Environ " 

Nanrad inactive sys Identified for potential radioactivity 
COUNSIL, WO North oas t Utilities 80/07/03 App 


8008070149 Responds to IE Bulletin BO- 1 1 rs masonry Wall design Log 
sheets identifying masonry walls enc 1 Acceptance criteria 
for re-evaluation will vary W/o end 

COUNSIL, W G Northeast Nuclear Energy Co (subs of Northeast 
Utilities) 80/07/07 2pp 


0000010280 Responds to IE Bulletin 79-03A, "Longitudinal Held Defects 
In A8ME SA-312, Type 304 Stainless Bteel Pipe " 

Ba f e ty-re la ted piping sys reviewed No SA-312 or A-312 welded 
pipe in use greater than 85 V. of code allowable stress 
COUNSILrW G Connecticut Yankee Atomic Power Co 80/07/11 2pp 


8008080068 Responds to IE Bulletins 79-14 it 79-02 re accuracy of input 
info for seismic analysis of safety-related piping 4 pipe 
support base plate designs w/concrete expansion anchor bolts 
on Category I sys, respective lg Updates project work 
COUNSIL, II 0 Northeast Nuclear Energy Co (subs, of Northeast 
Utilities) 00/07/16 20pp 


8008070195 Forwards Suppl a to IE Bulletin 80-17, "Failure of 76 of 185 
Control Rods to Fully Insert During Scram at OWR " Written 
response required 

O'REILLY, J P Region 2. Atlanta, Office of the Director 00/07/22 

2pp 


0008070530 Forwards IE Circular 80-17, "Fuel Pin Damage Due to Water 
Jot Trom Baffle Plate Corner 11 No written response required 
OR1ER, B H Region 1, Philadelphia, Office of the Director 
80/07/23 lp 


8008220106 Forwards IE Bulletin 80-10. "Maint of Adequate Min Flaw 
Through Centrifugal Charging Pumps Following Secondary Side 
High Energy Line Rupture " Action required 
CRIER.B H Region 1, Philadelphia, Office of the Director 
BO/07/24 1 p 


8008070428 Forwards suppl to IE Info Notice 80-06, "Notification of 
Significant Events at Operating Power Reactor Facilities " 

No written response required 

GRIER, B H Region i, Philadelphia, Office of the Diroctor 
80/07/29 lp 


8OOB140545 Forwards IE Bulletin B0-20, "Failures of Westinghouse Type 
W-2 Spring Return to Neutral Control Switches “ Requests 
info re estimate of manpower associated u/correc fcive 
ac t Iona needed after identifying problem 

GRIER, 0 H Region 1, Philadelphia, Office of the Director 
90/07/31 lp 
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0008180049 Forwards IE Bulletin "Failures of Mercury-We t ted 

Matrix Relays in R#aetoi Protective 5y* of Operating Nuclear 
Power Plants Designed by Combustion Engineering " Action 
required by facilities w/GLs or CPs 

DRIER. 0 N Region 1, Philadelphia, Office of the Director 
00/07/31 lp 


80QB35Q076 Forwards IE Info Notice 80-29, "Broken Stud* on Terry 
Turbine Steam Inlet Flange '■ No specific action or response 
r equested 

GRIER, B H Region I, Philadelphia, Office Of the Director 
80/00/07 lp 


It Periodic operating reports 4 related correspondence 


8008200266 Forwards monthly operating rept for Jo I 1980 
MROCZXA, E J Northeast Utilities 80/08/14 lp 


0000200270 Monthly operating rept for Jul 1980 

HOWLETT, G H Northeast Utilities BO/OB/06 Spp 


S Reportable occurrences, LERs 6 related correspondence 


8008070429 RO 00-26 water seal foT piping penetration in refueling 
water storage tank pipe tunnel does not meet design 
requirements Plugged yard storm drain caused water backup 
Repairs to water seal will he evaluated 

MR0CZKA,E J Northeast Nuclear Energy Co <»ubs of Northeast 
Utilities) 00/00/01 2pp 


0008110332 Forwards LER 80-024 /O3L-0 

HR0C7HA, E J Northeast Nuclear Energy Co (subs of Northeast 
Utilities) 00/08/04 lp 


Q0Q81 10336 t€R 80-824/036-0 on 800703, dur Ing routine survei 1 lance. MP5IA 
pump teiied Pump 4. svc water header declared inoperable 
Caused tiy unlocked & shut pump min flow valve Revision of 
procedures for valve lineups following ra l nt underway 
8TRATMAN, R A Northeast Nuclear Energy Co (oubs of Northeast 
Utilities) ao/oe/04 ip 


8008 1 20407 Forwards LFfl 80-024/031.-0 

MROCZKA. E J Northeast Uti litiei 80/00/04 lp 


--8008120497 LER 80-024/03L-D on 000703, dur 1 ng routine turve i 1 1 and t, A 
HPE3] soiled Caused by locked open pump min flow valve being 
unlocked ?. shut Procedures being revised to check valve 
lineups for comp lateness 

8TRATMAN.R A Northeast Utilities 80/08/04 lp 


8000150405 Forwards LEfl 80-025/031.-0 

KRQCZM.C J Northeast Nuclear Energy Co (subs of Northeast 
IftiHtits) B 0/08/07 lp 


■0000150410 LER 80-025/036-0 on 800712, during inservice operability 
t es t ing, turb I no driven auxiliary feed pump tripped below 
•nerma 1 trip setpoint Caused by norma l wear of emergency 
tappet nut Nut adjusted tq improve contact w/trip lever, 
s Northeast Nuclear Energy Co (subs of Northeast Utilities) 
B0/08/07 Ip 


8000190512 Forwards LER 8D-026/01T-0 

MROCZKA, C J Northeast Nuclear Energy Co (subs of Northeast 
Utilities) 80/08/12 Ip 


— 0008190522 LEU B0-026/01T-0 on 800729, p I ug g a d yaTd atoTnx drain caused 
rainwater backup t leakage of IB inches In lower level <if 
auxiliary bldg Caused by faulty water seals for piping 
penetrations into refueling water storage tank tunnel 
CRISCIONE.J Northeast Nuclear Energy Co (subs of Northeast 
Utilities) 80/08/12 2pp 


8008260439 Forwards LER 80-026/01 T-0 

MR0C2KA.E J Northeast Uti I I ties 00/08/12 Ip 


’800926044 1 LER 0O-O26/O1T-O on B0073I , inves t (gat 1 on of rainwater 
1 n 1 eakage to auiiliary bldg revea led piping penetration 
water seals in refueling water storage tank pipe tunnel not 
meeting specs, Caused by faulty seals 
CRISCIONF, J L Northeast Uti I I ties 00/08/12 2pp 


V Operator Examine 1 1 on* 


8009260583 Forwards Haddam Neck Plant reactor operator qualification fc 
requalification programs !< Ml 1 istone. Units 1 & 2, reactor 
operator qua I i t lcatien program 

C8UN8 IL, U 0 . FEE.W F Northeast Utilities 80/08/13 2pp 


— 8000240590 " 8ua 1 i f i e a t i on of Reactor Operator* 
* Northeast Utilities 00/00/31 13pp 


DOCKET 50-330 NORTH ANNA POWER STATION, UNIT 1 


E NHC Safety Evaluation Report (SERI, suppls 4. correspondence 


8007300297 Forwards discussion of util 800711 8< 10 response* to 
deficiencies listed in SER Full-power operation should be 
authoriied upon obtaining FEMA approval of state & local 
emergency plans 

GRIMES,!) K Emergency Preparedness Task Force 80/07/22 Spp 


F Security, medical, emergency t fir# protection plan* 


8008120647 Response to 000409 request for documentation of completion 
dates for alternate shutdown sys at six facilities t< 
completion dates for fire protection mod* at five 
fac i 1 i ti es 

LAINA9, 0 Plant Systems Branch 80/04/13 2pp 


8008070514 Requests par t i c i pa t ion if\ study of people-related problems 
in nuclear safeguards Study involves collection of data on 
licensee security forces & practices NRC wishes to 
interview security mgt personnel at facilities 
ElSENHUTiD 0 Division of Licensing 80/07/11 2pp 


8008110058 Forwards "Evaluation of North Anna Emergency Plan Emergency 
Action Levels 11 Requests that util provide revised 
emergency plan within 45 days 

TEDESCO, R L Assistant Director for Licensing 80/08/04 3pp 

— 8008110060 "Evaluation of North Anna Emergency Plan Emergency Action 
Levels ’■ 

* Assistant Director for Lie en* ing 90/00/04 4pp 


0 Adjudicatory correspondence 


8008050305 Qrder granting extension until 800B06 for Commission tD 
review Director's decision under 1 0CFR2 206 Certificate of 
8 Vc end 

CHILK.S J Office of the Secretary of the Commission 80/07/30 
SPP 


0008220)63 Advises that A3 Rosenthal S< VH Buck will act under quorum 
rule in proceeding due to MC Farrar resignation 

BISHOP, C J Atomic Safety and Licensing Appeal Panel 80/00/15 
Ip. 


0000240791 Request to intervene in Potomac Alliance v* NRC Petitioner 
is party in Interest whose interests will be affected if 
NRC decision affirming issuance of amend to OL reversed 
CHRISTMAN, J, N Virginia Electric & Power Co 00/08/21 Spp 


8008260475 Informs that period for review of Director of Nuclear 
Reactor Regulation denial of J Allen request elasped on 
800807 w/o add] action Director decision is final agency 
action re proceeding 

CHILK.S J Office of the Secretary of the Commission 80/00/22 
If 


M Genera 1 correspondence 


0000200371 Responds to Itr to President Carter advocating that 
facllitias be placed in operation Public hearing to address 
issues appropriate to assure public health V safety at TM1-1 
scheduled for Fall 1980 OL Issued to North Anna 2 in Apr 
REID. R U Operating Reactors Branch 4 00/07/15 2pp, 


0000140211 Expresses dismay at NRC refusal to grant OL question* 
requirement of emergency preparedness exercise completion. 
Keeping unit off line during energy crisis & power shortage 
does not serve public Interest 

MALSKE.C Atomic Industrial Forum 00/08/01 lp 


■9000140210 Requests NRC be convened to reconsider OL denial which will 
Impose heavy financial burden on Virginians Warns of energy 
crleis spreading to neighboring states L of punitive 
operating costs to ut i 1. Certi fleets of Svc end, 

•* Virginia, State of 80/08/01 4pp 


V Insurance 4 indemnity information 


8000130604 Forwards Endorsements 21 & 22 to NEL1A Policy MF-96 

PIERCE, 0 A Marsh 4- McLennan, Inc , M »< M Nuclear Consultants. Inc. 
Di v 80/08/05. Ip 
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P Operating license stage documents 4 correspondence 


BQ0SQ60338 Forwards errata sheets correcting errors in five addl TMI-2 
related requirements submitted by G0D507 I tr Items involved 
are II K 3 23, II K 29 4 II K 3 44 Svc lists end 
EISENHUT, D G Division of Licensing 80/06/09 69pp 


8000060024 Forwards Ffi notice re 800714-17 regional meetings to address 
portion of Commission 800923 memorandum & order describing 
requirements of environ qual i f i ca t ion of electrical 
equipment installed in safety sys 

EISENHUT, D 0 Division of Licensing 80/06/30 lp 


•8009060109 Notice of 800714-17 regional meetings to address portion of 
Commission 800923 memorandum 4 order describing requirements 
of environ qualification of electrical equipment installed 
in safety sys Svc lists one 1 

EISENHUT, DO Division of licensing. 80/06/27 M7pp 


8000060490 Forwards request for addl info re util actions taken to 
resolve NRC concern re response spectra used for calculating 
response of sys attached to two or more structures 
u,/ independent structural responses 

NOVAK, T Assistant Director for Operating Reactors 80/07/29 3pp 


8008080191 Foruards safety evaluation of control guide thimble uear in 
PWRs u/f ue 1 ass emb lies designed by Westlnghause Issue is 
resolved for Westinghouse fuel assemblies at facility 
CLARK, fl A Operating Reactors Branch 3 80/07/29 2pp 


--9000080199 Safety evaluation re control rod guide thimble uear In 
facilities designed by Westinghouse Info provided is 
sufficient to resolve issue in plants fueled u/14 t 14 & 

19 « i5 fuel assemblies 

* Operating Reactors Branch 3 80/07/29 2pp 


0000080198 Foruards request for addl info re override of containment 
purge 4 other engineered safety feature actuation signals 
Sufficient physical features should be provided to 
facilitate adequate administrative controls 

NOVAK, T Assistant Director for Operating Reactors 80/07/29 4pp 


8009090019 Requests amend In form of Tech Spec changes to Licenses 
MPF-4 4 NPF-7, revis ing subatmospher 1c pressure control sys 
steam air ejector & supervi sor, OA, opera t ions 1, maint 
procedures 

FERQU80N, J H Virginia Electric 4 Pouer Co 90/07/30 Spp 


-0009050016 Proposed Tech Specs 3 6 9 4- 4 6, 3 changes for subatmospherlc 
pressure control sys steam air ejector 
* Virginia Electric 4 Pouer Co 80/07/30 7pp 


'8008050018 Proposed Tech Specs 3654465 changes for subatmospherlc 
pressure control sys steam air ejector 
* Virginia Electric 4 Power Co 80/07/30 7pp 


•8008090019 Proposed ETS 5 3 2 change for supervisor, OA, operations 4 
matnt requirements 

* Virginia Electric 4 Power Co 80/07/30 Spp 


0008030020 Foruards revised Tech Spec Figure 6 2-2, replac ing 000730 
Tech Spec change request Figure 6 2-2 

SYLVIA, D.R. Virginia Electric 4 Power Co 80/08/01 lp 


— 0009090033 Corrected Tech Spec Figure 6 2-2, "Facility Organ! la tion, " 
originally submitted on 600730 

* Virginia Electric 4 Power Co 80/08/01 2pp. 


8000140497 Forwards Amend 19 to License NPF-4, safety evaluation 4 
notice of issuance 4 availability 

CLARKiR A Operating Reactors Branch 3. 0O/OB/OS * Hpp 


--9008140904 Amend 19 to License NPF-4, de let ing verification of Tech Spec 
trip setpoint values for reactor protection sys & engineered 
safety features sys, 4 revising Tech Specs for operability of 
pafety sys 4 ECCB requirements 

CLARK, R A Operating Reactors Branch 3 80/00/09 44pp 


--900BI40909 Safety evaluation supporting Amend 19 to License NPF-4 

* Office of Nuclear Reactor Regulation, Director 80/OB/05 Spp 


■9008140920 Notice of Issuance I availability of Amend 19 to License 
NPF-4 

CLARK, R A Operating Reactors Branch 3 60/00/05 3pp. 


BO08190279 Notifies that, per ALAB-978. Proc edure l-PT-75 6 1 for 
sampling svc water pump house drain sys for turbidity 5 
suspended solids has been che-ged Si 1 samples will be 
visually inspected periodically 

SYLVIA. B R Virginia Electric S Pouer Co 80/00/15 ip 


BOO022OI39 Notifies of change in procedure to measure flow rates from 
svc water pump house drain sys per ALAD-57B Periodic test 
will record total flow rate of sii drains Acceptance 
criteria to Include 8 5 gpm ret value 

SYLVIA. B R Virginia Electric 6 Pouer Co 80/08/15 lp 


6000220200 Foruards response to NRC 800625 request for addl info re 
electrical distribution sys voltages Schedules for 
comp let ion of outs tand ing responses end 

SYLVIA. B R Virginia Clue trie 4 Power Co 00/08/20 3pp 


0 Inspection ropoits, IE Bulletins 4 correspondence 


8008140528 Forwards covei Itrs w/correct dates 4 Incorrect dates for 
IE Insp Repts 50-330/00-13 4 50-339/80-14 on corrected dates 
of 800324-27 

LEWIS, R C Region 2> Atlanta. Reactor Operations Nuclear Support 
B ra nc h 00/06/ 1 7 lp 


■6008140546 Forwards 1C Insp Repts 50-338/80-13 6 50-339/00-14 on 
000324-27 No non comp liance noted Corrects insp dates given 
in 00041 l 1 tr 

LEWIS, R C Region 2. Atlanta, Reactor Operations Nuclear Support 
Branch 00/06/ 1 7 2pp 


■8000140554 Forwards IE Insp Repts 30-338/B0-13 4 50-339/80-14 on 
000317-21 No noncomp liance noted 

LEWIS, R 0 Region 2, Atlanta, Reactor Operations Nuclear Bupport 
Branch 00/04/1 1 2p p 


— 0OO01 4056 1 IE Insp Repts 30-338/80-13 4 50-339/90-14 on 000324-27 
No noncompliance noted Major areas inspected procedure 
l-PT-22 2 re JncoTP vs eieore axial offsite, 6 sampling 
review of measuring test equipment 

KELLOOO.F J Region 2, Atlanta, Reactor Operations Nuclear Support 
Branch WEBSTER. E H . FORD, E J Region 2, Atlanta. Office of the 
Director 80/04/11 7pp 


8000 1 20592 Forwards IE Insp Septs 50-338/80-27 4 50-339/00-25 on 
800612-14 No noncompliance noted 

LEWIS. R C Region 2, Atlanta. Reactor Operations Nuclear Support 
Dranch 80/07/01 Spp 


— B008 120598 IE Insp Repts 30-380/60-27 4 30-339/80-25 on 000612-14 No 
non comp liance noted Major areas inspected initial 
criticality 4 lero power physics tests 

GUICK.D R Region 2, Atlanta, Reactor Operations Nuclear Support 
Branch BURNETT. P T Region 2, Atlanta, Office of the Director 
00/07/01 Spp 


80 0801 0020 Ack receipt of 800610 I tr informing NRG of steps taken to 
correct violation noted in IF Insp Repts 50-338/80-20 4 
50-339/ BO-21 

LEWIS, R C Region 2, Atlanta. Reactor Operations Nuclear Support 
Branch 00/07/15 Jp 


— 0000010023 Forwards IE Insp Repts 50-330/00-20 6 50-339/80-21 on 
800421-23 4 notice of violation 

LEWIS, R C Region 2, Atlanta, Reactor Operations Nuclear Bupport 
Branch 00/05/16 2pp 


80000 I 0025 Notice qf violation from insp on 000421-25 

* Region 2, Atlanta. Office of the Director 00/05/16 ip 


— 8008010027 IE Insp Repts 30-338/80-20 4 50-339/00-21 on 000421-25 
Noncompliance noted failure to conduct preoperat Iona 1 test 
program to test engineered safeguards feature reset design 
WEBSTER. E H Region 2, Atlanta, Office of the Director 

KELL800, P J Region 2, Atlanta- Reactor Operations Nuclear Bupport 

Branch 80/09/16 Hpp 


8000280208 Forwards IE Insp Repts 90-338/80-2B 4 30-339/80-27 on 
800616-10 No noncompliance noted 

MURPHf.C E Region 2. Atlanta. Reactor Construction 4 Engineering 
Support Dranch 80/07/ 15 2pp 


•0000200296 IE Insp Repts 50-338/80-28 4 50-339/00-27 on 000616-10. 
No noncompl lance noted Major areas inspected IE Bulletin 
79-14 

HERDT.A H Region 2. Atlanta, Reaetoi Construction 4 Engineering 
Support Branch CBMPTGN.R M , MODE NOS, L Region 2, Atlanta, 

Office of the Direcfcoi 80/07/15 3pp 
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8008070577 Forward* IE Circular 80-17, "Fuel Pin Damage But to Hater 
Jet From flaffW Plate Corner " No written response required 
D'RElaY. J P Region 2, Atlanta. Office of the Director, BO/07/23 
>P 


— 8008010295 Revieed page* to " Nanred i a 1 05 ica 1 Environ Operating Rapt* 
for 1970 

» Virginia Electric & Power Co 80/07/30 i4pp 


8008280235 Act receipt of 800702 ltr informing NRC of Stop* taken to 
Correct violations noted in IE Imp Rept* 50-339/80-22 it 
50-339/80-13 

LEWIS, n C Region 2, Atlanta. Reactor Operation) Nuclear Support 
Branch 80/07/23 Ip 


— 8008280249 Forward* IE Imp Repts 50-338/00-22 i, 50-339/80-13 on 
600512-16 t, notice of violation 

LEUIS.R C, Region 2. Atlanta. Reactor Operation* Nuclear Support 
Branch 80/06/05 2pp 


— 8008010296 Revised page* to ‘‘Nonradiological Environ Operating R»pt“ 
for 1979 

* Virginia Electric tt Power Co 00/07/30 2pp 


8008050029 Forwards revised Page 1 to monthly operating rapt for June 
1980 

BYLVIA.B R Virginia Electric ti Power Co 8D/O0/Oi ip 


— 800S050031 Revised Page 1 to monthly operating rapt for June 19B0 
HARVEY. S . MADISON, W R Virginia Electric b Power Co 00/07/28 

2 pp 


— 8008280255 Notice of violation from imp on 800512-16 

* Region 2. Atlanta. Office of the Director BO/06/04 lp 


8008180426 Forward* monthly operating repts for Jul 1980 
SYLV1A.B R Virginia Electric it Power Co 80/08/12 tp 


— 8009280263 IE Imp Repts 50-338/60-22 t 50-339/80-13 on 800512-16 
No none omp I ianc e noted failure to implement surveillance 
test 

FORD. E J Region 2, Atlanta, Office of the Director UPRIGHT, C M 
Region 2. Atlanta. Reactor Operation* Nuclear Support Branch 
80/06/04 3pp 


— 0OOB16O43O Monthly operating rapt* for Jul 1900 

WOOD SHALL 1 If A Virginia Electric 6 Power Co 80/0B/0S Spp 

6 Reportable occurrence*. LERs & related corretpondence 


6003260213 Forward* IE Suppi 1 to IE Info Notice 60-06* " Notf f i c a t i on 
of Significant Events at Operating Power Reactor 
Fae 1 1 i tie* " 

O'REILLY, JP Region 2, Atlanta, Office of the Director 80/07/29 
if 


8008010266 Responds to IE Bulletin 80-16. "Potential Mi Sapp llcation 
of Rosemount Inc Models 1151 t 1152 Pressure Transmitter* 

H/Either A or D Output Code* " No corrective action 
necessary for Model 1152 at facilities 

SYLVIA, B R Virginia Electric 8 Power Co 80/07/30 13pp 


9008150136 Forward* IE Bulletin. 60-20, "Failures of Hast i nghou* e Type 
W-2 Spring Return to Neutral Control Switches “ Requests 
info re estimate of manpower associated w/corrective 
actions needed after identifying problem 

□ 'REILLY, 0 P Region 2. Atlanta. Office of the Director 60/07/31 
lp 


3000180067 Forward* IE Bulletin 60-19. "Failures of Mercury-We t tf d 
Matrix Relays in Reactor Protective Sys of Operating Nuclear 
Power Plants Designed by Combustion Engineering " Action 
required by facilities w/OLs or CPs 

D 'REILLY. J P Region 2. Atlanta, Office of the Director 80/07/31 
ip 


8008140365 Ac k receipt of 800610 ltr informing NRC of steps taken to 
correct violations noted in IE Insp Repts 50-330/80-20 t< 
50-339/00-21 

LEWIS, R C flegian 2, Atlanta, Reactor Operations Nuclear Support 
Branch 80/08/04 ip 


6008150476 Forward* IE Info Notice 80-29, “Broken 3tud* on Terry 
Turbine Steam Inlet Flange ” No specific action or response 
requested 

O'REILLY, JP Region 2, Atlanta. Office of the Director 80/03/07 
>P 


6008270689 Forwards IE Info Notice 80-24, "Low Level Raduast* Burial 
Criteria ” No written response required JH Snleiak 000530 
menu enc 1 

O'REILLY, JP Region 2, Atlanta, Office of the Director. 80/00/14 
>P 


6006070037 PNO- 1 1-79-OOJ B licensee rsported that cause of 
overpressuri zation of vol control tank was manual defeat of 
automatic level control sys Control switch was physically 
blocked 

WEBSTER, T , KELLOGG, P J Region 2, Atlanta, Office of the Director 
79/ l D/01 lp 


8008040145 Forward* LEfi 60-060/03L-0 

CARTWRIOHT.W R Virginia Electric t. Powor Co 80/07/30 ip 


— 6000040146 LER 80-060/03L-0 on 800703, during Hod* i operation, feeder 
breaker for electric heaters astociated w/Bafeguard area 
vantilation sys filter tripped It would not raclose during 
tatting Caused by breaker failure Breaker was replaced 
CARTWRIGHT, W R Virginia Electric ?< Power Co 00/07/30 Ip 


9008030300 Forwards LER 80-062/03L-0 

CARTWRIGHT, W R Virginia Electric U Power Co 80/08/04 ip 


— 8008080396 LER 80-062/03L-0 on 800708, during leak tast on equipment 
hatch escape lack, air leaked past inntr*»eal» Caused by 
defective gasket Strongback installed & gasket replaced, 
CARTWRIGHT* W R Virginia Electric it Power Co 00/00/04 2pp 


8008270488 Comments on 800717 LER 80-061/01T-0 re lew flow from 
Auxiliary Feed Pump 1-FW-P-3B Recommends that pump 
protection provided by rscircula tion flow be retained Flow 
uncertainty of l I / 27. acceptable until pump tests conducted 
CHECK, P S Assistant Director for Plant Systems 80/CB/04 lp 


8009120391 Forwards updated LER 79-141/OiX-i 

CARTWRIGHT, W R Virginia Electric 6 Power Co 80/08/07 lp 


— 8008120584 Updated LER 79-141/OlX-t on 791 106, during sys operation 
review, sys returning to nonsafety mode fallowing engineered 
safety feature reset found to operate less conservatively 
than assumed in F3AR Cause unknown Design suspected 
CARTWRIGHT. W R Virginia Electric it Power Co, 80/06/07 3pp 


8008 1 20475 Forwards updated LER BO-O37/0iX-t 

CAR TWRIOHT, W R Virginia Electric i Power Co 80/00/07 lp 


0008220209 Rispond* to NRC 8Q0721 ltr ro violations noted in IE Insp 
Repts 50-339/80-19 U 50-339/80-20 Corrective actions design 
control engineer will be instructed to ensure applicable 
rework procedures 

SYLVIA, 0 R Virginia Electric { Power Co 80/00/20. 8 pp 


— 6008120469 Updated LER 80-O37/OIX-1 on 600430, ECCS actuated on high 
steam line flow coincident w/low steam line pressure due to 
full closure of main steam trip valve TV-HS-101A Caused by 
high steam flaw pulling valve disc down 

CARTWRIGHT, W R Virginia Electric it Power Co 80/08/07 4pp 


8008280431 Forward* supplemental response to noncomp 1 ianc t noted in IE 
Imp Repts 50-336/80-25 it 50-339/80-26 Corrective action* 
sodium bisulfite now utiliied in milk sample preservation 
technique Infraction should he deleted or made open item 
SYLVIA, B R Virginia Electric 4 Power Co 60/00/25 3pp 


R Periodic operating report* L related correspondence 


008010291 Forwards corrected data sheets for 197B 4< 3979, 
‘‘Nonradiological Environ Operating Repts," for facility 
includes amended meteorology summary tables it amended Table 

YlVIA, D R Virginia Electric * power Co 00/07/30 lp 


8009180464 Forwards LER 80-064/03L-0 

CARTWRIGHT, W R Virginia Electric & Power Co 80/08/08 lp 


— 8008180472 LER B0-G64/O3L-O on B007i9,wHil« performing degraded volt 
protection periodic te s t, c onta i nment bulk average temp 
exceeded Tech Spec limit Caused by tripping containment air 
recirculation fans to perform test Fans restarted 
CARTWRIOHT, W R Virginia Electric «< Power Co 00/08/06 2pp 


8000180467 Forward* LER 80-G66/O3L-G 

CARTWRIGHT, W R Virginia Electric 4 Power Co 0O/OS/OB, lp 
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•8008180474 LER B0-066/03L-0 on 000720, c onta 1 nmen t bulk average temp 
exceeded Tech Spec limit Caused by period of abnormally 
high outeide air temp Svc water temp reduced by 
eupp 1 ement i ng cooling eource w/*ve water reiervoir makeup 
CARTWRIGHT , H R ' Virginia Electric 4 Power Co 80/08/00 Zpp 


8008J80549 Forward* updated LER B0-O34/01X-1 

CARTWRIGHT i W R Virginia Electric 4 Power Co 0O/O0/OB lp 


—8008100555 Updated LER B0-034/01X-1 on 000307. S4W diicovered several 
Clal* II <Q2) line* in low & high head lafrtg injection sy* 
had not been stress analyied for fluid Caueed by deficiency 
in piping «ys itre** analysis 

CARTWRIGHT, W R Virginia Electric 4 Power Co 80/09/00 3pp 


8008200360 Forwarde LER 0O-O67/O3L-O 

CARTWRIGHT, W R Virginia Electric 4 Power Co 80/08/14 lp 


•8008200372 LER 0O-O67/O3L-O on 000724, per i od i c te*t. l-PT-57 7, 
mitigation *yi leak check.not performed within 92-day 
surveillance interval Cauied by failure to notify operetione 
dept of tat t in effect a* of 791217 Teeted 800722. 

CARTWRIGHT, W R Virginia Electric 4 Power Co 0O/OB/14 2pp 


800826091 1 Forward* LER 0O-O63/O1T-O 

CARTWRIGHT, W R Virginia Electric 4 Power Co BO/OB/22 lp 


•8008260517 LER 80-063/01T-0 on 000008, w/uni t at 1007. power, feedwater 
flow *ignal to reactor trip »y* determined to be In error by 
approx 4 X Caused by venturi fouling In line* Fouling will be 
monitored by compering feed flow to iteam flow 
CARTWRIGHT, W R Virginia Electric 4 Power Co. 00/00/22 3pp 


V Congress i onal/Executive Correspondence 


8008270467 Recommends that each licensing action be taken in accordance 
u/791004 policy accompani ed by statement explaining basis 
for involvement in issue, based on 000021 newspaper article 
re issuance of OL 

UDAIX, M K House of Rep , Interior 4 Insular Affairs 00/00/21 

U* 


DOCKET 80-339 NORTH ANNA POWER STATION, UNIT 2 


A App I ication/construction stage document* 4 correspondence 


8008080010 Requests that all applicants for OLs and CP holders provide 
up-to-date completion schedule* 4 fuel load target dates to 
that NRC may establish licensing priorities Forwards list 
of target schedules for plants to be completed within 3 yrs 
EISENHUT, 0 G Division of Licensing 00/07/11 lOpp 


800 9 1 90060 Submit* interim criteria for shift staffing to all OL 4 CP 
licensees 4 app 1 icants, per NRC 000307 Itr Discusses 
administrative provisions for emergency 4 overtime work 
Development 4 implementation to be reviewed within 90 days 
EISENHUT, D o Division of Licensing 00/07/31 lOpp 


E NRC Safety Evaluation Report (SER), suppls 4 correspondence 


8008140107 Draft Buppl 11 to BER 

a Office of Nuclear Reactor Regulation, Director NUREQ-0053 8il 
S0/O7/2B 229p p 


8008180278 Forwards Buppl 11 to SER, NUREG-0053, Hept addresses NRC 
•valuation 4 status of non-TMI-2 outstanding issuai 
identified in Suppl iO, "TMI-2 Requirements for Full Power 
Operation" 4 dtd requirements identified in NUREQ-0694, 
YOUNGBLOOD, B J Operating Reactors Branch 1. 00/00/12 3pp 


-BOOS 180280 Buppl It to SER for facility 

e Office of Nuclear Reactor Regulation, Director, NUREQ-00S3 Sll 
00/00/31 lOOpp Available at NTIB *4 75 


F Security, medical, emergency 4 fire protection plans 


8008030102 Requasts all applicant* for CPs 4 OL* submit info re 
proposed nuclear power plant vicinity evacuation estimates 
Info requested by 0OOBOI for NRC to identify evacuation 
cons treints, spec ial planning measures 4 possible mods, 
EI6ENHUT, D 0 Division of Licensing 80/07/02 lp 


8009070514 Request* partlc ipetion In study of people-related problem* 
in nuclear safeguard* Study involves collection of data on 
licensee security forces 4 practices NRC wishes to 
Interview security mgt personnel at facilities 
E I SENHUT , D 0. Division of Licensing 80/07/11 2pp 


0007300297 Forwards discussion of util 000711 4 IB responses to 
deficiencies listed in SER Full-power operation should be 
authorised upon obtaining FEMA approval of state 4 local 
emergency p Ians 

GRIMES, 0 K Emergency Preparedness Task Force 00/07/22 Spp 


90001 10050 Forwards "Evaluation of North Anna Emergency Plan Emergency 
Action Levels " Requests that util provide revised 
emergency plan within 45 days 

TEDESCO, R L Assistant Director For Licensing 8O/0B/04 3pp 


■8Q0B1 IQCJ60 "Evaluation of North Anna Emergency Plan Emergency Action 
Levels l " 

* Assistant Director for Licensing BO/08/04 4pp 


0OOB2 00433 Notification of BOOB 12 meeting w/util 4 State of VA in 
Bethesda.MD to discuss joint emergency plan exercise 
DROMERICK.A Licensing Branch 1 00/08/07 lp 


D Ad judicatory correspondence 


0OOBO5O3O5 Order granting extension until 000806 for Commission to 
review Director's decision under 10CFR2 206 Certificate of 
Svc end 

CHILK.S J Office of the Secretary of the Commiision 00/07/30 

2pp 


G008I50370 Certifies sve of Amend 69 in proceeding 

FERGUSON, J H Virginia Electric 4 Power Co BO/OB/I 1 2pp 


0000220169 Advises that AS flosenthal 4 JH Buck will act under quorum, 
rule in proceeding due to MC Farrar resignation 

BISHOP, C 0 Atomic Safety and Licensing Appeal Panel BO/Oa/15 

ip 


B00B260794 Forward* Commissioner Gilinsky B00820 concurring views to 
Commission author! xa tlon to issue Licence NPF-7 

CHILK, 6 J Office of the Secretary of the Commission 0O/OB/21 

5pp 


■0000260796 States that finding of compliance ui/all applicable safety 
regulations is prerequisite to license issuance Present 
safety review process provides legally adequate basis for 
comp 1 ianc e finding 

BICKWIT, L Office of the General Counsel 80/00/14 9pp 


8008260495 Inform* that period for review of Director of Nuclear 
Reactor Regulation denial of J Allen request elesped on 
000007 w/o addl action Director decision it fine) agency 
action re proceeding 

CHILK, 3 J Office of the Secretary of the Cummisiion BO/08/22 

lp 


H General cor respond enc e 


800020 0371 Respond* to ltr to President Carter advocating that 
facilities be placed in operation Public hearing to address 
Issues appropriate to assure public health 4 safety at TMI-l 
scheduled for Fall 1980 OL Issued to North Anna 2 in Apr 
REID, R U Operating Reactors Branch 4 00/07/15 Spp 


B0081 4021 1 Expresses dismay at NRC refusal to grant GL 4 questions 
r equ 1 remen t of emer gene y preparedness exercise compl et ion 
Keeping unit off line during energy crisis 4 power shortage 
doe* not serve public interest 

WALBKE, C Atomic Industrial Forum 90/00/01 ip 


•8003140210 Requests NRC bo convened to reconsider OL denial which will 
impose heavy financial burden on Virginians Warns of energy 
crisis spreading to neighboring states 4 of punitive 
operating costs to util Certificate of 3vc end 
* Virginia. State of 80/00/01 4pp 


J Insurance 4 indemn 1 ty 1 n format ion 


9008130604 Forwards Endorsements 21 4 22 to NELIA Policy MF-96 
PIERCE, D A Marsh 4 McLennan, Inc , M 4 M Nuclear Consul tanks, Inc 
Div 80/08/05 Ip 


p Operating license stage documents 4 correspondence 


8004230337 Clarities 800403 test program proposal re pressuriier power 
operated relief valves Explains valves stroke times 4 reason 
why test interval exceeded three-month requirement 
SYLVIA. B R Virginia Electric 1 Power Co 80/04/18 2pp 
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8008060356 Forwards errata sheets correcting errors m Five addl THi-2 
related requirements submitted by 900507 Itr Items involved 
are 11 K 3 35,11 K 27 t 11 K 3 44 Svc lists end 
EISENHUT, D 0 Division of Licensing BD/06/09 69pp 


8006220463 Notification of 600703-03 meeting u/utll In Louisa. VA to 
discuss emergency operating procedures 
DROMERICK, A W Licensing Branch 3 60/06727 4pp 


8000250232 notification of 800707 meeting u/utll in Louita.VA to 
discuss operating procedures 

DROMERJCK, A W Licensing Drench 3 60/06/27 4pp 


8008060024 Forwards FR notice re 800714-17 regional meetings to address 
portion cf Commission B00523 memorandum 1 order describing 
requirements or environ qualification of electrical 
equipment Installed in safety sgt 

EISENHJT.D 0 Division of Licensing 80/06/30 Ip 


• — S008060189 Notice of 800714-17 regional meetings to address portion of 
Commission 800523 memorandum 6 order describing requirements 
of environ qua l i f ication of electrical equipment installed 
in safety sys Svc lists and l 

EISENHUT, D 0 Division of Licensing 80/06/37 t»7pp 


9008010271 Provides review of loss of feedwater accident scenario 
postulated in NRC 800726 telcon Line break accident analysis 
judged breaks in main 4 auxiliary sys «/ 6 w/o offsite power 
loss FBAR limiting accident is main break w/o power loss 
SVLVIA, fl R Virginia Electric 4 Power Co 90/07/23 tp 


8008040042 Submits addl info in response to NRC questions re 
containment pressure boundary fracture toughness 
requirements Attachment plate matl is carbon steel forging 
A5TM A350-LFJ-20 Forging acceptably dTOp weight tested 
SVLVIA. a R Virginia Electric 1 Powet Co 80/07/30 3pp 


6008050015 Requests amend in farm of Tech Spec changes to Licenses 
NPF-4 i NPF-7. revis ing sub a tmosp h ir Ic pressure control sys 
steam air ejector 4 supervi son. 0A, operations & maint 
p roc edvres 

FERGUSON. J H Virginia Electric 4 Power Co 80/07/30 5pp 


— S00305Q018 Proposed Tech Specs 3654465 changes far subatmo tph er 1 c 
pressure control sys steam air ejector 
* Virginia Electric 4 Power Co 80/07/30 7pp 


— 8009050019 Proposed ET3 532 change for sup ervi sor, OA, operations 4 
maint requirements 

• Virginia Electric 4 Power Co 80/07/30 5pp 


80C8050161 Responds to NRC B00730 request for earliest passible dates 
for implementation of NUREQ-05BB requirements 4 fire 
protection mods Electrical equipment requirements can be met 
in June 1992 4 fire protection mods by 801101 
SYLVIA.B R Virginia Electric 4 Power Co 80/07/31 2pp 


8006050029 Forwards revised Tech Spec Figure 6 2-2, replac ing 800730 
Tech Spec change request Figure 6 2-2 

SYLVIA.B R Virginia Electric 4 Power Co 80/08/01 Ip 


— 800B08Q033 Corrected Tech Spec Figure 6 2-2. "Facility Or gani i at i on, " 
originally submitted on 800730 

« Virginia Electric i. Power Co 80/00/01 2pp. 


B00813053I Application for Amend 69 to CL. comp 1 e t i ng responses to SER 
items by incorpora t i ng matl previously supplied by ! tr 
Affidavit of svc encl 

FERCUSQM, J H Virginia Electric 4 Rower Co 90/08/07 6pp 


9006150426 Amend 6? t-o application for OL, incorporating listed info 
previously supplied to NRC to support issuance of 
full-power OL 

FER0USI3N. J H Virginia Electric 4 Power Co 80/08/07 4pp 


6008200437 Notification of 800626-27 meeting u/util to discuss 
inservice testing program 

DRQMERICK. A Licensing Branch I 80/08/07 4pp 


8009210574 Summary of 800723 meeting u/util* in Qethesda.MD re 
difficulties in committing to dated requirements from 
NUREG-0694 

DROMERJCK. A W Licensing Branch l 80/00/00 8pp 


8006120343 Forward* explanation of facility compliance w/NRC 
regulations of I0CFR20, 50 4 100 Unit complies u/appllcable 
r e gu I a t ions . eic ep t where specific exemptions have been 
approved by NRC Util ha* not reviewed unit using 8RP 
FEROUSON, J H Virginia Electric i Power Co 80/08/il 37pp 


6000190279 Notifia* that, per ALAB-57B. Procedure I-PT-75 6 l for 
sampling svc water pump house drain *y* for turbidity 4 
suspended solids has been changed Six sample* will be 
visually inspected periodically 

SYLVIA.B R Virginia Electric 4 Power Co 80/03/15 Ip 


900822013? Notifies of change in procedure to measure flow rates from 
svc water pump house drain sys per ALAB-57B Periodic test 
will record total Plow rate of six drains Acceptance 
criteria to include 8 5 gpm ref value 

SYLVIA.B R Virginia Electric 4 Power Co B0/0B/15 lp 


0006280387 Forward* power escalation 4 testing schedule. per NRC 
request Schedule constitutes current realistic estimate of 
major testing planned until commercial operation 
SYLVIA.B R Virginia Electric 4 Power Co 90/08/25 3pp 


Q Inspection reports. IE Bulletins 4 correspondence 


8003140520 Forwards cover ltrs u/correct dates 4 incorrect dates for 
IE Insp Ropts 50-338/00-13 4 50-339/00-14 on corrected dates 
of 900324-27 

LEWIS, R C Region 2, Atlanta. Reactor Operations Nuclaar 8upport 
Branch 80/06/17 ip 


— 9000140546 Forwards IE Insp Rept* 50-338/80-13 4 50-339/80-14 on 
800324-27 No noncomp 1 lance noted Corrects insp dates given 
in 800411 1 tr 

LEWIS. R C Region 2. Atlanta. Reactor Operations Nuclear Support 
Branch 80/06/17 2pp 


—8009140554 Forwards IE Insp Repts 50-338/80-13 4 50-339/80-14 on 
600317-21 No noncomp l lance noted 

LEWIS. R C Region 2. Atlanta, Reactor Operations Nuclear Support 
Branch 80/04/11 2pp 


—8006140561 IE Insp Repts 50-338/80-13 4 50-339/80-14 on 800324-27 
No none omp 1 lance noted Major areas Inspected procedure 
i-PT-22 2 re ineore vs excore axial offsite. 4 sampling 
review of measuring teit equipment 

KELLOGG. P J. Region 2. Atlanta. Reactor Operations Nuclear Support 
Branch WEBSTER. E H , FORD. E J Region 2. Atlanta. Office of the 
Director 80/04/11 7pp 


8008120592 Forwards IE Insp Repts 50-338/80-27 4 30-339/80-25 on 
800612-14 No noncomp 1 ia nee noted 

LEWIS. R C Region 2. Atlanta. Reactor 'Operations Nuclear Support 
Branch 80/07/01 2pp 


—9009120598 IE Insp Repts 50-338/80-27 4 50-339/80-25 on 800612-14 No 
none ampl lance noted Major areas inspected initial 
criticality 4 zero power physics tests 

QUICK,. D fl Region 2. Atlanta. Reactor Operation* Nuclear Support 
Drench BURNETT. P T Region 2. Atlanta, Office of the Director 
90/07/01 3pp 


0008010020 Ack receipt of 800610 1 tr informing NflC of steps taken to 
correct violation noted in IE Imp Repts 50-333/80-20 4 
50-339/00-21 

LEWIS. R C Region 2. Atlanta. Reactor Operations Nuclear Support 
Branch 00/07/15 Ip 


—8009010023 Forwards IE Insp Rept* 50-330/00-20 4 50-339/00-21 on 
800421-25 4 notice of violation 

LEWIS.!? C Region 2. Atlanta. Reactor Operation* Nuclaar Support 
Branch 80/05/16 2pp 


— 9008010025 Notice of violation from insp on 800421-25. 

* Region 2. Atlanta, Office of the Director 80/05/16 lp. 


— 8009010027 IE Insp flepts 50-338/90-20 4 50-339/80-21 on 800421-25, 
Noncompliance noted failure to conduct preop erational test 
program to test engineered safeguards feature reeet design 
WEBSTER. E H Region 2, Atlanta, Office of the Director 

KELLQOO, P J Region 2. Atlanta. Reactor Operations Nuclear Support 

Branch 00/05/16 8pp 


0009200280 Forwards IE Insp Repts 50-338/00-28 4 50-339/00-27 on 
B0O6I6-18 No noncompliance noted 

MURPHY. 0 E Region 2, Atlanta. Reactor Construction 4 Engineering 
Support Branch. 00/07/13 2pp 


”8000290296 IE Insp Rept* 50-338/80-28 4 50-339/80-27 on 800616-18 
No noncompliance noted Major areas inspected IE Bulletin 
79-14 

HERDT. A R Region 2. Atlanta, Reactor Construction 4 Engineering 
Support Branch COMPTON, R M , MODENOS, L Region 2. Atlanta. 
Office of the Director 80/07/15 3pp 


UUOI\C I LU I I CIVIO 


£006070 577 Forwards IE Circular £0-17 F„el F,r D»-a;e liur tc mtfr 
Jet From Baffle Plate Corner No _-it'er respinet requires 
0 REILLs '. J P Region 2 Atlanta Office cf the Director 63/G7'23 

J P 


BOOE3ISO«35 At I receipt of 600/02 Itr irltnins NrC of steps taken to 
correct violet lens notef in IE Imp Pipit 5C-3C3/C3-22 6 
50-339/CO- 1 3 

LEWIS. R C Region 2, Atlantic Rtactsr Cperetlsnt I.Jt l«if Support 
Branch 80/07/25 Ip 


- -6000280249 Forwards IE Inep Repts 53- 3 33/ £0-22 6 50-333/60-13 on 
600512-16 6 notice of violation 

LEWIS, R C Region 2 Atleora Reactor Operation* NjClear Support 
Branch 60/06/05 2p p 


BG052B0255 Notice of violation from imp on 0Ou5l2-l6 

* Ration 2 Atlanta. Office of the Director 00/0 5/ 0*1 lp 


■0008250263 IE Imp Repts 50-330/60-22 & 50-339/33-13 on 600512-16 
No no nt orp 1 i ant e noted failure to irpta-int surveillance 
tut 

F0RD.E J Region 2, Atlanta. Office of the Director UFRIGHT.C M 
Region 2. Atlanta. Reactor Operations Nuclear Support Branch. 
80/06/04 5pp 


£0032602! 3 Forwards IE Suppl 1 to IE Info Notice BO-Oi, 1 No t lFicaticn 
of Significant Event! at Operating Power Reactor 
Facilities 11 

O'REILLY. J P Region 2. Atlanta. Office of the Director B0/O7/29 

IP 


6003010266 Retpondt to IE Bulletin 30-16. 'Potential Misapplication 
of Roseraount Inc Models 1151 t 1152 Pressure Transmitters 
U/Either A or D Output Codes ' No corrective action 
necessary for Model 1152 at facilities 

SYLVIA, B R Virginia Elactrlc t Pcuer Co B0/07/30 I3pp 


8003150136 Forwards IE Bulletin 60-20 "Failures of West 1 nghcuee Type 
W-2 Spring Return to Neutral Control Switches *' Reguests 
Info re e.stimate of manpower associated y/corrective 
actions needed after identifying problem 

O'REILLY. J P Region 2, Atlanta. Office of the Director 30/07/31 

lp 


0OO818OC67 Foryards I£ Bulletin 80-19. "Failures of Merc ury-Ue tted 
Matrii Relays in Reactor Protective Syi of Operating Nuclear 
Power Planti Designed by Combustion Engineering " Action 
required by facllititi u/DLs or CPs 

O'REILLY. J P Region 2. Atlanta. Office of the Director 60/07/31 

lp 


8008140363 Act receipt of S00610 Itr informing NRC of steps taken to 
correct violations noted in IE Imp Repts 50—333/30-20 L 
50-339/80-21 

LEWIS. R C Region 2 Atlanta- Reactor Operations Nuclear Support 
Branch 80/0B/04 Ip 


9OOSO0O379 Responds to NRC request to commit to visual imp of 37 
feedwater line snubbers listed in facility Tech Specs 
Visual insp will be performed prior to eeceeding 956 power 
t> will verify snubber operability at hot conditions 
SYLVIA. 9 R Virginia Electric >, Power Co 80/03/07 lp 


EOOQ150476 Forwards IE Info Notice 80-29. "Broken Studs on Terry 
Turbine Steam Inlet Flange '* No specific action or responte 
request e d 

O'REILLY. JP Region 2, Atlanta. Office of the Director 80/00/07 
Ip 


0003270685 Forwards IE Info Notice 80-24. "Lou Level Radwaste Burial 
Criteria " No written response required JH Smetek 600530 
asms end 

O'REILLY. J P Region 2, Atlanta. Orfice of the Director 80/00/14 
IP 


800B220209 Responds to NRC 800721 Itr re violations noted tn IE Insp 
Septs 50-338/80-19 L 50-339/80-20 Corrective actions design 
control engineer will be instructed to ensure applicable 
rework procedures 

SYLVIA, B R Virginia Electric 6 Power Co 80/03/20 Bpp 


9008260431 Forwards supplemental response to n one onp l lire a noted in IE 
Imp Repts 50-336/80-25 L 50-339/80-26 Corrective actions 
sodium bisulfite now utiliied in milk sample preservation 
technique Infraction should be deleted or made open item 
SYLVIA. B R Virginia Electric i. Power Co 80/03/25 3pp 


R Perisdlo npsuMPJ reports > related correspondence 


£006910^91 Forwards corrected data sheets tor 1978 L 1979, 
Nonradiological Environ Operating Repts. " for facility 
Includes a-ended me t no p c I e g y sum-ary tables 6 amended Table 
3 5 

SYLVJA B P Virginia Electric 6 Po.er Co 03/07/30 Ip 


--809801Q295 Revised pages to 1 Nonra i i o 1 o g t c a 1 Environ Operating Pept 
for 1978 

• Virginia Electric 4 Pouir Co Bu'07/30 14pp 


--3000010296 Revised pages tn ' Ho-riradiolngical Environ Operating Rapt" 
for 1979 

* Virginia Electric 5 power Co 00/07/30 2pp 


8000180426 Forwards monthly operating repts for Jul 1900 
SYLVIA B R Virginia Electric * Power Co 63/09/12 Ip 


--0003180430 Monthly operating repts ror Jul 1980 

WuODSMALL.W A Virginia Electric t . Power Co 80/08/05 Bpp 


S Reportable occurrences LER s i related correspondence 


6006250519 Final deficiency rapt re lack of complete independence 
between subsys for control room 4. emergency switchgear 
room air conditioning Chilled water supply U return lines 
will be reconnected to proper handling units 
BRCviN. S C Virginia Electric !< Pcuer Co 79/01/18 2pp 


8008040152 Foruards LER 60-025/03L-Q 

CARTWRIGHT. V R Virginia Electric 4 Power Co 80/0-7/30 lp 


--80080+01 55 LER 80-025/03L-0 on 800706. while lifting control rods, 
individual rod position indication for Tod F-12 failed 
Caused by failure of signal condition module Module uas 
replaced t recallbr 

CARTWRIGHT. W R Virginia Electric 4 Power Co 00/07/30 2pp 


8000080367 forwards LER 0O-O33/O3L-O 

C ARTWf? ! GHT, W R Virginia Electric 6 Power Co 80/00/04 lp 


•8003080372 LER 80-033/03L-0 on 8C07 10. d ur i ng Mode 3. greater than 12 
step disagreement occurred between Tod position indicator 
N-7 4t group demand indication Caused by vdltage drift in 
signal conditioning card Indication realigned 

CARTWRIGHT. W R Virginia Electric 4 Power Co 00/08/04 2pp 


0008080377 Forwards LER 80-032/G3L-0 

CARTWRIGHT. If fl Virginia Electric 5. Power Cd 80/00/04 lp 


~-8C0S08i>392 LER 80-032/03L-0 on 800706. rod J-13 Individual position 
indication deviated from group demand position by greater 
than 12 steps Caused by instrument drift Channel recallbr 
CARTWRIGHT, W R Virginia Electric l Power Co 80/08/04 2pp 


8008080382 Foruards t-ER 00-03S/03L-0 

CARTWRIGHT. tJ R Virginia Electric U Power Co 00/08/0+ lp 


9000080391 LER G0-035/03L-O on 000715. rod E-5 position indication 
observed greater than 12 steps (mn control rod demand 
position Caused by instrument drift Rod position channel 
recallbr 

CARTWRIGHT. W R Virginia Electric 6 Pcuer Co 80/08/04 2pp 


9000120413 Forwards LER Q0-Q42/03L-Q 

CARTWRIGHT. W R Virginia Electric it Power Co 80/09/07 Ip 


.0000120420 LER BO-042/O3L-O an 300726, greater than 12 step disagreement 
occurred betueen rod position indication E-S 6 group demand 
position Caused by voltage drift in signal conditioning 
card Indication realigned 

CARTWRIGHT, W R Virginia Electric S< Pcuer Co 80/08/07 2pp 


8009120424 Forwards LER 80-04 i /03L-0 

CARTWRIGHT. W R Virginia Electric b Power Co 00/08/07 lp 


— 6G0B120435 LER 0O-O41/O3L-O on 000724. G-13 rod position indication 
noted greater than 12 steps true control demand position 
Caused by instrument drift Position channel recalbir 
CARTWRIGHT. W R Virginia Electric >* Pouer Co 80/08/07 2pp 


0009120442 Forwards LER 60-Q39/01T-0 

CARTWRIGHT. W R Virginia Electric it Power Co 80/00/07 lp 
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— 8Q081204S2 LER BO-039/01T-0 on SO 07 1 3, wh lie performing channel calibr 
on pressuriier protection channels* ch anne 1 r 1 1 found reading 
above actual pressure Caused by oversensitive potentiometer 
ti calibr at atmospheric instead of containment pressure 
CARTWRIGHT, W R Virginia Electric S. Power Co 90709/07 2pp 


800812050! Forward s LER B0-034 /03L-0 

CARTWRIGHT. W R Virginia Electric 4- Power Co 00/09/07 ip 


--800912051* LER S0-034/03L-0 on 0007 1 1 , d ur ing Mode 2 opera t ion, 1 eak from 
RC8 occurred in eccess of Tech Spec limit Caused by packing 
failure on valve RHR-MOV-2700 Valve repaired, tes ted t< 
returned to svc 

CARTWRIGHT, 11 R Virginia Electric t. Power Co 90/08/07 2pp 


8008120435 Forwards LER 80-03B/03L-0 

CARTWRIGHT, W ft Virginia Electric 4 Power Co 0O/OB/O9 ip 


—80091204*6 LER 90-03B/Q3L-0 on 9007(7, resul ts of periodic reactor 
coolant leak rate tests showed Tech Spec limit exceeded 
Caused by flange leak on, A reactor coolant protection seal 
injection line due to relieving tension on flange bolts 
CARTWRIGHT. W R Virginia Electric 2 Power Co 80/09/08 2pp 


8008180428 Forwards LEft 80-0 1 0/01 )C-1 

CARTWRIGHT. W R Virginia Electric «. Power Co 8Q/0B/09 ip 


—8003180432 LER BQ-010/01 X- I on 800723. disc barge noitlei on low head 
safety injection pumps 2-51-P-1A h IB discovered in ncen 
of design stress loading Caused by vendor change of 
allowable nojils loadings Required support mods Implemented 
CARTWRIGHT, W R Virginia Electric 4 Power Co 80/08/00 3pp 


80082003*6 Forwards LER 80-040/03L-0 

CARTWRIGHT. W R Virginia Electric & Power Co 80/09/14 Ip 


— 8000200370 LER G0-Q40/Q3L-0 on B00723. during Mode 3 operation, primary 
containment structure temp exceeded Tech Spec limit Caused 
by temporary loss of component cooling water flow to shroud 
cooler Cooling valve reopened t. flow restored 

CARTWRIGHT, W ft Virginia Electric L Power Co 00/08/14 2pp 


8008210410 Forwards LER 30-036 /03L-0 

CARTWRIGHT' W R. Virginia Electric U Power Co BO/OB/14 lp 


— 8008210429 LER 80-036/03L-0 on 90071 7, w/un i t in Mode 2 S. during 
special NRC test. turbine driven ancillary feedwater pump was 
connected to header common to three steam generators Vo) 
in emergency condensate storage tank below 100.000 gallons 
CARTWRIGHT, W ft Virginia Electric 8, Power Co 80/00/14 3pp 


T Hearing transcripts on non-ant i trust matters 


BOQB07QQO? Transcript of G0Q73I public meeting in Hash ington, DC to 
discuss facility full power license Pp 1-46 vlewgrapbs enc 1 
* Commission 80/07/31 60j>p 


U Congrssslona 1 /Executive Correspondence 


8008270467 Recommends that each licensing action be taken in accordance 
w/7?lO04 policy accompanied by statement eiplainlng basis 
for involvement in 1 stue, -based an 900321 newspaper article 
re Issuance of OL 

UDALL, M K House of Rep „ Interior h Insular Affairs 90/08/21 

ip 


DOCKET 50-340 SEABRQOK NUCLEAR STATION, UNIT 1 


A App 1 Icat i on/construc t i on stage documents & correspondence 


8008060024 Forwards FR notice re 800714—17 regional meetings to addrsss 
portion of Commission 000323 memorandum U order describing 
requirements of environ qua 1 i f i cat ion of electrical 
equipment installed in safety sys 

EISENHUT, D Q Division of Licensing 60/06/30 ip 


9006060189 Notice of 600714-17 regional meetings to address portion of 
Commission 800523 memorandum t order describing requirements 
of environ qual i f ica t i on of electrical equipment installed 
in safety sys Svc list* enc I 

EISENHUTiDG Division of Licensing BO/06/27, U7pp, 


DOCKET 90-341 ENRICO FERMI ATOMIC POWER PLANT, UNIT 2 


A Application/construction stage documents t correspondence 


BOO BO 60 024 Forwards FR notice re 800714-17 regional meetings to addrssa 
portion of Commission 800523 memorandum It order describing 
requiremsnts of environ qual if i cat ion of electrical 
equipment installed in safety sys 

EISENHUT , D 0 Division of Licensing BO/06/30 tp. 


— 80080*0189 Notice of 900714-17 regional meetings to address portion of 
Commission BQ0923 memorandum It order describing requirements 
of environ qualification of electrical equipment installed 
in safety sys Svc lists end 

EISENHUT, D O Division of Licensing 00/06/27 H7pp 


acoaOBOOIO Requests that all applicants for OLs and CP Holders provids 
up-to-date completion schedules & fuel load targat dates so 
that NRC may establish licensing priorities Forwards list 
of target schedules for plants to be completed within 3 yrs 
EISENHUT, D 0 Division of Licensing. 80/07/11 lOpp 


9008090126 Summary of 900603 meeting w/consul tants from Savannah River 
Lab, util & GE re analyses of reactor sys contained in F8AR 
KINTNER, L, L Licensing Branch 2 SO/07/23 Spp 


8008120547 Requests comment period for NUREQ-0377 be eitendsd until 
800915 due to significant mods in imp lamentation plan It 
application to B HRs 

TAU8ER, H Detroit Edison Co- a0/07/25. lp 


B008060454 Forwards request for addl info in -F9AR Requests that FBAR be 
amended to comply w/sncl requirements by 900801 

TEDE8CD, R L Assistant Dlrsctor for Licensing 90/07/2? 17pp. 


9008190060 Submits interim criteria for shift staffing to all 9L L CP 
licensees U appl leant s . per NRC 900907 ltr Discusses 
administrative provisions for smargsney 6 overt!*# work 
Development *■ implementation to be reviewed within 90 days 
EISENHUT, DO Division of Licensing 80/07/31 lOpp 


900B200443 Notification of 800829 meeting w/BWR Licensing Review Group 
in Bethtsda.KD to discuss concensus positions an Mschanlcal 
Engineering Branch tx Mails Engineering Branch open issues 
WILSON, J N Licensing Branch 1 80/OB/O4 lp 


— 800920045? Notification of 000827 meeting w/BWR Licensing Review Group 
in Btthesda.MD to discuss concensus positions on TNI issues 
WILSON. JN Licensing Branch 1 80/00/04 lp 


— 9009200468 Notification of 800821 meeting w/BWR Licensing Review Group 
in Dethssda.NO to discuss concensus positions of review 
group on Plant Bye Branch &. Containment Sys Branch open 
is sues. 

WILSON, JN Licensing Branch I. 00/08/04 lp 


— 600920047? Notification of 8008k? meeting w/BWR Licensing Review Group 
in Bethesda.MD to discuss concensus positions on 
Instrumentation 4- Control Sys Drench open issues, 

WILSON, JN Licensing Branch I 00/00/04 9pp, 


8008190442 Advises that util Intends to apply rules of Subsection 
JIB-4436 as stated In 1976 addenda to ABME Code re conet of 
safety-related piping sys 

FAHRNER, W J Detroit Edison Co 80/09/03 2pp 


8008190044 Confirms plans discussed on 800901 re 900S12 meeting w/util 
in Detroit, MI to discuss const & regulatory experience! 
during past yr 

KEPPLER.J 0 Region 3, Chicago, Office of the Director 80/08/07 
IP 


F Security, medical, emergency V fire protection plans 


800B05Q102 Request* all applicants for CPs & OLs submit info re 
proposed nuclear power plant vicinity evacuation astlmatas 
Info requested by BOOBOl for NRC to identify evacuation 
cons traints, spec ial planning measures & postibls mods, 
EISENHUT.DG D i Vi 1 1 on of Li c eft* i n g 80/07/02 lp 


9008120522 Notifies that evacuation time estimates raqusstsd in NRC 
800702 ltr will not be available by 800901 Estimates should 
be completed by 801215 

TAUBER, H Detroit Edison Co 90/07/23 lp, 
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84OB27O710 Not i f i c a 1 1 an of 000019,20 fc 22 workshop* in Valley forge. PA* 
Chicago, 1L l, At 1 an ta, QA< respec 1 1 ve 1 y, to solicit public 
comment re NUREG-0696. “Functional Criteria for Emergency 
Response Facilitiee " 

KEPPLER . J 0 Region 3, Chicago, Office of the Director 80/08/11 
2fP 


H General correspondence 


800B15Q252 Responds to 800327 Itr to President Carter re question of 
quel i f lcat ion of personnel engaged in facility design 
raised during ABC news television program Util response to 
NRC notice of violation is now being reviewed 

THORNBURG. H D Office of Inspection & Enforcement. Office of the 
Director 80/06/08 3pp 


BOO01BD283 Respond* to 800321 ltr to President Carter re questions on 
quslif ication of personnel engaged in facility design raised 
during ABC news program Review of util response to NRC 
notice of violation underway 

THORNBURG. H D Office of Inspection t. Enforcement, Office of the 
Director 80/06/02 7pp 


P Operating licensa stage documents 6 correspondence 


3008050002 Confirms 800724 telcon re meeting w/aperating OUR licensees 
U forwards sample ltr of notification 

HEI0HMAN, R F Region 3. Chicago. Reactor Operations Nuclear Support 
Branch 80/07/24 lp 


— SOQ0O8OO88 Confirms 800724 telcon notification of 800730-31 meeting w/ 
operating BUR licensees in Glen Ellyn. 1L bo discuss as-built 
scram discharge vol l piping Schedule end 

HEI8HMAN.R F Region 3, Chicago. Reactor Operations Nuclear 
Support Branch 80/07/24 4pp 


0 Inspection reports. IE Bulletins & correspondence 


8003060100' Forwards IE Insp Rapt 30-341/80-09 on 800610-13 No 
noncompliance noted 

FIORELLI.O Region 3. Chicago. Reactor Construction t Engineering 
Support Branch 80/06/30 2pp 


—8003060183 IE Insp Rapt 30-341/80-09 on 000610-13. No noncomp 1 ianc* 
noted Major areas inspected reactor coolant pressure 
boundary S< safety-related piping welding activities, 
procedures tt records & previous unresolved Items. 

LEE.E W. K Region 3. Chicago. Office of the Director, 

DANIELSON. D H Region 3. Chicago, Reactor Construction It 
Engineering Support Branch 90/06/26 Spp 


8009060307 Forwardi IE Bollatin 80-17. ''Failure of 76 of 139 Control 
Rode to Fully Insert During Scram at BWR " No written 
response required 

KEPPLER, J G Region 3, Chicago, Office of the Director 80/07/03 
if 


0009070133 Forwards Buppl 1 to IE Bulletin 80-17, “Failure of 76 of 183 
Control Rods to Fully Inssrt During 8cram at BUR " No 
written response required 

KEPPLER, J 0. Region 3, Chicago, Office of the Director 80/07/18 
if 


8008070237 Forwards Buppl 2 to IE Bulletin 80-17, "Failure of 76 of 189 
Control Rods to Fully Insert During Scram at BUR." 

No written response required 

KEPPLER, J 0 Region 3, Chicago, Office of the Director 00/07/22 

2pp 


BOOS 130123 Forwards IE Bulletin 80-20, "Failures of Westing house Type 
W-2 Spring Return to Neutral Control Switches " Action 
required 

KEPPLER, J G Region 3, Chicago, Office of the Director 80/07/31 
lp. 


0000200476 Forward* IE Bulletin 80-19, "Failure* of Mercury-Wetted 
Matrix Relays In Reactor Protective Sys of Operating Nuclear 
Power Plants Designed by Combustion Engineering “ Action 
required by facilities w/OLs or CPs 

KEPPLER, J. 0. Region 3, Chicago, Office of the Director 80/07/31 

lp 


8008180126 Forwards IE Bulletin 90-20, "Failures of Mestlnghouee Type 
W-2 Spring Return to Neutral Control Bwitehe*. " sent to 
Lilted licenteei for ection on 800731 

PAPPAS, H Region 3, Chicago, Office of the Director 80/00/01 ip 


8008180237 Forwards IE Info Notice 30-29. "Broken Studs on Terry 
Turbin* Steam Inlet Flange “ No specific action or response 
requested 

KEPPLER. J G Region 3. Chicago. Office of the Director 80/08/07 

ip 


3 Reportable occurrences. LERs t related correspondence 


9004230489 Final deficiency rept re limited heat number on A-36 steel 
Cause unstated Removal of supports initiated Deviation 
disposition request generated 

FAHRNER.W J Detroit Edison Co 90/03/28 ip 


9008010071 Ac k receipt of 800703 final deficiency rept re termination 
to receptacles for main control room panels NRC will 
complete review during future insp 

F10RELLI.G Region 3. Chicago, Reactor Construction it Engineering 
Support Branch 80/07/21 lp 


8OO0O6QOB4 Aci receipt of 000710 interim deficiency rept re containment 
gas monitoring sys Mill review final rept upon receipt 
FlQRELLl.O Region 3. Chicago. Reactor Construction h Engineering 
Support Branch 90/07/24 ip 


BOQB2S0223 Act receipt of 900717 interim deficiency rept re cut 
reinforcing bar 

FIORELLI.O Region 3, Chicago. Reactor Construction U Engineering 
gupport Branch 90/0B/I3 lp 


— 8000250241 Add! interim deficiency rept re current statu* of cut 
reinforcing bar evaluation Sargent & Lundy. Inc analysis 
indicates that rebar cut* do not reduce slab capacity Fluor 
load design rating will be met Final rept due by 80 1119 
FAHRNER.W j Detroit Edison Co 90/07/17 2pp 


DOCKET 90-344 TROJAN NUCLEAR PLANT. PORTLAND GENERAL ELECTRIC 


F Security, medical, emergency t> fire protection plans 


8000150041 Advises that certain areas of security plan do not meet 
10CFR73 S3 requirements, Requests security plan be amended bo 
incorporate anti changes Enel withheld (ref 10CFR2 790) 

NOVAK. T M Assistant Director for Operating Reactors 80/07/30 
2pp 


G Adjudicatory correspondence 


8009070028 Forwards status of NRC activities l> plans re recommendation* 
in Resolutions 207-211 by PA House of Representatives FR 
notices tnc 1 

AHEARNE, J F Commission 80/07/10 I4pp 


— 9008070044 Sub-Agr* inin t 2 between OR Dept of Energy tt NRC r* resident 
inspector programs at facility 

FRANK, L Oregon. State of STELLO, V Office of Inspection tt 
Enforcement. Office of the Director 00/01/04 3pp 


9009090463 Forwards ASLB 000711 initial decision re control bldg mods. 
Amend 47 to License NPF-1 consisting of changes to Tech 
Specs i. notice of issuance of amend to facility QL 
CLARK, ft A Operating Reactors Branch 3 90/07/25 4pp 


— 8008050477 Initial decision to issue appropriate license amend to 
License NPF-1 autho-r Ij ing implementation of modi to control 
bldg 

MCCOLLOH, K A , PAXTON, K C . KILLER, M E Atomic Safety and 
Licensing Board Panel 80/07/11 80pp 


— 0OOBO5Q462 Amend 47 to License NPF-1 permitting proposed mods to 
control bldg & consisting of Tech Spec changes 
EISENHUT. D G Division of Licensing 00/07/25 21pp 


— 0000050339 Notice of issuance of Amend 47 to License NPF-1 
CLARK, R A Operating Reactors Branch 3 80/07/29 4pp 


8008010085 Response to NRC motion for clarification of ASLB 900711 
initial decision re license condition on control bldg mod 
Does not object to including NRC S> licensee proposals in 
Condition 2 C 11. 

AXELRAD.I1 , JOHNSON. R W Portland General Electric Co AXELRAD.M 
Louiensteln, Newman, Rei » . A* # lrad 4, Toll 00/07/29 4pp 


— 0OO8O1QOS7 Response to State of DR 800723 motion for reconsideration of 
initial decision If addition of discussions determined, basis 
for elaboration is set in licensse 800329 response to NRC t, 

State of OR proposed finding* of fact W/Certi f icate of Svc 
AXELRAD.M , JOHNSON, FI W Portland General Electric Co AXELRAD.M 
Lowens tain, Newman. Rel s , Axelrad & Toll 80/07/29 3pp 
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800807032“? Motion for extension until 000818 to respond to State of OR 
000723 notion to reconsider initial decision in control bid} 
proceeding Counsel wiLl be out o it ofc 800720-0011 H/notice 
or appearance Certificate or Svc 
WOGDHEAD, C P Hearing Elranch 3 80/03/06 4pp 


8000270473 Responds to Wayne-Pike Audubon Society 800327 ltr re effects 
of Mount St Helena on nuclear plants NRC assessment of 
landslides U valcanitm concluded that site is suitable 
Effects of S0031B eruption on facility were minimal 
DEHTON.Hft Office of Nuclear Reactor Regulation. Director 
BO /OB/ IS 3pp 


6008110507 Order granting extension untLl 600310 for NRC to respond to 
State of OR 800723 motion for reconsideration of initial 
decision issued in control bldg proceeding Certificate of 
Svc encl 

MILLER, M E Atomic Safety and Licensing Board Panel SO/OB/07 
4pp 


— 600327047“? Request, submi tted on behalf of Uayne-Pike Audubon Society, 
for info re effect of Mount St Helens an nearby nuclear 
plants 

SHELLY, F Affiliation Unknown BO/OS/27 lp 


P Operating license stage documents 6 correspondence 

G009270517 Responds to reguest, on behalf at Trojan Decommissioning — - — - — -- — - — — — — — — — — - 

Alliance, to suspend operation of facility due to recent 

volcanic activity at Mount St Helens Request denied 8004200296 Provides program description re removal of representative 

Director's decision under 10CFR2 206 end samples of steam generator tubes during Apr 19B0 scheduled 

CASE, E G Office of Nuclear Reactor Regulation, Director B0/0B/I3 refueling outage, per util 791104 8, 16 ltrs to NRC Samples 

3pp will be analyzed to determine cause of leak 

BROEHL, 0 J Portland General Electric Co 00/03/27 4pp 


— 8009270520 Decision DD-GO-26 denying request that operation of facility 
be suspended on basis of recent volcanic activity at Mount 
St Helens 

CASE. E C Office of Nuclear Reactor Regulation, Director 
8&/O0/O 34pp 


90080603.59 Forwards errata shoots correcting errore in five addl TMI-2 
related requirements submitted by 000307 ltr Items Involved 
are II k 3 25, II K 29 «. II K 3 44 Svc lifts encl 
EISENHUT.D 0 Division of Licensing B0/O4/Q9 69pp 


- -8008270523 Requests immediate closure L suspension of all operations at 
facility due to volcanic activity at Mount St Helens 
ROSALIE. E Trojan Decommissioning Alliance 00/03/29 Ip 


— 3008270527 Forwards draft cover ltr for 10CFR2 206 response to 
E Rosalie request on behalf at Trojan Decommissioning 
Alliance, for immediate suspension of operation at facility 
tj/o encl 

MURRAY, J Rulemaking 6 Enforcement Division 60/06/06 ip 


8008270661 Director's decision under 10CFR2 206 denying Trojan 
Decommissioning Alliance of Portland, OR S0OS29 request for 
suspension of operation due to Mount St Helene eruption 
Past evacuation coupled w/present assessment proves safety 
CASE, E 0 Office of Nuclear Reactor Regulation. Director 60/00/13 
4 P P 


8000200202 Forwards NRC masonry consultant J Colville T«pt re 
resolution of control bldg wall problem J Colville 800717 
ltr to DNL encl 

GRAY, JR Hearing Branch 1 BO/OB/14 2pp 


—3008200206 "Rept on Criteria It Methodology for Evaluation of Out- 
of-Plane Loading an Masonry Walls at Trojan Power Plant “ 
COLVILLE. J Maryland- Univ of BO/07/31 8pp 


8006280670 Certifies svc of licensee 900620 ltr to NRC re finite 
element analyses, on 9Q0B21 to parties in control bldg 
p roceed I n g 

JOHNSON. R W Portland General Electric Co 60/08/21 2pp 


II General correspondence 


80QQ15D031 Responds to 300404 telegram re Mount St Helens it power 
plant Technical rept discussing possible impact of volcanic 
activity at Mount 9t Helens on safety of facility encl 
Plant site remains suitable from volcanic haiards viewpoint 
EISENlijr.D Q Division of Licensing 0D/OB/O5 4pp 


•OBI 50321 Responds to 000329 ltr re Mount St Helens t, power plant 
ethnical rept discussing possible impact of volcanic 
tivity at Mount St Helens en safety of facility encl Plant 
te remains suitable from volcanic haiards viewpoint 
JENHUT, D O Division of Licensing 80/00/03 Spp 


’00028 Responds to 800605 ltr re Mount St Helens & power plant 
hnical rept which discusses possible impact of volcanic 
.ivity on plant encl Based on evaluation of volcanic 
snomena , plant site remains suitable 

5EMHUT.D 0 Division of Licensing 80/00/05 32pp 


,08200029 Discusses concern over close proximity o-f power plant U 
Mount St Helens Plant should not reopen until present 
condition of mountain has changed Safety of facility & 
inhabitants in vicinity take priority over anything else 
MCMAHON. W B Af f 1 1 ia ti on Un known 80/06/05 lp 


“6200337 Responds to 000603 ltr to President Carter re possible 
met of volcanic activity from Mount St Helens on 
ility Site remains suitable from hatards viewpoint NRC 
l continue to monitor & assess info on renewed activity 
cNHOr.DO Division of Licensing 80/00/03 3pp 


6006060024 Forwards FR notice re 800714-17 regional meetings to address 
portion of Commission 800523 memorandum & order describing 
requirements of environ qual if i cation of electrical 
equipment installed in safety sys 

EI6ENHUT. D 0 Division of Licensing 80/06/30 lp. 


— 600806018? Notice of B00714-17 regional Meetings to address portion of 
Commission 800523 memorandum 6 order describing requirement* 
of environ qua 1 if lea t i on of electrical equipment inetalled 
in safety sys 6ve lists encl 

EISEMHUT, D 0 Division of Licensing 00/06/27 !17pp 


8008090002 Forward Amend 46 to License NPF-1, safety evaluation tt notice 
of issuance & availability 

CLARK, R A Operating Reactors Branch 3 00/07/23 2pp 


— 0000080069 Amend 46 to License NPF-1, approving use of Meetinghouse 
improved thermal design procedure it WRB-1 critical heat 
flint correlation 

CLARK.R A Operating Reactors Branch ,3 00/07/23 42pp 


— 9006080003 Safety evaluation supporting Amend 46 to License NPF-1 
e Operating Reactors Branch 3 80/07/23, 6pp 


— 0OQSO8QOO5 Notice of issuance & availability of Amend 46 to License 
NPF-1 

CLARK.R A Operating Reactors Branch 3 00/07/23 2pp 


9003130596 Forwards request for addl info re effects of Mount Bt 
Helens volcanism 

NOVAK. T M Assistant Director for Operating Reactors 00/07/23 
4pp 


8008120476 Submits info re postulated fuel handling accident inside 
containment, in response to NRC 800617 ltr Fuel gap 
activities overestimated in Reg Guide 1 25 Option 3 will be 
incorporated in license change application 
GOODWIN. C Portland General Electric Co 60/08/08 2pp 


8008210174 Advises that 600725 Amend 46 to License NPF-1 was 
incorrectly numbered All document* transmitted w/000783 ltr 
pertain to Amend 48 & should be corrected accordingly 
CLARK.R A Operating Reactors Branch 3 80/00/11 3pp 


0008200202 Forwards NRC masonry consultant J Colville rept r» 
resolution of control bldg wall problem J Colville 800717 
ltr to BNL encl 

GRAY, JR Hearing Branch 1 80/09/14, 2pp 


— 8009200206 "Rept on Criteria 6 Methodology for Evaluetion of Out- 
of-Plane Loading on Masonry Walls at Trojan Power Plant " 
COLVILLE, J Maryland, Univ of 00/07/31 Spp 


6009210391 Responds to NRC 000522 ltr S< forwards interim itetus rapt 
describing results of destructive examination of li-bends , 
removed from steam generator D 

GOODWIN, C Portland Oeneral Electric Co 80/00/15 6pp. 


0008260344 Forwards results of finite element analyses, confirming that 
refined displacement multiplication factors are at or below 
800620 criteria Wall mod designs will use conventional 
reinforced concrete members, using stress critsria in F8AR 
BRCEHL.D J Portland General Electric Co, 00/08/20 Spp 
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9008270367 Adviser NRC of change* In util 000102 commitment r« 
Technical Support Ctr. due to NRC postponement of 
implementation date Description of conceptual design will 
be forwarded by 000930 

GOODWIN. C Portland Oeneral Electric Co 00/00722 ip 


G Inspection report*. IE Bulletin* & correspondence 


8000090102 Forward* re*pon*e to IE Bulletin 00-00 re containment piping 
penetration weld* One hundred percent radiography performed 
on containment piping penetration butt weld* during const 
GOODWIN. C Portland Oeneral Electric Co 00/07/02 7pp 


0008270230 Summary of 800624 iite vi*it It 000619-20,29-20 meetings w/ 
util fc Bechtel in Bethesda.KD, & 3an Franc i*c a, CA, 
respectively,™ maionry wall problem per IE Bulletin* 79—02 
tc 79-14 

TRAMMELL, C M Operating Reactor* Branch 3 80/07/03 Spp 


0009270230 Summary of 000624 iite visit 5 0OO6J9-20, 29-20 meeting* w/ 
util ?< Bechtel in Bethesda.MD. U San Franc i«ce. CA. 
reepectively, re metonry wall problem per IE Bulletin* 79-0? 
t 79-14 

TRAMMELL. C,M Operating Reactor* Branch 3 S0/07/03 5pp 


— B00S270247 Forward* revit*d criteria for heavyweight double wythe 
ma»onry wall out-of-plane behavior analy»l* per 800619.20 h 
29-28 meeting agreement. 

BROEHL, D J Portland General Electric Co 80/06/29 24pp 


8008200029 Forward* imp rept of feedwater *y* piping in rtiponn to 
IE Bulletin* 79-13 S, 79-13, Revi*ion 2. "Cracking in 
Feedwater Sy* Piping " Util response to remaining action 
item* submitted on 000719 

BROEHL, D J Portland General Electric Co 0O/O7/1S 8pp 


BOOS120127 Forwerd* IE Circular 80-17, "Fuel Pin Damage Due to Hater 
Jet From Baffle Plate Corner " No written response required 
ENGELKEN.R H Region 9, San Francisco, Office of the Director 
80/07/23 ip 


0008200021 Respond* to IE Bulletin 80-16. "Potential Misapplication of 
Rosemount, Inc Model* 1191 6 1192 Pre*«ur* Transmi ttars W/ 

Either A or D Output Cod** " No sub J pre*«ure transmitter* 
uteri in tef sty-related *y« at facility 

GOODWIN, C Portland General Electric Co 80/07/23 lp 


8009200529 Forwerd* IE Bulletin 80-18. "Maine of Adequate Min Flow 
Through Centrifugal Charging Pump* Following Secondary Side 
High Energy Line Rupture " Action required 

ENQELKEN.R H Region 5. San Francisco, Office of th* Director 
80/07/24. lp 


0009190434 Forward* tuppl to TE Info Notice 80-06, "Notification of 
Significant Event* at Operating Power Reactor Facilities " 

No written response required 

ENGELKEN, R H Region 9. San Francisco, Office of the Director 
80/07/29 lp 


8008140915 Forward* IE Bulletin 80-20, "Failure* of He* t i nghousa Type 
H-2 Spring Return to Neutral Control Switches “ Requests 
info re estimate of manpower associated w/c orrec ti v# 
action* n»*d*d after Identifying problem 

ENGELKEN, R H Region 9, 9an Franciico, Office of the Director 
80/07/31 ip 


0008200410 Forwards IE Bulletin 80-19, "Failure* of Mercury-Hatted 
Matrix Relay* In Reactor Protective Sy* of Operating Nuclear 
Pow*r Plant* Designed by Combustion Engineering " Action 
required by facilities w/OLt or CP* 

ENOELKEN.R.H Region 9, San Francisco, Office of the Director 
00/07/31 lp 


9008250627 Submits addl info in response to IE Bulletin 00-05, "Vacuum 
Condition Resulting In Damage to Chemical Vol Control By* 

CCVC9) Holdup Tank* " Vacuum protection it provided in 
treated waste monitor tank* & clean waste receiver tank* 

GOODWIN, C , LENTSCH, J H , CHRISTENSON. 0 R Portland Oeneral Electric 
Co, 00/08/14. 2pp 


9008280544 Ack receipt of 800717 itr informing NFtC of step* taken to 
correct violation* noted In IE In«p Rept 50-344/80-11^ 

CREWS, J L Region 5, San Francisco, Reactor Operation* Nuclear 
Support Branch 80/08/14, lp, 


— 0OO82SO546 Respond* to NRC 800627 ltr re violations noted in IE Tnsp 
Rept 90-344/80-1 1. Correc tive action* procedure* changed to 
address mot* specifically type of testing required 6 
personnel certified as testar* 

BROEHL, D, J Portland Oeneral Electric Co 80/07/17. 2pp, 


—0008230548 Forward* IE Insp Rept 90-344/BO-il an 800901-30 6 notice < 
vio 1 at ion 

CREHB, J L Region 5, San Francisco. Reactor Operations Nuclear 
Support Branch 00/06/27 2pp 


--8009200949 Notice of violation from insp on 000501-30 

* Region 3. San Francisco, Office of the Director 90/06/26 

2pp 


— 8000280552 IE In*p Rept 50-344/80-11 on 900501-30 Non c amp 1 i atlC « noted 
failure to properly review 4. approve saf e ty-re 1 ated teat 
procedure 4, to have certification for individual* performing 
saf a ty-re 1 ated tests 

STERN3ERO. D M Region 5. San Francisco. Reactor Operation* Nuclear 
Support Branch MALMROS, M H . JOHNSON, 0 W Region 9, San 
Francisco, Office of the Director S0/0A/26 7pp 


R Periodic operating reports t l elated correspondence 


6008120393 Forward* monthly operating rept for Jul 1980 
YUNOT, C P Portland General Electric Co 00/08/04 lp 


— 0009120396 Monthly operating rept for Jul I9G0 

BAIR. 0 0 Portland Oeneral EleetTic Co BO/0S/O5 4p p 


8 Reportable occurrences, LCR* 6 related correspondence 


8000250660 Requs»ts further corrective action* to prevent recurrence 
of three ROe 6 to re-evaluate approach to reviewing ROs 
Time 1 y, in-dep th,, ind spend ent review should be provided 
FRANK, L Energy. Dept of 00/07/25 4pp 


□000130380 Forward* LER 0O-OI3/O3L-O 

YUNOT. C P Portland General Electric Co 00/09/06 3pp 


—0000150306 LER 8Q-Q13/O3L-0 on 800708, dur i ng local leak rate testing, 
nine valves indicated leakage above allowable Tech Spec 
limit Caused by dislodged i eat, defective gasket it uneven 
seating Valves repaired S, retested satisfactorily 
PERRY, J C Portland Oeneral Electric Co 00/08/06 Ip 


BOO01SO30Q Forward* LER 0O-O14/O3L-O 

YUNOT. C P Portland General Electric Co 00/08/07 2pp 


—0000150395 LER GO-01 4/03L-0 on 000709. during field ver 1 f ic a t ion. seisml 
restraint for control room emergency ventilation sys train 
A cooling coil found incorrectly installed Caused by 
improper installation during conit Restraint reinstalled 
PERRY, J C Portland Oeneral Electric Co B0/08/07 lp 


B00B200400 PNS-V-BO-OOB on 000007, bomb threat was telephoned to 
Longview Daily Newt Site security unable to find 
esplosi vei, 

SCHAEFER. D , SCHUSTER. K D Region 9, 8an Francisco. Office of the 
Director 00/08/00 lp 


8008260399 Forward* followup rept to LER 60-06 re degradation of two 
nuclear fuel rods, cause of degradation i corrective action 
YUNOT. C J» Portland General Electric Co 80/00/18 3?pp 


0008260473 Forward* LER 80-016/03L-Q 

YUNDT.C P Portland General Electric Co 00/08/18 2pp 


— 9000260476 LER 0O-O1A/O3L-O on 8007J9, dur i ng low power phytic* testing 
south boric acid tank boron concentration 6 north boric acid 
tank level exceeded Tech Spec* Caused by personnel error. 

OLMBTEAD.C P Portland Oeneral Electric Co 80/05/10 lp 


BOO026O553 Forward* LER 80-0I5/03L-0 

YUNDTiC P Portland Oeneral Electric Co 80/09/10 2pp 


— 8000260562 LER 90-01S/03L-0 on 800720, duri ng attempt to manually start 
steam turbine-driven auxiliary feedwater pump, pump would not 
start Caused by poorly written procedure resulting in torque 
switch fc throttle valve being set incorrectly 
PERRY, J C Portland Oeneral Electric Co 80/08/19 lp 


V Opera tor Examinations 


9008060259 Forwards Procedure TP-2- 1 , Revi sign 6, "Operator licensing" 4. 
Training Procedure TP-2-2, R«vi *ton 8, "Licensee Retraining 
Program " 

YUNOT. C P Portland General Electric Co, 00/07/29 ip 


— 0009060260 Training Procedure TP-2-1. flevis i on 6. "Operator Licensing 
SUSEE.R Portland General Electric Co 80/07/29 6pp 
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—3008060262 Training Procsdur# TP-2-2, Rev J i i on 8 , "Licensee Retraining 
Program “ 

VUNDT, C P Portland General Electric Co 60/07/30 9pp 


DOCKET 50-346 DAVIS-BESBE NUCLEAR POWER STATION. UNIT t 
F Security, medical, emergency 4 fire protection plana 


8008270715 notification of 800319.20 4 22 workshops in Valley Forge, PA, 
Chiea 3 a.ll. 4 Atlanta. CA, reipec tlve 1 y, to solicit public 
comment re WURE0-0696, "Functional Criteria for Emergency 
Retpome Fee i lit let “ 

KEPPLER.U 0 Region 3. Chicago, Office of the Director 80/08/11 
2 PC 


H Orneral corret pondenc# 


9008180112 Respond* to WH Perrenod 900624 request for facility 
emergency plan* Forward* util 600327 revised emergency plan 
4 NRC 800519 revision implementation endo-riamtnt FEMA 
responsible for offsite planning 

EISENHUT.D 0 Division af Licensing 80/08/04 lp 


— 9008180116 Requests current util 4 state govt emergency evacuation 
plans for f ac 1 1 1 ty 

PERRENOD, If ft Public Interest Research Croup, Ohio 80/06/24 

tp 


P Operating license stage documents & correspondents 


9008060358 Forwards errata sheets correcting errors in five a<fdl 7111-2 
related requirements submitted by 900307 1 tr Items involved 
ere II K S 23,11 K 29 li ft K 3 44 Svc lists end 
EISENHliT, 0 0 Division of Licensing 80/06/09 49pp 


8009060024 Forwards FR notice re 900714-17 regional meetings to address 
portion of Commission 800523 memorandum 4 order describing 
requirements of environ qualification of electrical 
equipment installed in safety $y* 

EISENHUT, □ 0 Division of Licensing. 80/06/30 Ip 


— 8008060189 Notice of 800714-17 regional meetings to address portion of 
Commission BOOS 23 memorandum 6 order describing requirements 
of environ qua 1 1 f 1 ca 1 1 on of electrical equipment installed 
in safety sys Sve lists end 

EIEENMUF, D 0 Division of Licensing 80/06/27 l!7pp. 


8003050313 Forwards Amend 28 to License NPF-3. safety evaluation 4 
notice of issuance 4 availability 

REtDrR W Operating Reactors Branch 4 80/07/25 2pp 


— 8003090S20 Amend 28 to License NPF-3, revising Tech Spec setpoint for 
automatic closure of decay heat removal sys Isolation valves 
4 implementing pressuriier heat interlock 
REID, R, W Operating Reactors Branch 4 80/07/23 13pp 


— 9008050524 Safety (valuation supporting Amend 29 to License NPF-3 
• Operating Reactors Branch 4 80/07/25 7pp 


— 6009050527 Notice of issuance 4 availability of Amend 29 to License 
NPF-3 

FEID.R W Operating Reactors Drench 4 80/07/23 2pp 


9008090373 Forwards partial response to request for eddl info re 
proposed Tech Spec changes to support Cycle 2 operation at 
plant Final response will be consistent u/resulti of current 
d i ecus s 1 one 

CROUSE, H P Toledo Edison Co. 80/07/29. 2pp 


3009060364 Submits final response to 800723 request for add! info re 
proposed Tech Spec changes to support Fuel Cycle 2 
optra ti on Describes evaluation of effact of ramp rate 
correlations 4 performance of ECCS analysis. 

CROUSE, R P Toledo Edison Co B0/07/30 lp 


IQO9O70350 Forwards addl info re reactor coolant loop flow indicators, 
per 900730 discussion Notes error in 800721 response 
Correct min separation for new sensing lines should bt 
three ft 

CROUDS, R P Toledo Edison Co 90/08/04 2pp, 


008120329 Act receipt of 600304 application for mod of License 
Condition 2 COMrl re seismic re-eya Juetion. Reque t ts 
remittance of addl sum due to Class 111 fee app 1 Icib ill ty 
DiOfJS.R H License Fee Management Branch 80/08/05 ip 


8008130499 Forward* status of conditions requiring completion prior td 
startup following first refusling outage Conditions will be 
removed upon issuance of Tech Specs amend necessary for 
Cyc I * 2 opsrat i on 

CROUSE, R P Toledo Edison Co 80/08/06 3pp 


B 008200 093 Notification of 800921 meeting W/84W owners group in 
Bethesde.HD to discuss abnormal transients opereting 
guidelines progrem for B4W reactors 

VIBBINO.O 8 , Operating Reactors Branch 4 80/09/11 2pp, 


800B200496 Forward* Amsnd 29 to License NPF-3. safety evaluation 4 
notice of issuance 4 availability 

REID, R W Operating Reactors Branch 4 80/09/11 2pp 


—0009200500 Amend 29 to License NPF-3, deleting License Condition 2 C <31 
<p) rt decay heat removal sys suction bypass valves 
REtD.R W Operating Reactors Branch 4 80/08/11 ip. 


— 8000200504 Safety evaluation supporting Amsnd 89 to License NPF-3 LLL 
Jui 1979 technical evaluation rapt re alternate to keylock 
control to bypass valves sncl 

» Office of Nuclear Reactor Regulation, Director BO/Ofl/ll 7pp. 


— 8008200507 Notice of issuance 4 eveilebilty of Amend 29 to Lieeitee 
NPF-3 

REID, R U Operating Reactors Branch 4 80/08/11 2pp. 


0006250590 Informs that further review of completed analysis for one 
stress calculation on mein steam line outside containment 
revealed that pipe support loads had been calculated 
utilities proposed mod support sys Audit 4 review performed 
CROUSE, R P. Toledo Edison Co 80/09/18 Spp 


8009260352 Requests info by 800825 r* high energy line break effect* en 
flow sensing lints inside secondary shielding 4 on flow 
transmitters Request prompted by questions arising 'from 
rsview of 800904 submittal re RCS sensing lines, 

REID, R. W Operating Reactors Branch 4 00/08/18. 2pp 


8008260245 Forward# application for amand to License NPF-3, requesting 
mod to Tech Spec Table 3 6-2 
CROUSE, R P Toledo Edison Co 80/08/22 lp 


— 800826 024 B Application for emend to License NPF-3, requesting mod to 
Tech Spec Table 3.6-2 Safety evaluation enel 
CROUSE, R P Toledo Edison CO 80/08/22 ' 2pp 


— 800B260252 proposed revision to Tech Spec Table 3 6-2, “Centainaent 
Isolation Valves " 

# Toledo Edison Co 80/08/22 ip 


BOOBZ60266 Forward* reptf, “Cooling Tower* a* Obstacle* in Bird 
Migrations 6 "EIA of Devis-Bstss Nuclear Power Station, Unit 
I on Aquatic Ecology of Lake Erie," 1973-197? Facility hat 
no adverts effects on water quality or bird population. 

CROUSE, R P Toledo Edison Co 80/08/22 2pp. 


—9008260271 "Cooling Towsrs as Obstacles in Bird Migrations “ 

TEMME, H , UACKBON.W B Bowling Green State Univ 79/11/15 22pp. 


— 8008260281 "EIA of Devis-Betss Nuclear Power Station, Unit 1 on Aquatic 
Ecology of Lake Erie, "1973-1979 

REUTTER, J M , HERDENDORF, C. E Ohio State Univ 172, B0/06/30 

209pp 


6008260317 Forwards Revision 2 to BAW-1593, "Davis-Bess* Nuclear Power 
8 tefcion, Uni t 1, Cycle 2 Reload R«pt" 4 application for amend 
to License NPF-3 Mad* propose changes to App A Tech Specs 
CROUSE, R P Toledo Edison Co 80/09/22 lp 


— 8008260323 Application for emend to License NPF-3, modify ing Tech Specs, 
Figures 3 1-2#, 3 l-2b,3 1-3* 4 3. l-3b 
« Toledo Edison Co 80/08/22 lp 


— 8008260330 Revision 2 to BAW-1598, "Davis-Besse Nuclear Power Station. 
Unit 1, Cycle 2 Reload Rept “ Include* diicunion of 
revisions for mas stuck rod worth 4 rod Insertion limits 
* Toledo Edison Co BAN-1598 R2, S0/0B/22 9pp 


8008280437 Respond* to NRC 800818 Itr requesting discussion of high 
energy tins break effects on flow sensing lines inside 
secondary shielding 4 flow transmitter for redundant RCS 
flow sensing line*. 

CROUSE, R.P Toledo Edison Co 80/03/25 lp. 
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0 Inspsction report** IE Bulletin* h correspondence 


6-008070104 Forwards mod* to util 800609 rcipontt to 800902 immediate 
action ltr Enel withheld (ref 10CFR2 7901 
CROUSE. R P Toledo Edison Co 80/06/10 lp 


6009010031 Forward* IE Insp Rept 90-346/00-12 on 800421-24* 0S02 & 
06-08. 

KEPPLER, J 0 Region 3, Chicago. Office of the Director 00/06/27 

2pp 


—8008010032 IE Imp Rept 50-346/00-12 on 000421-24,0502 J, 06-00 
Noneomp 1 i anc * noted radiation overexposure it failure to 
perform adequate exposure rate evaluation 

NEUTER. L J , REYES. L Region 3, Chicago, Office of the Director 
FISHER, W L Region 3, Chicago, Fuel Facility t> Material* Befety 
Branch 00/06/25 20pp 


8008140163 Forwards IE Insp Rept 50-346/80-20 on 800605 No 
noncompliance noted 

DAVIS, A B Region 3, Chicago. Fuel Facility 4< Material* Safety 
Branch 00/07/09 2pp 


— 8009140167 IE Intp Rept 50-346/80-20 on 800605 No noncompl ienee noted 
Hijor area* inspected confirmatory measurement* including 
telcon it closeout of previous sample collection results 
JANUSKA.A 0 . EB3IO, T H Region 3t Chicago, Office of the 
Director B0/06/27. 4pp 


8009120103 Forwards IE Circular 00-17, "Fuel Pin Damage Due to Mater 
Jet From Baffle Plate Corner " No written response required 
KEPPLER, JO Region 3, Chicago, Office of the Director 00/07/23 

Ip* 


8009200534 Forwards IE Bulletin 80-18, “Maint of Adequate Min Flow 
Through Centrifugal Charging Pumpi Following Secondary Side 
High Energy Line Rupture " Action required 

KEPPLER, J 0 Region 3, Chicago, Office of the Director 00/07/24 
If- 


Q 008100320 Act receipt of BO0717 ltr Informing NRC of addl steps taken 
ta correct violations noted in NRC 800521 ltr 

HIND, J A Region 3, Chicago, Safeguards Branch 00/07/28. lp 


—0008100331 Forwards response to NRC S00703 ltr re violation noted in 
NRC 800521 ltr Enel info withheld (ref i0CFR2 790) 

CROUSE, R P Toledo Edison Co 00/07/17 lp 


8009190329 Forward* supplemental IE Info Notice 80-06, “Notification of 
Significant Events at Operating Power Reactor Facilities 11 
No written response required 

KEPPLER, J 0 Region 3, Chicago, Office of the Director 00/07/2? 

tp 


8008070234 Ad receipt of 000714 ltr informing NRC of steps taken to 
correct violation noted in IE Insp Rept 50-346/80-15 
HErSHKAN.R F Region 3, Chicago, Reactor Operations Nuclear Support 
Branch 60/07/30 lp 


—8000070244 Responds to NRC 800625 ltr re violation noted in IE Insp 
Rept 50-346/80-15 Corrective actions operations mgt will 
continue to give verbal reinforcement re prompt notification 
of accidental radioactive releases 
CROUSE, R P Toledo Edison Co. 80/07/14 3pp 


8008100031 Forward* IE Bulletin 80-20, “Failures of Neitinghouse Type 
W-2 Spring Return to Neutral Control Swltchet 11 Action 
required 

KEPPLER, J 0 Region 3, Chicago, Office of the Director 00/07/31 
tp. 


9006200442 Forwards IE Bulletin 80-19, “Failures of Mercury-Matted 
Matrix Relays in Reactor Protective 8ys of Oparatlng Nuclear 
Power Plante Designed by Combustion Engineering " Action 
required by facilities w/OLs or CPs 

KEPPLER, J 0 Region 3, Chicago, Office of the Director 80/07/31 


0008180126 Forwards IE Bulletin 00-20, “Failure* of Mestl nghouse Type 
W-2 Spring Rsturn to Nsutral Control Switches," sent to 
listed licensees for action on 800731 

PAPPAS, H Region 3, Chicago, Office of the Director 80/07/31 lp 


0008270080 Responds to IE Bulletin 79- 13, Revi * i on 2, “Cracking In 
Feedwater By* Piping.” Main & auxiliary feedwater line 
inubber operability verified 800701, Support design 
conformance will be verified through required inept 
CROUSE, R P. Toledo Edison Co 80 / 00/06 lp 


0008100215 Forwards IE Info Notice 80-29, "Broken Studs on Tarry 
Turbine Steam inlet Flange " No specific action or response 
r eques ted 

KEPPLER. J S Region 3, Chicago, Office of the Director 80/08/07 
ip 


R Periodic operating reports ic related correspondence 


8000120440 Forwards monthly operating rept for Jul i960 
MURRAY, T D Toledo Edison Co 80/00/07 lp 


— ’8000120444 Monthly operating rept for Jul 1980 
9ARSQUR, B Toledo Edison Co 00/00/07 5pp 


S Reportable occurrences, LERS 6 related correspondence 


8007230239 Part 21 rept re cracked steam generator manway studs 
Satisfactory operating experience forms constitute 
reasonable basis for continued operation while 
investigations proceed 

TAYLOR, JH Babcock 4 Wilcox Co. B0/07/H 5p p 


8000070375 Supplementary Part 21 rapt re possibility that replacement 
of buffer card PN66246I0 for both power trains in Bailey 
Control Co buffer module 024 may result in loss of 24 volt 
control power S safe ty-re lated Instrumentation 
BALDWIN, T L Dabcoek 4 Wilcox Co 00/07/18 2pp 


8008130504 RQ on 800724, decay heat flow interrupted twice Caused by 
Inadvertently shorted decay heat isolation valve 0H12 fuse 
clip to ground *< by tripped output bistable BA4I3 during 
facility change request work 
* Toledo Edison Co 00/07/26 lp 


— 8008130507 RO on 000903, heat decoy flow interrupted Caused by traveling 
decay heat Isolation valve DH1 1 during safety features 
actuation sys removal Dlitabie reinstalled 4 pump restarted 
wl thin 3 minutes 

MURRAY, T D Toledo Edison Co 00/06/04 ip 


8000120627 Act receipt of 80071S ltr informing NRC of steps taken to 
correct none amp 1 lances noted in NRC 800620 ltr re 800430 
personnel radiation ovsraxposurt Corrective actions will be 
examined during future insp 

8TELL0. V Office of Inspection 4, Enforcement* Office of th« 
Director 80/08/06 lp 


0008120541 Forwards LER OD-O40/O1T-1 

MURRAY, T D Toledo Edison Co 80/00/07 lp 


— 8008120562 LER 8O-O40/O1T-1 on S00627, during IE Bulletin 79-14 insp* 
pipe support HCV-40-B1 found not installed h. CCA-8-H13 
mistocated Caused by c ons t/Ins ta 1 lation error. Pipe support 
HCB-40-BI to be added CCA-B-H1S to be designed tt relocated 
MEKBEL, C Toledo Edison Co 80/07/10 3pp 


8008120560 Forward* LER 0O-O54/O1T-O 

MURRAY. T D Toledo Edison Co 90/00/07 ip. 


— 3 009120566 LER 80-094/01T-0 on 800724. loss of decay heat flow found dut 
to DHi2 closing Decay heat pump 1-2 halted Bypass velvei 
DH21 & DH23 opened & pump restarted Caused by shorted 
fuse clip due to personnel pulling wires 
FROHNE. R Toledo Edison Co 80/08/07 3pp 


8000120965 Forwards LER 80-056/03L-O 

MURRAY, TD Toledo Edison Co 80/08/07 ip 


—8008120560 LER B0-Q56/03L-0 on 800709. whit# performing 9T 5030 09 in 
reactor protection sys channel 3, Insulated alligator clip 
slipped off terminal stud causing short circuit between 
terminal* 344 Caused by personnel error 
WERNER. J Toledo Edison Co 80/08/07 3pp 


8008120567 Forwards LER 80-0S7/03L-0. 

MURRAY, T D, Toledo Edison Co 80/08/07 ip 


—0008120978 LER BO-057/03L-0 on 800710, uhi le de-energi i ing 9FAS ehennel 
2 for maint on bus^YS. control room operator received decay 
heat loop 2 high flow alarm Decay heat cooler 1—2 discharge 
control valve 0H14A failed open Caused by procedural error 
BROWN, 0 Toledo Edison Co 80/08/07 3pp 


0008 1 206S0 Forward* LER 79-1Q6/01T-1 

MURRAY, T D Toledo Edison Co B0/08/07 ip 
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'"8009120*53 LER 79-106/01T-1 oil 7911)2. while performing calculation* for 
IE Bulletin 79-02. 11 seitmic hangers found not a* 
consewetive as required by design criteria Caused by design 
errors by ITT Grinnell in initial calculations 
BATCH. S , DIETER ICH.K Toledo Edison Co 79/11/23 Ip 


B00B210437 Forwards LER 79-lOA/OET-l 

MURRAY, T D Toledo Edison Co 80/00/07 ip 


— 8000210447 l ER 79- 1 06/0 1 T — 1 on 791 1 1 2. d e s i gn of 11 seismic 

bangers discovered less conservative than required Caused by 
design errors in initial calculations of stress 
deflection Hangers modified prior to return to operation 
BATCH. 5 . DIETERICH. K Toledo Edison Co 79/11/23 4pp 


9008 1 20545 Forwards LER 80-055/03L-0 

MURRAY. T D Toledo Edison Co 80/08/09 Ip 


— 8008120553 LER B0-0S5/03L-0 on B0O7O?, p o s 1 1 1 on indication for ECCS room 
ventilation exhaust damper. HA5441 , los t Cause unknown Damper 
manually closed 

IIELSTAD.K Toledo Edison Co 30/00/08 2pp 


800815035* Forwards LER 80-058/01 T-0 

HURRA Y, T D Toledo Edison Co BO/OB/11 Ip 


— B0081S036I LEfi 8Q-058/0IT-O on 800724. loss of decay heat flow observed 
due to 01412 going shut DM11 also closed while personnel 
attempted to restore SFA5 CH4 cabinet to normal Caused by 
shorted fuse dip & procedural d of ic i eticy, r espee t i vely 
FROHNE.R Toledo Edison Co 00/08/07 3pp 


8005250475 Forwards LER 60-059/03L-0 

HURRAY, T D Toledo Edison Co 80/00/18 Ip 


— SOO025O4B3 LEfl 80-059/03L-0 on 800720 control room operators noticed 
MI-1 startup rate peg high, then low Source range indication 
for NI-l went to icro Cause not determined Pre-amp gain link 
readjusted to raise signal puliei 
POUERS, T Toledo Edison Co B0/0B/18 3pp 


V Operator Eiaminat i ons 


8008120498 Forwards "Reactor Operator Training Program, <■ in response to 
800329 I tr re qua 1 1 f i ca 1 1 on S. requa 1 if 1 ca t Ion of reactor 
operator Instructors 
* Toledo Edison Co 00/03/04 Ip 


— 8008120302 "Reactor Operator Training Progiam Ll 
* Toledo Edison Co 80/00/04 10pp 


DOCKET 50-348 JOSEPH M FARLEY NUCLEAR PLANT, LIMIT 1 


F Security, medical, emergency J, fire protection plant 


BQ08E20A47 Response to 80040? request for documentation of completion 
dates for alternate shutdown sys at six facilities & 
completion dates ror fire protection mod* at five 
facilities 

LAIMAS, 0 Plant System* Branch 80/04/15 Spp 


80002*0366 Forwards marled pages of Revision 1 to modified amended 
security plan * list of actions taken u/vendnr on resolving 
problems (//Installed security sys Pages * list withheld 
Cref 10CFR2 790) 

CLAYTON. F L Alabama Power Co 80/08/18 lp 


i Antitrust correspondence 


3009210389 Memorandum advising parties of Chairman HC Farrar 
resignation * AS Rosenthal accession on part-tine 
intermittent basis until opinion is issued 

BISHDP.C J Atomic Safety and Licensing Appeal Panel, BO/OB/14 

2pp 


Operating licenee etage documents & correspondence 


SQ6O350 Forwards errata sheet* correcting errors in five addl TMT-2 
elated requirement* submitted by 800507 ltr Items involved 
are II K 3 25, It K 29 III K 3 44 Svc lists end 
:i8ENHUT,D C Division of Licensing 00/06/09 *9pp 


8008060024 Forwards FH notice re 800714-17 regional meeting* to addrsti 
portion of Commission 800523 memorandum * order describing 
requirements of environ qualification of electrical 
equipment installed in safety sys 

EISENHUT. D 0 Division of Licensing 80/06/30 lp 


— 00000*0189 Notice of 800714-17 regional meetings to address portion of 
Commission 800523 memorandum i, order describing requirements 
of environ qua I If i c at ion of electrical equipment installed 
in safety sys Svc lists end 

EISEMHUT.D 0 Division of Licensing 80/06/27 H7pp 


8008140040 Requests that test res u 1 t *. wh i c h validate voltage profiles 
contained in 791211 Itr.be provided within 30 days of 
receipt of ltr 

VARDA. S A Operating Reactors Branch I 80/07/07 2pp 


8009130278 Forward's request for addl info re demonstration of 
operability of purge V vent valves Requests that response 
be submitted within 43 days of receipt of ltr Commitment 
made in B0D115 ltr is In of fee t, pend ing review completion 
NOVAK. T M Assistant Director for Operating Reactor* 80/07/16 
4pp 


8009140083 8ubmiti names of Ofc of Nuclear Reactor Regulation contacts 
for facility resulting from reorgani lation on 000428 
NOVAK. T M Assistant Director for Operating Reactor* 80/07/21 
2pp 


9009040003 Forwards followup to 000711 ltr re auiillary feedwater sys 
flow control valves No quantifiable failure mechanism will 
affect safe operation of flow control 've Ives Commitments in 
util 600711 ltr are no longer necessary 
CLAYTON, F L Alabama Power Co 80/07/29 21 pp 


8008050346 Forwards info re addl testing to satisfy NRC position re 
degraded electrical power grid conditions per NRC 000721 
request Supersedes util 800717 response 
CLAYTON, F L Alabama Power Co 80/07/30 4pp 


8009190012 "Tachnica 1 Evaluation Rept of JM Farley Nuclear Plant Tech 
Spec Change on Auxiliary Feedwater Pump Auto Start Signal " 
CLEVELAND, C J EOUO Idaho, Inc FIN A-6236 8008190012 00/07/31 

7pp 


BO0B27O336 "Bafety Evaluation of Inservice Tasting Program for Pump* t< 
Valve*," interim rept for Aug 1979 to Apr 1980 

FEHRINOER, J M , RdCXHOLD. H C £0*0, Inc FIN A-6258 800827033* 

80/07/31 98pp 


8000120571 Responds to NRC 800702 request for proposed Tech Specs far 
Category A Lessons Learned items. Change* will be submitted 
following issuance of Unit 2 OL scheduled for Sept 1980 
CLAYTON, F L Alabama Power Co 00/08/07 lp 


BOOB13GS64 Forwards revision to test lineup diagram submitted In 800 730 
ltr re degraded grid voltage study test configuration for 
Unit 2 New test diagram includes non 1-E loads t< should 
satisfy NRC Position 4 requirements 
CLAYTON, F L Alabama Power Co 80/00/07 3pp 


6008180479 Forward* NRC draft environ protection plan, revised per 
80072? mee t trig v/util Mod* reflect site specific 
application Requests consideration of end conductivity 
study for deletion of certain programs from Tech Specs 
CLAYTON. F L Alabama Power Co 80/00/07 30pp 


0008190424 Forwards response to NRC 000716 ltr re operability of 
containment purge valve Util has committed to maintaining 
48-inch valves in closed position while In plant Operational 
Mods# 1-4 Response applies to 18-inch mini-purge valves 
CLAYTON, F L Alabama Power Co 80/00/14 57pp 


8000250*51 Forwards Policy Statement 404 ra safe operation of facility 
Statement bat been included in facility policy statement 
manual 

CLAYTOM, F L Alabama Power Co 80/08/15, 2pp 


8008290695 Application to amend Licenee NPF-2 author i ling changes to 
Tech Spec 4.2 2 2 e 2 revising F*y surveillance 
requirements. Safety evaluation determining that change doss 
not Involve unreviewed safety question end 
CLAYTON . F L Alabama Power Co 80/08/15 3pp 


— 8008250690 Proposed changes to Tech Spec 4 2 2 2 e 2 reviling radial 
peaking factor Fxy surveillance requirements 
* Alabama Power Co SG/OB/15 lp 



DOCKETED ITEMS 
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ft Inspection repart*. IE Bulletin* 4 correspondence 


6000010249 Forward* IE Insp Rept* 3O-340/BO-13 4 50-364/00-13 on 
8Q042B--053Q No none orop 1 1 anc e noted 

LEWIS. R C Replan 2. Atlanta. Reactor Operations Nuclear Support 
Branch 00/06/27 2pp 


— 8000010254 IE Insp Rept* 50-340/00-13 4 50-364/00-15 on 000420-0330 No 
none omp I lance noted Major area* inspected hot functional 
test ing, preopera 1 1 ona 1 testing 6 plant operation* 

MARTIN. R 0 Region 2 . Atlanta. Reactor Operatiom Nuclear Support 
Branch BRADFORD, W H Region 2, Atlanta. Office of the Director 
80/06/27 6pp 


0000070457 Forwards IE Insp Repts 5O-340/SO-12 4 50-364/00-14 an 
000520-30 No none omp 1 lance noted 

MURPHY, C E Region 2. Atlanta. Reactor Construction 4 Engineering 
Support Branch 80/07/01 2pp 


—0008070439 IE In»p Repts 30-348/80-12 6 50-364/00-14 on 000520-30 No 
noncompliance noted Major areas inspected Unit 1 containment 
tendon surveillance quality records 4 Unit 2 containment 
structural integrity test QA/GC controls 
LENAHAN, J J Region 2, Atlanta, Office of the Director 
CONLON. T E Region 2, Atlanta. Reactor Construction 4 Engineering 
Support Branch 00/06/24 3pp 


0008120069 Forwards IE Circular BO-17, "Fuel Fin Damage Due to Water 
Jet From Baffle Plate Corner ” No written reiponse required. 
O'REILLY, U P Region 2. Atlanta, Office of the Director 00/07/23 
if 


8008050391 Forwards response to IE Bulletin 80-16 Rotemount 1152 
transmitters connected to sve water pond. ref ue 1 ing water 
storage tanks 4 condensate storage tank' Levels required to 
product anomalous Indications are not possible Table end 
CLAYTON, F L Alabama Power Co 00/07/29 Spp 


8000070539 Forwards quarterly followup statui rept on pipe support 
rsanalyiit program in response to IE Bulletin 79-14 
CLAYTON, F L Alabama Power Co 00/07/29 2pp 


0000150323 Forwards Suppl 1 to IE Info Notice 00-06, "Notification of 
Significant Events at Operating Power Reactor Facilities " 

No -written response required 

0 'RE ILLY, J P Region 2. Atlanta. Office of the Director, 00/07/29 
ip. 


BOQ011OIO6 Forwards response to IE Bulletin 79-01B, "Environ 
Qualification of Clast IE Equipment " Electrical equipment 
meets guidelines eicept items for which full environ 
qua 1 i f Icatlon documentation is not available W/o end, 
CLAYTON. F L Alabama Power Co 00/07/30 ip 


800BJ40S19 Forwards IE Bulletin 00-20, "Failures of Hestinghoute Type 
H-2 Spring Return to Neutral Control Switches " Requests 
info re estimate of manpower associated w/eorrect ivi 
actions needed after identifying problem 

O'REILLY, J P Region 2, Atlanta, Office of the Director 00/07/31 

If. 


S0081B0064 Forwards IE Bulletin 80-19, "Failures of Mercury-Wetted 
Metris Relays in Reactor Protective 3ys of Operating Nuclear 
Power Plant* Designed by Combustion Engineering " Action 
required by facilities w/OLs or CPs 

O'REILLY, J P. Region 2, Atlanta, Office of the Director, 00/07/31 

Ip 


GQ0B15O156 Ack receipt of 0OQ721 Itr informing NRC of steps taken to 
correct violations noted in IE Insp Repts 5O-340/SO-O3 4 
50-364/80-03 

MORPHY. C E, Region 2, Atlanta, Reactor Construction 4 Engineering 
Support Branch 80/08/06 ip 


— 900S190165 Responds to NRC B00324 ltr re violations noted in IE Insp 
Repts 50-340/80-03 4 50-364/80-03 Corrective actions 
misplaced sprinkler heads to be relocated 4 hat shutdown 
panel under const to allow safe shutdown 
CLAYTON, F. L Alabama Power Co 80/07/21 5pp 


8005200 023 Forward* response to IE Bulletin 8Q-J5, "Possible Loss of 
Emergency Notification Sys (EN31 W/Loss of Offsite Power " 
Facility notification sys does not require onsite power 
CLAYTON, F L Alabama Power Co 00/00/06 3fp 


0008150472 Forwards IE Info Notice 00-29, "Broken Studs on Terry 
Turbine Steam Inlet Flange " No specific action or response 
requested. 

0 'REILLY. U P Region 2. Atlanta, Office of the Director. SQ/08/07 

lp. 


8008270677 Forwards IE Info Notice 80-24, "Law Level Radwaste Burial 
Criteria " No written response required JH Sniezei 900530 
memo enc 1 

O'REILLY, J P Region 2, Atlanta, Office (if the Director 80/00/14 
If 


R Periodic operating reports 4 related correspond erica 


8000130406 Forwards monthly operating rept for Jul 1980 
CLAYTON, F L Alabama Power Co 00/08/06 lp 


— 0OOS13O4O0 Monthly -operating rept for Jul 1980 

HAIRSTON, W Q Alabama Power Co 00/08/01 Spp 


9 Reportable occurrences, LERs 4 i elated correspondence 


8000040029 Forward* updated LER 00-037/01 T-l 
CLAYTON, F L Alabama Power Co 30/07/25 lp 


— 9000040036 Updated LER 0O-O37/O1T-1 an 800613. Wes 1 1 ngh-o use notified 
util of potential for damage to one or more centrifugal 
charging pumps following secondary side high energy line 
rupture Caused by inadequate design 
HAIRSTON, tl 0 Alabama Power Co BO/07/25 3pp 


00-09000203 Corrects B00717 memo re magnitude of recent steam generator 
leak at facility Leak was relatively small 4 less than Tech 
Spec leak rate 

PAWL I CK I , S S Materials Engineering Branch BO/09/01 lp 


0009130459 Forwards LER 80-041/Q3L-0 

CLAYTON, F L Alabama Power Co 90/09/07 lp 


— B008130466 LER 0O-O41/O3L-O on 800007, while reviewing plaint Work 
request (packing adjustment on valve 1-C0-B0270). -d eterminod 
surveillance requirements not current during change from 
Modo 9 to Mo-de 4 Cause unstated 
HAIRSTON, W 0 Alabama Power Co 00/08/07 lp 


0006130452 Forwards LER* 80-03G/03L-0 4 60-039/03L-0 LER BO-039/03L-0 
only enc I 

CLAYTON, F L Alabama Power Co 80/08/03 lp 


—9008130436 LEH 80-039/03L-0 on 00071 5. Train A delcared inoperable when 
R W pump 8 tripped 4 could not be restarted Caused by 
actuation of breakers HEA86 lockout relay Relay reset 6 
pump returned to sve 

HAIRSTON, W 0 Alabama Power Co 90/00/08 lp 


8008210503 Forwards LERs 0O-O4O/O3L-O, 60-042/03L-0 4 80-043/03L-0 
CLAYTON. F L Alabama Power Co 80/08/19 lp 


— B008210S9B LER 8Q-040/03L-0 an 80071 7, dl esel generator 2C was declared 
Inoperable due to tr 1 pp ing . pr i or to achieving required 
voltage 4 frequency upon receipt of low pond level signal 
Caused by personnel error Personnel rolnstructed 
HAIRSTON, W <J Alabama Power Co 90/08/15 Spp 


—0000210913 LER 90~042/03L~0 ore 80080 1 , dur 1 ng GA audit, IB RCP 27-3 4 
1C RCP 27-3 undervol tags Telay as-found trip values were 
discovered below Tech Spec limit* Caused by Instrument 
drift Personnel reinstructed on procedures 
HAIRSTON, W O Alabama Power Co 80/09/15 ip 


— 8009210520 LER 90-043/03L-0 on BO-0717, diesel generator iC declared 
Inoperable due to failure to reach rated speed 4 voltage 
within required time Cause is under investigation Generator 
was returned to sve Addl info will be provided 
HAIRSTON, W O Alabama Power Co 00/00/15 lp 


DOCKET 50-332 LIMERICK OENCRATINO STATION, UNIT 1 


A Ap p 1 i cat i oti/cons true t ion stage documents 4 correspondence 


8008060024 Forwards FR notice re 900714-17 regional meeting* to address 
portion pf Commission 800323 memorandum 4 order describing 
requirements of environ qualification of electrical 
equipment installed in safety sys 

EISENHUT, 0 0 Division of Licensing 00/06/30 lp 


— 0008060109 Notice of 000714-17 regional meeting* to addre** portion of 
Comml**lon B00S23 memorandum 4 order describing requirement* 
of environ qualification of electrical equipment installed 
in »afety sys Sve lists one 1 

EISENHUT, D 0 Division of licensing 00/06/27 117pp 
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DOCKETED ITEMS 


BOO 80800 10 Requests that all applicants for OLs and CP holdsr* provide 
up-to-date completion schedules 6 -fuel load target dates so 
that NRC ma y establish licensing priorities Forwards list 
of target schedules for plants to Be completed within 3 yrs 
E ISENHUT, □ G Division of Licensing 00/07/11 lOpp 


0000040082 Forwards response to NRC 790809,0918 S. i01B ltrs requesting 
review of mat! relevant to determining facility response 
to nearby quarry blasting Blasting will not cause damage to 
any Class 1 structures 

DEVINE, J F In t er lor. Dept of. Geological Survey 90/07/23 4pp 


GO0B04COO4 Forwards "Comparison of Neai — Site Quarry Blest 
Cheracteristics to Seismic Design of Limerick Generating 
Station " Submittal of rept completes all commitments made 
at 791218 meeting 

BRADLEY, E J Phi 1 a de lph i a El < c tr i c Co BO/07/29 Ip 


— B008Q40007 "Comparison of Near-Site Quarry Blast Characteristics to 
Seismic Design at Limerick Generating Station " 

• Philadelphia Electric Co B0/07/31 19pp 


8008150060 Submits interim criteria for shift staffing to all CL It CP 
licensees U app 1 i cants, per NRC B00507 ltr Discusses 
adrtinletra tive provisions for emergency it overtime work 
Development i< imp 1 amen t a t ion to be reviewed within 90 days 
EISENHUT»D G Division of Licensing 90/07/31 10pp. 


8008150369 Informs that JF Devine 300725 ltr re distance* from future 
blasting St Class 1 structures should have substituted word 
"na»" for "min" 

DEVINE, J F 1 n ter i o-r, De p t of. Geological Survey BO/OB/ll ip 


80081S04O6 Responds to NRC 800711 request for OL application & const 
completion dates Commercial operation scheduled for 1995 & 

1997, Unit 1 fuel loading for Oct 19B3 6 OL application to be 
filed fourth quarter of 1980 

BRADLEV, E J Philadelphia Electric Co 80/09/11 Ip 


9008260392 Clarifies work items which have had input on preliminary 
risk assessment schedule Suggests that meeting be held on 
800918 or 800824 to present interim rept on risk assessment 
p rogram 

DOVER, V 8 Philadelphia Electric Co 80/00/20 2pp 


F Security, medical, emergency & fire protection plans 


8008050103 Requests all applicants for CPs U OLs submit info re 
proposed nuclear pouter plant Vicinity evacuation estimates 
Info requested by 800901 for WRC to identify evacuation 
cons tra in t s, spec i al planning measures t possible mods 
EI8ENHUT* D 0 Division of Licensing 00/07/02 Ip 


8008030158 Forwards Limerick Nuclear Generating Station, "Preliminary 
Evacuation rime Estimates' 1 in response to NHC 791226 & 

B00702 ltrs re evacuation of 10-mile radius around ptant 
Comments on rept end 

CONNER, T B Conner, Moore & Corber 80/07/31 Gpp 


— 8000050167 Limerick Nuclear Generating Station, "Pre l iminary Evacuation 
Time Estimates " 

HAFT. B 11 „ BERKLEY, J H . LI, C V NUB Carp HUB-3552 80/07/31. 

70pp 


800S2B0077 Notification of 800819,20 S, 22 workshops In Valley Forge, PA, 
Chicago, IL S> Atlanta, GA. respectively, to solicit public 
comment re NUREO-D696, ''Functional Criteria for Emergency 
Response Facilities " 

GRIERrS H Region l> Philadelphia, Office of the Director 

80/08/11 2pp 


!! General correspondence 


BOO027OO25 Requests protection against environ pollution by radioactive 
gas release & unnecessary facility const 
CLASSMQYER. B Affiliation Unknown 30/06/12 2pp 


1000260170 Responds to encl 000331 ltr to President Carter eipressing 
concern re safety of nuclear power St opening of Limerick 
Nuclear power plants ere designed to prevent accidents 
Chances of more serious accident than TMI are very small 
DENTON, H R Office at Nuclear Reactor Regulation. Director. 

B 0/07/30 5pp 


0 Inspection reports, IE Bulletins & correspondence 


BOO0O8O437 Forward* IE Insp Rept 30-352/00-11 on 790731,0927,1130 & 
800604-05 No none amp 1 i anc e noted 

CARLSON, R T- Region 1, Ph i lade 1 p h la, Reactor Construction S< 
Engineering Support Branch 80/06/23 2pp 


—8003000443 IE Insp Rept 50-352/00-11 on 790731,0927,1130 it 000604-05 
No noncompliance noted Major areas inspected allegation re 
out-of-roun d net s of 26-mch diameter main steam piping 
DURR, J P , JERNI GAN, E P Region 1. Philadelphia, Office of the 
Director TRIPP, L E Region i, Philadelphia, Reactor Conetruction 
4 Engineering Support Branch 80/06/18 7pp 


8008060404 Forwards IE Bulletin 80-17, ’’Failure of 76 of 185 Control 
Rode to Fully Ineort During Scram at BWR " Ha written 
response required 

GRIER, 0 H Region 1, Ph I lade 1 ph ia, Office of the Dlractor 
00/07/03 lp 


8000000063 Responds to IE Bulletin 79-03A, "Longitudinal Weld Defects 
in ASMS 8A-312 Type 304 Stainless Steel Pipe " All facility 
pipe in sa# ety-related sys sub) to streises less than 89X of 
cede allowable stress 

KEMPER, J S Philadelphia Electric Co 00/07/16 lp 


8008070120 Forwards Suppl i to IE Bulletin 80-17. "Failure of 76 of 1 63 
Control Rod* to Fully Insert During Scram at DWR " No 
written response required 

GRIER, B H Region l, Philadelphia, Office at the Director 
00/07/18 ip 


8008070236 Forwards Suppl 2 to IE Bulletin 80-17, "Failure of 76 of 185 
Control Rods to Fully Insert During Scram at BWR " 

No written response required 

GRIER, 0 H Region 1, Philadelphia, Office of the Director 
80/07/22 2pp 


8009120624 Ac k receipt of 800703 ltr informing NRC of steps taken to 
correct violations noted in IE Insp Repti 30-352/80-02 & 
50-353/00-02 

CARLSQNiR T Region 1, Philadelphia, Reactor Construction S, 
Engineering Support Branch 60/07/24 lp 


— 0008120630 Responds to NRC 800604 ltr re violations noted in IE Insp 
Kept* 50-352/80-02 S, 50-353/80-02 Corrective actions 
obsolete drawings were di scarded, Hanger GBB-1 12-H-10 will be 
reworked & base plate replaced 

KEMPER, J 8 Philadelphia Electric Co 80/07/03 3pp 


—8000120634 Forwards IE Insp Repts 50-352/80-02 6 30-353/00-02 on 
800122-0222 St notice of violation 

CARLSON, ft T Region 1, Philadelphia, Reactor Construction St 
Engineering Support Branch 00/06/04 2pp 


— 8008120645 Notice of violation from insp on 800122-0222 

* Region i. Phi ladelph ie. Reactor Construction St Engineering 
Support Branch 80/06/03 2pp 


— B00B12D652 IE Insp Rept* 50-352/80-02 6 50-353/80-02 on 800122-0222 
Nancompl iance noted failure to comply w/procaduree 
re drawing control St failure to comply w/procedure re pipe 
s uppor t< 

MATTIA, J C Region 1, Phi ladelphia, Office of the Director, 
MCGAUOHV, R W Region 1, Ph i ladi Iph ia. Reactor Construction St 
Engineering Support Branch 80/06/03 f5pp 


8000130263 Ack receipt of 800703 ltr informing NRC of steps taken to 
correct violation noted in IE Insp Rept 50-352/80-07 
CARLSON, R T Region i, Philadelphia, Reactor Construction St 
Engineering Support Branch 80/07/25 lp 


— 8009130267 Responds to NRC 600604 ltr re violation noted In IE Insp 
Rept 50-352/80-07. Corrective actions crevices involved have 
been thoroughly flushed w/cleaner until no further penetrant 
seeped from open crevices 

KEMPER, U 8 Philadelphia Electric Co 80/07/03 3pp 


— BOO013O27O Forward* IE Insp Rept 50-352/80-07 on 800429-30 St notice of 
vl oletlon 

CARLSON, R T Region 1, Phi ladelph la, Reactor Conetruction S< 
Engineering Support Branch 80/06/04 2pp 


— 0003130273 Notice of violation from in*p on 800429-30 

* Region 1, Phi lade Iph ia. Reactor Construction St Engineering 
Support Branch 80/05/23 ip 
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- -8000 1 3087 7 IE Imp Rept 90-352/00-07 on 800429-30 Nonconpllanca noted 
failure to provide adequate QA procedure* to prevent 
penetrant entrapment 

WALTON' 0 A rtagion I, Philadelphia' Office of the Director 
TRIPPiL Region i> Philadelphia. Reactor Construction S< 

Engineering Support Branch 80/03/23 4pp 


8008140313 Forward* IE Bulletin 80-20, "Failure* of Westinghause Type 
W-S Spring Return to Neutral Control Switches " Roqueet* 
info r» estimate of manpower associated w/eorret ti ve 
action* needed after Identifying problem 

CRIER. B H Region t. Philadelphia, Office of the Director 
80/07/31 ip 


8008180005 Forward* IE Bulletin 80-19, "Failure* of Marc ury-Wetted 
Metris Relay* in Reactor Protective 3y> of Operating Nuclear 
Power Plant* De»ijn»d by Combustion Engineering " Action 
required by facilitiei w/OL* or CP* 

ORIER, B H Region l, Phi ladelphia, Office at the Director 
80/07/31 Ip 


8008230096 Forward* IE Info Notic# 60-29. ''Broken Stud* on Terry 
Turbine Steam Inlet Flange " No *peeific action or reepons# 
requested 

ORIER. 8 H Region 1. Philadelphia, Office of the Director 
80/08/07 lp 


8008280926 Forward* IE Info Notice 80-30, "Potential for Unacceptable 
Interaction Between Control Rod Drive Scram Function & 

Nonessential Control Air at Certain GE BWR Facilities “ 

No written response required 

CRIER, B H Region 1, Philadelphia, Office of the Director 
00/08/ l 9 ip 


S Reportable occurrences, LER* & related correspondence 


8007240333 Interim Pert 21 rept re defective ITT actuator! in damper* 
Customer notification end Job* classified nonnuclear 
saf ety-ralated are not reportable Actuator* supplied for 
other job* are coneidered purchaser responsib i li ty 
BLO AN. D E. American Warming «< Ventilating, Inc 80/07/08 SOpp 


800 B 1 30248 Act receipt of 800701 Itr forwarding final deficiency rept 
r* Rosemount Model 310 DV trip/calibr unit* tt Model 1192 
tranemi ttar* 

CARLSON, R T Region 1, Philadelphia, Reactor Construction U 
Engineering Support Branch 80/07/23 lp 


8006220311 Ad receipt of 800701 final deficiency rapt re Rosemeunt 
trip/calibr unit* S, tranimitter* 

CARLSON, H T Region 1. Philadelphia, Reactor Construction Sc 
Engineering Support Branch 80/07/23 tp 


--8008220381 Final deficiency rept re Rosemount trip/calibr units & 
tranimitter* Caused by mode failure In capacitor -when 
transmitter operating temp increases Defective capacitor* 
fc switches will be replaced 

KEMPER, J S Philadelphia Electric Co BO/07/OI 4pp 


8008180199 Ad receipt of 800701 final Significant Deficiency Rept 13 
re OE Type 8BM control switches 

CARLSON, R, T Region 1, Philadelphia, Reactor Construction *< 
Engineering Support Branch 80/07/28 ip 


— 8008180193 Final Significant Deficiency Rept 13 it Part 21 rept re 
defective cam followers in 88H control switches Switches 
discussed in IE Info Notice 80-13 

KEMPER, J 3 Philadelphia Electric Co 80/07/01 3pp 


8000270192 Ad receipt of 800702 itr forwarding final rept re Colt 
Industrie! emergency diesel generator heat exchangers, per 
10CFRS0 93(e) 

CARLSON, fi T Region 1. Phi ladelph ia, Reactor Construction % 
Engineering Support Branch 80/07/28 lp 


U 1 Congreesional/Exeeuti ve Correspondence 


8003210034 Responds to 800620 itr r» possible effect of blasting on 
"green" concrete at site NRC ha* requested util to look into 
potential affect of quarry operation* on const Investigation 
nearing completion Rept will be provided when available. 

DIRCK8, U J Office of the Executive Director for Operations 
90/06/09 2pp 


— 8008210062 Requests response to questions re M Lewis allegation that 
blasting at quarry next to site could came problem 
w/concrete const 

KOSTHAYERrP H House of Rep 80/06/20 lp 


DOCKET 50-333 LIMERICK GENERATING STATION, UNIT 2 


A App 1 l ca fc i an / c ons true t ) on stage documents 9 correspondence 


0OQBQ6OO24 Forwards FR notice re 800714-17 regional meetings to address 
portion of Commission 800523 memorandum & order describing 
requi foment* of environ qualification of electrical 
equipment installed in safety ays 

EtSENHUT, D 0 Division of Licensing 80/06/30 lp 


--90080601S9 Notice of 800714-17 regional meeting* to address portion of 
Commission 800323 memorandum S, order describing requirements 
of environ qualification of electrical equipment installed 
in safety sys Svc lists end 

E18ENHUT . D 0 Division of Licensing 80/06/27 U7pp 


8008090010 Request* that all applicants for QL* and CP holders provide 
up-to-date completion schedules K. fuel load target dates »o 
that NRC may establish licensing priorities Forward* list 
of target schedules for plants to be completed within 3 yr* 
EISEHHJT.DG Division of Licensing 30/07/1) lOpp 


8008040082 Forwards response to NRC 790809,0918 It 1010 ltrs requesting 
review of matl relevant to determining facility response 
to nearby quarry blasting Blasting will not cause damage to 
any Class J structures 

DEVINE, J F Interior, Dept of. Geological Survey 80/07/29 4pp 


80QB040004 Forward* “Comparison of Near-Bite Quarry Blast 
Characteristics to Sei&mic Design of Limerick Generating 
Station " Submittal of rept complete* all commitments mad* 
at 791219 meeting 

BRADLEY, EJ Philadelphia Electric Co 90/07/29 lp 


—8008040007 "Comparison of Near-Site Quarry Blest Charac ter is ties to 
Seismic Design at Limerick Generating Station " 

* Philadelphia Electric Co 90/07/31 19pp 


8009150060 Submit* interim criteria for shift staffing to ail OL 8, CP 
licensees 6 app 1 (cents, per NRC SOOS07 itr Discusses 
admini strati v e provision* for emergency it overtime work 
Development &. implementation to be reviewed within 90 days 
EIBENHUT, D 0 Division of Licensing 00/07/31 lOpp 


80Q81S0369 informs that JF Devine 800725 itr re distances from future 
blasting 4» Clast 1 structures should have substituted word 
"max" for "min" 

DEVINE, J F In ter lor, Dep t of, Seological Survey 80/08/11 lp 


8008150406 Responds to NRC 900711 request for OL application & const 
completion dates Commercial operation scheduled for 1985 & 

1997, Unit i fuel leading far Oct 1963 6 OL application to be 
filed fourth quarter of 1980 

BRADLEY, E J Philadelphia Electric Co 80/08/11 ip 


800S260392 Clarifies work item* which have had input on preliminary 
risk assessment schedule Suggest* that meeting be held on 
000910 or 800924 to present interim rept on risk assessment 
program 

BOYER, V a Philadelphia Electric Co 80/08/20 2pp 


F Security, medical, emergency % fire protection plans 


8009050103 Requests all applicants tor CPs 6 OL* submit info re 
proposed nuclear power plant vicinity evacuation estimate* 
Info requested by 800801 for NRC to identify evacuation 
constraint*, special planning measures & possible mads 
EISENHUT, [> o Division of Licensing 80/07/02 ip 


8008030138 Forwards Limerick Nuclear Generating Station, "Preliminary 
Evacuation Time Estimates” in response to NRC 791226 St 
600702 Itr* re evacuation of 10-mil* radius around plant 
Co mment* on rept end 

CONNER, T B Conner, Moore »/ Corber 80/07/31 8pp 


— ,0008050167 Limerick Nuclear Generating Station, "Preliminary Evacuation 
Time Estimate* ” 

NAFT, B N , BERKLEY, J H , L I , C Y NUS Corp HOB-3592 00/07/31. 

70pp 


8008380077 Notification of 300819,20 it 22 workshops in Valley Forge, PA. 
Chicago, IL h Atlanta, 0A> respec tive ly, to solicit public 
comment re NURE0-0696, “Functi onai Criteria for Emergency 
Response Facilities " 

GRIER, 8 H Region I, Philadelphia, Office of the Director 
00/08/ U 2pp 
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DOCKETED ITEMS 


H General correspondence 


B00BZ7O025 Requests protection against environ pollution by radioactive 
gar release V unnecessaly facility const 
QLASSMOVER.B Af f 1 11 a 1 1 on Un known 80/06/12 2pp 


B00B26D170 Responds to enc 1 800331 Ifcr to President Carter etpresslng 
concern re safety of nuclear power U opening of Limerick 
Nuclear power plants are designed to prevent accidents 
Chances of more serious accident than Tfil are very small 
DENTON.H R Office of Nuclear Reactor Regulation. Director 
80/07/30 Spp 


0 Inspection reportSi IE Bulletins ft correspondence 


8QQ0C6O4B4 Forwards IE Bulletin BO-17. "Failure of 76 of IBS Control 
Rods to Fully Insert During Scram at BUR 11 Mo written 
response required 

ORIER.B H Region 1. Philadelphia. Office of the Director 
80/07/03 lp 


0009030063 Responds to IE Bulletin 79-Q3A. “Longitudinal Weld Defects 
in ASME SA-312 Type 304 Stainless Steel Pipe “ All facility 
pipe in saf ety-related sys sut j to stresses less than 897. of 
coda allowable stress 

KEMPER.J S Philadelphia Electric Co 60/07/16 lp 


B006070120 Forwards Suppl 1 to IE Bulletin BO-17, "Failure of 76 of IBS 
Control Rods to Fully Insert During Scram at BUR " No 
UTitten response required 

CRIER.D H Region 1. Ph i J a d e Ip h i a. Office of the Director 
80/07/IB lp 


8008070236 Forwards Suppl 2 to t£ Bulletin 80-i7t “Failure of 76 of 185 
Control Rods to Fully Insert During Scram at BWR " 

No written response required 

ORIER.B H Region i. Ph i lade I ph la . Office of the Director 
90/07/22 Spp 


80031.20624 Acl receipt of 800703 Itr informing NRC of steps taken to 
correct violations noted in I£ Insp Repts 50-352/80-02 S. 
50-353/BO-02 

CARLSON. R T Region I. Ph i 1 ad e 1 pn ia. Reactor Construction & 
Engineering Support Branch 00/07/24 lp 


— B003I2062S Responds to NRC 900604 ltr re violations noted in IE Insp 
Repts 50-352/80-02 ts 50-353/80-02 Corrective actions 
obsolete drawings were di sear d e d . Hang er GBO-112-H-IO will be 
reworked (• base plate replaced 

KEMPER. J S Philadelphia Electric Co 80/07/03 3pp 


'B008 120634 Forwards IE fnsp Repts 50-352/80-02 U 50-353/80-02 on 
800122-0222 & notice of violation 

CARL9011. R T Region 1. Ph i 1 ade 1 ph la< Reactor Construction 4 
Engineering Support Branch S0/06/Q4 2pp 


— 6003120645 Notice of violation from insp on 800122-0222 

* Region I. Philadelphia. Reactor Construction fe Engineering 
Support Branch B0/06/03 Spp 


— B00B120652 IE Insp Repts 50-352/90-02 U 50-353/80-02 on 900122-0222 
Noncomp! lance noted failure to comply w/procedures 
re drawing control h failure to comply u/procedure re pipe 
supports 

MATJTA.J C Region 1. Ph i 1 ade i ph la. Office of the Director 
MCGAUGHViR W Region l. Ph 1 lad e 1 ph la . Reactor Construction ic 
Engineering Support Branch 80/06/03 15pp 


8G0B14O5I3 Forward* IE Bulletin 80-20. ‘Failures of Uestinghause Type 
W-2 Spring Return to Neutral Control Switches " Requests 
info re estimate of manpower associated w/correc tl ve 
actions needed after identifying problem 

CRIER. fl H Region 1. Philadelphia. Office of the Director 
80/07/31 lp 


80031B0005 Forwards IE Bulletin 80-f9. “Failures of Mercury-Wetted 
Matrix Relays in Reactor Protective Sys of Operating Nuclear 
Power Plants Designed by Combustion Engineering ■* Action 
required by facilities w/OLs or CPs 

ORIER.B H Region 1. Ph l lad e 1 ph i a. Office of the Director 
10/07/31 lp 


B2S0096 Forwards IE Info Notice 00-29. "Broken Studs on Terry 
urbine Steam Inlet Flange " No specific action or response 
equested 

RIER.BH Region 1. Ph i i ade 1 ph i a. Office of the Director 
*/08/07 Ip 


8008280526 Forwards IE Info Notice 80-30. "Potential for Unacceptable 
Interaction Between Control Rod Drive Scram Function *< 

Nonessential Control Air at Certain QE BUR Facilities " 

No written response required 

ORIER.B H Region 1, Philadelphia. Office of the Director 
00/08/19 Ip 


S Reportable occurrences. LERs & related correspondence 


8007240353 rntartm Part 21 rept re defective ITT actuators in dampers 
Customer notification end Jobs classified nonnuclear 
safety-related are not reportable Actuators supplied for 
other jobs are considered purchaser responsibility 
SLOAN. 0 E American Harming 6 Ventilating. Inc 80/07/08 50pp 


800B1 50249 Ac k receipt af 800701 ltr forwarding final deficiency rept 
re Rosemount Model 510 DV trlp/calibr units & Model 1152 
transmitters 

CARLSON. R T Region I. Ph £ lad e 1 ph la, Reactor Construction J< 
Engineering Support Branch 80/07/23 lp 


8000220311 Ac k receipt of B00701 final deficiency rept re Rosemount 
trlp/calibr units I< transmitters 

CARLEOM, R T. Region 1. Ph i lad e 1 ph ia, Reactor Construction h 
Engineering Support Branch 80/07/23 Ip 


— 8008220321 Final deficiency rept re Rosemount trip/calibr units t< 
transmitters Caused by mode failure in capacitor when 
transmitter operating temp increases Defictive capacitors 
it switches will be replaced 

KEMPER. J S Philadelphia Electric Co 00/07/01 4pp 


9008130189 Ack receipt of 800701 final Significant Deficiency Rept 13 
re OE Type SUM control switches 

CARLSON. R T Region 1. Phi 1 a d e 1 p h ia. Reactor Construction b 
Engineering Support Branch 90/07/29. ip 


— 8003180193 Final Significant Deficiency Rept 13 & Part 21 rept r* 
defective cant followers In 8BM control switches Switches 
discussed in IE Info Notice 00-13 

KEMPER, J 8 Philadelphia Electric Co 00/07/01 3pp 


0009270182 Act receipt of 000702 ltr forwarding final rept re Colt 
Industries emergency diesel generator heat exchangers, per 
10CFR50 55<e> 

CARLSON, R T Region 1. Philadelphia. Reactor Construction b 
Engineering Support Branch 80/07/28 ip 


U Congressional/Executive Correspondence 


8008210054 Responds to 800620 ltr re possible effect of blasting on 
“green" concrete at site NRC has requested util to look into 
potential effect of quarry operations on const Investigation 
nearing completion Rept will be provided when available 
DIRCKS, W J Office of the Executive Director for Operations. 
80/00/09 2pp 


— 80QB210062 Requests response to questions re M Lewis allegation that 
blasting at quarry next to site could cause problem 
w/concret* const 

KOSTMAYER, P H House of Rep 80/06/20 Ip 


DOCKET 50-354 HOPE CREEK NUCLEAR STATION. UNIT 1 


A App 1 ic a t i on/construc t ion stage documents h correspondence 


8009060024 Forward's PR notice re SQ0714-i7 regional meetings to address 
portion of Commission 800523 memorandum &■ ordsr describing 
requirements of environ qualification of electrical 
equipment installed In safety sys 

EISENHUT. D Q Division of Licensing 80/06/30 ip 


— 8008060199 Notice of 000714-17 regional meetings to address portion of 
Commission 800323 memorandum & order describing requirements 
sf environ qualification of electrical equipment installed 
in safety sys Eve lists end 

ElSENHUr. D 0 Division of Licensing 80/06/27 H7pp 


8008080010 Requests that all applicants for OL* and CP holders provide 
up-to-date completion schedules & fuel load target dates so 
that NRC may establish licensing priorities Forwards list 
of target schedules for plants to be completed within 3 yrs, 
EISENHUT. D Q Division of Licencing 80/07/11 lOpp 


0009150060 Submits interim criteria for shift staffing to all OL & CP 
licensees & app 1 i cants. per NRC 800507 ltr Dlscutsts 
admlnistrat j ve provisions for emergency it overtime work 
Development I implementation to be reviewed within 90 days 
EISENHUT, D C Division of Licensing 80/07/31 10pp. 
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BC*590 1 C 5 3 "> ®ii|ii' , f *® f&Z rt|I* brief Adapt! E-aSd)* Action pf Ciwega 
ri»l* S 3 C #jr.p»F.ge 0 # fats S_ppl« aetli w ' 1 3 

peratret"* • • *•*! I'l ti^'H.li ir .•’derj'o^-S o>r*e V 
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MtPFO»C5 Affiliation '.‘ri’t,!. OiD'Of'iT 4pp 


elDSlS&^C? E.ruirds IE Sullitin CC-ZO failures of He 1 i itig h 00 s e Type 
W -2 SsriFi) Petorr to Neutral Control Sulim ’ Repoeeti 
info re iltinli of rerjcuir diiot litis u/iorTictIM 
attic’s needed after identifying prublen 

C^IEfi.B H Bijidi 1 Ehi iadelphia. Office of tNe Director 
63.07/31 Ip 


63391B32J1 Foruardt Ifc Bui I ftir 60’ I V. Failures of Me r< uriy -We ft 1 1 tf 
Matrii Belay* in Reattar Fro'ictiire Sy* of OpeTating butlur 
Pcjir P-Iarlt Oetijned tv Conto!tlofi EFigineering “ Ac»ian 
riquirad By facilities w'GL* or CFv 

CRIER. E H Region 1. Rniladelphia Office Of tte Director 
63/07/31 Ip 


SOOSJiCAOR Firuardi IE Itifo llotice BO-27 ' Drolin Stud* on Terry 

Tcrtin* Slim Inlet Flange Ha specific action or response 
riqms ted 

CRIER S H Region I. Philadelphia Office of the Director 
£3/03/07 Ip 


6l' 3£2E0531 Fcruarti! IE Info flotice CD-30 “Potential for Unacceptable 
Interaction Betunen Control Rod Drii* Scram Function l 
M’mintial Control Air at Certain CE En.R Facilities “ 

N3 urittirt response required 

SRIER.6 H Regiion l. Ph 1 la d * I p h i a. Office of the Director 
S3/09/1R Ip 


C3CPET SO-355 HGRE CFEEF NUCLEAR STATION UntT 2 


A Ap p 1 1 ca 1 1 on t c. 0 ns tr uc 1 1 on stage docunents U co rresp ondenc e 


S330OiOO2R Forwards Fft notice ti 003714-17 regional nestings to address 
portion cf Coenissldn 003^23 ’iffloraridm 4 order describing 
requirements of environ qua 1 1 f ic a 1 1 on of electrical 
♦qutpnent installed in tafety *ys 

EISEN’EJT.D 0 Division of Licensing eC'/O6/30 Ip 


--G308C60I6R Notice of 900714-17 regional meetings to address portion af 
Ccflinu mon QC0523 airoranduo t order describing r e qoir iisen t * 
of environ qua t 1 f t c a t 1 0 n of electrical equipment installed 
»n safety sys Sue list! end 

EI5EI.1HUT.D 0 Oisisioti of Liceniiny G3/D£i/27 |17pp 


BOO&DBOOIQ Requests that all applicants for OLi and CP holders provide 
up-to-date completion schedules 4 fuel load target dates so 
that h'RC may establish licensing priorities Forwards list 
Of target schedules for plants to tr completed ulthtn 3 yrs 
ElSEhfrfUT D C Division of Licensing 60/07/11 lOpp 


&0QB15-006O Submits irtinn criteria tor shift staffing to all OL 4 CP 
Imniiis u app I leant s , per NRC 6C0507 Hr Dhcusui 
administrative provtsion* for emergency L overtime worl 
Destlopment 4c implementation to be revieued within 00 days 
E1SEHHUT.D C Division cf Licensing 60/07/31 |0pp 


BC c O012"j3t2 Submits significant taiget dates foi commercial operation. 
fu#l loading. FBAR preparation h environ rept. in response to 
NSC 6307(1 request 

^ E Public Service Electric L Oas Co of f/sw Jersey 
B0/OG/03 Ip 
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F Security, medical, emergency A fire protection plant 


Q Inspection reports' IE Bulletins & correspondence 


800BDS0102 Sequeits all applicants for CPs ft OL# submit Info T* 
proposed nucliar patuer plant vicinity evacuation estimates 
Info requested by 800B01 for NRC to identify evacuation 
cons tra ints, sp ec i al planning measures ft possible mod's 
EISENHUT.DG Division of Licensing 30/07/02 lp 


8008010220 Responds to I£ Bulletin 80-00, "Examination of Containment 
Liner Penetration Welds * Facility will contain fined lioad 
design described in bulletin Heads uii 1 1 use single V groove 
welds w/o backing ring* 

MARTfH, T J Public Stivice Electric 1 Oat Co of New Jersey 
00/07/02 4pp 


8008050327 Responds to 800702 request for info re evacuation time 
estimates Util submitted revised emergency plan 800717 which 
included estimates for tlJ 

MITTL. ft L Public Service Electric t Gas Co of New Jersey 
80/07/24 lp 


8000040490 Forwards IE Bulletin BO-17, "Failure of 76 of 185 Control 
Rods to Fully Insert During Scram at BWR " No written 
response required 

GRIER, B H Reg i on I, Philadelphia, Office of the Director 
80/07/03 lp 


8008280084 No t l f i cat i an of 800819.20 4 22 workshops in Valley Forge, PA, 
Chicago, IL ft At 1 an t a, OA, respec 1 1 ve ly • t o solicit public 
comment re NUREG-0090, “Functional Criteria for Emergency 
Response Facilities 

GRIER, 8 H Region I, Ph i 1 ade lph i a, Office of the Director 

8G/0B/I! 2pp 


800B070122 Forwards Suppl 1 to I E Bulletin 00-17, "Failure of 76 of 185 
Control Rods to Fully Insert During Scram at BWR “ No 
written response required 

CRIER, S H Region I, Ph i 1 ad e 1 phi*. Office of the Director 
80/07/ IS lp 


G Adjudicatory correspondence 


8008010129 Forwards list of documents from NRC files that were provided 
on 800703 for use in util fuel rate case NRC retained 
exhibit numbering sys developed for case 
RUSSELL, If T Technical Support Branch 00/07/14 5pp 


8003010270 Response in opposition to NRC 800703 motion to include 
findings of health effects in proceeding ASLAB presently in 
pout ion to reach issue ft resolve radon question ASLAB 
should decide do minimus issue 

B1L0ERG, J E Ph l lad e lph l a Electric -Co CONNER, T B Conner, Moore 8, 
Carter 80/07/18 7pp 


8008040001 Response to other parties' position* re effect of NUftEO/CR- 
1273 on ALAB-E02 disposition of Deficiency 1 New estimates 
of Rn-222 U mine emissions more reliable than Perkin* 
record Deficiency re-e ranuna tion unwarranted 

SILBERG.J E Philadelphia Electric Co CONNER, T B Conner, Moore ft 
Corber 00/07/18 6pp 


8000040074 Response to Ecology Action of Oswego ft Environ Coalition on 
Nuclear Power proposed findings of fact ft cone 1 usiniis of law 
re emissions from mill tailings piles ft water pathways 
Certificate of Bvc encl 

SILBERO, J E Public Service Electric ft Gas Co Of New Jersey 
CONNER, T B Conner, Moore ft Corber 80/07/18 24pp 


8008040135 Reply to intervenors Ecology Action of Oswego ft Environ 
Coalition on Nuclear Power proposed findings of fact 
Addresses emissions from mill t a 1 1 in g s , des tab i 1 i i i ng effects 
of erosion ft radon emission rates 

BH.BER0, J E Metropolitan Edison Co SILBERO, J E Shaw, Pittman, 
Potts ft Trowbridge CONNER, T 0 Conner, Moore ft Corber 00/07/18 
19pp 


— 0008040130 Response to ASLAD 000307 order requesting position re 
whether disposition of alleged Deficiency 1 in ALAB-S02 has 
been, affected by NUREG/CR-1273 Better estimates of radon 
emissions do not require re-examination of disposition, 

S ILBERO, J E Metropolitan Edison Co SILBERO, J E Shaw, Pittman, 
Potti ft Trowbridge CONNER. T D Conner, Moore ft Corber 
80/07/10 6pp 


— 0000040140 Response to NRC 800703 motion to inclUdB health effects 
findings Urges ASLAB to make findings re radon emissions 
level Requests application of de minimus theory to exclude 
insignificant environ impacts Certificate of Svc one 1 
8ILBERG, JE Me trop ot i tan Ed i s on Co SILBERO, J E Philadelphia 

Electric Co CONNER , T B Public Service Electric ft Gas Co of New 

Jersey B0/O7/1B lOpp 


008010253 Response in opposition to NRC motion to include health 
affects in proposed findings o-f fact re magnitude of radon 
emissions Kepford 790026 affidavit must be adopted Response 
joined by Ecology Action of Oswsgo Certificate of Svc encl 
KEPFORD, C Affiliation Unknown 00/07/22 4pp 


3008010247 Motion for leave to file out of time to NRC proposed 
findings of fact ft conclusions of lau Intervenors' 
representative was out of town Certificate of Svc enci 
JOHNSROD, J H Affiliation Unknown 80/07/23 2pp 


3008010259 Response to NRC reply brief Adopts Ecology Action of Dswego 
reply to NRC proposed findings of fact Suppls matls w/13 
paragraphs re sealing techniques In underground mines ft 
other methods of reducing iadan emissions 
KEPFOSD. C Affiliation Unknown 00/07/23 4pp 


800B070239 Forwards Suppl 2 to IE Bulletin 80-17, “Failure of 76 of 105 
Control Rods to Fully Insert During Scram at BUR " 

No written response required 

GRIER, B H Region i, Ph 1 lad e 1 p h la, Office of the Director 
80/07/22 2pp 


8008140507 Forwards IE Bulletin 80-20, "Failures of Meetinghouse Type 
W-2 Spring Return to Neutral Control Switches “ Request* 
info re estimate of manpower associated w/corractive 
actions needed after identifying problem 

CRIER, D N Region 1, Phi ladel ph ia, Office of the Director 
80/07/31 !p 


8008100003 Forward* IE Bulletin 80-19, "Failures of Mercury-Wetted 
Matrix Relays in Reactor Protective Sys of Operating Nuclear 
Power Plants Designed by Combustion Engineering " Action 
required by facilities w/QLs or CPs 

GRIER, B H Region 1, Philadelphia, Office of the Director 
80/07/31, lp 


8008260409 Forwards IE Info Notice BO-29, “Broken Studs on Terry 
Turbine Steam Inlet Flange " No specific action or response 
requei ted 

GRIER, 9 H Region 1, Philadelphia, Office of the Director 
80/08/07 Ip 


BQG820Q531 Forward* IE Info Notice 80-30, > "Potential far Unacceptable 
Interaction Between Control Rod Drive Scram Function ft 
Nonessential Control Air at Certain GE BWR Facilities " 

No written response required 

Oft TER, B H Region 1, Philadelphia, Office of the Director 
00/00/19 lp 


DOCKET 50-358 WILLIAM H ZIMMER NUCLEAR STATION, UNIT 1 


A Appiication/constructlon stage documents ft correspondence 


8008060024 Forwards FR notice re 800714-17 regional meetings to addrosi 
portion of Commission 800523 memorandum ft order describing 
requirements of environ quel if ication of elertricai 
equipment installed in safety sys 

EI8ENHUT, D G Division of Licensing 80/00/30, lp 


— 8008060189 Notice of 800714-17 regional meeting* to addree* portion of 
Commission 000523 memorandum ft order describing requirement* 
of environ qualification of electrical equipment installed 
in safety sys Svc lists encl 

EIEENHUT, D 0 Division of Licensing 00/00/27. 1 1 7pp 


90000-30010 Requests that ail applicants for 0L» and CP holders provide 
up-to-date completion schedules ft fuel load target dates so 
that NRC may establish licensing priorities Forwards list 
of target schedules for plants to be completed within 3 yrs. 

EJSENHUT, D G Di vi s ion of Li cens i n g 80/07/11 lOpp 


BOO8O0O4OO Forwards request for add! info re silt removal program 
Requests info re environ impact of silt removal method ft 
program ft need for States of OH ft KY ft Corps of Engineers 
permits to discharge- silt removed from intake 
SCHWENCER.A Licensing Branch 2 80/07/22 4pp 


8008070079 Notification of 900811 meeting w/util to discuss plans for 
itafFing power plant ft guidance on staffing requirements 
PELTIER, I A Licensing Branch 2. 80/07/22, 2pp 
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600B1I0130 Notification of 000006-07 meeting ui/GE ounirt g roup , l.a 9a J 1 o 
4 Itmmer owners group representatives 4 GE in Bethesda.HD 
f or briefing on basis for symptom-oriented guidelines 4, 
applicability in evaluating event procedure* 

SIEGEL, B L Procedures 4< Test Review Branch 80/07/28 2pp 


6000150060 Submit* interim criteria for shift staffing to all OL & CP 
licensee* & app 1 1 cant St per NRC B003O7 l tr Discusses 
administrative provisions for emergency 4, overtime work 
Development & implementation to be reviewed within 90 days 
EISENHUT, D Q Division of Licensing 80/07/31 lOpp 


0QQ9Q6OO3B Advises of 800729 earthquake w/epicenter at Maysville.KY 
Event will be addressed in SER suppl 
BARTH, C A Hearing Branch 3 00/08/04 ip 


6008200448 Notification of 800828 meeting w/DWR Licensing Review Oroup 
in BcthesdfiiMD to discuss concensus positions on Mechanical 
Engineering Branch 4 Hatls Engineering Drench open issues 
WILSON, J N Licensing Branch 1 80/08/04 lp 


— 8000200459 Notification of 000827 meeting w/BWR Licensing Review Oroup 
in BethesdeiMD to discuss concensus positions on THI issues 
WILSON, JN Licensing Branch i 80/08/04 lp 


— 8008200468 Notification of 000821 meeting w/0WR Licensing Review Oroup 
In Bethesda,MD to discuss concensus positions of review 
group on Plant Sys Branch & Containment Sys Branch open 

i nues 

WILSON, JN Licensing Branch 1 80/08/04 lp 


— B00920Q479 Notification of 800819 meeting w/EWR Licensing Review Oroup 
in Bethesda, MD to discus* concensus positions on 
Instrumentation S, Control Sys Branch open issues 
WILSON, JN Licensing Branch 1 80/08/04 ?pp 


0009 1 20583 Forwards 000729-31 trip rept re survey of 800727 KY 
earthquake damage area 4 plant site Map & earthquake 
intensity scales enc 1 

JACKSON, R E Geosciences Branch 80/08/06 21pp 


0008270129 Forwards field trip rept on survey of damage area of B00727 
KY earthquake from 800729-31 

KIMBALL, J Geosclcncei Branch 80/08/06 20pp 


900825063? Responds to NRC 800711 Hr re const & fuel load target 
dates Completion estimated for 011031 Requests review of 
□L application be completed as ioon as possible so that 
remaining contentions can be resolved 

BOROKANN, E A Cincinnati Oas 4 Electric Co 80/08/10 2pp 


8009240349 Responds to NRC 791128 ltr to a 1 1 pending OL 4 CP applicants 
re EC-CS cladding models Util incorporate* OE 791207 ltr to 
NRC eddressing agenda topic* 

FLYNN, J D Cincinnati Oas 4 Electric Co 80/00/20 lp 


F Security, medical, emergency & fire protection plans 


800BQ5Q102 Request* all applicants for CPs t< OLs submit info re 
proposed nuclear power plant vicinity evacuation estimates 
Info requested by 800001 for NRC to identify evacuation 
constraints, spec ial planning measures 6 possible mods 
EISENHUT, D 0 Division of Licensing 00/07/02 lp 


8008270623 Notification of change of 000818 meeting to 800020 w/util in 
BatheidAiMD to brief NRC on plans to provide emergency 
operations facilities to seek guidance on NUREQ-0696 
PELTIER, I A Licensing Branch 2 00/07/22 Ip 


0009060261 Submits info re estimated evacuation time, in response to NRC 
791226,800311 4 0702 ltrs Independent assessment of 
evacuation within 2,5 4 10 mile radius will be presented to 
NRC at 800018 meeting Oversiis highway maps end 
FLYNN, J D Cincinnati Oas $• Electric Co 80/00/01 21pp 


■8008060263 "General Highway Map Bracken County, KY 
» Kentucky, State of 80/08/01 lp 


■0000060264 “General Highway Map Campbel County, KY “ 
a Kentucky, 0tate of 80/08/01 lp 


— 0000060266 "General Highway Map Pendleton Country, KY, 
a Kentucky, State of 80/08/01 lp 


B 009 1504 36 Comment* on KY Div of Emergency 6vcs portion of facility 
evacuation time estimates study does not reflect NURE0-0654 
guidance 

KEDER.M Mentor, KY 80 / 08/08 2 pp 


0008270700 Notification of BOOB19, 20 4 22 workshops in Valley Forge, PA. 
Chicago, IL 4 At 1 an ta , 3A. r e s p ec 1 1 ve 1 y , to solicit public 
comment re MURE G- 06 96, "Functional Criteria for Emergency 
Response Facilities “ 

KEPPLER. J G Region 3, Chicago, Office of the Director 30/0B/11 
2PP 


0 Adjudicatory correspondence 


8008060009 Response m opposition to Intervener DB Fankhauser motion 
For admlsiion of add] contentions re escalating costs Party 
status as util ratepayer is insufficient basis No good Cause 
shown far late submission Certificate of Svc enc 1 
CONNER, T n , IJETTERHAHN, M J Cincinnati Gas 4 Electric Co 
CONNER, T B Conner, Moore 4 Corber 80/07/31 lBpp 


0009050203 Response to A6L3 8007iq memorandum 4. order re necessity of 
spent fuel offsite shipment plan submittal prior to OL 
issuance No shipping or security plan need bo submitted as 
precondition to OL issuance 

BARTH, C A Hearing Branch 3 00/08/01 6pp 


8000070446 Memorandum urging ta bo apprised of applicant 6 NRC plans 
for analyiing 4 evaluating Northern KY 800727 earthquake 
safoty significance Certificate of Svc etui 

BECHHOEFER, C Atomic Safoty and Licensing Board Panel B0/08/04 
Spp 


8008070323 Response in opposition to Fankhauser motion to admit addl 
contentions re -rising economic costs Environ analysis need 
not be redone according to data changes unless changes might 
affect environ assessment Coitificate o-f Svc enc! 

BARTH, C A Hearing Branch 3 80/08/05 9pp 


0008130489 Response to ASLB 300714 memorandum 4 order re summary 
disposition of Fankhauser Contention 5 New Interim rule re 
scope of emergency planning contains no requirement for 
providing training to population Certificate of Bvc encl 
CONNER, T B , WETTERHAHN, J J Cincinnati Gas 4 Electric Co 
CONNER, T D Conner, Moore 4 Corber SO/08/U 13pp 


8008190380 Order granting extension until 800904 for Btate of KY to 
respond to ASLB 800714 order Parties may respond to State of 
KY within 14 days from svc 

BECHHOEFER, C Atomic Safety and Licensing Board Panel BO/OS/13 
2pp 


8008260240 Memorandum 4 order denying t> Fankhauser 000716 motion to 
admit addl contentions w/i prejudicing request to become 
co-sponsor of Miami Valley Power Project Contention 13, I f 
1 i ti gated 

BECHHOEFER, C Atomic Safety and Licensing Board Panel 80/08/20 
1 4pp 


G Inspection reports, IE Bulletins 4. correspondence 


00031 40463 Forwards IE Investigation Rept SO-35B/80-0? on 000407-09, 30, 
0501-02 t, 20 4- notice of violation 

KEPPLER, J O Region 3, Chicago, Office of the Director 00/07/02 
Epp 


8008140465 Notice of violation from insp on 800407-09,30,0501-02 4 
20 

* Region 3, Chicago, Office of the Director 00/07/03 lp 


•8003140460 IE Investigation Rept 50-358/80-09 on 800407-09,30.0501-02 
4 20 Noncompliance noted release of matl from segregation 4 
failure to use hold tags Pipes installed before questions of 
acceptance resolved 

PHILLIP, 0 A , HARD, K D , NORELIOS, C E Region 3, Chicago, Office 
of the Director 80/07/03 51pp 


6008060501 Forward* IE Bulletin 80-17, "Failure of 76 of 185 Control 
Rod* to Fully Insert During ScTam at BWR " No written 
response required 

KEPPLER. J 0 Region 3, Chicago. Office of the Director B0/07/03 

lp 

8008070129 rorward* Suppl 1 to IE Bulletin 80-17, “Failure of 76 of 1B5 
Control Rods to Fully Insert Dm ing Scram at BWR " No 
written response required 

KEPPLER. J 0 Region 3, Chicago. Office of the Director 80/07/18 

lp 


8003070255 Forwards Supp 1 2 to IE Bulletin 30-17, "Failure of 76 of 165 
.Control Rods to Fully Insert During Scram at BWR " 

No written response required 

KEPPLER, J G Region 3, Chicago, Office of the Director 80/07/22 

2pp 
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0008080183 Responds to It Bulletin BO-16 re Ros-ennunt Mode] 1151 i, 1152 
pressure transmi tto, s Investigation of transmitter use 
underway Complete rcpt uill be issued upon completion 
DGRGMANN, E A Cincinnati Gas 1 Electric Co 60/07/25 Ip 


BQGBOBO 1 20 Act receipt of 80071B Itr informing (IRC of steps taken to 
correct >iolatlon noted in IE Insp Rept 50-358/30-13 
KEPPLER. J G Regions, Chicago. Office of the Director 0O/O7/2B 
lp 


— SOOBOaOl?-! Responds t 0 NftC 000612 Itr re violation noted in 1C Insp 
Rapt 50-358/00-13 Discusses provision of necessary design 
criteria Concludes that no noncompliance eiists 
BORGHA'J'J, t A Cincinnati Gas l Electric Co BD/07/0B 2pp 


8008150339 Forwards Suppl 1 to IE Info Notice 80-06, " hlo 1 1 f i cat l o n of 
Significant Events at Operating Power Reactor Facilities 11 
No written response required 

KEPPLER, J C Region 3, Chicago, Office of the Director 00/07/27 
1 P 


GOOB10OIO1 Forwards IF Bulletin 00-20, ‘Failures of Westinghnusc Type 
W-2 Spring Return to Neutral Control Switches 1 Action 
required 

KEPPLER, J G Region 3. Chicago. Office of the Director 00/07/31 
IP 


8008200467 Forwards IE Bulletin 80-19, 'Failures of Mercury-Wetted 
hlatrli Relays in Reartoi Protective Sys of Operating Nuclear 
Power Plants Designed by Combustion Engineering " Action 
required by facilities u/OLs or CPs 

KEPPLER. J G Region 3, Chicago, Office of the Director 80/07/31 
IP 


8008180326 Forwards IF Bulletin 80-20, ‘Failures of Westlnghouse Type 
W- 2 Spring Return to Neutral Contiol Switches,' sent to 
listed licensees for action on 000731 

PAPPAS M Region 3, Chicago, Office of the Director SO/08/D1 lp 


0008280028 Responds to IF Bulletin 80-01, “Operability of Automatic 
De pressor i la 1 1 on Sy s Valve Pneumatic Supply " Util reviewed 
automatic depi essur l lat ion sys per bulletin criteria R found 
present design acceptable 

BORGMANN, E A Cincinnati Gas A Electric Co 00/00/05 2pp 


B00B1802D6 Forwards IE Info Notice 80-29, “Broken Studs on Terry 
TuTbins Steam Inlet Flange " No specific action or response 
requested 

KEPPLER, J 0 Region 3, Chicago, Office of the Director B0/OQ/O7 
If 


S Reportable occurrences, lERs !> related correspondence 


0007240353 Interim Part 21 rept re defective ITT actuators In dampers 
Customer notification enc 1 Jabs classified nonnuclear 
safety-related ai e not reportable Actuators supplied for 
other gobs aie considered purchaser responsibility 
SLOAN, D E American Warming & Ventilating, t nc 00/07/00 5Qpp 


8008110499 Final deficiency rept re RusHn Mfg Co fire dampers Rework 
of affected fire dampers accomplished by manu Fat tur er an 
600623 A reported In Part 21 rept Complete description of 
mods available on site for insp 

BDRQMANN, E A Cincinnati Gas 4 Electric Co 60/08/04 2pp 


8009130P21 Ac k receipt ot 800529 interim deficiency rept re welds 
rejected upon radiographic review 

FIDRELLl.G Region 3, Chicago, Reactor Construction t< Engineering 
Support Branch 00/08/08 lp 


6008130225 Interim deficiency rept re welds rejected upon radiographic 
review Seven of 1, 565 welds were judged to have questionable 
indications 6 one was rejected on basis of film density 
Summary of status of seven uelds end 

B0RGI1ANJ, £ A Cincinnati Gas V Electric Co 60/05/29 3pp 


DOCKET 50-361 SAN OLQFRE NUCLEAR STATION, UNIT 2 
A Ap p 1 1 c at 1 on/cons true 1 1 on stage documents 4 correspondence 


8008060024 Forwards FH notice ie 800714-1/ regional meetings to address 
portion or Commission 800523 memorandum A ordei describing 
requirements of enviion qualification ot electrical 
equipment Installed in safety sys 

IISENHUT, D G Division of Licensing 60/06/30 lp 


— 8003060109 Notice of 000714-17 regional meetings to address portion of 
Commission 600523 memorandum t order describing requirements 
of environ qualification of electrical equipment installed 
in safety sys Svc lists enct 

EISENH'JT. I) G Division of Licensing 60/06/27 117pp 


8008000010 Requests that all aeplicants for OLs and CP holders provide 
up-to-date completion schedules l fuel load target dates so 
that NRC may establish licensing priorities Forwards list 
of target schedules for plants to be completed within 3 yrs 
EISENHUTiD G Division of Licensing 80/07/ii IQpp 


8OOGO0D2O1 Forwards request for addl info for NRC review Df FSAR 
Procedures for ninimting accumulation of dust in diesel 
generator room under normal plant operation should be 
dose v ibed 

SCHWENCER , A Licensing Branch 3 60/07/28 I7pp 


8006040099 Forwards offshore geophysical data t, "Interpretative 
Results, High Resolution Geophysical Survey In Selected Areas 
Between Dana Point ft Oceans i de, Of f shore CA " Oversiie 
drawings enc 1 

BASKIN, K P Southern California Edison Co 80/07/2? lp 


— 3008040100 "Interpretive Results, High Resolution Geophysical Survey 
in Selected Areas Between Dana Paint ft Oceanside, Of fshore 
CA " 

• Nekton, Inc 80/07/20 25pp 


—8006040103 "Shot Point Base Hap 
* Nekton, Inc 60/07/19 lp 


—3008040105 "Shot Point Data Hap 
a Nekton. Inc 80/07/19 lp 


— 6008040108 "Structure Map, Contours on Burled Pleistocene Erosion 
Surface " 

* Nekton, Inc 80/07/19 lp 


■8008040112 "Structure Map , Contours on Burled Pleistocene Erosion 
Surface " 

* Nekton, Inc 00/07/19 lp 


■6008040114 "Isopach Hap of Unconsolidated Terrace Deposits 
* Nekton, Inc 80/0// 1 9 lp 


— 0008040116 "Isopach Hap of Unconsolidated Terrace Deposits 
» Nekton, Inc 80/07/19 lp 


•8O09O4O1SO "Shallow Fault it Structural Trehd Map " 
* Nekton, Inc 00/07/19 lp 


— 0008040121 "Shallow Fault t- Structural Trend Map 
* Nekton, Inc B0/07/19 lp 


■8003040125 "Seafloor A Water Column Anomaly Map 
* Nekton, Inc 00/06/30 (p 


'0003040126 "Seafloor it Water Column Anomaly Map " 
* Nekton, Inc 00/07/19 lp 


—8008040127 "Bottom. Sediment Type Map 
4 Nekton, Inc 00/07/19 lp 


3000060122 notification of HOO0O4-O8 meeting w/util in 9an Diego, CA, to 
conduct onsite leview of plant control room design it 
operation 

ROOD, H Licensing Branch 3 80/07/31 3pp 


8000140556 Notification of 000012-15 meeting w/u t i 1 , Bech ts 1 1< C-E in 
DethesdaiMD to discuss non-TMI related open items 
ROOD, H Licensing Branch 3 80/07/31 4pp 


6008IS0060 Submits interim criteria for shift staffing to all QL 6 CP 
licensees t- ap p 1 leant*, p er NRC 800507 Itr Otscussas 
administrative provisions for emergency J, overtime work 
Development ft implementation to be reviewed within 90 days 
EI6ENHUT, D G Division of Licensing 80/07/31 lOpp 


8008120469 Forwards addl info in response to NRC 800728 Questions 
36f 66,361 77 it 361 60 re geosciences area Responses will be 
Incorporated in Amend 20 to FSAR scheduled for Aug 1980 
Seventeen overs 1 te drawing s one 1 

BASKIN, K P Southern California Edison Co 60/00/01 74pp 
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— 8000120477 "Annotated Fault Map Southern CA , Nor thus * tern Baja.CA U CA 
Continental Borderland. San Onofre Seismology “ 

* Wooduard-C 1 yd e Consultants, Inc 4121331-0002 00/07/08 Ip 


•8000120484 "Summary Rept on Sasic Data From Two Onshore t« Sti Offshore 
Geologic Borings, San Onofre Units 113" 

* Woodward-Clyde Consultants, Inc 00/08/04 175pp 


--B009I20491 "Baja.CA Goo l 09 y , F 1 e 1 d Guides t< Papers 1,1 

ABBOTT, P L ■ OASTIU. R 0 Ban Diego State College 79/12/3! 
237pp 


•800012049? "Reconnaissance Geology of State of Baja.CA “ Three overs! jf 
geologic maps encl 

OABTIL, R G , PHILLIPS, R P , ALLISON, E C Ban Dingo State College 
75/12/31 IBlpp 


-•8009150507 Seventeen Illegible geophysical maps 

* Southern California Edison Co 80/03/01 17pp 


80OB1BO147 Summary of 800702 meeting u/uti I D contractors m Dsthesda, 
MD ro control room design review program Site visit 
scheduled for wk of 0OQBO4 Summary of results will be Issued 
about 2 wks after visit is completed 
ROODiH Licensing Branch 3 80/08/01 5pp 


9000120564 Forward* Amend 3 to SCE-I-A, "QA Program," in response to 
NRC 900701 request Program will be implemented for 
operations phase of f ac 1 1 1 1 ies, inc luding proopera tlonal {, 

Initial startup tost i ng, opera t ion t> maint W/o encl 
PAPAV, L T Southern California Edison Co BO/O0/04 £p 


•3008140342 QA program, Amend 3 

e Southern California Edison Co 9CE-1-A A3 80/04/30 134pp 


8008200456 Notification of 800814 meeting w/util In Bethesda, HD to 
discuss results of recent offshore investigations near site 
RQODjH Licensing Branch 3 80/00/04 3pp 


0000070430 Forwards response to NRC 800722 request for addl Info 
concerning design calculations for Unit 3 electrical tunnel 
Info supplt 800121 calculations 

BASKIN, K P Southern California Edison Co 60/0B/05 20pp 


8009120171 Forwards balance of payment re 790719 application for amend 
to CPs to transfer ownership interest to Cities of Anaheim 4t 
fi I v*r l i de, CA. in response to NRC 800731 request Payment 
upgrades application to Class III amend 

DIETCH, R Southern California Edison Co 80/09/06 lp 


8009220453 Summary of 600702 meeting w/ut 1 1 *, Decfi tel C-E In Bethesda, 
MD re availability of condensate storage water after SSE 
List of attendees & agenda encl 
RQOD.H Licensing Branch 3 80/00/06 Spp, 


BDO01BO34O Submits Div of Mines i Geology position statement on Trail 
5 offset feature in San OnoHre Beach State Park Offset 
feature it result ef intersection of slip of plane w/wall 
of arroyo i< Is not fault feature of tectonic significance 
DAVIB, J F California. State of 00/00/12 3pp 


0008210130 Fprwards administrative rept, "Review of Offshore Seismic 
Reflection Profiles in Vicinity of Cristianitos faultiBan 
Onofre, CA. *' in response to NRC 800702 request 

MORRIS. R H Interior, Dept of, Geological Survey 80/OB/13 lp 


- -8009210136 "Review of Offshore Seismic Reflection Profiles In Vicinity 
of Cristianito* Fault, San Onofre, CA " 

GREENE, H 0 Inter ior. Dep t of, Geological Survey, KENNEDV.fi P 
California, State of 80/08/13 23pp 


0008220227 Forwards response to NRC Question 222 34, cons 1st 1 ng of 
proprietary S< nonproprietary versions of CEN- 127 131-F, 

"Response to NRC Question 222 34," 6 affidavit Proprietary 
van ion withheld (ref I0CFR2 790) 

BASKIN, K P Southern California Edison Co 80/08/13 7p p 


9006220229 "Response to NRC Question 222 34," nonproprietary version, 
June 1980 

* C-E Power Systems CEN-127iS)-NP 80/06/30. 12pp 


0OOB27O112 Forwards State of CA Div of Minos L Geology BO081 1 6 12 ltes 
>a Dept of Interior 800913 ltr re geotechnical evaluations of 
site. 

* Office of Nuclear Reactor Regulation, Director 80/08/15 3pp 


— -8003270118 Discusses site geotechnical evaluations NRC should instruct 
applicant ta evaluate seismic potential of Cristiantos 
fault 

DAVIS, J F . KENNEDY , M P California State of B0/08/11 3pp 


--8000270120 Discusses Ti ai l 5 "offse* feature 1 ' ot San Onofre Beach 
State Pai V “Offset featute' is not fault feature of 
tectonic sigmti cane £ 

DAVIS, J F California, State of BO/OB/12 3pp 


— 8008270126 ‘Review of Offshore Seismic Reflection Profiles in Vicinity 
of Chr i $ t i a n i t o s Fault, , San Onofre, CA " 

GREEN, K G ! nle r L or , I >ep t of. Geological Survey KENNEDY. M P 
California, State of BO/OB/13 23pp 


8009190393 Responds to NRC SO 07 11 Iti re estimated date of completion 
of const l fuel load target date is 810415 
DIETCH, R Southern California Edison Co 80/08/19 lp 


8009260326 Foi wards "Evaluation of Pejk HoriiontaL Ground Acceleration 
Associated W/Offshore Zone of Deformation at San Onofre 
Nuclear Generating Station ” Demonstrates conservatism of 
previous ground motion assessments 

BASKIN, K P Southei n California Edison Co 8Q/09/21 Lp 


•8000260332 "Evaluation of Peak Momenta! Ground Acceleration 
Associated M/Offshore Zone of Deformation at San Qnafrc 
Nuclear Generating Station '■ 

• TERA Corp 80/00/31 56pp 


F Security, medical, emergency h fire protection, plan* 


9000050102 Requests all applicants for CPs OLs submit info re 
pi oposed nuclear power plant vicinity evacuation estimates 
Info requested by 000801 for I IRC to identify evacuation 
constraints, spec lal planning measures t- possible mods 
EISENHUTiO G Division of Licensing 80/07/02 ip 


G Adjudicatory correspondence 


0000000493 Memorandum if discovery timetable in response to 800717 
prehearing conference agreement Discovery re seismic/ 
geologic issues should leaoin open until 3D days after ACRS 
approves safety evaluation final suppl H/Cer t i f i c a te of Svc 
WHARTON, R J Friends of the Earth WHARTON, R J Wharton t 
Pogalles 0O/O7/2B l 5p p ' 


0000070084 Forwards transcript of B00717 prehearing conference fc B00725 
Ffl notice of change in adjudicatory licensing proceedings 
procedural assistance W/o transcript 
CHANDLER, L J Hearing Branch 1 00/07/31 4pp 


8008030249 Forwards NURE&-73/1 1 1 , "Guide h Checklist for Development & 
Evaluation of State 4 Local Govt Radiological Emergency 
Flans in Support of Filed Nuc 1 ear Facilities," in response 
to 800727 request U/a one I 

CHANDLER, L J Hearing Branch l 80/08/04 lp 


600B0804B4 Forwards app l i can t , NRC Si Friends of The Earth 000804 
executed stipulation re summary disposition Approval of time 
extension requested 

DAVIS, L 0 Antitrust Division BO/08/03 lp 


B008GB0491 Executed stipulation extending date until 800915 to respond 
to applicant motion for summary disposition of Friends of 
The Earth Contentions la t. 9 Applicant V Interveners to 
respond by 800905 if NRC submits new info W/propoi*d order 
P IGQTT, D R Southern California Edison Co CHANDLER, L J Hearing 
Branch 1 WHARTON, R J Friends of the Earth 80/09/04 3pp 


8008110497 Memorandum & order re 800717 prehearing conference Declines 
to narrow Friends ef The Earth "FQE" Contention 1 Revising 
emergency planning contentions premature Motion for summary 
disposition of FOE Contentions la Z 9 deferred 

BMITH, I 11 Atomic Safety and Licensing Board Panel ©0/00/06 7pp 


■BOO01 10302 Order approving appl 1 cant s , NRC S Friends of The Earth 
stipulation Response to applicants' motion for summary 
disposition re Contentions la U 9 on dewatei Ing wells 6 U 
fuel costs may be filed on BOOB! 9 Certificate of Svc end 
SMITH, I W Atomic Safety and Licensing Board Panel 8Q/OB/OA 
4pp 


8008130401 Response to Friends of The Earth 000726 memorandum re 
discovery schedule Beismi c/geolog 1 c discovery must end 30 
days after safety evaluation Emergency planning discovery 
must end 30 days after filing of plan W/Cer t i f ica te of Svc 
DAVIS, L D Hearing Branch 4 CHANDLER, L J Hearing Branch 1 
60/00/11 9pp 
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8008180669 Response to Friends of the Earth 000723 memo rand um re 
discovery timetable Discovery must be terminated to allow 
timely OL issuance Requests must be initiated by 800930 
Certificate of Svc end 

CASEY, S U Southern California Edison Co CASEY, 3 D San Diego Qas 
4 Electric Co CASEY, S D Chiefcering t Gregory BO/08/11 12pp 


8008200175 Motion far summary disposition of intervenors' Contention 9 
re U prices Cast/benefit balance would not be tipped against 
operation due tD current trend for price decreases in dollar 
t erms 

DAVIS, L D Hearing Branch 4 CHANDLER , L J Hearing Branch 1 

00/08/15 I Op p 


■8000200181 Statement of mat! facts to which there if no genuine 
issue to be heard re summary disposition of intervinon 1 
Contention 9 on U prices U fuel costs are small percentage 
of operational expenses 

DAVIS, L D Hearing Branch 4 CHANDLER, L J Hearing Branch 1 
B0/OS/15 3p p 


— 0000200185 Affidavit in support of summary disposition of intervenori ' 
Contention 9 re U prices Historical record Indicates that 
seven percent rate increase over long period is 
conservative approach 

PATTERSON, J A Energy, Dept of 8 0/07/21 7pp 


--9G08200198 Affidavit in support of summery diiposition of intervenors' 
Contention 9 re U prices Cost/benefit balance will not be 
affected if l) fuel prices would increase due to conclusions 
reached in DES Prof qualifications unci 
ROBERTS J 0 Utility Finarce Branch 80/08/15 7pp 


0008220108 Motion for summary disposition of joint intervenors' 
Contention 1(a) re dewatering well cavities Voids pose no 
haiard to seismic Category 1 structures during worst 
possible failure of fill metis 

DAVIS, L D Hearing Branch 4 CHANDLER, L J Hearing Branch 1 
80/09/15 12pp 


— 800022011* Statement of matl facts as to which there is no genuine 
issue to be heard re summary disposition of joint 
Intervenors' Contention 1(a) on dewatering well cavities 
Voids filled w/gruutlng matl 

DAVIS, L D Hearing Branch 4 CHANDLER, L J Hearing Branch i 
80/08/15 2pp 


— 8008220121 Affidavit in support of summary disposition of joint 
intervenors' Contention lfa) re dewatering well cavities 
Acceptable geotechnical i nves tigat i ons, treatment & analyses 
adequately performed 

OftEEVEE, J T Hydrologic V Oeotechn i cai Engineering Branch, 
80/08/15 6pp 


■8008220124 Affidavit in support of summary disposition of joint 
intervenors' Contention 1(a) re dewatering wall cavities 
Voids will have no advene effect on electrical tunnel or 
structures W/prof qualifications It Certificate of Svt 
L IP I NSK 1 1 R E Structural Engineering Branch 80/09/15 ilpp 


BO0E322O15O Statement of matl facts claiming eiiitence of genuine issue 
to be heard re Contention la on dewatering wells Question of 
adequacy of BSE is main litigabte issue in proceeding 
WHARTON, ff J Friends of the Earth WHAR TON, ft J Wharton 4 

Pogalies 80/08/15 3pp 


3006220157 Response in opposition to applicants' motion for summary 
disposition of Contentions la re dewatering wells b 9 re U 
fuel costs Issues must not be disposed of prior to safety 
evaluation 4 ACflS opinion 

WHARTON* ft J Friends of the Earth WHARTON, R J Wharton & 
Pogalies 80/00/15 7pp 


-3008220160 Affidavit in opposition to applicants' motion for summary 
disposition of Contention la re dewatering wells NRC 
approval of applicants' program for demob il i tat ion of 
cavities not yet received Certificate of Svc end, 

WHARTON, R J Friends of the Earth WHARTON, fl J Wharton & 
Pogalies 80/08/15 Spp 


308280177 Response in opposition to Friends of The Earth 800728 
discovery schedule, per ASLB S0O717 memorandum & order 
Emergency planning discovery must be closely related to 
util filing of relevant plans Certificate of Svc end 
PIGOTT.D ft , CASEV, S B , HOC HER. C R Southern California Edison Co 
80/08/21 7pp 


H Co Herat correspondence 


8009270605 Repsonds to 000528 1 1 r to President Carter re location of 
sites 4 use of solar energy Regulations require extensive 
studies to show that proposed plant will not endanger public 
health L safety or environ 

SCHWEHCER,A Licensing Branch 0 80/08/13 3pp 


K Utility Final Safety Analysis Report (FSAR) t amends 


9008120430 Forwards amend to OL epp 1 1 c a t i on, c ons 1 s t i ng of Amend 19 to 
FSAR Amend provides open Item responses requested by NRC 
& miscellaneous corr vet 1 ons, c lari f lcati ons & additions 
Rep t j J, overslie drawings available in Central Files only 
DIETCH, R Southern California Edison Co 80/08/13 2pp 


— 8008130431 Amend to application for OL, consisting of Amend 19 to FSAR 
Amend provides responses to add] questions transmitted by 
NRC 791221,800320 & 0523 ltrs fc mi sc« 1 laneous corrections, 
clarifications !< additions 

DIETCH, R Southern California Edison Co COTTON, 0 D San Disgo 
Oas U Electric Co 80/07/30 Spp 


■8000130432 Amsnd 19 to FSAR , prov i d infl responses to open items requastsd 
In NRC 791221,800320 -&■ 0523 ltrs 4 miscellaneous 
corr ee t i ans , c lar i fleet 1 ons & edditlons Oversite drawings 
encl 

a Southern Californio Edison Co 00/07/31 600pp 


8008260498 Forwards affidavit re completion of, distribution of Amend 19 
to F6AR per 000804 commitment 

BASKIN, ft P Southern California Edison Co 80/08/19 3pp 


0 Inspection reports, IE Bulletins 4 correspondence 


8008120138 Forwards IE Circular 80-17, "Fuel Pin Damage Du* to Water 
Jet From Baffle Plate Corner " No written response required 
ENOELKEN, R H Region 5, San Francisco, Office of the Director 
80/07/23 lp 


8008200542 Forwards IE Bulletin 80-18, "Heint of Adequate Min Flow 
Through Centrifugal Charging Pumps Following Secondary Side 
High Energy Line Rupture “ No action required 

ENGEL KEN, R M Region 5. San Francisco, Office of the Director 

80/07/24 ip 


8008140499 Forwards IE Bulletin 80-20, "Failures of Wsstinghouse Type 
J- 2 Spring Return to Neutral Control Switches " Requests 
info re estimate of manpower associated w/correctlve 
actions needed after identifying problem 

ENGELKEN, R H Region 5, San Francisco, Offfci of ths Director 
00/07/31. lp 


8008200403 Forwards IE Bulletin 80-19, "Failures of Mercury-Wetted 
Matrix Relays in Reactor Protective Sys of Operating Nuclear 
Power Plants Designed by Combustion Engineering " Action 
required by facilities w/OLi or CPs 

ENOELKEN, R H Region 5, Sen Francisco, Office of the Director 
80/07/31 lp 


S Reportable occurrences, LERs 4 related correspondence 


8009110048 Ack receipt of 800715 final deficiency rept re lack of 
nondestructive « lamination of weld repair excavation 
cavities prior to reweldlng at facilities 

ENOELKEN, R If Region S, San Francisco, Office of the Director 
80/07/23 1 p 


B008270931 Final deficiency rept re mounting of component cooling water 
pumps Specific problem will be corrected by adding shear 
pint to all component cooling water pump-to-pump pedestal 
interfaces Bechtel will evaluate all applicable pumps 
PAPAY, L T, Southern California Edison Co 80/08/21 4pp 


T Hearing transcripts on non-antltrus t matters 


8008 1 50494 Transcript of 800717 hearing in San Diego, CA Pp 174-276, 
* Atomic Safety and Licensing Board Panel 80/07/17 105pp 


U Congress Iona 1 /Execut i ve Correspondence 


8006210095 provides Subcommittee on Environ, Energy 4 Natural Resources 
W/SOO805 order extending const completion dates W/o and. 

* Office of Nuclear Reactor Regulation, Director 80/08/07. lp 
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is 


-“8008210100 Provldei Subcommittee on Energy & Power ui/000805 order 

• i tend lug const comp lotion dotes W/o cue 1 

* Office of Nuclear Reactor Regulation, Director 00/08/07 lp 


— 8008210104 Provides Subcommittee on Energy & Environ U/80QB05 order 
extending const completion dates W/o end 

• Office of Nuclear Reactor Regulation* Director H0/0B/07 Ip 


--9008210109 Provides Subcommittee on Nuclear Regulation u/800805 order 
extending const completion dates W/o end 

* Office of Nuclaar Reactor Regulation. Director 80/08/07 lp 


— 0008210114 Forwards order extending const completion date for CPPIt-97 
to 810415 6 for CPPR-90 to 020615. safety eva luat 1 on. negat ive 
declaration it EIA. in response to 800423 request 
EISENHUT.D 0 Division of Licensing 00/08/09 4pp 


— ED0B210117 Safety evaluation supporting issuance of order extending 
const completion date for CPPR-97 to 810419 6: for CPPR-98 
to 820615 

3CHWENCER, A Licensing Branch 2 80/09709 2pp 


— 8000210124 Negative declaration re extension of CP e»piratlon dates E1S 
not warranted because no significant environ impact is 
attributable to proposed action 

BCHNENCER. A Licensing Branch 2 80/09705 2pp 


—6008210120 EIA supporting issuance of order extending const completion 
date for CPPR-97 to B10415 it for CPPR-98 to 820619 
* Division of Licensing 80/08/05 2pp 


0008210147 Provides Subcommittee on Envl ron. Energy it Natural Resources 
w/800005 Amend 2 to CPPR-97 6 CPPR-98 W/o end 

* Office of Nuclear Reactor Regulation. Director 80/08/07 lp 


— 0008210150 Provides Subcommittee on Energy it Environ u/800805 Amend 2 
to CPPR-97 it CPPR-90 W/o end 

* Office of Nuclear Reactor Regulation. Director 00/08707 Ip 


— 8009210193 Provides Subcommittee on Energy it Power w/800803 Amend 2 
to CPPR-97 it CPPR-98 W/o end 

« Office of Nuclear Reactor Regulation. Director 00/03/07 lp 


<9 — 0008210154 Provides Bubcommlttee on Nuclear Regulation w/800009 Amend 2 

to CPPR-97 it CPPR-90 W/o end 

• Office of Nuclear Reactor Regulation. Director 80/08/07 lp 


—8008210160 Forwards Amend 2 to CPPR-97 it CPPR-90. safety eva 1 ua t i on. ETA 
it FR notice 

EIBENHUT.D 0 Divleion of Licensing 80/00/09. Spp 


- -8008210163 Amend 2 to CPPR-97 it CPPR-98. re f 1 ec t ing change in ownership 
to include City of Riverside it City of Anaheim, CA 
PURPLE, R A Assistant Director for Radiol Health it Safeguards 
Standards 90/08/05 4pp 


— 8008210165 Safety evaluation supporting Amend 2 to CPPR-97 it CPPR-98 
8CHWENCER.A Licensing Branch 2 80/08/05 9pp 

— 800B210172 Negative declaration supporting Amend 2 to CPPR-97 6 CPPR-98 
re change in ownership interests 

BCHWENCER, A Licensing Branch 2 80/08/03 2pp 


—8008210177 EIA supporting Amend 2 to CPPR-97 it CPPR-98 re change In 
ownership interests 

e Division of Licensing 00/00/09 2pp 
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A Applieation/construction stage documents St correspondence 


8008060024 Forwards FR notice re 000714-17 regional meeting* to address 
portion of Commission 800923 memorandum & order describing 
requirements of environ qualification of electrical 
equipment installed in ta fety sys 

E IEENHUT, D 0 Divleion of Licenelng 80/06/30 lp. 


— BOO0O6O189 Notice of 800714-17 regional meetings to address portion of 
Commission 800923 memorandum it order describing requirements 
of environ qua 1 if ication of electrical equipment installed 
In safety eyt.Svc lists end 

EISENHUT.D 0 Division of Licensing 80/06/27. 117pp. 


B0080800IO Requests that al! applicants for DLs and CP holder* provide 
up-to-date completion schedules i- fuel load target dates so 
that NRC may establish licensing priorities Forwards list 
of target schedules for plants to be completed within 3 yrs 
EISENHUT.D O Division of Licensing 00/07/11 lOpp 


6008000201 Forwards request for addl info for NRC review of FSAR 
Procedures for minirolling accumulation of dust in diesel 
generator room under normal plant operation should be 
described 

SCHWENCER, A Licensing Branch 3 80/07/26 17pp 


S008040099 Forwards offshore geophysical data & "Interpretative 
Results. High Resolution Geophysical Survey In Selected Areas 
Between Dana Point It Oc eani 1 do . Of f S h ore CA " Oversiie 
drawings one 1 

BASKIN.K P Southern California Edison Co 80/07/29 lp 


— 8008040100 'Interpretive Results, High Resolution Geophysical Survey 
in Selected Areas Between Dana Point 6 Oc ean s 1 de, Of f s h ore 
CA 11 

f Nekton. Inc 80/07/28 25pp 


— 8008040103 "Shot Point Base Hap 
* Nekton, Inc 80/07/19 lp 


— 8008040105 "Shot Point Base Map 
* Nekton, Inc 80/07/19 Ip 


— 8003040108 "Structure Map, Contours on Buried Pleistocene Erosion 
Surface " 

* Nekton, Inc 00/07/19 lp 


— 8008040112 "Structure Map, Contours on Buried Pleistocene Erosion 
Surface " 

* Nekton, Inc 80/07/ t9 Ip 


— 8008040114 "Isopach Map of Unconsolidated Terrace Deposits " 
« Nekton, Inc 00/07/19 lp 


— 8006040116 "Isopach Map of Unconsolidated Terrace Deposits " 
* Nekton, Inc 80/07/19 lp 


— 8008040120 "Shallow Fault V Structural Trend Map 
a Nekton. Inc 80/07/19 lp 


— 8006040121 "Shallow Fault 6 Structural Trend Map " 
a Nekton, Inc 80/07/19 lp 


--8008040125 "Seafloor 6 Water Column Anomaly Map " 
* Nekton, Inc 80/06/3 0 lp 


- -8008040 1 26 "Seafloor J< Water Column Anomaly (lap “ 
* Nekton, Inc 80/07/19 lp 


— 8008040127 "Bottom Sediment Type Map " 
a Nekton, Inc QO/07/19 lp 


8008060122 Notification of 800804-08 meeting u/utll in San Diego, CA, to 
conduct onsite review of plant control room design it 
operation 

ROOD, H Licencing Branch 3 80/07/31 Spp 


BOOBI40S56 Notification of 800912-15 meeting u/uti I, Gech tel ft C-E in 
Bethesda. HD to discuss non-TMI related open Items 
ROaO,H Licensing Branch 3 80/07/31 4pp 


8008150060 Submits interim criteria for shift staffing ta all OL 6 CP 
licensees 6 appl leant*, per NRC 800507 Itr Discusses 
administrative previsions for emergency & overtime work 
Development t implementation to be reviewed within 90 days 
EISENHUT.D 0 Division, of Licensing 60/07/31 1 Op p 


80DSI20469 Forwards addl info in response to NRC B00728 Guest ion* 
361 66.361 77 L 361 68 re geosciences area Response* will be 
incorporated In Amend 20 to FSAR scheduled for Aug 1980 
Seventeen oversiie drawings enc I 

BASKIN.K P Southern California Edison Co 80/00/01 74pp 


— 8006120477 "Annotated Fault Map Southern CA, Nor thus stern Baja.CA h CA 
Continental Border land . San. Onofre Seismology " 

* Woodward-Clyde Consultants, InC 4121301-0602 80/07/03 lp 


— 8008120484 "Summary flept on Basic Data From Two Onshore ti fill Offshore 
Geologic BoTings.San Onofre Units 112“ 
a Woodward-Clyde Consultants, Inc 80/08/04 175pp 
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— 800S120491 "Baja.CA Geology Field Guides b Papsri 11 

ABOOTT.P L , GASTIU.fi G San Diego State College 79/13/31 
237pp 


— 80082701.26 "Review of Offshore Seismic Reflection Profiles in Vicinity 
of Chr t s tiani tot fault. .San Onofre.CA “ 

CREEN.K S Inter 1 or. De p t of. Geological Survey KENNEDY, M P 
California. State of 0Q/OB/13 S3pp 


- -8008120499 "Reconnaissance Geology of State 
geologic maps end 

GAST1L.R G , PHILLIPS. R P . ALL ISDN, E C 
75/12/31 lSlpp 


of Baja.CA ” Three oversue 
San Diego State ColLege 


8008190393 Responds to NRC 600711 Itr ro estimated date of completion 
of const b fuel load target date is 810415 
D1ETCH.R Southern California Edison Co BO/OB/19 lp 


— 800B120507 Seventeen illegible geophysical maps 

4 Southern California Edison Co 30/03/01 17pp 

8008 1 8014^ Summary of 900702 meeting u/util tt contractors in Bethesda. 
HD re control roan design review program Site visit 
scheduled for wk of 600804 Summary of results will be issued 
about 3 Vks after vilit is completed 
RODD.H Licensing Branch 3 BO/QB/Ot 5pp 


8008120564 Forwards Amend 3 to SCE-l-A. "QA Program." in response to 
NRC B00701 request Program mill be implemented for 
operations phase of Y ac 1 1 1 1 1 e s. i <te lud i ng pT eapeT at lona I b 
initial startup testing, operation b malnt W/o end 
PAPAY.L T Southern California Edison Co B0/08/04 lp 


--8Q08140342 QA program* Amend 3 

* Southern California Edison Co SCE-l-A A3 30/04/30 134pp 


8009200456 No 1 1 f i ca t ion of B00QI4 meeting ui/utll in Bethesda, MD to 
discuss results Dr recent offshore investigations near site 
ROOD.H Licensing Branch 3 00/08/04 3pp 


8008070430 Forwards response to NRC 800722 request for addl info 
concerning design calculations for Unit 3 electrical tunnel 
Info suppls 300121 calculations 

DASKIN.K P Southern California Edison Co B-O/Ofl/05 2Spp 


9008120171 Forwards balance of payment re 793719 application for amend 
to CPs to transfer ownership interest to Cities of Anaheim b 
Riverside. CA, in response to NRC Q0073I request Payment 
upgrades application to Class III amend 

01ETCH.R Southern California Edison Co 90/08/06 Ip 


9008260326 Forwards "Evaluation of Peak Horiiontal Ground Acceleration 
Associated M/Offshor» Zone of Deformation at 8an Onofre 
Nuclear Generating Station " Demonstrates conservatism of 
previous ground motion assessments 

BASKIN, K P. Southern California Edison Co 80/09/21 lp 


— 9003260332 "Evaluation of Peak Horiiontal Ground Acceleration 
Associated 11/Offshore Zone of Deformation at San Onofre 
Nuclear Generating Station “ 
a TER A Corp S0/0B/3! 56pp 


F Security, medical, emergency & fire protection plans 


B008050I02 Requests all applicant* for CPs b OLi submit info re 
proposed nuclear power plant vicinity evacuation estimates 
Info requested by 800001 for NRC to identify evacuation 
constraints, spec lal planning measures b possible mods 
EISENHUT.D 0 Division of Licensing 00/07/02 lp 


G Adjudicatory correspondence 


8008000493 Memorandum re discovery timetable, in response to 800717 
prehearing conference agreement Discovery re seismic/ 
geologic issues should remain open until 30 days after ACR8 
approves safety evaluation final suppl W/Certif icate of Svc 
WHARTON, R J Friends of the Earth WHARTON, R J. Wharton b 
Pogalies 80/07/23 iSpp 


0009070034 Forwards transcript of 000717 prehearing conference b 800725 
FR notice of change in adjudicatory licensing proceedings 
procedural assistance W/o transcript 
CHANDLER, L J Hearing Branch 1 80/07/31 4pp 


8008220453 Summary of 800702 meeting w/o fc l 1 s , Recb t e l b C-E in Bethesda. 
HD re availability of condensate storage water after S8E 
List of attendees U agenda encl 
ROOD.H Licensing Branch 3 00/09/06 5p p 


8000180340 Submits Dlv of Mines b Geology position statement on Trail 
5 offset feature in San Onofre Beach State Park Offset 
feature is result of intersection of slip of plane w/wa i 1 
of arrogo b is not fault feature of tectonic significance 
DAVIS, J F California, State of 60/03/12 3pp 


3008210130 Forwards administrative rept, “Review of Offshore Seismic 
Reflection Profiles in Vicinity of Cnstiamtos Fault, Ban 
Onofre.CA. 1 In response to NRC 000702 request 

MORRIS, R H Int er i or, Dep t of. Geological Survey 00/09/13 ip 


•-8003210136 “Review of Offshore Seismic Reflection Profile! in Vicinity 
of Crlstianitos Fault, San Onofre.CA “ 

GREENE. H 0 I n t er i or , Dap t of. Geological Survey KENNEDY. H P 

California, state of 80/03/13 23pp 


I0DB220227 Forwards response to NRC Question 222 34, eons i sting of 
proprietary b nonp ropi i e tary versions of CEN-127 1 SI-P. 

"Response to NRC Question 222 34," b affidavit Proprietary 
version withheld (ref 10CFR2 790) 

BASKIN. K P Southern California Edison Co 90/00/13 ?pp 


-8009220229 “Response to NRC Question 222 34,” nonprapr i e tary version, 
June 1780 

* C-E Power Systems CEN-f 27fS)-NP B0/06/30 I2pp 


008270112 Forwards State of CA Div of Mines b Geology 80081 l b 12 ltr* 
b Dept of Interior 800BI3 ltr re geotechnical evaluations of 
site 

* Office of Nuclear Reactor Regulation. Director 90/0B/1S Spp 


8008270118 Discusses site geotechnical evaluations NRC should instruct 
applicant to evaluate seismic potential of Cristianitos 
fa ul t 

DAVIS, JF, KENNEDY. M P California, State of 80/09/11 3pp 


8008270120 Discusses Trail 5 "offset feature" of Safi Onofre Beach 
State Park “Offset feature" is not fault feature of 
tectonic significance 

DAVIS, J F California, State of 80/08/12 3pp 


0OOEOBO249 Forwards NVREQ-73/t 1 1, "Guide b Checklist for Development b 
Evaluation of State S Local Govt Radiological Emergency 
Plans in Support of Fixed Nuclear Facilities," in reepons* 
to 800729 requeet W/o encl 

CHANDLER, L.J Hearing Branch I 80/00/04 ip 


BOO8O8O404 Forwards applicant. NRC & Friends of The Earth 000804 
executed stipulation re summary disposition Approval of time 
extension requested 

DAVIS, L D Antitrust Division 60/08/05 Ip 


— 8008080491 Executed stipulation extending date until 800915 to respond 
to applicant motion for summary disposition of Friends of 
The Earth Contention* la b 9 Applicant b intervenori to 
reipond by 800905 if NRC submits new info W/proposed order 
PIGDTT, D R Southern California Edison Co CHANDLER, L J Hearing 
Branch 1 WHARTON. R J Friends of the Earth 80/00/04 3pp. 


BOO01IO497 Memorandum b ordar re B00717 prehearing conference Decline* 
to narrow Friend* ef The Earth "FOE" Contention 1 Revising 
emergency planning contentions premature Motion for summary 
disposition of FOE Contentions la & 9 deferred 

BrtlTH, I II Atomic Safety and Licensing Board Panel BO/OB/Oh 7pp. 


— 8009(10502 Order approving app 1 ic ante. NRC b Friend* of The Earth 
stipulation Response to applicants' motion for summary 
disposition re Contention* la b 9 on dewatering Welle b U 
fuel cost* may be filed on B00815 Certificate of Svc encl 
SMITH, ! u Atomic Safety and Licensing Board Panel 80/08/06 
4pp 


B00813040I Response to Friend* of Tha Earth B00728 memorandum re 
discovery schedule Be I smic /g eo 1 og i c discovery mutt and 30 
day* after safety eva 1 oat ion. Emsrg eney planning discovery 
must end 30 day* after filing of plan W/Certif icate of Svc 
DAVIS, L D Hearing Branch 4 CHANDLER, L J Hearing Branch i 
BO/OB/U 9pp 


B0091B0669 Response to Friends of the Earth S0072B memorandum re 
discovery timetable Discovery must be terminated to allow 
timely QL issuance Requests must be initiated by 800930 
Certificate of Bvc encl 

CASEY, S a Southern California Edison Co CASEY, S B San Diego Oat 
b Electric Co CABEYfS B Chicicering b Gregory 80/08/11. 12pp 
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8000200175 Motion for summary disposition or intervenors' Contention 9 
re U price* Cost/benefit balance would not be tipped against 
operation due to current trend for price decreases in dollar 
terms 

DAVIS, L D Hearing Branch 4 CHANDLER. L J Hearing Branch 1 
80/08/15 10pp 


■SOO92OD101 Statement of matl facts to which there is no genuine 
issue to be heard re summary disposition of intervenors' 
Contention 9 on U prices U fuel costs are small percentage 
of operational expenses 

DAVIS. L D Hearing Branch 4 CHANDLER. L J Hearing Branch 1 
00/08/ 15 2pp 


-0OQ02QO1BS Affidavit in support of summary disposition of intervenors' 
Contention 9 re U prices Historical record indicates that 
seven percent rate increase over long period is 
conservative approach 

PATTERSON. J A Energy. Bopt of 00/07/21 7pp 


■9009200190 Affidavit in support of summary disposition of intervenors' 
Contention 9 re U prices Cost/benefit balance will not be 
affected if U fuel prices would increase due to conclusions 
reached in DES Prof qualifications end 
ROBERTS. J □ Utility Finance Branch 60/03/15 7pp 


500B220108 Motion for summary disposition of joint intervenors' 
Contention l(a> re dewatering well cavities Voids pose no 
haxard to seismic Category 1 structures during worst 
possible failure of fill matls 

DAVIS, L D Hearing Branch 4 CHANDLER, L J Hearing Branch 1 
30/08/15 12pp 


--9008220114 Statement of matl facts as to which there is no genuine 
issue to be heard re summary disposition of joint 
intervenors' Contention 1(a) on dewatering well cavities 
Voids filled w/grouting matl 

DAVI8.L D Hearing Branch 4 CHANDLER. L J Hearing Branch l 
eo/oa/15 app 


— 8008220121 Affidavit in support of summary disposition of joint 
intervenors' Contention 1(a) re dewatering well cavities 
Acceptable geotechnical investigations, treatment 4 analysts 
adequately performed 

OREEVEB, J T Hydrologic 4 Geotechnical Engineering Branch 
80/08/15 4pp 


— 8008220124 Affidavit in support of summary disposition of joint 
intervenors' Contention 1(a) re dewatering well cavities 
Void! will have no adverse effect on electrical tunnel or 
structures W/prof qua 1 1 f 1 cat ions 4 Certificate of Svc 
LIPIN8KI.R E Structural Engineering Branch 00/06/15 llpp 


6003220150 Statement of matl facts claiming existence of genuine issue 
to be heard re Contention la on dewatering wells Question of 
adequacy of QBE Is main lltigable issue In proceeding 
WHARTON, R J Friends of the Earth WHARTON, R J Wharton 4 
Pogalies SO/OB/13 3pp 


8003220157 Response in opposition to applicants' motion for summary 
disposition of Contentions la re dewatering wells 4 9 re U 
fuel cost* Issues must not be disposed of prior to safety 
evaluation 4 ACRS opinion 

WHARTON, R V Friend* of the Earth WHARTON, R J Wharton 4 
Pogalies 30/08/15 7pp, 


3008220140 Affidavit in opposition to applicants' motion for summary 
disposition of Contention la re dewatering well* NRC 
approval of applicants' program for demobilization of 
cavities not yet received Certificate of Svc snel 
WHARTON, R 0 Friends of the Earth WHARTON, R. J Wharton 4 
Pogalies 80/08/15 Spp 


6008280177 Response in opposition to Friend* of The Earth 000720 
discovery tchedule.per A8LB 800717 memorandum 4 order • 

Emergency planning discovery must be closely related to 
util filing of relevant plans Certificate of Svc end. 

PIOQTT, D R . CASEY, 3 B . KOCHER.C R Southern California Edison Co 
80/08/21 7pp 


K Utility Final Safety Analysis Report (F5AR) 4 amends 


60001 30430 Forwards amend to OL app 1 1 c a t i on, « on s l s t ing of Amend 19 to 
FBAR Amend provides open item responses requested by NRC 
4 miscellaneous c orrec 1 1 ons. c lar i f ica 1 1 ons 4 additions 
Rep t a 5 overalls drawings available in Central Files only 
DIETCH, R Southern California Edison Co B0/08/13 2pp 


--0008130431 Amend to application for OL, c on s i * t i ng of Amend 19 to F8AR 
Amend provides responses to addl questions transmitted by 
NRC 791221.800320 4 0333 lirrs 4 m i « c e 1 1 a neou s corrections, 
clarifications 4 additions 

DIETCH, R Southern California Edison Co COTTON. 0 D San Diego 
Qas 4 Electric Co 60/07/30 3pp 


— 8000130432 Amend i9 to FSAR, prov i d i ng responses to open items requested 
In NRC 791221. 800320 >, 0323 Itrs >, miscellaneous 
correct t ons, c lar 1 f Ica 1 1 ons 4 additions Oversite drawings 
enc 1 

* Southern California Edison Co 80/07/31 400pp 


0008260490 Forwards affidavit re completion of distribution of Amend 19 
to FSAR per 000304 commitment 

BASKIN, K P Southern California Edison Co 80/09/19 3pp 


G Inspection reports, IE Bulletins 4 correspondence 


8009120133 Forwards IE Circular BO-17, "Fuel Pin Damage Due to Water 
Jet From Baffle Plate Corner " No written response required 
ENQELKEH, R H Region 5, San Francisco, Office of the Director 
80/07/23 lp 


800B200542 Forwards IE Bulletin 80-10, "Maint of Adequate Min Flow 
Through Centrifugal Charging Pumps Following Secondary Side 
High Energy Line Rupture ” No action required 
ENQELKEN, R H Region 3. San Francisco, Office of the Director 
80/07/24 lp 


B008140499 Forwards IE Bulletin 80-20, "Failures of Westlnghouse Type 
W-2 Spring Return to Neutral Control Switches “ Requests 
info re estimate of manpower associated w/corrective 
actions needed after identifying problem 

ENOELKEN, R H Region 5. Ban Francisco, Office of the Director 
00/07/31 lp 


0008200403 Forwards IE Bulletin 80- ! 9. "Failures of Mercury-Wetted 
Matrix Relays in Reactor Protective Sys of Operating Nuclear 
Power Plants Designed by Combustion Engineering " Action 
required by facilities w/QLs or CPs 

ENQELKEN. R H Region S, San Francisco, Office of the Director 
8Q/07/3L lp 


3 Reportable occurrences, LERs 4 related correspondence 


8003110048 Ark receipt of 800715 final deficiency rept re Lack of 
nondestructive examination of weld repair excavation 
cavities prior to rewelding at facilities 

ENQELKEN. R H Region 5, San Francisco, Office of the Director 
80/07/28 lp 


800B270531 Final deficiency rept re mounting of component cooling water 
pumps Specific problem will be corrected by adding shear 
pins to all component coaling water pump-to-pump pedestal 
interfaces Bechtel will evaluate all applicable pumps 
PAPAV, L T Southern California Edison Co 30/08/21 4pp 


T Heating transcripts on non-anti trust matters 


8000150494 Transcript of 000717 hearing in Ban Disgo. CA Pp 174-276 
» Atomic Safety and Licensing Board Panel 80/07/17 !05pp 


U Congre ss ional /Execut i ve Correspondence 


8000210095 Provides Subcommittee on Env iron. Energy 4 Natural Resource! 
W/BOOB03 order extending const completion dates W/o end 
» Office of Nuclear Reactor Regulation, Director 80/00/07 lp 


K General correspondence 


3006270605 Repsonds to 800320 ltr to President Carter re location of 
sites 4 use of solar energy Regulations require exteneive 
studies to show that proposed plant ull) not endanger public 
health 4 safety or environ 

8CHWENCER, A Licensing Branch 3 B0/0B/I3 5pp 


— 8008210100 Provides Subcommittee on Energy 4 Power w/800805 order 
extending const completion dates W/o end 

* Office of Nuclear Reactor Regulation, Director 80/08/07 lp 


— 9008210104 Provides Subcommittee on Energy 4 Environ w/300305 order 
extending const completion dates W/o encl. 

* Office of Nuclear Reactor Regulation, Director 80/08/07 tp 
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— 0008210107 Provides Subc ommi t t« e an Nuclear Regulation w/800803 order 
extending const completion dates U/a end 

» Office of Nuclear Reactor Regulation. Director BC1/O07O7 Ip 


— 8008210114 Forwards order extending const completion date for CPPR-97 
to 010415 U for CPPR-7B to 82061 3, sa f e ty e va 1 ua t ton. negat i ve 
declaration St EIA. in response to 800423 request 
EJSENHUTiD O Division of Licensing 80/0B/03 4pp 


— 00082101 17 Safety evaluation supporting issuance of order eitending 
const completion date for CPPR-97 to B10415 It for CPFR-90 
to 820615 

SCHIVENCER, A Licensing Branch B BO /OB/05 2pp 


— 8008210124 Negative declaration re extension of CP expiration dates EIS 
not warranted because no significant environ impact is 
attributable to proposed action 

SCHWENCER, A Licensing Branch 2 BQ/00/05 2pp 


— 8000310128 EIA supporting issuance of order eitending const completion 
date for CPPR-77 to B10413 & for CPPR-7B to 020615 
s Division of Licensing 0O/OB/O5 Spp 


0006210147 Provides Subcommittee on Environ. Energy & Natural Resources 
U/B00803 Amend 2 to CPPR-77 'a CPPR-9S W/o end 

* Office ef Nuclear Reactor Regulation. Director 80/08/07 ip 


— 8008210150 Provides Subcommittee on Energy & Environ w/800805 Amend 2 
to CPPR-97 V CPPR-78 W/o end 

* Office of Nuclear Reactor Regulation. Director 00/08/07 Ip. 


— 800B2101S3 Provides Subcommittee on Energy U Power w/600803 Amend 2 
to CPPR-97 ic CPPR-90 W/o end 

• Office of Nuclear Reactor Regulation. Director €0/08/07 Ip 


— B00S210134 Provides Subcommittee on Nuclear Regulation U/800B05 Amend 2 
to CPPR-97 U CPPR-9B W/o end 

» Office of Nuclear Reactor Regulation. Director 60/00/07 Ip 


— 6008210140 Forwards Amend 2 to CPPR-97 it CPPR-9B. safety aval uetion. EIA 
4 FR notice 

E1BENHUT.D 0 Division of Licensing 80/00/05 Spp 


—8000210163 Amend 2 to CPPR-77 it CPFR-9B, reflecting change In ownership 
to include City of Riverside it City of Anaheim, CA 
PURPLE. R A Assistant Director for Radiol Health it Safeguards 
Standards 00/08/03 dpp 


— B008210165 Safety evaluation supporting Amend 2 to CPPR-97 St CPPR-93 
SCHWENCER, A Licensing Branch 2 BQ/OB/OS 9pp 


•9000210172 Negative declaration supporting Amend 2 to CPPR-97 & CPPR-70 
re change in ownership interests 

SCHWENCER, A Licensing Branch 2 00/08/05 Spf 


■0008210177 EIA supporting Amend 2 to CPPR-97 *, CPPR-98 re change In 
ownership interests 

4 Division of Licensing 80/08/03 2pp 


10CKET 50-363 FORKED RIVER NUCLEAR STATION. UNIT I 


1 Appl i rat 1 on/construc bi on stage documents St correspondence 


800B060D24 Forwards FR notice re 80D714-17 regional meetings to address 
portion of Commission B00523 memorandum t< order describing 
requirements of environ qualification of electrical 
equipment installed in safety tys 

EIBENHUT.D. 0 Division of Licensing 80/06/30 ip 


•9008060187 Notice of 800714-17 regional meetings to address portion of 
Commission 800523 memorandum S-- order describing requirements 
of environ qualification of electrical equipment installed 
In safety sys Sve lists end 

EISENHUr. D 6 Division of Licensing B0/06/27 117pp 


80030800 10 Requests that all applicants for OLs and CP holders provide 
up-to-date completion schedules U fuol load target dates so 
that NRC may establish licensing priorities Forwards list 
of target schedules for plants to be completed within 3 yrs 
EI8ENHUT.D 0 Division of Licensing. 80/07/ii JOpp 


BOOS 1 30060 Submits interim criteria for shift staffing to all CM- h CP 
licensees 4. appl icants, per NRC 600507 ltr Discusses 
administrative provisions for emergency St overtime work 
Development S> implementation to be reviewed within 90 days. 
EIBENHUT.D 0 Division of Licensing BO/07/31 10 pp. 


F Security, medical, emergency & fire protection plans 


8008030102 Requests all applicants for CPs & OLs submit info re 
proposed nuclear power plant vicinity evacuation estimate* 
Info requested by 800001 for NRC to identify evacuation 
cons traints. spec la 1 planning measures J< possible mods. 
EISENHUT.D Q Division of Licensing 00/07/02 Ip 


0008280031 Notification of 800819.20 1. 22 workshops in Valley Forge, PA, 
Chicago, 1L S. At lanta. GA, respect 1 vs ly, to solicit public 
comment re NURE0-0696, "Functional Criteria for Emergency 
Response Facilities 11 

DRIER, D H Region 1, Ph i lad * Ip h ia. Office of the Director 

80/00/1 1 2pp 


0 Inspection reports, IE Dulletins a. correspondence 


8008060014 Informs that IE bul letins. c Ireulars S • notices requiring 
review fc/or response for facility are on hold due to 
postponement of const activities Current action files 
maintained Schedule of responses will ba forwarded 
FINPROCK, I R Jersey Central Power U Light Co 00/07/14 lp 


B008070S32 Forwards IE Circular 80-17, "Fuel Pin Damage Due to Mater 
Jet From Baffle Plate Corner " No written response required 
GRIER. B H Region 1. Philadelphia. Office of the Director 
80/07/23 1 p 


€000220119 Forwards IE Bulletin 80-18, "Maint of Adequate Min Flow 
Through Centrifugal Charging Pumps Following Secondary Bide 
High Energy Line Rupture " No action required 
GRIER, B H Region 1, Philadelphia, Office of the Director 
80/07/24 Ip 


80-08140522 Forwards IE Bulletin 80-20, "Failures of Mastlnghaus* Type 
W-2 Spring Return to Neutral Control Switches " Requests 
info re estimate of manpower associated w/corrective 
actions needed after identifying problem 

GRIER, 8 H Region 1, Philadelphia, Office of the Director 
30/07/31 Ip 


800818000 B Forward* IE Bulletin 00-19, "Failures of Mercury-Wetted 
Hetr i r Relays in Reactor Protective Sys of Operating Nuclear 
Power Plants Designed by Combustion Engineering " Action 
required by facilities w/OLs or CPs 

CRIER, B H Region 1, Philadelphia, Office of the Director 
60/07/31 lp 


8009260419 Forwards IE Info Notice 00-29, "Broken Btuds on Terry 
Turbine Steam Inlet Flanga " No specific action or rosponie 
requested. 

CRIER, B H Region 1. Philadelphia, Office of the Director. 
80/08/07 lp 


T Hearing transcripts on non-entl trust matters 


8006060342 Forwards M Raber testimony 4 exhibits re short-term sales 
forecast it potential conversion of plants to coal 
HICKS. B Jersey Central Power it Light Co 80/07/31 Spp 


— 8000060345 Testimony of M Raber re potential conversion of TMI-2 i < 
Forked River facilities to coal-fired plants 

RABER, M General Public Utilities - GPU Service Cor# 60/08/06. 
70pp 


— 8008060349 Testimony of M Raber re short-term sales forecast Sales 
forecast summery, TMI-2 major commitment review St Bechtel 
preliminary assesament of potential cost St schedule of 
containment recommission ini g encl 

RABER, M General Public Utilities - GPU Service Core 80/08/06 
148pp 


DOCKET 50-364 JOSEPH M FARLEY NUCLEAR PLANT, UNIT 2 


A Application/construction stage documents fc correspondence 


8009060024 Forwards FR notice re 800714-17 regional meetings to address 
portion of Commission 000323 memorandum !< order describing 
requirements of environ qualification of electrical 
equipment installed in safety sye 

ElSENHWrD 0 Division of Licensing 80/06/30 lp 


— 600806016? Notice of 000714-17 regional meetings to address portion of 
Commission 800523 memorandum S< order describing requirements 
of environ qualification of electrical equipment installed 
in safety *yt Svc lists encl 

EISENHUT.D 0 Division of Licensing 80/06/27. U7pp 
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aOOBOaOOlO Request* that all applicants for OLs and CP holders provide 
up-to-date completign schedule* t fual load target dates to 
that NRC mail establish llcanting priorltlai Forward! ll*t 
of target ichedulat for plant! to be completed within 3 yr* 

EIBENMUT, D Q Divltion of Licensing 80/07/1! 10pp 


0006050024 Forward* retponte to Containment 8y* Branch 000710 request 
for tddi info re containment purge sys, 

CLAYTON. F L Alabama Power Co 80/07/23 3p p 


3006250256 Forward* 8ER for TMI-2 related requirement* for emergency 
operating procedure* Procedure* acceptable 

HOORE.V A Divltion of Human Factor* Safety 00/07/25 2pp 


8008110104 Notification of 000731 t, 0001 meeting w/util in Houston 
County. AL to ditcuit NRC comment* fc propoted mod* to 
•elected emergency operating procedure* 

KINTER.L L Llcen* ing Branch 2 80/07/28 2pp 


8006130620 Notification of 800801 meeting w/util in Bethetda. HD to 
discus* potition* tt outitanding ittue* in NRC review of 
CM. application 

KINTNEfi.L L Licenting Branch 2 00/07/20 3pp 


6008050410 Respond* to NRC 000724 telcon re criteria for plugging 
condenser tube* Procedure FNP-2-A0P-23 0, "Condenter 
Leakage 1 ' h Table 12 of Procedure FNP-0-CCP-102. revited to 
add feedwater pH tt cation conductivity limits, enc 1, 

CLAYTON. F. L Alabama Power Cq 80/07/29 3pp 


— 8008050417 "Abnormal Operating Procedure. Condenter Leakage." revited 
-* Alabama Power Co 80/07/25 7pp 


8008060333 Provide* info re TMI-2 action plan Item II B 4 r« training 
far mitigating core damage. in ro*pon*e to NRC request 
CLAYTON. F L Alabama Power Co 80/07/29 Spp 


8008010285 Forward* addl info re tOCFRSO.App 0 Si H, per NRC 800619 
request 

CLAYTON. F L Alabama Power Co 80/07/30 79pp 


8008050346 Forward* info re addl tatting to satiify NRC potition re 
degraded electrical power grid condition* per NRC 800721 
raquatt Supertede* util 800717 retponee 
CLAYTON. F L Alabama Powar Co 00/07/30 4pp 


B009110244 Forward* requett for addl info for NRC review of DL 
application Addl info for Matl* Engineering Branch thould be 
available by 800B15 S. Info for Power Sy» Branch should be 
available by 810315 

TEDESCQ, R L Assistant Director for Licensing 80/07/31 l&pp 


8000150060 Submit* interim criteria for thift ttaffing to all OL L CP 
llcenteet Si app 1 leant*, per NRC 800507 ltr Discusses 
administrative provisions for emergency S> overtime work 
Development Si implementation to be reviewed within 90 days 
EIBENHUT, D 0 Division of Licensing 80/07/31 10pp 


0009280373 Forwards draft supplemental SER input re facility response 
to Lessons Learned short-term item* Applicant has failed to 
select S describe tyi to be installed for reactor vessel 
level measurement 

RUHEN9TEIN, L 8 Assistant Director for Core S. Containment Systems 
90/07/31 iBpp 


8009110351 Forwards util info re TMI-2 action plan psr NRC 800716 ltr, 
CLAYTON, F L Alabama Power Co 80/08/01 41pp. 


6008110339 Submits rsvislon* to 800728 ltr r» control points for 
initiating condanssr Isakage location L mitigation 
procedural. Control points propossd for condensate pump 
discharge S. hotuell St steam genarator sampling point* 

CLAYTON, F. L Alabama Power Co 00/08/05 2pp 


8008130555 Forward* response to open Item* re fuel loading Si low power 
testing resulting from 800001 meeting w/NRC Iteme include 
shift manning, training for mitigating core damage L 
independent safety engineering 
CLAYTON, F L Alabama Power Co 80/08/06 lp 


9000130620 Forwards response to NRC 791109 ltr re fuel rod burst model, 
improvement to heatup rate prior to burst definition St us* 
of credit from improved analytical Si modeling techniques 
to offset effect of new NRC model 
CLAYTON, F. L Alabama Powar Co BO/O0/O6 5pp 


6000140316 Forwards addl info ro potential of turbino-dlic cracking per 
near-term operating licensee* w /Mbs t i ngh ouse turbines por 
NRC telcon requett Enc) contains Nestlnghouse proprietary 
info Info withheld <r*f 10CFR2 790) 

CLAYTON, F L Alabama Powar Co 00/00/06 lOpp 


8008130516 Responds to Reactor Sys Branch Question 210 1 Debri* 
accumulation will be controlled 6 limited, h cleanliness 
will be attained prior to power resumption Inservlc* Imp 
requirements comply w/Reg Guide 1 82 
CLAYTON, F L Alabama Power Co 80/00/07 2pp 


6008130522 Responds to Item I A 1 3 per 000801 request Discusses 
administrative procedur es, * h i f t su p #r vi * i on , sen i or operator 
license schedule U proposed Tech Specs re shift manning 
CLAYTON, F L Alabama Power Co 80/00/07 3pp 


0000130564 Forwards revision to tost lineup diagram submitted in 900730 
ltr re degraded grid voltage study test configuration for 
Unit 2 New test diagram include* non 1-E loads 6 should 
satisfy NRC Potition 4 requirements 
CLAYTON. F L Alabama Power Co 80/08/07 3pp 


8000100479 Forward* NRC draft environ protection plan. revited per 
000729 meeting w/util Mod* reflect site specific 
application Requests consideration of end conductivity 
study for deletion of certain programs from Tech Spies 
CLAYTON, F L Alabama Power Co 00/08/07 30pp 


8008130529 Forwards response to NRC request, made during 000801 meeting, 
re independent safety engineering group 
CLAYTON, F L Alabama Power Co 80/00/00 lOpp 


8000190424 Forwards response to NRC 800716 ltr re operability of 
containment purge valve Util has committed to maintaining 
40-inch valves in closed position while in plant Operational 
Modes 1-4 Response applies to 10-tncb mini -pur g* valve* 

CLAYTON, F L Alabama Power Co 00/06/14 S7pp 


9000190486 Forward* util position on licensing issue* concerning shift 
technical advi tors, * taf f ing t overtime Positions should 
satisfy NRC concerns 

CLAYTON, F L Alabama Power Co 00/00/14 3pp 


— 8OOB19O409 Proposed Tech Spec Table 6 2-1 re min »hlft crew 
composition Util position re overtlma end 
* Alabama Power Co BO/08/14 3pp 


9009190501 Forward* info requested by NRC on 800012 re main steam 
t feedwater penetrations Penetrations are in accordance 
w/Qeneral Design Criteria 91 Test certification repts encl 
Two oversize drawings available in Central Files only 
CLAYTON, F L Alabama Power Co 00/08/15 9pp 


0OOB19O596 Forwards response to Soismic Qualification Review Team 
800710 request for addl info re selected equipment items 
Including power supp ly, ba ttery charger U battery rack 
Oversize drawing* available in PDf? only 
CLAYTON, F L Alabama Power Co 80/08/13 33pp 


0008250631 Forward* Policy Statement 404 re safe operation of facility 
Statement ha* been included in facility policy statement 
manual 

CLAYTON, F L Alabama Power Co 80/08/15 Spp 


0008260335 Forward* position re reactor vessel level measurement sys. 
Development 6 installation schedule encl 
CLAYTON, F L Alabama Power Co 80/08/19 3pp 


0008200381 Forward* itemized review of plant compliance ui/ap pi i cab 1* 
10CFR20, 50 t 100 regulations No noncomp- 1 lance ex eept where 
specific exemption* have been justified t, approytd by NRC 
CLAYTON, F L Alabama Power Co 80/09/25 34pp. 


F Security, medical, emergency L. fire protection plans 


00080 501 02 Requests all applicants for CPs t Q!_* submit info t» 
proposed nuclear power plant vicinity evacuation estimate*, 
Info requested by 800001 Por NRC to identify evacuation 
constraint*, special planning measure* L possible mads 
EI8ENHUT, D, o Division of Licensing 00/07/02. lp 


0008260366 Forwards marked pages of Revision 1 to modified amended 
security plan & list of actions taken w/vendor on resolving 
problem* w/installed security sys Pages t list withheld 
Iref 10CFR2 790) 

CLAYTON, F L Alabama Power Co 90/0B/19 ip 



198 


DOCKETED ITEMS 


M Antitrust correspondence 


3000210380 Memorandum aJvismj parties of Chairman MC Farrar 
resignation U A3 Rosenthal accession on part-time 
In t a rmi t t e nt basis until opinion Is issued 

BISHOP, C J Atomic Safety and Licensing Appeal Panel 00/08/14 
3pp 


O' Inspection reporter IE Bulletins l correspondence 


80080 1 0340 Forward s IE Insp Rept 50-364/80-13 on 900530-0604 No 
none omp 1 lane e noted 

LCWXS R C Region 2, Atlanta) Reactor Operations Nuclear Support 
Branch 30/06/27 2pj> 


•BOO0O1O244 IE Insp dept 50-364/60-13 on 800530-0604 No n one dmp 1 i an c e 
noted Major area inspected containment integrated leak rate 
testing 

UPRIGHT, C M Region 2r Atlanta. Reactor Operations Nuclear Support 
Branch BROOKS. E H Region 2, Atlanta. Office of the Director 
30/06/26 5pp 


3006010249 Forwards IE Insp Repts 50-343/30-13 fc 50-364/00-15 on 
300423-0530 No noncompl lance noted 

LEWIS. R C Region 2, Atlanta. Reacto-r Operations Nuclear Support 
Branch 80/06/27 2pp 


— 8008010254 IE Insp Repts 50-34B/B0-13 U 5O-364/B0-I5 on 000420-0530 No 
no-ncomp 1 lance noted Major areas inspected hot functional 
t« s ting. pr ecp ^rational testing U plant operations 

MARTIN, R U Region 2. Atlanta. Reactor Operations Nuclear Support 
Branch BRADFORD. W H Region 2. Atlanta, Office qf the Director 
00/06/27 6pp 


0000070457 Forwards IE Insp Repts 50-340/BO- 12 t. 50-364/00-14 on 
800328-30 No none omp 1 1 anc e noted 

MURPHY. C E Region 2. Atlanta, Reactor Construction t Engineering 
Support Bianch 30/07/01 2pp 


- '6008070459 IE Insp Repts 50-348/00-12 t< 30-364/00-14 en 800520-30 No 
noncomp 1 lance noted Major areas Inspected Unit 1 containment 
tendon surveillance quality records 6 Unit 2 containment 
structural integrity test QA/QC controls 
LENAHAM, J J Region 2, Atlanta, Office of the Director 
CQNLON, T E Region 2, Atlanta, Reactor Construction !> Engineering 
BuppOTt Branch 30/06/24 3pp 


800B1B0209 Forwards IE Insp Rept 30-364/00-17 on B00609-12 No 
none ompl 1 ance noted 

BTCHR, J P Region 2, Atlanta. Fuel Facility i. Materials Safety 
Branch CO/07/07 2pp 


— 3QQB 1 30216 IE Insp Rept 50-364/80-17 on 000609-12 No noncompliance 
noted Major areas Inspected health physics. staffing 
proc edures, fac i 1 i ti es, radiation non i tors . survey equipment, 
respiratory protection S> access control 

Q1BS0M. A T Region 2. Atlanta, Fuel Facility fe Materials Safety 
Branch MILLSAP.W, J Region 2, Atlanta, Office of the Director 
00/07/09 4pp 


8000120065 Forwards IE Circular 00-17, "Fuel Pin Damage Due to Water 
/at Fi cm Baffle Plate Corner 11 No written response required. 
O'REILLY, J P Region 2. Atlanta, Gffice of the Director 80/07/23 
IP 


0006030301 Forwards response to IE Bulletin 90-16 flosemount 1192 
tTansihl tters connected to sve water pond . refue I ing water 
storage tariffs 6 condensate storage tank Levels required to 
product? anomalous indications are not possible Table end 
CLAYTON, F L Alabama Power Co 90/07/29 5pp 


9000150323 Forwards Buppl 1 to IE info Notice 80-06, "Notification of 
Significant Events at Operating Power Reactor Facilities," 

No written response required 

O'REILLY, J P Region 2, Atlanta. Office of the Director 80/07/29 
IP 


6000140.919 Forwards IE Bulletin 60-20, '"Failures of Meetinghouse Type 
W~2 Spring Return to Neutral Control Switches " Requests 
info re estimate of manpower associated w/corree t i ve 
actions needed after identifying problem 

O'REILLY, U P Region 2, Atlanta, Office of the Director 00/07/31 
IP 


06180064 Forwards IE Bulletin 00-19, "Failures of Mercury-Wetted 
Matrii Relays in Reactor Protective Bye of Operating Nuclear 
’ewer Plants Designed by Combustion Engineering " Action 
squired by facilities w/OLs ot CPs 

'REILLY. J P Region 2, Atlanta, Office df the Director. 00/07/31 


8008190627 Forwards draft revisions of 800107 response to Item 9 of 
1E Bulletin 79-02, Revis ion 2 re pipe support base plate 
design t 800115 response to IE Bulletin 79-14 re seismic 
analysis for safety-related piping sys 
CLAYTON, F L Alabama Power Co 90/07/31 9pp 


8000150156 Ack receipt of 000721 I tr informing NRC of steps taken to 
correct violations noted in IE Insp Repts 90-348/80-03 & 
50-364/80-03 

MURPHY. C E Region 2, Atlanta, Reactar Construction t. Engineering 
Support Branch 80/08/06 lp 


--8008150165 Responds to NRC 900324 ltr re violations noted in IE Insp 
Rept* 50-348/80-03 fc 50-364/60-03 Corrective actions 
misplaced sprinkler heads to be relocated & hot shutdown 
panel under const to allow safe shutdown 
CLAYTON, F L Alabama Power Co 80/07/21 5pp 


B008t50472 Forwards IE Info Notice 80-29, "Broken Studs on Terry 
Turbine Steam Inlet Flange " No specific action or response 
requested 

O'REILLY, J P Region 2, Atlanta, Office of the Director 00/00/07 
If 


8000270677 Forwards IE Info Notice 00-24, "Lou Level Radwaste Burial 
Criteria " No written response required JH Snieiek 800530 
memo enc 1 

O'REILLY, J P Region 2, Atlanta, Office of the Director 00/00/14 

IP 


6 Reportable occurrences, LERs t< related correspondence 


8008070007 Part 21 i opt re 6E medium voltage penetrations On 800620, air 
inside containment found escaping through three penetration 
modules into auxiliary bldg Testing revealed leakage problem 
in all six medium voltage penetrations 
CLAYTON. F L Alabama Power Co 80/07/22 3pp 


DOCKET 50-366 EDWIN I HATCH NUCLEAR PLANT, UNIT 2 


F Security, medical, emergency & fir# protection plans 


8008230397 Forwards security plan guard training info Enel withhold 
(ref 10CFR2 790) 

WIDNER.U A Georgia Power Co 80/08/10 lp 


r Financial information 


8008120449 Forwards Annual Financial Rept 1979, quarter ly financial 
statements for period ending 000630 V. projected source of 
fund* for CY81 

DROWN, M T Georgia Power Co 00/08/05 6pp 


P Operating license stage documents 6 correspondence 


8 000120372 Forwards "Final Startup Testing Rept" covering testing S< 
results of fuel loading through power testing up to 1007. 
power i warranty demonstration 
MANRY, M Georgia Power Co 79/10/02 lp 


—0009120373 "Final Startup Testing Rept " 

TEHRAHCHI, F Oeorgia Power Co. 79/10/04 796pp 


9008060358 Forwards errata sheets correcting errors in five addl tMI- 2 
related requirements submitted by 800507 ltr, Item* involved 
are 1 1 K 3 23, 1 1 . K 2? t II K 3 44 9vc lists end 
EISENHUT, DO Oivi * ion of Licene ing 80/06/09 69pp 


800BQ60024 Forwards FR notice re 800714-17 regional meetings to address 
portion of Commission 800523 memorandum fc order describing 
requirements of environ qual if 1 cation of electrical 
equipment installed in safety sys 

EISENHUT, DO Division of Licensing 00/06/30 lp 


— BOOB 060199 Notice of 800714-17 regional meetings to address portion of 
Commission 800523 memorandum fc order describing requlrsmsnts 
of environ qualification of electrical equipment installed 
In safety sys Svc lists end 

EISENHUT, D G Division of Licensing 80/06/27. U7pp 


8008050064 Requests amend to util Tsch Specs within 90 days of receipt 
of ltr re scram discharge vol designs for BWR control rod 
drive sys to reduce susceptibility to common cause failure* 

Model Tech Spec* end 

EISENHUT, D 0 Division of Licensing. 00/07/07 lp 
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— 8OO0Q5OOB6 Model Tech Specs re control rod operability 
« Division of Licensing 80/07/07 ISpp 


BOO 80603S3 Forwards m-JR model Tech Specs for NURE0-Q578, TMI-2 Lessons 
Learned Category A Items 4 proposed wording of conditions 
Requests submittal of license amend application, 
incorporating end specs, wl th in 60 dags of receipt 
EISENKUT.D 0 Division of Licensing 00/07/12 2 pp 


— 8 00 BO 60372 BWR model Tech Specs for NUREG-0570, TM 1-2 Lessons Learned, 
Category A items re emergency power supply requirement, 
direct indication of valve position 4 instrumentation for 
inadequate core cooling Svc list encl 
» Division of Licensing B0/07/12 24pp 


BOOBOlOOIl Forwards summary of 000627 meeting w/util in Atlanta, GA re 
W PC I t '/ reactor core isolation coolant sys malfunction U list 
of attendees 

LEWIS, R C Region 2, Atlanta, Office of the Director BO/07/15 

3pp 


8009060282 Forwards info re backfill & buried piping near intake 
t fcructure, per agreement reached in S00716 meeting 
Documentation demonstrating adequacy of deep fill adjacent 
to power block structures available onsite W/o encl 
W1DNER.W A Georgia Power Co 80/07/28 Ip 


80081305B2 Responds to NRC 800711 request for addl response to Item B 
of 600612 1 tr re revised deviation rept form Revised farm 
requires detailed explanation of event, c ircumstances leading 
to event, evont cansequencBs^S. Tech Specs affected 
WIDNER, W A Ooorgla Power Co 0O/OB/O5 2pp 


9OOB10O499 Submits documentation re previous mod, future Installations 
4 completion schedule per ongoing Mark I long-term program 
Mods performed to strengthen torus shell & related 
i true tures 

WIDNER, W A Oeorgia Power Co 80/08/07 6pp 


8000200059 Responds to util info re primary coolant sys pressure 
isolation valves Two specific Event 3 valve configurations 
do not exist at facility Further activity re broader topic 
of lntarsyi LOCAs may be required 

REIDiR W Operating Reactors Branch 4 0O/O07OB 3pp 


— 800S20QQ64 "Primary Coolant Bys Pressure Isolation Valves," for Hatch 
Units 1 tk 2 Technical evaluation rept 

NOELL, P N , 8TILWELL, T C Franklin Instl tute/Franklln Research 
Center NRC-03-79-1 10 80/07/21 4pp 


8-000190265 Application for amend to Licenses DPR-37 4 NPF-5, r evi sing 
offsite 6 unit organiiatlan cherts to reflect recent changes 
in company organiiation 4 clarify senior reactor operator 
requirements for personnel 

WIDNER, N A Georgia Power Co 00/08/12 lp 


— 0000190270 Proposed change* to Tech Spec, ref lec ting recent changes in 
company organiiation * clarifying senior reactor operator 
requirements for offsite personnel 
a Georgia Power Co 00/06/12 Spp 

8000260438 Provides clarification re util 0OOBO7 ltr outlining schedule 
for resolution of Mark I program concerns Recent tests 
Indicated that submerged structure loads caused by SRV 
actuation are negligible 

WIDNER, W A Georgia Power Co 80/08/14 Ip 


Q Inspection reports, IE Rulletins 6 correspondence 


800B0601S2 Forwards IE Insp Repts 50-321/80-23 4 50-366/00-23 on 
900605 4. 06 No noncompliance noted 

MURPHY, C E, Region 2, Atlanta, Reactor Construction-*, Engineering 
Support Branch 00/06/27 2pp 


— 0000060106 IE Insp Repts 50-321/80-23 4 50-366/80-23 on B00605 l, 06 
No noncompliance noted Major areas inspec ted , safety-related 
mechanical snubbers 

HERDT, A R Region 2, Atlanta, Reactor Construction t, Engineering 
Support Branch, ANO, W, P Region 2, Atlanta, Office of the 
Director 80/06/26 4pp 


0009060468 Forwards IE Bulletin 00-17, "Failure Df 76 of 185 Control 
Rods to Fully Insert During Scram at BUR " Written response 
r«4uirtd 

□ 'REILLY, J P Region 2, Atlanta, Office of the Director 80/07/03 
lp. 


3008130032 Forwards Euppl I to IE Bulletin 80-17, "Failure of 76 of 185 
Control Rods to Fully Inse, t During Scram at BUR " Written 
response required 

□ 'REILLY, J P Region 2. Atlanta, Office of the Director 80/07/18 

lp 


8000040130 Responds to !E Bulletin 80-17, Sup pi 2, "Failure of 76 of 195 
Control Rods to Fully Insert During Scram at BUR " No mod 
required for Units 162 vent sys since as-built sys 
satisfies requirements of bulletin 
WIDNER, W A Georgia Power Co 80/07/25 Ip 


— 6008040131 Responds to IE Bulletin 80-14, "Degradation of BUR Scram 
Discharge Vol Capability " Investigation to determine how 
frequently scram discharge vo 1 vent 4 drain valves should 
be tested underway 

WIDNER, II A Oeorgia Power Co 80/07/25 3pp 


300B060339 Responds to IE Bulletin 00-17 Provides manual 4 automatic 
scram test results Scram discharge vol vent tines verified 6 
emergency operating procedure changes completed 
WIDNER, W A Georgia Power Co B0/07/2B 3pp 


80090B0414 Denies request for ostension until 800S10 to perform scram 
tests for IE Bulletin 80-17, "Failure of 76 of 105 Control 
Rods to Fully Insert During Scram at BUR " Extension 
tinned essary 

NOVAK, T M Assistant Dltoctor for Operating Reactors 0O/O7/2S 
2PP 


8000060248 Responds to IE Bulletin 80-16 4 forwards list of Model 1151 
transmitters within M8IV leakage control sys Final response 
to be submitted after GE analysis of process 4, Sys design 
data 

WIDNER, W A Georgia Power Co 80/07/2? 4pp 

8008150316 Forwards 3uppl 1 to IE Info Notice 80-06, "Notification, of 
Significant Events at Operating Power Reactor Facilities " 

No written i esponse required 

O'REILLY, J P Region 2, Atlanta, Office of the Director BQ/07/29 
lp 

9008280906 Forwards IE Insp Repts 50-321/80-30 4 50-366/00-30 on 
900707 No noncompliance noted 

O'REILLY, J P Region 2, Atlanta, Office of the Director 90/07/30, 

lp 


— BOOB 280507 IE Insp Repts 50-321/80-30 4 50-366/BO-30 on B00707 No 
noncompliance noted Major areas inspected identification of 
800626 failures of HPCI V reactor core isolation cooling 

sy * 

DANCEiH C Region 2, Atlanta. Reactor Operations Nuclear Support 
Branch 80/07/29 3pp 


6008060328 Responds to IE Bulletin 80-17 4 provides manual scram test 
results Scram discharge vol vents linos verified as 
functional t full operator training to be completed as of 
800802 Recirculation pump trip installed 
WIDNER, W A Georgia Power Co 00/07/31 3pp 


8008080281 Updates status of corrective actions in response to 
deviations noted in IE Insp RBpts 50-321/80-02 4 
50-366/80-02 Deviations re relocated fire pump controller 8, 
fire valve temper alarms to be corrected by Aug 1900 
WIDNER, W A Georgia Power Co 80/07/31 2pp 


8008140582 Forwards IE Bulletin 00-20, "Failures of Weitinghous# Type 
W-2 Spring Return to Neutral Control Switches * Requests 
info re estimate of manpower associated u/corrective 
actions needed after identifying problem 

O'REILLY, J P Region 2, Atlanta, Office of the Director 90/07/31 
IP 


8008180036 Advises that remainder of 000306 response to TE Bulletin 
79-QIB,re environ qua 1 1 f icat i on of Class IE equipment, ui 1 1 
be submitted by 800818 

WIDNER, W A Oeorgia Power Co 80/07/31 lp 


8008180108 Forwards IE Bulletin 80-19, "Failures of Mercury-Wetted 
Matrix Relays In Reactor Protective Sys of Operating Nuclear 
Power Plants Designed by Combustion Engineering 11 Action 
required by facilities w/OLs or CPs 

O'REILLY, U P Region 2, Atlanta, Office of the Director 80/07/31 

lp 

8008130556 Responds to IE Bulletin 00-17, "Failure of Control Sods to 
Insert During Scram at BWR " Automatic scram performed 4 
scram discharge vol responded properly Automatic scram test 
results enncl 

WIDNER, W A Georgia Power Co 00/08/05 2pp 
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8008130972 Responds to IE Bulletin 79-03A, "Long 1 tudina 1 Weld Defects 
in ASHE SA-312. Type 304 Stainless Steel Pipe " Ratio of 
calculated hoop stress to allowable stress at design temp 
does not erceed 0 85 Evaluation results enc 1 
WIDNER,W A Georgia Power Ca 00/00/05 6pp 


900BI306I1 Forwards partial raspons* to IE Bulletin 80-00, "E«am of 
Containment Liner Penetration Welds 11 Requests addl 90 dags 
for submittal of complete info 

WI0NER, W A Georgia Power Co 00/08/05 Opp 


0009150413 Responds to NRC request for confirmation of critical power 
supply situation outlined by util in request for intension 
of deadline for performance of IE Bulletin 80-17 scram 
tests Tests could be performed .over weekends 
WEINER, R E Energy, Dept of 60/09/05 2p p 


8008150484 Forwards IE Info Notice 80-29, "Broken Studs on Terry 
Turbine Steam Inlet Flange " No specific action or response 
requested 

O'REILLY, DP Region 2, Atlanta, Office of the Director 80/08/07 
lR 


8Q08270370 Submits add! info in response to fE Bulletin 80-14 During 
manual scram on Unit 2, two hi level scram discharge vol 
switches failed to signal high wateT level in scram 
discharge vol Caused by crushed twitches 
WIDNER, l-J A Georgia Power Co 00/08/13 2pp 


B008270390 Responds to IE Bulletin 90-17 Describes discrepancies noted 
in Unit t south side header t» sections of vent t, drain 
lines Adequacy of vent & drain sys verified 
WIDNER, M A Georgia Power Co 80/08/13 19pp 

8008270694 Forwards IE Info Notice 89-24, "Low Level Ra-dwaete Burial 
Criteria " Mo written response required JH Snieiek BOOS-30 
memo enel 

O'REILLY, J P Region 2. Atlanta, Office of tha Director 80/08/14. 
ip 


R Periodic operating reports & related correspondence 


8009180397 Forwards monthly operating rept for Jul 1980 
MANSY.M Georgia Power Co 00/06/10 Ip 


— 80QS1B0400 Monthly operating rept for Jul 1980 

BLACKWELL, R M Georgia Power Co B0/0B/10 6pp, 


S Reportable occurrences, LERs 4 related correspondence 


8000050025 Forwards RO re HPCI injection into reactor 
MAUSY.M Georgia Power Co BO/07/E9 Ip 


-- B003050013 RO on B00S21 t> 0711, following reactor scram HPC I auto 
initiated & injected HPCI allowed to- return reactor level to 
58 inches M31V closed rendering reactor feed pump turbine 
unavailable for injection HPCI started manually & injected 
HANRV.M Georgia Power Co 60/07/29 2pp 


308000322 Forwards LER 80-10I/03L-0 
MANRY, M Georgia Power Co 80/07/29 lp 


-800B0B0329 LER 80-101/03L-0 on B0071 1 ■ d ur i ng scram recovery u/nactar 
switch in shutdown mode, HPCI sys failed to manual start 
Caused by motor winding failure in 2E41-F006 injection 
valve Valve replaced 

NIX, R T Georgia Power Co 80/07/29 2pp 


BOOB1 10356 Forwards LER 80-110/03L-0 

MAM1Y, M Georgia Powar Co 80/08/04 ip 


— B00BI10359 LER BO-I10/03L-0 on 800722, during normal p ouer operation, 
valve 2C11-F3006 discovered c 1 os ed , r end e r i ng scram discharge 
vol high level rod withdrawal block tevol switch 2C11-N013E 
inoperable Caused by personnel valving error, 

BAXLEY, S X Georgia Power Co 80/08/04 Zpp 


081 10406 Forwards LER 90- I 07/03L-0 
MANfiY, M Georgia Power Co SO/OB/04 ip 


8000110409 Forwards LER 80-102/03L-0 

HANRY, M Georgia Power Co 80/08/05 lp 


— 8008110419 LER 80-102/03L-0 on 00071 1 , survell lance procedure HNP-2- 
3456, reactor protection sy* motor generator set overvoltage 
undtrvoltage 4 underfrequency relays FTLC, not completed by 
midni ght, 8007 10 Caused by limited time allowed for process 
NIX, R T Georgia Power Co BO/OB/05 2pp 


BOOB 110423 Forward 1 LER 80-104 /03L-0 

MANRY, M Oeorgia Power Co 80/08/09 lp 


— 0009110427 LER 80-1D4/03L-0 on 800711, while in normal shutdown made,* 
kV emergency switchgear 2F normal supply brsaker tripped it 
swapped to alternate supply breaker which also tripped 
Caused by missing jumper resulting from const fault 
COGOIN, C L Georgia, Power Co 80/08/05 2pp 


8008190553 Forwards LER 80-10B/03L-0 

MANRY, M Oeorgia Power Co 80/08/07 lp 


— 8008190&07 LER 0O-1O9/O3L-O on 800720, during torus-dryuel 1 vacuum 
breaker survei 1 lance, va Ives 2148-F323J, I St £ failed Caused 
by broken air lines at air cylinders (• faulty air control 
valve Defective parts replaced 
NIX, R T Georgia Power Co 00/00/06 2pp 


8009190561 Forwards updated LER 80-094/03L-1 
MANRY, M Oeorgia Power Co 80/09/07 Lp 


— 8008190593 Updated LER 00-094/03L-1 on 800613, during torus-drywel 1 
vacuum breaker survei llance, valve 2T48-F3238 would not open. 
Caused by broken air supply line to valve air cylinder Line 
L air control valve repleted 
NIX,R T Georgia Power Co, 80/08/06 2pp 


8006260434 Forwards LER 30-111/03L-0 

MANRY, M Georgia Power Co SO/OB/19 lp 


— 8000260436 LER 80-111/03L-0 on 000724, while ppereting at steady state. 
HPCI steam line inboard isolation valve 2E41-F002 isolated, 
making HCPI inoperable Probably caused by personnal bumping 
HPCI steam leak detection relay 
COGOIN, C L Oeorgia Power Co 80/00/19. 2pp 


8009260449 Forwards LER 00-i 12/03L-0 

MANRY, M Oeorgia Power Co 80/00/19 lp 


— 8008260451 LER 0O-112/Q3L-O on 860723, during steady state operation, 
while performing on HPC! steam line delta P flow switch 
2E4 1-N004, h igh side micro-switch found inoperative Caused by 
micro-switch subcomponent failure 
NIX, R T Oeorgia Power Co 00/08/19 2pp 


8009260454 Forwards LER 80-114/03L-Q 

MANRY, M Georgia Power Co BO/OB/19 lp 


— 8009260497 LER BQ-114/03L-0 on 000726, while taking unit to cold 
shutdown, HPCI sys failed to Isolate at greater than or 
equal to 100 peig Caused by corrosion of B isolation logic 
pressure switch 2E41-N001D Instrument replaced 
COOGIN, C L Oeorgia Power Co 80/08/19 2pp 


8009260515 Forwards LER 80-121/01T-0 

MANRY, H Oeorgia Power Co 80/00/19. lp 


—8000260521 LER 0O-12I/O1T-O on 80001 3, w/uni t at 2412 MW while 
performing HfJP-2-3102, pressure switches actuated out of 
tolerance Caused by setpoint drift Switches recalibr 
HNP-2-3102 performed sa t i « fac tor 1 ly 
NIX.R T Oeorgia Power Co 80/08/19 2pp, 


8000260630 Forwards LER 00-1 10/O3L-O 

MANRY, M Georgia Power Co 80/00/19 lp 


— B008260644 LER 80-118/03L-0 on 800004, d ur 1 ng normal operation, drywell A 
hydrogen-oxygen analyzer failed Caused by Instrument drift 
of reagent gas flowmeter Reagent gas flow was adjusted to 
correct flow rate Analyier was returned to sve 
MIX, R T Oeorgia power Co 00/08/19 2pp 


‘009110413 LER B0-1O7/03L-O an 000719, during routine power ascension, 
determined that method for verifying jet pump operability 0008260643 Forwards LER 0O-116/O3L-O 

not in compliance w/Tech Specs Caused by inaccurate method MANRY, M Oeorgia Power Co 80/06/19 lp. 

re calculating delta P variance Method revised. 

COOGIN, C L Georgia Power Ca 80/D8/C4 2pp 
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--8008260647 LER S0-I16/03L-Q on 80802, duT ing normal operation, routine 
aurvaillanca check* revealed that torus tamp exceeded 
Tech Specs Cauaad by ambient tamp of torus araa. Cooling 
initiatad Operator* Instructed to monitor mora frequently 
BAXLEY, 8 X Oeorgia Power Co 80/00/19 2pp 


B008260657 Forward* LER 80-117/03L-0 

MANRY.M Georgia Power Co SO/OS/19 Ip 


--8Q0826Q670 LER 0O-117/O3L-O on 8QQB03, w/reactor in run moda 4 while 
performing HNP-2-31 04, i t was discovered that raactor cora 
i»olatlon cooling turbine could not be r»*«t 4 throttle 
valve did not have light Cauied by inadequate procedure 
BAXLEY, B X Oaorgla Power Co 90/00/19 Bpp 


9009270346 Forward* LER 80-11S/03L-0 

MANRV.H Oeorgia Power Co 80/08/20 Ip 


—8009270349 LER B0-11S/03L-0 on 800727, whit* in shutdown. 2C die. el 
generator failed to tie it tupply 4, 160-volt bu* 20 Cauiad 
by instrument latpolnt drift. Relay racallbr 4 turveillance 
performed u/iatiifactory results 
NIX, R T Oaorgla Power Co 80/00/20 2pp 


0008260897 Forward* LER B0-120/03L-0 

MANRY.M Georgia Power Co 80/08/21. Ip 


—8008260611 LER 0O-12O/O3L-O on BOOB1 1, during normal *taady state power 
operation# recirculation pump 2D f?X tripped on low oil 
pressure to mg set when dc control power was lost to mg let 
oil pumps Caused by failure to restore normal dc power 
BAXLEY, 8 X Oeorgia Power Co 90/08/21 2pp 


DOCKET 30-367 BAILLY GENERATING STATION 


A Application/construction stage documents St correspondence 


9008060024 Forward* FR notice re 800714-17 regional meeting* to address 
portion of Commission 800323 memorandum 4’ order describing 
requirements of environ qualification of electrical 
equipment Installed In safety syi 

EIBENHUTrD 0 Division of Llceniing 00/06/30 lp 


— 80 09060 189 Notice of 000714-17 regional meeting* to address portion of 
Commission 800923 memorandum 4 order describing requirements 
of environ qualification of electrical equipment Installed 
In safety sys Svc lists end 

EIBENHUT, D 0 Division of Llceniing 80/06/27 U7pp 


8008080010 Requests that all applicants for DLs and CP holder* provide 
up-to-date completion schedules 4 fuel load target dates so 
that NRC may establish licensing priorities Forwards list 
of target schedules for plants to be completed within 3 yrs 
EI8ENHUT, D G Division of Licensing 00/07/11 iOpp 


0009190060 Submits interim criteria for shift staffing to all OL 4 CP 
licensees 4 app 1 i cants, p sr NRC 800507 1 tr Discusses 
administrative provisions for emergency 4 overtime work 
Development 4 implementation to be reviewed within 90 daye 
EI8ENHUT, D 0 Division of Licensing 80/07/31 IOpp 


GQ09110494 Respond* to NRC 800711 ltr re proposed dates of filing of 
F9AR 4 environ rapt Best estimate for F8AR 1* dan 1904 4 
June 1984 for environ rept 

SKORB, E M Northern Indiana Public Service Co 80/00/06 lp 


8008260368 Informs that council has reviewed 000927 ltr re application 
of NEPA future decision* concerning facility Council 
concludes that NRC should prepare 4 circulate suppl to EI8 
on CP prior to rendering decision 

8PETH, 0 President of US 6 Executive Offices, 80/00/12 3pp 


— 0008260374 Submits info that should be discussed In supplemental E18 4 
considered prior to NRC critical decision on extension of 
facility CP 

SHEA, J President of U8 4 Executive Offices 00/00/12 4pp 


8008190475 Respond* to NRC 800311 ltr re control rod drive sys mods rs 
elimination of cracking In return line noule 6 aek receipt 
of NUREG-0619 Util currently pursuing items w/QE No response 
date projected 

SHQRB, E H Northern Indiana Public Service Co 80/08/13 2pp 


F Security, medical, emergency 4 fire protection plans 


8008030102 Requests all applicants for CPs 4 OLs submit info re 
proposed nuclear power plant vicinity evacuation estimates 
Info requested by 800901 for NRC to identify evacuation 
c on* traints, spec lal planning measures 4 possible mods 
EIBENHUT, D 0 Division of Licensing 80/07/02 lp 


8008280209 Responds to IL Assistant Atty General 000308 ltr requesting 
meeting w/NRC following FEMA release of study of evacuation 
times around several nuclear plants Recommends delay until 
after NRC review of site study 

DENIQN-H R Office of Nuclear Reactor Regulation, Director 
B0/O7/31 2pp 


— 0008200294 Advises that IL has instituted request for action under 
10CFR2 206 for Commission to institute proceedings to 
consider revocation, suspension or mod of CP based on poor 
location o-f facility 4 difficulty of evacuation planning 
MANSELL* D Illinois, State of 80/03/09 3pp 


8008060013 Forwards ETA Engineering, Inc 4 Lester B Knight 4 Associates 
Inc rept, "Dailly Generating Station Nuclear 1 , Evacuati on 
Time Estimate for Northern Lake 4 Porter Counties, IN " Rept 
available in Central Files only 

SHQRBiE 11 Northern Indiana Public Service Co 60/00/01 lp 


9000270707 Notification of 900819,20 % 22 workshops In Valley Forge, PA. 
Chicago, IL 4 At 1 anta, GA, r es pec 1 1 ve 1 y , to solicit public 
comment re NUREG-0696, “Functional Criteria for Emergency 
Response Facilities 11 

KEPPLER, J G Region 3, Chicago* Office of the Director 00/00/11 

2pp 


3 Adjudicatory correspondence 


9000000137 Forwards 000725 FR notice re procedural assistance change in 
adjudicatory licensing proceeding* (ref CP extension 
proceeding) 

GOLDBERG, B C Hearing Branch 2 80/08/06 4pp 


8000120705 Order re 000312 special prehearing c onf irmci, rul ing on 
petitions 4 contentions 4 denying waiver of 10CFS50 SSibk 
Nexus between short pilings issue 4 present cate 
established Certificate of Bvc end 

GROSSMAN, H Atomit Safety and Licensing Board Panel 8Q/0B/07 
72PP 


0000100422 Forward* order for attachment to transcript of B00312-13 
special prehearing conference Transcript cannot be 
considered authoritative or official transcript, but may be 
referred to as ref tool, per ASLD 800807 order 

GROSSMAN, H Atomic Safety and Licensing Board Panel. 0O/OB/12 lp 


— 0008180429 Order for attachment to transcript of 800312-13 special 
prehearing conference 

GRQS8MAN.H Atomic Safety and Licensing Board Panel BO/O0/12 
IP 

0008180643 Errata to ASL0 00-0807 order correcting wording of Paragraph 
F on Page 69 

OROSBMAN, H Atomic Safety and Licensing Board Panel 00/08/13 lp 

0000190464 Notice of bearing to consider proposed amend to CP Tim* 4 
place to be decided later Limited appearance statements will 
be heard 

QRQSSMAN, M Atomic Safety and Licensing Board Panel 80/08/14 
4pp 

0000220176 Motion for extension until 800911 to file arguments re State 
of IL contentions in response to ASLD BOOBOB order BN 
Sekuler, rep 1 ac ing D Hansell who formulated contentions. Is 
involved in other actions Certificate of 8vc end 
SEKULER, 0 N , FAHNER, T C Illinois, State of 80/00/15 5pp 


8000260144 Responds to 8D0309 ltr directed to JF Abearne re plant 
Impact* on IN Dunes Natl Lakeshore Appropriate consideration 
will be given in NRC testimony 

DENI ON, H R Office of Nuclear Reactor Regulation, Director 
00/08/15 lp 


— 0000260152 Forward* Lake MI Federation Mar 1980 rept, “How Dailly 
Nuclear Plant Could Dry Up Dwnee Natl Lakeshore “ Inquiry 
r aquested. 

ROBBINS, R L Lake Michigan Federation 00/05/09 lp 
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0OOG2QO102 Response in opposition to ASLB 000807 order ruling on 
intervention petitions Urges mod to exclude sealing eih 
ponds issue from proceeding Impact of deuatering on envtron 
will be evaluated Certificate of Eve encl 
GOLDBERG i S C Hearing Branch 2 00/08/10 6pp 


BQ06200I93 Response to ASLQ 000807 order . opp o s ln«l admission of short 
pilings issue Applicable admins trative procedures revised fc 
resolved Problems* if any, will be solved prior to 07I2G1 
GOLDBERG- S C Hearing Branch 2 00/00/10 5pp 


— 0000200177 Affidavit opposing admission of short pilings issue Alt 
safety questions re installation proposal are resolved 
Possible problems can be resolved prior to completion date 
Prof qualifications encl 

LYNCH, rt D Division of Licensing 90/08/15 lipp 


8Q0G22017S Motion for reconsideration of ASLB 900B09 special prehearing 
conference order rejecting State of 1L Contention 6 Siting 
issue addressing emeigency & evacuation planning raises 
compelling public interest question W/Cer t 1 f i cat e pf Svc 
SEKULER.S N . FAHNER. T C Illinois*. State at SD/00/10 Spp 


0006250032 Motion for reconsideration of ASLB 000807 special prehearing 
conference order re admission of contentions Urges correct 
application of Cook test re scope of proceeding Short piles 
issue must be rejected Certificate of Svc encl 

SHEA.lt H , FRANTZ, S P . EICHORM.U H Northern Indiana Public Service 
Co 80/09/18 ISpp 


9Q0B2S0224 Order supplementing ABLB 000907 special prehearing 
conference order Rules on contentions of State of IL*A & 0 
Grabowski U United Steel Markers of America* Local 1010 
Grant* 10 dags for Local 1010 to ciarifg Contention 10-B 
GROSSMAN. H Atomlt Safety and Licensing Board Panel 00/00/29 
Spp 


0008280671 Response to ASLB 800907 special prehearing conference order 
rs pile foundation as proper issue in proceeding Issue uas 
addressed in NRC safety evaluation i* mill ba resolved prior 
to const completion Certificate of Svc encl 

EICHHQRN.W H , AXELRAD, M Northern Indiana Public Service Co 
EICHHORNiU H El chhorn, Et c hhorn «. Li nk BO/OB/25 12pp 


6008290672 Response to ASLB 000507 special prehearing conference order 
re short pilings as Issue in proceeding Urges admission Of 
issues due to unknown subsoil composition needing greater 
degree of scrutiny 

VOLLEN. R J • 0SAN1J. E W Izaak Walton League of America* Porter 
County Chapter VOLLEN, R I Vollcn, 0 J 80/00/29 6pp 


0006270354 Requests extension of one t*rk to prepare appeal against NRC 
denial of contention Appeal will be submitted by B00829 
SCHULTZ. G E Affiliation Unknown 00/09/26 Ip 


6008280568 Advises that NRC has not yet responded to directive in encl 
PR 800613 notice of Commission statement of interim policy 
re accident considerations NRC response will be provided 
when released 

GOLDBERG, B C Hearing Branch 2 90/00/26 Spp 


8008260191 Response in opposition to ASLB 800807 special prehearing 
conference order Class 9 ac c id en t. chang es in geological 
cha rac ter 1 s tic s 6 adequacy of Mark 13 containment are 
integral part of CP eitension Certificate of Svc encl 
VOLLEN. R J , CS ANN. E U Iiaak Hal ton League of America. Porter 
County Chapter VOLLEN. fl O VoUen. R J 00/00/18 Spp 


6006260191 Response in opposition to ASLB 800607 special prehearing 
conference order Class 9 acc ident. chang es in geological 
charac t er i s t i c s It adequacy of Mark 13 containment are 
integral part of CP eitension Certificate of Svc encl 
VOLLEN. R J Affiliation Unknown OBANN, E if Osann. E W 

00/00/10 0pp 


600826021 5 Notice of 900904 deposition of EM Sh orb . Vic e-p r e s i dent Of 
ut i 1 i re contentions admitted per ASLB 800807 special 
prehearing conference order it other related issues 
Certificate of Svc encl 

VOLLEN. R J . OSANN. E W Iiaak Hal ton League of America. Porter 
County Chapter VOLLEN. R V Vollen. R J B0/08/19 4pp 


G Inspection reports, IE Bulletins 6 correspondence 


BO0B0605O9 Forwards IE Bulletin 00-17, "Failure of 76 of 188 Control 
Rods to Fully Iniert During Scram at BWR " No written 
response required 

KEPPLER, J G Region 3, Chicago, Office of the Director 00/07/03 
»P 


8008070140 Forwards Suppl 1 to IE Bulletin 80-17, "Failure of 76 of 185 
Control Rods to Fully Insert During Scram at BWR 11 No 
written response required 

KEPPLER, V G Region 3, Chicago, Office of the Director 00/07/18, 

IP 


800B070252 Forwards Suppl 2 to IE Bulletin 80-17, "Failure of 76 of 185 
Control Rode to Tully Iniert During Scram at BWR " 

No written response required 

KEPPLER, U G Region 3. Chicago, Office of the Director 80/07/22 
Spp 


S008250467 Request for four-day eitension until S00S29 to fil# appeal 
of ASLB 600808 order denying motion to intervene Counsel has 
been unavailable due to illness MAC has no objection 
Certificate of Svc encl Granted for ASLAB on 800822 
COHN, D B Ba i 11 y Alliance, 1L 80/08/21 Spp 


0008180119 Forwards IE Bulletin 00-20, "Failures of Mestinghouse Type 
W-2 Spring Return to Neutral Control Switches “ Action 
required 

KEPPLER, J 0 Region 3. Chicago, Office of the Director 80/07/31 
IP 


900Q2S0264 Motion far extension until 000629 to fils appeal from ASLB 
800909 order denying intervention Responsible atty 
unavailable due to illness Certificate of Svc encl 
COHN, D B Gary. IN COHN, D 3 Da illy Alliance, IL COHN, D 3 
Critical Mass Energy Project 00/00/21 Spp 


60082BD282 First request for production of documents directed to 
Northern IN PSC, by 000926 Addresses EM Short 790207 Itr to 
HR Denton re remeb 1 1 i i at ion of contractors it delay in const 
periods Certificate of Svc encl 

VOLLEN. R V . 03ANM.E U iiaak Walton League of America. Porter 
County Chapter VOLLEN. R J Vollen. R si 80/08/21 EJpp 


8008200483 Forward* IE Bulletin SO-19, "Failure* of Mercury-Wetted 
Matrix Relays in Reactor Protective 8ys of Operating Nuclear 
Power Plants Designed by Combustion Engineering." Action 
required by facilities w/OLs or CPs 

KEPPLER, JO Region 3, Chicago, Office of the Director 80/07/31 
Ip 


9008180126 Forwards IE Bulletin 00-20, "Failures of Uestinghouse Type 
W-2 Spring Return to Neutral Control Switches, " ssnt to 
listed licensees for action on 800731 

PAPPAS, H Region 3, Chicago, Office of the Director 80/08/01 ip 


600B2B0564 Notice of rescheduling of EM Shorb deposition to 000909 in 
Hammond, IN Remaining matters in 800919 notice unchanged. 

Certificate of Svc encl 

EICHHORN.W H Northern Indiana Public Service Co EICHHORNiU H 
Eichhorn. Elchhorn k Link 80/09/21 3pp 


8008260161 Response in opposition to Porter County Chapter Interveners' 
800630 contentions Moves for consolidation w/State of IL if 
admitted Issues were addressed in CP proceeding 6 in slurTy 
wall hearings EIE will be issued M/Certificate of Svc 
GOLDBERG, S C Hearing Branch 2 G0/0B/22 7pp 


G00B260797 Notice of cons t i tutirn of ASLB for CP extension proceeding 
AS Rosenthal will chair paneljVS Buck k TS Moore will be 
members 

BIBHOPtC J Atomic Safety and Licensing Appeal Panel 80/08/22 
ip 


9008140609 Requests description of actions taken to preclude occurrence 
of cracking of jot pump holddown beams similiar bo cracking 
described in IE Bulletin 80-07 Also requests commitment to 
adopt whatever long-term solution is approved 

TEDESCQ, R L Assistant Director for Licensing 80/08/05 3pp 


9009180222 Forwards IE Info Notice 80-29, “Broken Studs on Terry 
Turbine Steam Inlet Flange " No specific action or response 
requested 

KEPPLER, J 0 Region 3, Chicago. Office of the Director 80/08/07 
ip. 


©008200036 Responds to IE Sulletin BO-19, “Failures of Mercury-Wetted 
Matrix Relays in Reactor Protection Bys of Operating Nuclaar 
Power Plants Designed by C-E " Reactor protection eye 
designed by OE w/o mercury-wetted relays 

SHORB, E H Northern Indiana Public Service Co 80/0G/11 ip 


6008270344 Requests 1-wk extension to prepare appeal re NRC denial of 
contention Appeal to- be submitted by B00B29 Request granted 
by ASLAB sn 800825 

SCHULTZ. 0 E Affiliation Unknown 80/08/23 Ip 



DOCKETED ITEMS 


203 


3008290083 Responds to IE Bulletin 00-20, ’Failures of Mbs tinghouse 
Type W-2 Spring Return to Neutral Control Switches " Util 
does not 4 will not use any Meetinghouse Type 11-2 spring 
return to neutral control switches 

SHCftB.E 11 Northern Indiana Public Service Co 80/OB/tl Ip 


R Periodic operating reports 4 related correspondence 


8008050009 Forwards well charts tor 0007 16-23, Ba l 1 ly Wells w/o 
recorders, pond 1 a ve 1 s. p neuma t ic pressure transducers 4 water 
meter readings tor 000723 4 U5GS wells tor 000722 
BOHN, R J Northern Indiana Public Service Co 00/07/30 lp 


8008150443 Forwards well charts tor 800723— 30i Ba 1 1 ly walla w/o 
t e ord era. pneuma t ic pressure transducers 4 water meter 
readings tor 000730* pond levels for 000731 L USDS wells tor 
000729 

BOHN. R J Northern Indiana Public Service Co 00/08/08 32pp 


DOCKET 50-36S ARKANSAS NUCLEAR ONE. UNIT 2 
F Security, medical, emergency ft fire protection plans 


0008140159 Summary of B00722 meeting w/uttl re proposed early warning 

sys 

VIBSINO.O S Operating Reactors Branch 4 00/08/05 13pp 


8000180420 Forwards proposed amands to security personnel training 
qualification plan Plan withheld (ref 10CFR2 790) 

TRIMOLE. D C Arkansas Power t Light Co B0/0S/0S lp 


P Operating license stage documents ft correspondence 


8008060358 Forwards errata sheets correcting errors in five addl TMI-2 
related requirements submitted by 000507 1 tr Items involved 
are II K 3 25, It K 29 4 It K 3 44 Sve lists end 
EIBENHUT, D 0 Division of Licensing 00/06/09 69pp 

6008060024 Forwards FR notice re 800714-1/ regional meetings to address 
portion of Commission 800523 memorandum 6 order describing 
requirements of environ qua 1 1 f i cation of electrical 
equipment installed in safety sys 

EI8ENHUT.D 0 Division of Licensing 00/06/30 lp 


— BOQB060189 Notice of 800714-17 regional meetings to address portion of 
•Commission 000323 memorandum ft order describing requirements 
of environ qualification of electrical equipment installed 
in safety sys Svc lists end 

EISENHUT, D 0 Division of Licensing 80/06/27 117pp 


QOOS20O231 Forwards request f oi addl info le ftacture toughness 
evaluation of steam generator 5 reactor coolant pump 
supports Schedule (or 1 expanding to request should be 
submitted wLthin 7 days of receipt of It’ 

NOVAK, T H Assistant Directs! tor Opetating Reactors 0O/OB/O3 
7pp 


800621C429 Application for amend to License NPF-6, chang ing Tech Spec. 
Section 481 1 2 c 2 to claiity emergency diesel generator 
load block application timing criteria Class ill fee encl 
CAVANAUQH.W Al lasses Fewer ) light Co 80/00/12 3pp 


— 8000210434 Pioposed Tech Spe^. Section 4 0 1 1 2 c 2 clarifying 
emergency diesel generator load block application timing 
cr t ter i a 

■* Arkansas Power t Light Co 80/09/12 2pp 


8006210*117 Application for amend to License NPF-6, chang ing Tech Specs 
Section 3 O 3 re limiting condition for operating 6 adding 
Section 3 0 5 re definition of operable " Class (II fee 
enc 1 

CAVANAUGH, W Arkansas Power 1 Light Co 00/08/13 2pp 


— 8000210421 Proposed Tech Spies, rhangihj Section 3 0 3 re limiting 
condition for operation 7, adding Section 3 0 5 re definition 
of "operable " 

e Arkansas Power l Light Co B0/Q8/13 3pp 


8000260376 Responds to NRC 800805 request for submittal schedule of 
addl info re f rac tui e toughness of steam generator 4 reactor 
coolant pump supports Response will be sent within approi 
4 wk s Qversiie drawing available in Cential Files only 
TRIMBLE. D C Arkansas Power ’ Light Co 80/06/19 2pp 


0 Inspection repot ts. IE Bulletins 4 coi respondonc e 


BOO0D7G39O Forwards IE Bulletin 80-09, "Eiamina 1 1 on of Containment 
Liner Penetration Welds " Written response required 
SEYFRIT, K V Region 4. Dallas, Office of the Director 00/04/07 
IP 


0OOS26O603 Forwards IE Bulletin 80-10, ' Contamination of Nonradioactive 
8ys 4 Resulting Potential for Unmoni tored. Uncon trol led 
Release or Radioactivity to Environ " 

SEYFRIT. K V Region 4. Dallas. Office of the Director 80/05/06 
ip 


8000270317 Responds to IE Info Notice 00-06, "Notification of 
Incidents " Discusses specific notification criteria 4 util 
interpretation 

TRIMBLE, D C Arkansas Power t Light Co 00 / 06/11 6pp 


0000030463 Reiterates util position that no addl instrumentation is 
needed for detection of inadequate core cooling per NUHEO- 
0570 No further action will be taken until completion of 
review of submittals 4 issuance of addl requirements 
TRIMBLE. D C Arkansat Power 4 Light Co 90/07/30 Ip 


8009140212 Forwards Amend 13 to License NPF-6, safety evaluation 4. 
notice of issuance ft availability 

CLARK, R A Operating Reactors Branch 3 80/07/31 2pp 


— 800S140215 Amend 13 to License NPF-6. changing required date for 
implementation of furthei containment radiation monitoring 
instrumentation for consistency w/NUREO-0570 
CLARK. R A Operating Reactors Branch 3 80/07/31 9 pp 


— 0008140220 Safety evaluation supporting Amend 13 to License NPF-6 

» Office of Nuclear Reactor Regulation. Director 80/07/31 3pp 


— 0 00 B 14 0253 Notice of issuance 4 availability of Amend 13 to License 
NPF-6 

CLARK.R A Operating Reactors Branch 3 80/07/31 2pp 


8008190179 Submits response to IE Bulletin 80-06 re engineered safety 
features reset controls Components which do net remain in 
emergency mode have been modified 

CAVANAUGH, W Arkansas Power K Light Co 00/06/18 5pp 


8008190629 Forwards IE Bulletin 00-15, "Possible Loss of Emergency 
Notification SYS (ENS) W/toss of Offsite Power " Written 
resporse required 

SEYFftIT.K V Region 4, Dallas. Office of the Director 80/06/18 
IP 


8008280012 Forwards addl info K schedule of completion for all 
remaining item re IE Bulletin 79-0113, “Environ 
Qualification of Class IE Electrical Equipment " Submits max 
flood levels inside primary containments 
CAVANAUGH. U Arkansas Power t Light Co BO/06/23 4pp 


B0082S0306 Forwards IE CircuUi 80-14, “Radioactive Contamination of 
Plant Demi nei al i i ed Water Sys '/ Resultant Internal 
Contamination or Pel sonnet " h'o written response required 
SEYFRIT, K V Region 4. Dallas, Office of the Director 80/06/24 
IP 


£008180190 Responds to 800404 questions re proposed Tech Spec change 
concerning emergency feedwater pump response time Provides 
safety analysis showing that no credit was taken prior to 
97 4-s 4- supporting analysis for Tech Spec implementation 
TRIMBLE, D C Arkansas Power S' Light Co 00/08/Qi 2pp 


80QS1B0179 Commits to design changes to gaseous radioactive waste sys 
prior to startup 6 to submit revised radiological ETS re 
meteorological assumptions made in radioactive gaseous 
emissions calculations 

TRIMBLE, D C Arkansas Power S< light Co 00/00/02 2pp 


8008190638 Forwards IE Bulletin 80-io. “Potential Misapplication of 
Ros emount Inc Models 1151 K 1 f 52 Pres iu, e Transmitters 
W/Either A or D Output Codes ’ Wi i tten issponse required 
IE Circular 80-16 also encl No uiTltteri response required 
SEYFRIT, K V Region 4. Dallas, Office of the Director 00/06/27 
IP 


8008190282 Submits response to IE Bulletin 80-10 re contamination of 
nonradtoactive sys Routine s amp 1 i ng program will be 
established for sys specified 

TR IM8LE, D C Arkansas Power Light Co 80/07/02 3pp 
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0OOB27O341 Forward* response to IE Bulletin BO-11 Discusses masonry 
wj ) 1 5 u/attaefiments to saf e t y -r e 1 a ted piping or equipment 
resulting in wall failure affecting safety-related sys 
CAVANAUGH, H Arkansas Power l Light Co 00/07/03 40pp 


8000200022 Submit* partial response to IE Bulletin 80-Q9. "Hgdramo tor 
Actuator* ” Complete rtiponse espeefced by B0071B Six 
hydramotor actuator; used In sat' ety-rela ted sys All six 
mfg using proper 5160 steel for spring matl 
TRIMBLE, D C Arkansas Power b Light Co 00/07/08 lp 


80DB1902O3 Submits response to IE Bulletin 00-04 re emergency feedwater 
pump analysis Analyse* demonstrate that emergency feedwater 
pumps will remain operable following main steam I sne break 
accident considering runout flow conditions 
TRIMBLE.D C Arkansas Power b Light Co 30/07/09 lp 


0OOB13O6B9 Forwards listings of Region A inspectors for admittance to 
facilities inspectors should be provided w/ p ermanen t 
non-employee picture badges for unescorted access to 
protected l vital plant areas W/o ends 

SEYPRIT.H V Region A, Dallas, Office of the Director B0/O7/11 

2pp 


BOO023O203 Forwards IE Insp Repts 50-313/80-10 b 50-360/80-10 on 
800522-0621 b notices of violation One of three notices of 
violation withheld Iref 10CFR2 790) 

MADSEN, 0 L Region 4, Dallas, Reactor Operations Nuclear Support 
Branch 80/07/11 2pp 


— 800825D2BB Notice of violation from insp on 600522-0621 

a Region 4, Dallas, Office of the Director 80/07/10 2pp 


— 8000250294 Notice of violation from insp on 000522-0621 

* Region 4, Dallas, Office of the Director B0/07/10 Ip 


— 8008250305 IE Insp Repts 50-31 3/80-10 4, 50-368/B0-10 on B00522-0621 
Noncompl iance noted failure to count smears taken dUTing 
either Unit 1 or Unit 5 reactor auxiliary building surveys 
for alpha rad in Apr b May 1980 

HUNNICUTT. D M , JOHNSON, W D , CALLAN, L J Region A, Dallas, Office 
of the Director 80/07/10 14pp 


8008260661 Forward* IE Circular 90-17, "Fuel Pin Damage Due to Hater 
Jet from Baffle Plate Corner “ No written response required 
SEYFRIT, K, V Region 4, Dallas, office of the Director 00/07/23 
If 


8000030055 Responds to violations noted in IE Itisp Repts 30-313/80-10 & 
30-360/80-10 on 600522-0621 Corrective actions alpha surveys 
of auxiliary bldgs incorporated in health physics monthly 
routine radiation survey schedule 

TRIMBLE.D C Arkansas Power 6 Light Co 80/07/29 4pp 


9008190233 Submits response to fE Bulletin 79-03A re weld defects in 
stainless steel pipe No SA-3J2 or A-312 type 300 series 
fusion welded pipe is in use or planned for use in 
safety-related sys 

TRIMBLE.D C Arkansas Power L Light Co 80/07/31 lp 


R Periodic operating reports 3 related corresp ondenc e 


8008200265 Forwards monthly operating rept for Jul J9BO 
TRIMBLE.D C Arkansas Mower 8, Light Co BO/OB/15 lp 


1 — BOO02OB27I Monthly operating rept for Jul 1980 

PENDERORAFT, R Arkansas Power b Light Co 80/0B/19 Spp 


3008220206 Forwards monthly operating rept for Jul 1900 
TRIMBLE.D C Arkansas Power 1 Light Co 80/03/15 ip 


■ 8000220207 Monthly operating rept for Jul 1900 

PENDERORAFT, S Arkansas Power «• Light Co 80/08/15 Spp 


S Reportable occurrences, LERs i. related correspondence 


0000040162 Forwards LER B0-046/Q3L-D 
TRIMBLE.D C Arkansas Power i Light Co 60/07/29 lp 


-0008040164 LER 80-046/Q3L-0 on 600703. d up in g routine c h ec k , d etermi ne <f 
containment atmosphere radiation monitor inoperable Caused 
by absence of particulate paper Paper installed 
PENDERORAFT, R Virginia Electric l Power Co 80/07/30 lp 

006050207 Forwards LER 0O-O45/O4L-O 

TRIMBLE.D C Arkansas Power i Light Co 80/07/30 Ip 


— 800005 0224 LER 0O-O45/O4L-O on 800702, condenser Offgas monitor found 
inoperable Caused by high moisture content In radiation 
element environ Engineering evaluation being conducted 
SHIVELY, C N Arkansas power b Light Co 80/07/30 lp 


0000050243 Forwards LER 80-044/03L-0 

TRIMBLE.D C Arkansas Power b Light Co 00/07/30 lp 


—8008050253 LER 0O-O44/O3L-O on 000701, safety injection tanks C k D had 
low boron concentration Cause believed to be result of 
dilution during makeup from reserve water tank. Eng inhering 
Is being performed 

SHIVELY, C N Arkansas Power b Light Co 80/07/30 lp 


8008260544 LER B0-O47/O3L-O on 800703, dur 1 ng Mod* 1 op era 1 1 on, wh i 1 a 
making routine check of radiation monitoring sys, containment 
atmosphere radiation monitor faund inoperable Caused by 
overload trip due to high room temp 

PENDER SR AFT, R Arkansas Power b Light Co 00/07/30 lp 


8000060205 Forwards LER 0O-O48/O3L-O 

TRIHBLE, D C Arkansas Power b Light Co 80/08/01 lp 


— 800806020? LER 0O-O4S/O3L-O on B007OB, during Mode 1, steam generator B 
high level pretrip/trip signal received on channel C PP8 
Voltages read zero Caused by defective bistable card Card 
replaced 

PENDEflGRAFT, R Arkansas Power b Light Co 80/08/01 lp 


8008060290 Forward* LER 0O-O49/O3L-O 

TRIMBLE.D C Arkansas Power 1 Light Co 80/08/05 lp 


- -8000080293 LER B0-049/03L-O' on 000707, during Mod# 3 opera t ion, emerg eney 
feedwater valve 2CV-I07S-1 failed to open from control room 
Caused by failed valve actuator electric motor due to loose 
brush connection Motor replaced & hydraulic sys checked 
PENDERORAFT, R Arkansas Power & Light Co 00/09/03 Ip 


8008110422 Forward* LER 0O-O43/O3L-O 

TRIMBLE.D C Arkansas Power 4. Light Co 80/08/07 lp 


— B0Q81 10426 LER 0O-O43/O3L-O on 000624. during Mode 3 operation, rad iatlon 
indicator 2RITS-8750-1 failed low, placing operation within 
limiting conditions of Tech Spec Caused by failed radiation 
element resulting in control room indication error 
PENDERORAFT, R Arkansas Power b Light Co 80/08/07, lp 


0008250642 Forwards LERs BO-0SO/O3L-O, 80-03 1 /Q3L-0 * 0O-O52/O3L-O 
TRIMBLE.D C Arkansas Power i Light Co 80/00/19 lp 


—0006250646 LER 80-030/03L-0 on 000717, while testing steam driven 
emergency feedwater pump 2P7A, turbine driven 2K3 tripped on 
overspeed Cause not found Accelerated test schedule resumed 
to determine reason for trips 

PENDERCRAFT, R Arkansas Power b Light Co 80/08/15 lp 


— 0008250633 LER BQ-051/03L-0 on 00071 7, d Ur ing Mod* 1 operation, cor# A 
protection calculator failure alarm was received Cause not 
determined Calculator reinitiated b all failure indications 
returned to normal Dypasses removed 

PENDERCRAFT, R Arkansas Power b Light Co 00/09/15 lp. 


—0008250663 LER 0O-OS2/O3L-O an 800719, during Mod# 1 operation, 
containment bldg pressure indicator 2P1-S603-3 failed high 
Caused by erratic current repeater 2PY-S603-3B Repeater 
replaced b pressure indication returned to normal 
PENDERORAFT, R Arkansas Power b Light Co 00/08/13 ip 


8008250545 Forwards LERs 80-053/03L-0, 0O-O54/O3L-O, 0O-O35/O3L-O b 
80-056/03L-0 

TRIMBLE. D C Arkansas Power b Light Co 80/08/19 lp 


—0003230552 LER 80-053/03L-0 on 800721, CEAC 1 failed during Mod* 1 
operation Causa not determined CEAC tyt software reloaded, 
periodic tests performed b failure indications returned to 
normal. CEAC returned to operable status on all channels 
PENDEfiORAFT.R Arkansas Power b Light Co 80/00/19 ip 


— 0008250560 LER 80-054/03L-0 on 800721, control room emergency chiller 
2VE-1B found inoperable during Mode i operation Caused by 
unit tripping an high pressure due to improperly operating 
control valve 2CV-1506-2 Control valve repaired 
PENDERORAFT, R Arkansas Power l Light Co 00/00/19 lp 


— 8008250567 LER 90-055/03L-G on 800721, PP8 channel D received epurious 
DNBR/LPD trips during Mode 1 operation Caused by fluctuating 
CPC DIIBR/LPD temp input calculation* Temp transmitter 2TT- 
4711-4 electrical leads checked 4- tightened 
PENDERORAFT, H Arkansas Power b Light Cd 80/09/19 lp, 
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■a 00085097 3 LER 00-056/031-0 on 000720, core protection calculator A 
received three auto restarts during 12-h period Cause not 
determined but high room temp suspected Room temp returned 
to normal I, channel functional test performed 
PENDERGRAFT, R Arkansas Power U Light Co 00/08/19 lp 


BO 09290392 Forwards LER BO-O90/O3L-O 

TRIMBLE, D C Arkansas Power it Light Co 80/08/23 lp 


8008280394 LER B0-05B/031 -0 on 000724, during Mode 1 op erat ion, C6 AC 2 
failed on three separate occasions Cause not determined 
PENDERQRAFT, R Arkansas Power it Light Co BO/OB/22 lp 


DOCKET S 0-3 69 WILLIAM B MCGUIRE NUCLEAR STATION, UNIT I 


A App 1 icati on/con» true t ion stage documents i, correspondence 


6008060024 Forwards FR notice re 800714-i7 regional meetings to address 
portion of Commission 000523 memorandum 4 order describing 
requirements of environ qualification of electrical 
equipment installed in safety sys 

EISENHUT, D 0 Division of Licensing BO/06/30 lp 


--6008060189 Notice of 000714-17 regional meetings to address portion of 
Commission 000523 memorandum 4 order describing requirements 
of environ qualification of electrical equipment installed 
in safety sys Svc lists end 

EISENHUT , D 0 Division of Licensing 80/06/27 117pp 


6008080010 Requests that all applicants for OLs and CP holders provide 
up-to-date completion schedules ft fuel load target dates so 
that NRC may establish licensing priorities Forwards list 
of target schedules for plants to be completed within 3 yrs 
EISENHUT, DO Division of Licensing 00/07/11 lOpp 


8000010210 Discusses current position on need t, requirement for steam 
generator mods Westlnghouse committed to program to 
determine particular susceptibility of Row 1 tubes to 
cracking Results expected in Oct 19BO 
YOUNQBLOOD, B J Licensing Branch 1 00/07/10 4pp 


8008000409 Forwards request for addl info re radweste mgt sys it process 
control program Comments re radiological effluent Tech Specs 
& Offsite Dose Calculation Manual end Applicant should 
revise manual 

HR EGER , W E Assistant Director for Radiation Protection 00/07/24 

fipp 


0000050273 Forwards compilation of projected 1 oads, capaci t i ei & 
reserves, reflecting long-term forecast for 1903-1991 Results 
indicate reserve levels in 17-25K range 
BLACKMON, D 8 Duke Power Co 00/07/29 3pp 


8000000089 Requests nonproprietary version of "Process Control Program 
for CNSI Mobile Solidification Units Using Dow Process" by 
S00B15 in order to complete review before licensing 
TEDESCQ, R L Assistant Director for Licensing 90/07/31 3pp 


8008080093 Requests confirmation that in-core thermocouple readout has 
capability For complete mapping printout within six minutes 
& readout fc printout capability above 700 F 

TEOESCO, R L Assistant Director for Licensing 80/07/31 3pp 


6043130060 Submits Interim criteria for shift staffing to all DL it CP 
licensees & appl leant*, per NRC 000507 Itr Discusses 
administrative provisions for emergency I< overtime work 
Development 4, Implementation to be reviewed within 90 days 
EISENHUT, DO Division of Licensing 80/07/31 lOpp 


0009120118 Summary of 000625-27 meeting u/utii in CharlotteiNC l e mgt 
Teview of util corporate % plant organi lations "Criteria 
for Util Mgt & Technical Competence," used as guidelines for 
evaluation List of attendees It agenda end 

CROCKER, L P , HEIT, C A Licensee Quel i f ications Branch BO/OB/04 
6pp 


0048120123 Summary of 800730 meeting bi/utll in Bethesda,ND re NRC human 
factors engineering design review of plant control room 
(TMI Item I, D l) Attendance list end 
B IRKEL, R Licensing Branch I 0O/Oa/O4 5pp 


0008270197 Forwards request for addl Info re c ladd log, swel 1 ing It 
ruptUTe models for LOCA analyses to complete review of 
application for 0L Requests info'by 000815 

TEDE8C0, R L Assistant Director for Licensing 80/QB/09 4pp 


00001 20191 Forwards updated responses to TMI concerns transmi t ted to 
NRC on 800523 l updated in util 800718 Itr Fuel loading for 
Unit 1 is currently scheduled for Sept 1900 
PARKER, W Q Duke Power Co 80/00/06 34pp 


800B270132 Forwards review status for TMI it non-TMI Items I, advises 
that no scheduled input has been received Suggests 
rescheduling for issuance of fuel load supplementary SER 
from G00901 to BOIOOI due to severe manpouer restraints 
BIRKEL.R A Licensing Branch 1 80/08/06 5pp 


BOO018O513 Forwards response to hydrologic engineering questions re 
Executive Order 1 19BB, floodplain mg f 
PARKER, W Q Duke Power Co 80/00/11 4pp 


--8008 10052 1 "Technique for Estimating Heights Reached by 100-Yr Flood on 
Unregu 1 a ted, Non 1 1 da 1 Streams in NC " Two ovcrslie drawings 
available In Central Files only 

COBLE, R W Interior, Dept of, Geological Survey 79-69 79/07/31 

I0PP 


8000190384 Responds to NRC B00310 Itr requesting info re auxiliary 
feedwater sys Sys has been reviewed fc found to meet 
requirements of SRP 10 4 9 5 Branch Technical Position 
A3D— 10-1 Two repts enc 1 

PARKER, W 0 Duke Power Co 80/0B/13 2pp 


•8000190392 "Reliability Analysis of Auxiliary Feedwater Sys for 
McCuire Nuclear Station Unit 1 " 

SHOP SKY, W E , ANDERSON. T M Westlnghouse Electric Corp 
WCAP-9751 80/07/31 54pp 


— 800B190395 "Basis for Auxiliary Feedwater Sys Flow Requirements 
Response to Enel 2 of NRC 800310 Itr 
•» Duke Power Co 80/08/31 l4pp 


BOO 82 10493 Responds to NRC 791015 t 800215 Itrs re comparison of 
qoa li f Icat i on of Class IE equipment Nnnproprletary response 
I, affidavit end Proprietary version withheld (ref 
10CFR2 790) 

PARKER, W 0 Duke Power Co 00/00/13 72pp 


0008200067 Notification of 800820 meeting u/util in Bethesda.MO to 
discuss standby shutdown facility 
BtflKEL.R A Licensing Branch 2 80/08/14 4pp 


0000210487 Forwards response to hurnan factor control room review, 
detailed In 800730 meeting Acceptable resolutions found for 
each iten Identified by NRC review team 
PARKER, if 0 Duke Power Co 80/08/15 10pp 


80 0&2 60 237 Urges that action be taken to provide responses to several 
requests for addl i n Fo, i nc 1 ud i ng augmented low power startup 
test program NRC schedule for completion of review of low 
power testing based on receipt of info by 000903 
YOUNGBLOOD, B J Licensing Branch 1 00/08/20 3p p 


8000250071 Forwards response to NRC 000/29 questions re radwaste mgt 
sys, offsite dose calculation manual 4 proprietary it 
nonpropi ie tary versions of process control program for CNBl 
mobile solidification units using Day process 
PARKER, g □ Duke Powor Co 00/00/22 12pp 


•8008250673 "Offsite Dose Calculation Manual," Revision 1 
■* Duke Power Co 80/08/21 0lpp 


■8008250076 "Process Control Program for CNSI Mobile Solidification 
Units Using Dow Process “ Piopiielary version withheld 
<ref 10CFR2 790) 

x* Duke Power Co 80/00/22 34pp 


E NRC Safety Evaluation. Report (SER), suppls 4 correspondence 


0000180666 Requests lists of rules V regulations used in plant SER 
input by 8O0B15 

B IRKEL, R A Licensing Stanch 1 80/00/07 2pp 


F Security, medical, emergency 4 fire protection plans 


8000050102 Requests all applicants for CPs 4 OLs submit info re 
proposed nuclear power plant vicinity evacuation estimates 
Info requested by 000001 for NRC to Identify evacuation 
cons tra in ts, spec ia 1 planning measures 4 possible mods 
EISENHUT, 0 0 Division of Licensing 80/07/02 lp 


800B190152 Forwards Revision 8 to modified amended security plan Plan 
withheld (ref 10CFR2 7901 

PARKER, U 0 Duke Power Co 00/00/12 lp 
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DOCKETED ITEMS 


G Adjudicatory ton pspondmcs 


8008050084 Order denying Carolina Errs iTcn Study Group B00530 mo 1 1 on to 
terminate stay of ASL3 790418 initial decision Group failed 
to meet stds set rorth tor reopening records in licensing 
proc ceding s 

LAZO, R M Atomic Safety and Licensing Board Panel 80/Q7/29 4pp 


B0080B036? Petition Foi hearing in C her 1 o t te, NC re containment bldg 
Certificate of S>c end 

DYKES, V D Affiliation Unknown 30/07/29 Opp 


800B06Q011 Motion foi 1 ow pouer OL author! ling fuel load i ng . ini 1 1 »l 
criticality, lero poupr physic* testing r low-power testing 
Applican* complied t> will comply u/N JRtG-0694. Pa ges 10-20 
Certificate of Sue end 

MCOARRY, J M . POUTER. W L Consumers Power Co I1CGARRY, T M 
Debevoise 1 Liberman 80/00/01 fcpp 


800B2E0170 Forwards NUREG-0611, "Generic Evaluation of Feedwater 
Transients K Small lireak LOCAs in West mghouie 
Designed Operating Plants, " l othei related repts IV/o ends 
KETCHEN. E G Hearing Branch 4 80/08/20 lp 


30QB26O1B0 Response Hi opposition to t J 8 Dykes 800729 I tr if viewed as 
late petition to intervene Does not object to request re 
appearance as representative of Greenville League of Women 
Voters, if hearing reopened Certificate of Svc Phi 1 
MCGARRY, J M , PORTER. W L Consumers Power Co HCGARRY. J II 
Debevoise tj Liberman E0/08/22 4pp 


K Utility Final Safety Analysis Report IFSAfl > !< amends 


600821035/ Forwards Amend 65 tn 01 application Updates DL application 
w/Revi » l on 40 lo F5AR K Revision 3 to Rep t 11D3/PEC-77-1. 

"Eval pat ton of Fffeds of Postulated Pipe Failures Outside 
Containment for ttcGune Nuclear Station 
PARKER, W 0 Puke Power Co 00/CB/IB 2pp 


— 3003210362 Revision 40 to FEAR. cons t i tutlng Amend 65 to OL application 
Dverslie drawings enr 1 
■* Cuke Power Co 80703/10 200pp 


— 0000210364 "Evaluation of Effects of Postulated Pipe Failure* Outside 
Containment tor Facility " O/ersiie drawings end 
* Duke Power Co MD5/PD3 -7 7- 1 R3 77/03/02 IGOpp 


0 Inspection ropoits, If Bulletins £ correspondence 


BQ0807Q567 Foruioids IE Cittulai B-O-17. Fuel Pin Damage Due to Water 
Jet Frpm Baffle Plate Corner No written response required 
D'REILLY. J P Region 2, Atlanta. Office of the Director 80/07/23 
Ip 


8008 1 10111 Act receipt of IF Insp Rept 50-369/80-12 on 800609-12 Mo 
proprietary into 

PARKER, II 0 Duke Power Co 80/07/25 lp 


-BOOR! 101 i 4 Forwards IE Insp Rep t 50-369/90-12 on 800609-12 No 
noncompliance noted 

STOHR. J P Region 2. Atlanta, Fuel Facility & Materials Safety 
Branch CD/07/07 2pp 


— 8008110119 IE Insp Rept 50-369/80-12 on 800609-12 No noncompllance 
noted Major areas Inspected waste discharge procedures, 
calibr of tank veil, procedures for shipment of radioactive 
mat)* £ So l Idi Fical i on of waste 

TROUP. G L Region 2, Atlanta. Office of the Director STOHR. J P 
Region 2. Atlanta. Fuel facility K Materials Safety Branch 
BO/O7/0S 6pp 


8008130073 Responds to IE Bulletin 90-16. "Potential Misapplication of 
Rosemount, Inc Models 1151 V 1152 Pressure Transmitter* W/ 

Either A ot D Output Codes “ Transmitters not is use nor 

planned for use at facility 

PARKER. II 0 Duke Power Co 00/07/25 lp 


BQD826D175 Forwards IF Sup pi 1 to IE Info Notice 00-06, "Notification 
of Significant Events at Dperating Power Reactor 
Fac i t i ties " 

O'REILLY, J P Region 2, Atlanta. Office of the Director 80/07/29 

ip 


800814058/ Foiwards Ik Bulletin 80-20. 'Failures of Wes t inghouse Type 
W-2 Sprinij Return to Neutral Control twitches ' Requests 
info re estimate of manpower associated u/corrective 
actions needed aftei identifying problem 

Q ’REILLY. V P Region 2 Atlanta flfm r of the Director 80/07/31 
Ip 


800B180102 Forwards IE Bulletin 80-19, 'Failures of Mercury-Wetted 
Matrii Relays in Reactor Protective Sys of Operating Nuclear 
Poster Plants Designed by Combustion Engineering " Action 
requiied by facilities u/OLs or CPs 

O'REILLY, J P Region 2. Atlanta, Office of the Director 80/07/31 
lp 


0008140371 Ack receipt of IE Insp Rept 50-369/00-19 on 800616-20 Mo 
proprietary info 

PARKER, II 0 Duke Power Co 80/00/01 lp 


— 0008140372 Forward* IE Insp Rept 50-369/80-19 on 800616-20 No 
noncompllance noted 

STOHR, J P Region 2, Atlanta. Fuel Facility 6 Materials Safety 
Branch 80/07/14 2pp 


0000140373 IE Insp Rept 50-369/80-19 on 000616-20 No noncompliance 
noted Major areas inspected coordination w/offsits support 
agencies 

ANDREWS, 0 L Region 2, Atlanta, Fuel Facility «t Materials Safety 
Branch JENKINS, 0 R Region 2, Atlanta. Office of the Director 
00/07/07 Spp 


8009280537 Ack receipt of B00710 1 17 ltrs informing NRC of steps taken 
to correct deviation noted in IE Insp Repts 50-369/80-11 it 
50-370/80-07 

MURPHY, C E Region 2, Atlanta. Reactor Construction tt Engineering 
Support Branch 80/00/01 Ip 


■0008200537 Revised response to deviation noted in IE Insp Repts 
50-369/80-11 & 50-370/80-07 Corrective actions will provide 
supervision of alarm check valves it will install test pipe 
PARKER, W 0 Duke Power Co 80/07/17 Spp 


•B00B2B0541 Responds to NRC 800617 1 tr re deviation noted in IE Insp 
Rept* 50-369/90- 1 1 6 50-370/80-07 Corrective actions 
sprinkler heads installed in upright position will be 
replaced prior to 600901 

PARKER, tl 0 Duke Power Co 80/07/10 4pp 


— 0008280543 Forwards IE Insp Repts 50-369/80-11 tt 50-370/80-07 on 
800527-30 6, notice of deviation 

MJRPHY. C E Region 2, Atlanta, Reactor Construction tt Engineering 
Support Branch 60/06/17 2pp 


•8000200545 Notice uf deviation from insp on 000527-30 

» Region 2, Atlanta. Office of the Director 00/06/16 lp 


•9009280547 IE Insp Rept* 30-369/00-11 S 50-370/80-07 on 800527-30 
Deviation noted fire sprinkler sys failed to meet criteria 
of Natl Fire Protection Association Stds NPFA-13 or NPFA-15 
MILLER. N H Region 2. Atlanta, Office of the Director, 

CONLOH. T E Region 2. Atlanta, Reactor Construction t< Engineering 

Support Branch 00/06/16 ltpp 


8006100182 Responds to IE Bulletin 79-03A, "Longitudinal Weld Defects 
in ASME SA-312,Type 304 Stainless Steel Pipe " Fusion 
welded pipe not used In safety-related sys at greater than 
85X of code allowable pressure stress 
PARKER, W 0 Duke Power Co 80/08/05 lp 


8000100601 Ack receipt of IE Insp Rept 50-369/80-17 on 800624-27 No 
proprietary info 

PARKER, W D Duke Power Co BO/OB/OS lp 


— 0008180609 Forwards IE Insp Rept 50-369/80-17 on 800624-27 No 
noncomp 1 lance noted 

STOHR, J P Region 2. Atlanta, Fuel Facility it Materials Safety 
Branch 80/07/16 2pp 


— 8008100612 IE Insp Rept 50-369/00-17 on 800624-27 No noncompllance 
noted Major areas Inspected OC b confirmatory measurements 
STOHR, J P Region 2, Atlanta. Fuel Facility it Materials Safety 
Branch MONTGOMERY. D M Region 2. Atlanta, Office of the 
Director 80/07/16 7pp 


8008150492 Forwards IE Info Notice 00-29, "Broken Studs on Terry 
Turbine Steam Inlet Flange " No specific action or response 
requested 

O'REILLY, JP Region 2, Atlanta. Office of the Director 80/08/07 

»P 


0008270667 Forwards IE Info Notice 00-24, "Low Level Radwaste Burial 
Criteria 1 No written response required JH Snieiek 800530 
memo enc 1 

O'REILLY. J P Region 2. Atlanta, Office of the Director 80/08/14, 

Ip 



DOCKETED ITEMS 


207 


8 Reportable occurrences. LERs 4 t lelated correspondence 


8000130595 Deficiency rept re defective coll leads on Valcor solenoid 
valves Model V7Q900-2 1 -3 Vendor insp revealed one valve 
failed by magnet wire shorting solenoid housing Second valve 
start wire lead joint touching windings Valves replaced 
PARKER. W Q Duke Power Co 80/08/07 2pp 


BOQB1S0317 Significant ropt SD 369/80-11 re valve operator orientation 
Review of ASME Code Class 1.2 4 3 h util Class F valve power 
operator orientations revealed several valves erected 
outside design tolerances Stds being revised 
PARKER. W 0 Duke Power Co 00/00/11 2pp 


000036053*? Sup pi to Sign if leant Deficiency Repts SD 369/60-07 4 
370/60-06 re inadequate min flow through centifugal charging 
pumps Meetinghouse evaluated impact of operating procedure 
mods Interim Mod II implemented for corrective action 
PARKER. W Q Duke Power Ca 00/00/12 2pp 


8000260375 Deficiency rept SD 369/00-13 re mechanical shock arrestors 
damaged during installation Arrestors have been functionally 
checked Damaged arrestors have been replaced Insp procedures 
revised to require functional check 
PARKER. W Q Duke Power Co 00/00/10 2pp 


DOCKET 30-370 WILLIAM D MCGUIRE NUCLEAR STATION, UNIT 2 


A Ap p 1 1 c a t i on/cons true fc Ion stage documents & correspondence 


0000060024 Forwards FR notice re 800714-17 regional meetings to address 
portion of Commission 800523 memorandum 4 order describing 
requirements of environ qualification of electrical 
equipment installed in safety sys 

EISENHUT, D 0 Division of Licensing 00/06/30 lp 


•8000060189 Notice of 800714-17 regional meetings to address portion of 
■Commission 000523 memorandum 4 order describing requirements 
of environ qualification of electrical equipment installed 
in safety sys Bvc lists end 

EISENHUT, DG Division of Licensing 80/06/27 117pp 


8008000010 Requests that all applicants for OLs and CP holders provide 
up-to-date completion schedules 4 fuel load target dates so 
that NRC may establish licensing priorities Forwards list 
of target schedules for plants to be completed within 3 grs 
E l SENKUT. D 0 Division of Licensing 00/07/11 tOpp 


B0080102 10 Discussei current position on need 4t requirement for steam 
generator mods Westlnghouse committed to program to 
determine particular susceptibility of Row 1 tubes bo 
cracking Results expected in Dct 1980 
YOUNGBLOOD, B J Licensing Branch 1 80/07/16 4pp 


8000000409 Forwards request for addl Info re radwaste mgt sys t< process 
control program Comments re radiological effluent Tech Specs 
& Offsite Dose Calculation Manual one 1 Applicant should 
revise manual 

KREOER.W E Assistant Director for Radiation Protection 00/07/24 
4pp 


6008060368 Submit* info re target dates for fuel loading in response to 
800711 ltr McGuire 2 scheduled for Jun 1982. Catawba 1 
scheduled for Aug 1983 4. Catawba 2 scheduled for Feb 1985 
PARKER. W D Duke Power Co B0/07/2S lp 


6008050273 Forwards compilation of projected loads, capac i ties 4> 
reier ves , r ef lec t ing long-term forecast for 1903-1991 Results 
indicate reserve levels in 17-257. range 
BLACKMON, D B Duke Power Co 80/07/29 3pp 


80Q80B0089 Requests nonproprietary version of “Process Control Program 
for CN81 Mobile Solidification Units Using Dow Process 1 ' by 
800B1S in order to complete review before licensing 
TEDEBCQ.R L Assistant Director far Licensing 00/07/31 3pp 


0000000093 Requests confirmation that in-core thermocouple readout has 
capability for complete mapping printout within six minutes 
$< readout 4. printout capability above 700 F 

TEDEBCD, R L Assistant Director for Licensing 00/07/31 3pp 


B008190060 Submits interim criteria for shift staffing to all QL 4, CP 
licensees It app 1 icants, per NRC 000907 itr Discusses 
administrative provisions for emergency 4. overtime work 
Development 8< Implementation to be reviewed within 90 days 
EISENHUT, D, 0 Division of Licensing 00/07/31. IQpp 


8008120110 Sum-nary of 600625-27 meeting w/util in Charlotte. NC re mgt 
review or util corporate 4, plant oigannations “Criteria 
for Util Mgt 4 Technical Competence, 1 used as guidelines for 
evaluation List of attendees 4, agenda enc l 

CROCKER, L P , HE IT, C A Licensee Qualifications Branch 00/00/04 

6pp 


0000120123 Summary of 000730 meeting j/util in Oethesda.MD re NRC human 
factors engineering design review of plant control room 
(TMI Item I 0 l) Attendance list enc 1 
BIRKEL.R Licensing Blanch l 80/03/04 5pp 


0000270197 Forwards request tor addl info re cladding, swelling 4 
rupture models for l OCA analyses to complete review of 
application for OL Requests info by 800815 

TEDESCD.R L Assistant Director for Licensing 00/00/05 4pp 


8000120191 Forwards updated responses to TMI concerns transmitted to 
NRC on 600523 A updated in util 600716 ltr Fuel loading for 
Unit 1 is currently scheduled for Sept I960 
PARKER. U 0 Duke Power Co 00/08/06 34pp 


8006270132 Forwards review status for TMI 4 nott-THl items U advises 
that no scheduled input has been received Suggests 
rescheduling for issuance of fuel load supplementary SER 
from 000901 to 601001 due to severe manpower restraints 
BIRKEL.R A Licensing Branch 1 00/08/06 5pp 


0009100513 Forwards response to hydrologic engineering questions re 
Executive Order 1 1988, f 1 ootip la in mgt 
PARKER, U 0 Duke Power Co 00/09/11 4pp 


— 0008180521 "Technique for Estimating Heights Reached by 100-Yr Flood on 
Unregul ated, Nont I dal Streams In NC 11 Two overslie drawings 
available in Central Files only 

COBLE. R W Inter lor, Dep t of. Geological Survey 79-69 79/07/3! 

IQpp 


80081 903B4 Responds to NRC 000310 ltr requesting Info re auxiliary 
feedwater sys Sys has been reviewed 4 found to meet 
requirements of SRP lO 4 9 4. Branch Technical Position 
ASD-10-t Two repts enc 1 

PARKER, W O Duke Power Co 00/08/13 2pp 


— 0008190395 "Basis for Auxiliary Feedwater Sys Flow Requirements 
Response to Enel 2 of NRC SC0310 ltr 
a Duke Power Co 00/06/31 I4pp 


0008210493 Responds to NRC 791015 4 800215 ltrs re comparison of 
qua 1 if icat 1 on of Class IE equipment Nonproprietary response 
fj affidavit end Proprietary version withheld (ref 
10CFR2 790) 

PARKER, U 0 Duke Power Co 80/09/13 72p p 

8008280067 Notification of 900B28 meeting w/util In Bethesda,MO to 
discuss standby shutdown facility 
61RKEL.R A Licensing Branch 2 BO/08/14 4pp 


8008210407 Forwards response to human factor control room review, 
detailed in 800730 meeting Acceptable resolutions found for 
each item identified by NRC review team 
PARKER, W O Duke Power Co 00/06/15 tBpp 


8008260237 Urges that action be taken to provide responses to several 
requests foi addl info, including augmented low power staitup 
test program NRC schedule for completion of review of low 
power testing based on receipt of info by 000903 
YOUNGBLOOD. 0 J Licensing Branch 1 60/08/20 3pp 


BOO025O871 Forwards response to NRC 80072? questions re radwaste mgt 
sys, offsite dose calculation manual 4 proprietary 4 
nonp r epr i e ta ry versions of process control program for CNSI 
mobile solidification units using Dow process 
PARKER. W Q Duke Power Co 0O/C8/22 l?pp 


— 9008250B7S “Offsite Dose Calculation Manual,” Revision i 
a Duke Power Co 00/08/21 Slpp 


— 0009250876 "Process Control Progiam for CNSI Mobile Solidification 
Units Using Dow Process " Proprietarg version withheld 
(ref 10CFR2 790> 

•* Duke Power Co 80/08/22 34pp 


E NRC Safety Evaluation Report (SER), suppls 4 con esp ondence 


0008180668 Requests lists of rules ft regulations used in plant SER 
input by 0OOB15 

BIRKEL.R A Licensing Branch 1 BD/09/07 2pp 
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F Security, medical, emergency *■ fire protection plans 


0008050102 Requests all applicants for CPs Si OLs submit info re 
proposed nuclear power plant vicinity evacuation estimates 
Info requested by 000801 for NRC to identify evacuation 
constra lots, spec ial planning measures t possible mods 
EISENHUT. D 0 Division of Licensing 80/07/0? Ip 


900B190152 Forwards Revision 8 to modified amended security plan Plan 
withheld < ref 10CFR2 790) 

PARKER. W D Duke Power Co 80/08/12 lp 


0 Adjudicatory correspondence 


0008050084 Ordsr denying Carolina Environ Study Group 800930 motion to 
terminate stay of ASL8 790418 initial decision Group failed 
to meet stds set forth for reopening records in licensing 
proceed mgs 

LAZO.ft M Atomic Safety and Licensing Board Panel 00/07/29 4pp 


800B060011 Motion for low power OL authoriiing fuel 1 oad i ng. ini tial 
criticality, rero power physics testing It low-power testing 
Applicant complied & will comply w/NUflEG-0694, Pay es 10-20 
Certificate of Svc end 

KCQARRY. J K . PORTER. M L Consumers Power Co KGGARRY. T M 
Debevoise it Liberman 8O/0B/O1 6pp 


8000220)70 Forwards NUREG-0611, "Generic Evaluation of Feedwater 
Transients it Small Break LQCAs in Wes 1 1 nghou se 
Designed Operating Plants." 6 other related repts W/o ends 
KETCHEN, E 0 Hearing Branch 4 BO/OB/20 lp 


HQOB26O10O Response in opposition to VS Dykes 800729 Itr if viewed as 
late petition to intervene Does not object to request re 
appearance as representative of Greenville League of Uomen 
Voters, if hearing reopened Certificate of Bvc enc 1 
KC CARRY. J M . PORTER, W L Consumers Power Co MC GARRY. J M 
Debevoise & Liberman, B0/08/22 4pp 


K Utility Final Safety Analysis Report (FSAR) L amends 


BOO021O357 Forwards Amend 63 to OL application Updates OL application 
u/Reviiion 4 Q to FSAR 8. Revision 3 to Rept liDS/PDO-77- 1. 

“Evaluation of Effectt of Postulated Pipe Failures Outside 
Containment for McGuire Nuclear Station “ 

PARKER. « a Duke Power Co 80/00/ 18 2pp 


--8009210362 Revision 40 to F8AR, c ans t i tuti ng Amend 69 to GL application 
Overslie drawings end 
* Duke Power Co 30/08/11) 200pp 


— 0009210364 "Evaluation of Effects of Postulated Pipe Failures Outside 
Containment for Facility " Overslie drawings end 
* Duke Power Co MD5/PD0-77-1 R3 77/05/02 !60pp 


Inspection reports. IE Bulletins ic correspondence 


B070567 Forwards IE Circular 80-17. "Fuel Pin Damage Due to Hater 
et From Baffle Plate Corner '* No written response required 
I 'RE ILLY. J P Region 2, Atlanta, Office of the Director 80/07/23 
P 


0B260137 Forwards IE Bulletin 80-10. "Maint of Adequate Min Flow 
Through Centrifugal Charging Pumps Following Secondary Side 
High Energy Line Rupture " No action required 

O'REILLY. JP Region 2, Atlanta, Office of the Director 80/07/24 
If 


80 OB 130093 Responds to IE Bulletin BO-16, "Potential Misapplication of 
Ras mount. Inc Models 1151 L 1152 Pressure Transmitters H/ 

Either A or D Output Codes “ Transmitters not is use nor 
ilanned for use at facility 
ARKER.W 0 Duke Power Co 80/07/25 lp 


Jt 10134 Ack receipt of B00625 Itr informing NRC of steps taken to 
irrect violations noted in IE Insp Rept 50-370/00-03 
JRPHY.C E Region 2, Atlanta. Reactor Construction S< Engineering 
jpport Branch 60/07/28 lp 


'8110137 Responds to NRC 900605 Itr re violations noted in IE Insp 
»pt 50-370/80-03 Corrective actions procedures revised to 
isure adequate measures taken re foreign matl cleaned from 
iller matl 

IRKER.W 0 Duke Power Co 80/06/25 Hpp 


—8000110141 Forwardi IE Insp Rept 50-370/80-03 on G00507-09 L notice of 
violation 

MURPHY. C E Region 2. Atlanta. Reactor Construction fc Engineering 
Support Branch 90/06/05 2pp 


— B0081 10145 Notice of violation from insp on 800507-09 

* Region 2. Atlanta. Office of the Director 80/05/23 lp 


—0008110149 IE Insp Rept 50-370/00-03 on 800507-09 Noncomp 1 ianee 
noted substantial quantity of paint-coded filler metal t< 
tungsten inert gas wire. showed overspray & paint spatter. 
gCQHOMOB. N , ZAUAC.L D Region 2, Atlanta. Office of the Director. 

HERDT. A R Region 2. Atlanta. Reactor Construction S. Engineering 
Support Branch 80/05/23 6pp 


8008140SB7 Forwards 2E Bulletin 80-20. "Failures of Westinghouee Type 
W-2 Spring Return to Neutral Contra) Switches " Requests 
info re estimate of manpower associated u/corrtctive 
actions needed after identifying problem 

O'REILLY, J P Region 2. Atlanta, Office of th» Director 00/07/31 
tp 


BOO01BOIO2 Forwards IE Bullstin 80-19. "Failurs* of Mercury-Wetted 
Matrix Relays in Reactor Protective Bys of Operating Nuclear 
Power Plants Designed by Combuetion Engineering “ Action 
required by facilities u/OLs or CPs 

□ 'REILLY, J P Region 2. Atlanta, Office of the Director. 00/07/31 

lp 


BOO028O537 Ack receipt of 800710 {. 17 Itrs informing NRC of steps taken 
to correct deviation noted in IE InfP Repts 50-369/80-li St 
50-370/80-07 

MURPHY.C E Region 2, Atlanta, Reactor Construction 5. Engineering 
Support Branch 80/08/01 lp 


— BO03280539 Revised response to deviation noted in IE Insp Repts 
50-369/B0-11 St 50-370/80-07. Correc tive actions will provide 
supervision of alarm check valvee St will install test pipe 
PARKER, W 0 Duke Power Co 80/07/17 2pp 


— BQ0B2B0541 Responds to NRC 800617 Itr re deviation noted in IE Insp 
Repts 50-369/00-11 S' 50-370/00-07 Corrective actions 
sprinkler heads installed in upright position will be 
replaced prior to 800901 

PARKER, W 0 Duke Power Co 80/07/10 4pp 


— 8000200543 Forwards IE Insp Repts 50-369/00-11 S, 90-370/80-07 on 
000527-30 St notice of deviation 

MURPHY.C E Region 2. Atlanta. Reactor Conetruction St Engineering 
Support Branch, 60/06/17 2pp 


— B0092S0545 Notice of deviation from insp on B00527-30 

a Region 2. Atlanta, Office of tha Director 00/06/16 lp 


—0009280547 IE Insp Repts 50-369/80-li St 50-370/00-07 on 800527-30 
Deviation noted. fire sprinkler syt failed to meet criteria 
of Natl Fire Protection Association Stds NPFA-13 or NPFA-15 
MILLER, W H Region 2, Atlanta, Office of the Director. 

C0NLON.T E Region 2. Atlanta, Reactor Conetruction h Engineering 

Support Branch 00/06/16 ltpp 


8000100182 Responds to IE Bulletin 79-03A, "Longitudinal Ueld Defects 
In A8ME 9A-312. Type 304 Stainless Steel Pipe " Fusion 
welded pipe not used in saf ety-related sys at greater than 
05’K of code allowable pressure stress 
PARKER, W 0 Duke Power Co. 80/00/05 Ip 


3000150492 Forwerds IE Info Notice S0-29 r "Broken Studs on Tarry 
Turbine Steam Inlet Flange " No specific action or response 
reques ted 

D 'REILLY, J P Region 2, Atlanta, Office of the Director BO/O0/O7 

lp 


0008220120 Forwards IE Insp Rept 50-370/80-11 on 000707-09 No 
noncampl iasice noted 

STCHR.J P Region 2, Atlanta. Fuel Facility i< Materials Safety 
Branch. 00/08/07 2pp 


—6008220127 IE Insp Rept 50-370/00-11 on B00707-09 No noncompliance 
noted Major areas inspected pr (opera t i one 1 environ 
moni tortng, const waste mgt, wastewater treatment sys, site 
erosion control S< review of environ protection plan 
CUNNINGHAM. A L Region 2, Atlanta, Dffics of tha Dinctor 
JENKINS, Q R Region 2, Atlanta. Fuel Facility St Materials Safety 
Branch 80/09/07 3pp 

B0GB270689 Forwards IE Info Notice SO-24, "Low Level Radwaste Burial 
Criteria '■ No written response required JH Snitiek 800530 
memo end 

O'REILLY. J P Region 2. Atlanta. Office of the Director SO/OB/14, 
ip, 
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8 Reportable occurrences, LER* 4 related corres pondenca 


6000 1 10307 Significant Deficiency Rept BD-370/00-07 re Duke Clast E 
valve erroneously assigned to application requiring Duke 
Class B valve Cause not stated Qualified Duka Class B valve 
Install ed 

PARKER, W Q Duke Power Co 00/00/04 2pp 


8008130395 Deficiency rept re defective coil leads on Valcor solenoid 
valves Model V70900-21-3 Vendor insp revealed one valve 
failed by magnet wire shorting solenoid housing Second valve 
start wire lead joint touching windings Valves replaced 
PARKER, W 0 Duke Power Co 0O/OB/O7 2pp 


0008260539 Buppl to Significant Deficiency Rept* 8D 369/00-07 S, 
370/80-06 re inadequate min flow through centifugal charging 
pumps Meitinghouse evaluated Impact of operating procedure 
nodi Interim Mod II implemented for corrective action 
PARKER, W 0 Duke Power Co 80/00/12 2pp 


DOCKET 50-371 TECHNICAL UNIV OF MUNICH RESEARCH REACTOR 


C Utility Environmental Report IER), amends \ correspondence 


8008270438 Forward* 000708 Itr requesting amend fee for B00625 amend 
request to License 6NM-368 Request* remittance within 15 
day* from date of ltr 

WEIB8, D Licensa Fea Management Branch 80/03/07 tp 


DOCKET 50-373 LASALLE COUNTY STATION, UNIT 1 


A. App 1 i cat l on /cons true t i on stage documents & correspondence 


0009060024 Forwards FR notice re 000714-17 regional meetings to address 
portion of Commission 500523 memorandum & order describing 
requirements of environ qualification of electrical 
equipment installed in safety »y* 

EIBENHUT^D O Division of Licensing 00/06/30 lp 


— 00000601 B9 Notice of 000714-17 regional meetings to address portion of 
Commission 000523 memorandum & OTder describing requirements 
of environ qualification of electrical equipment installed 
In safety sys, Bvc lists end 

EISENHUTjD 0 Division of Licensing 80/06/27 117pp 


8000060010 Requests that all applicants for OLs and CP holders provide 
up-to-date completion schedules Si fuel load target dates so 
that NRC may establish licensing priorities Forwards list 
of target schedules for plant* to be completed within 3 yrs 
EI8ENHUT, D 0 Division of Licensing 00/07/11 10pp 


0008110130 Notification of 800806-07 meeting w/GE owners group, LaBal Is 
V Zimmer owners group representatives & GE in Dethesda,MD 
for briefing on basis for symptom-oriented guidelines Si 
applicability in evaluating event procedures 

BIEOEL, B, L Procedures Si Test Review Branch 00/07/28 2pp. 


8003150060 Bubmlti interim criteria for shift staffing to all OL Si CP 
licensee* S> app 1 icants, per NRC 800507 ltr Discusses 
administrative provision* for emergency Si overtime work 
Development S implementation to be reviewed within 90 days 
EI&ENHUT, D 0. Division of Licensing 80/07/31 tOpp 


9000120526 Comments on NURE0-0S77 re reactor coolant pumps, reac tor 
vessel si preesur 1 ler Si steam generators EPRt comments on 
proposed Implementation plan endorsed, 

NAUOHTON. H F Commonwealth Edison Co 00/08/01 2pp 


0000090225 Forward* current statu* of re-evaluation of equipment 
qualification for seismic St hydrodynamic loads, in response 
to NRC 900223 request for SORT info N3S0 equipment 
qualification status summary end 

DEL0E0R0E, L. 0 Commonwealth Edison Co 00/00/04 6pp 


—0000080230 "LaSalle County Nuclear Station 1 i, 2,N8BS Equipment List 
for Quallf ication, NRC - BQRT Audit " 

* Sargent Sc Lundy, Inc 00/07/25 94pp 


— 0008080231 "LaSalle County Nuclear Station 1 S, 2, NSS9 Equipment 
dual 1 f l cat Ion Interim Progress Rept on Phase 2 Work " 

• Sargent S< Lundy, Inc 00/09/Oi 93pp 


— 9008080234 "LaSalle County 1 SORT Test Plan," Revision 1 
* Sargent i, Lundy, Inc 00/05/12 42pp 


— 6000000238 "LaSalle County Nuclear Station NRC - SORT Forms , Da 1 anc e of 
Plant Equipment " 

* Sargent 6 Lundy, Inc 80/08/04 600pp 


0000200448 Notification of 000020 meeting w/BWR Licensing Review Group 
In Bethesda,MD to discuss concensus positions on Mechanical 
Engineering Branch S. Matls Engineering Branch open issues 
WILSON, JN Licensing Branch 1 80/08/04 ip 


—8008200459 Notification of 800327 meeting u/BUR Licensing Review Group 
in Be thesda, HD to discuss concensus positions on TM! issues 
WILSON, J N Licensing Branch 1 00/00/04 lp 


— 0000200460 Notification of B00821 meeting w/BWR Licensing Review Group 
in Bethesda,MO to discuss concensus positions of review 
group on Plant Sys Branch 4 Containment Sys Branch open 
is sues 

WILSON, J N Licensing Branch 1 90/00/04 lp 


--8003200479 Notification of 800819 meeting w/BWR Licensing Review Group 
in Bethesda.MD to discuss concensus positions on 
Instrumentation & Control Sys Branch open issues 
WILSON, J N Licensing Branch 1 00/00/04 9pp 


6008120230 Advises of NRC acceptance of Revisions 11-13 to CE-l-A, 
"Comm Ed GA Program for Nuclear Generating Stations “ 

Revisions concern general organ! lational 6 programmatic 
changes 

HAA8S, W P Duality Assurance Branch 00/09/07 lp 


BQ0B2SO471 Forwards CE-l-A, QA program for nuclear generating stations. 
Revision 13 

NAUGHTON, W F Commonwealth Edison Co 00/09/13 lp 


— 8008250408 QA program for nuclear generating » tat i ons, Revi s ion 13 
* Commonwealth Edison Co CE-l-A R13 0O/C8/O4 143pp 


8008190451 Submits const completion schedules, in response to NRC B00711 
request Dates shown were reported to NRC In 800630 ltr 
ABEL, J 8 Commonwealth Edison Co BO/08/14 2pp 


8008270211 Immediate action ltr re 800313 discussion between Shewski 6 
NRC about small bore piping design it const activities Const 
it design activities involving hangers t< restraints will not 
be resumed until NRC reviews actions 

KEPPLER.JO Region 3, Chicago, Office of the Director 80/QB/14 

2pp 


E NRC Safety Evaluation Report (SER), suppls 6 correspondence 


0008260010 Forwards Mails Engineering Branch 5ER input on preservice 
insp program Input discusses current status of review 
PAUL ICKt, 8 S Materials Engineering Branch BO/09/IB 6pp 


F Security, medical, emergency tt fire protection plans 

0000050102 Requests all applicants for CPs ti OLs submit info re 
proposed nuclear power plant vicinity evacuation estimates 
Info requested by B00801 for NRC to Identify evacuation 
cons traints, spec ial planning measures 6 possible mods 
EI8ENHWT, D 0 Division of Licensing BO/07/Q2 lp 


00001 20432 Advises of inability to submit security plan revisions until 
000811 Overall program review schedule will not be affected 
PEOPLES. D L Commonwealth Edison Co 90/07/31 lp 


0008050140 Forwards corrigendum 6 errata changes for safeguards 
contingency plan*, App C Enc 1 $ withheld <ref 10CFR2 790) 
PEOPLES, D L Commonwealth Edison Co 80/08/01 lp 


8008060337 Responds to NRC 800702 request for info re evacuation time 
estimates LaSalle County Station inf 0 , submi tted in util 
000311 ltr, also provides guidance for Byron 4, Draidwood 
Qualitative evaluation will be submitted by 800901 
PEOPLES, D L Commonwealth Edison Co 00/09/01 2pp 


8008140189 Forwards security plan revision (App B) re guard training 
qualification plan Plan withheld (ref 10CFR2 790) 

ABEL, J 9 Commonwealth Edison Co 80/09/11 lp 


8009270699 Notification of 000919,20 5 22 workshops in Valley Forge, PA, 
Chicago, IL 4- Atlanta, GA, respect ive ly, to solicit public 
comment re NUHEG-0696. "Functional Criteria for Emergency 
Response Facilities " 

KEPPLER, J G Region 3, Chicago, Office of the Director BO/OB/li 
2pp. 
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H Genera! cor re spon-d ence 


8QQ8130D1B Requests placement or PP bteptoe on sec list, in lieu of RE 
Powell Certificate or S.c pnc 1 

STEPTOE.P P isham. Lincoln t Reale 80/08/01 3pp 

8006270533 Advises that JS Abel has replaced DL Peoples as util 
dlrectoi of nuclear licensing Organ 1 1 a 1 1 oil reporting to 
director remains unchanged 

REED. C Commonwealth Edison Co 80/08/13 lp 


P Operating license stage documents i corn e spend enc e 


8008050082 Confirms 800724 telcon re meeting w/aperating BUR licensees 
t forwards sample Itr of notification 

HEISHKAN. R F Region 3, Chicago. Reactoi Operations Muclear Support 
Branch 80/07/24 Ip 


— 9008050053 Confirms 800/2*1 tel con notification of 800730-31 meeting u/ 
operating 9UR licensees in Olen Ellyn. 1L to discuss as— built 
scram discharge voS > piping Schedule end 

HE1SH11AN.R F Region 3. Chicago. Reactor Operation! Nuclear 
Support Branch 80/07/24 4pp 


8008180126 Forwards IE 
W-2 Spring Return to 
listed licensees for 
PAPPAS. H Region 3. 


Bulletin 30-20, 'Failures of Westinghouse Type 
Neutral Control Switches. " sent to 
action on 800731 

Chicago. Office of the Director 80/08/01 lp 


8008200076 Act receipt of 800729 ltr informing NRC of steps taken to 
correct violation noted in tE Insp fiept 50-373/80-24 
KEPPLEfl, J 0 Regipn 3, Chicago. Office of the Director 80/08/05 
lp 


— 6008200089 Forwards response to NflC B00717 ltr re violation noted in IE 
Insp Rept 50-373/80-24 Corrective actions const activities 
reviewed by startup cooTd i na toi , re view of turnover initiated 
6 meetings held w/const personnel 

PEOPLES. 0 L Commonwealth Edison Co 80/07/29 2pp 


8008140608 Ack receipt of 800729 ltr informing NRC of steps taken to 
correct violations noted in IE Insp Rept 50-373/80-16 
HEISHMAN.fl F Region 3. Chicago, Reactor Operations Nuclear Bupport 
Branch 80/08/06 lp 


— 800B140610 Responds to NRC 800627 ltr re violations noted in IE Insp 
Rept 50-373/00-16 Corrective actions cover areas over 
reactor vessel thoroughly cleaned 

PEOPLES. 0 L Commonwea l th Edison Co 80/07/29 4pp 


Q Inspection repel ts. IE Bulletins i correspondence 


8008140359 Fciwards IE Insp Rept 50-373/80-16 on 800512-0616 ft notice 
of violation 

HEISiiNAM.R F Region 3. Chicago. Reactor Operations Nuclear Support 
Branch 80/06/27 2pp 


— 8008140360 Notice of violation Prom insp on 800512-0656 

a Region 3. Chicago. Office of the Director 80/06/27 lp 


— 8008140351 IE Insp Rept 50-373/80-16 on 800512-0616 None omp 1 lane e 
noted failure to comply w/lOCFRSO. App 0. Criteria 2 h 13 
WALKER. R D , MAURA, F A , 5PESSARD, R L Region 3, Chicago. Office 
of the Director 80/06/27 llpp 


BQOB06OC0O Forwards IE Bulletin 80-17. ‘Failure of 76 of lfl-5 Control 
Rods to Fully Insort During Scram at BWR ' No untten 
response required 

KEPPLER.J a Region 3, Chicago. Office of the Director 80/07/03 

IP 


8008210139 Forwards IE Insp Repts 50-373/80-27 «, 50-374/80-10 on 
800530,0604-05 4 16 No noncorip 1 l ance noted 

DAVIS, A E Region 3, Chicago, Fuel Facility t Matorlabs Safety 
Branch BQ/07/17 2pp 


— 9008210148 IE Insp Repts 50-373/80-27 1 50-374/93-50 on 800530,0604-05 
&. 16 No none omp 1 lance noted Major areas Inspected emergency 
planning ac t i vi ties, i nc 1 udirg conduct 4 observation of tests 
ft environ protection 

ESSIG.T U , 0E5TKANN, M U . BQYTEK, C Region 3. Chicago, Office of 
the Director 80/07/15 Bpp 


8008180242 Forwards IE Info Notice 80-29. "Broken Studs on Terry 
Turbine Steam Inlet Flange " No specific action or response 
requested 

KEPPLER.J 0 Region 3. Chicago, Office of the Director 80/08/07 

Ip 


V Operator Examinations 


8008110481 Forwards revised "Requat 1 f Ication Program for Licensed 
Operators, Senior Operators I* Senior Operators (Limited) " 
NAUOHTON, W F Commonwealth Edison Co BO/OB/Ol lp 


— 8008110489 "Requalification Program for Licensed Operator*. Senior 
Operators & Senior Operators (Limited)." revised 
UAUGHTON, W F Commonwealth Edison Co 80/08/01 10pp 


DOCKET 50-374 LASALLE COUNTY STATION, UNIT 2 


A App 1 1 ca t ion/cons true t ion stage documents L correspondence 


8008060024 Forwards FR notice re 800714-17 regional meetings to address 
portion of Commission SOOS23 memorandum ft order describing 
requirements of environ qualification of electrical 
equipment installed in safety sys 

EISEHHUT, D G Di vi si on o f L i C in> ing 80/06/30 lp 


— BQ080601B7 Notice of 800714-17 regional meetings to address portion of 
Commission 800523 memorandum Si order describing requirements 
of environ qualification of electrical equipment installed 
in safety sys Bvc lists end 

EISENHOT, D 0 Division of Licensing 80/06/27 117pp 


8008070127 Forwards 3uppl 1 to IE Bulletin 0O-J7. "Failure of 76 of 183 
Control Rods to Fully insert During Scram at BNR " No 
written response required 

KEPPLER. J 0 Region 3. Chicago, Office or the Director 80/07/10 
IP 


aooaoaooio Requests that alt applicants for OLs and CP holders provide 
up-to-date completion schedules It fuel load target dates so 
that NRC may establish licensing priorities Forward* list 
of target schedules for plants to be completed within 3 yrs 
EISENHUT, D 0 Division of Licensing 80/07/11 lOpp 


80QBQ7026B Forwaids Suppi 2 to IE Bulletin 00-17, “Failure of 76 of i85 
Control Rods to Fully Insert During Scram at SNR " 

Ho written i espouse required 

KEPPLER.J G Region 3, Chicago. Office of the Director 80/07/22 

2pp 


9008110130 Notification of 800806-07 meeting w/GE owners group, LaSalle 
6 Zimmer owners group representatives L GE in Bethesda, MD 
for briefing on basis for symptom-oriented guidelines h 
applicability in evaluating event procedures 
SIEGEL. 0 C Procedures 6 Test Review Branch 80/07/28 2pp 


8D0B1SD343 Forwards *uppl to IE Info Notice 80-06. "Notification of 
Slgniricant Events at Operating Power Reactor Facilities " 

No written i espouse required 

KEPPLER. ) 0 Region 3, Chicago. Office of the Director 80/07/29 
If 


B0081B0074 Forwards IE Bulletin 80-20, ‘Failures of Uestlnghouso Type 
W-2 Spring Return to Neutral Control Switches “ Action 
required 

EPPLER, i G Region 3. Chicago. Office or the Director 80/07/31 


3008150060 Submits interim criteria for shift staffing to all OL k CP 
licensees & app 1 icants, per NRC 800907 ltr Discusses 
administrative provisions for emergency & overtime work 
Development It implementation to be reviewed within 90 days 
EISENHUT. DO Division of Licensing 80/07/31 lOpp 


0008120526 Comments on NUREG-0577 re reactor coolant pump s. reac tor 
vps se Is. p rsssur i rer ft steam generators EPRI comments on 
proposed implementation plan endorsed 
NAUOHTON. W F Commonwealth Edison Co 80/00/01 2pp 


1200489 Foiwartfs IE Bulletin Bu-19, 'Failures of More ury-Wet tod 
itris Relays In Reactor Protective Sys or Operating Muclear 
tuer Plants Il»»6gn*d by Combustion Engineering " Action 
.quired by facilities w/OLs or CPs 

tPPLER . i 0 Region 3. Chicago, Office of the Director 80/07/31 
P 


8006080225 Forwards current status of re-evaluatlon of equipment 
qualification for seismic ft hydrodynamic loads, in response 
to NRC 800223 request for SORT info N6SS equipment 
qua 1 i f ic a t i or status summary end 

DELOEOROEiL 0 Commonwealth Edison Co 80/08/04 6pp 
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■BOOBO0O33O "LaSalle County Nuclear Station 1 K, 2, NSSS Equipment List 

♦ or Qualification, NRC - SORT Audit " 

* Sargent & Lundy, Inc 00/07/25 94pp 


--80C8080231 "LaSalle County Nuclear Station 1 4 2, NS3S Equi pmen t 
Qualification Interim Progress Ropt on Phase 2 Dork " 
a Sargent U Lundy, Inc 00/08/01 93pp 


— 0008000234 "LaSalle County 1 SORT Test Plan." Revision 1 
■* Sargent h Lundy, Inc 00/03/12 42p p 


— 8000080233 "LaSalle County Nuclear Station, NR C - SORT Forms, Balance of 
Plant Equipment " 

* Sargent It Lundy, Inc 00/00/04 60Opp 


9008200440 Notification of 800829 meeting w/BWR Licensing Review Qroup 
in Dethosda.MD to discuss concensus positions on Mechanical 
Engineering Branch & hatls Engineering Branch open issues 
WILSON. J N Licensing Branch 1 00/08/04 Ip 


— B00B2QQ459 Notification of 800827 meeting w/QWR Licensing Review Group 
in Bothesda.MD to discuss concensus positions on TMI issues 
WILSON, J N Licensing Branch 1 BO/08/04 ip 


•8008200468 Notification of 000021 maettng u>/BWR Licensing Review Oroup 
in Bethesda,MD to discuss concensus positions of review 
group on Plant Bys Branch &. Containment Sys Branch open 

1 SSUBS 

WILSON, J N Licensing Branch 1 80/08/04 lp 


— 0008200479 Notification of B00B19 meeting u/IHJR Licensing Review Oroup 
in Bathesda.MD to discuss concensus positions on 
Instrumentation & Control Sys Branch open Issues 
WILSON, J N Licensing Branch 1 00/08/04 9pp 


B008I20230 Advises of NRC acceptance of Revisions 11-13 to CE-i-A, 
"Comm Ed QA Program for Nuclear Generating Stations " 

Revisions concern general organizational i> programmatic 

change* 

HA ASS, W P Quality Assurance Branch 00/00/07 lp 


8008250471 Forwat ds CE-t-A, QA program for nuclear generating stations. 
Revision 13 

NAUOHTQN, W F Commonwealth Edison Co 80/09/13 Ip 


— 800S29048B QA program for nuclear generating stations, Revision 13 
» Commonwealth Edison Co CE-l-A R13 80/0B/04 143pp 


B00B190451 Submits const completion schedules, in response to NRC 000711 
request. Dates shown were reported to NRC in 800620 1 tr 
ABEL, J 6 Commonwealth Edison Co 90/08/14 2pp 


8008270211 Immediate action lfcr re 800813 discussion between Shewski It 
NRC about small bore piping design 6 const activities Coryst 
h design activities involving hangers & restraints wilt not 
h« resumed until NRC reviews actions 

KEPPLER, J 0 Region 3, Chicago, Office of t-he Director BO/08/14 

2pp 


E NRC Safety Evaluation Report (SERI, suppis 4 correspondence 


0008260018 Forwards Matls Engineering Branch 6ER input on preservice 
imp program Input discusses current status of review 
PAWLICKIiB B Materials Engineering Branch 80/08/IB 6pp 


F Security, medical, emergency 4 fire protection plans 


8008050102 Requests all applicants for CPs 6 OLs submit info re 
proposed nuclear power plant vicinity evacuation estimates 
Info requested by 800801 for NRC to identify evacuation 
cons t ra i nts, spec ia 1 planning measures 4 possible mods 
E I SEN HUT. D G Division of Licensing 00/07/02 ip 


8008120432 Advises of inability to submit security plan revisions until 
BOOB1 1 Overall program review schedule will not be affected 
PEOPLES. D L Commonwealth Edison Co B0/07/31 lp 


8008090140 Forwards corrigendum 4 errata changes for safeguards 
contingency plans, App C Ends withheld (ref 10CFR2 790) 
PEOPLES, D L Commonwealth Edison Co BO/08/01 lp 


8008060337 Respond* to NRC 000702 request for info re evacuation time 
estimates LaSalle County Station inf o, submi t ted in util 
800311 ltr.also provides guidance for Byron 4 Braidwood 
Qualitative evaluation will be submitted by 800901 
PEOPLES, D L Commonwealth Edison Co 00/08/01 2pp 


BO0814O18Q Forwards security plan revision 'App B) is guard training 
qualification plan Plan withheld iref 10CFR2 7901 
ABEL, J S Com-onwea 1 t h Canon id BO'OB/U lp 


8000270699 Notification ot 000819.20 1 ?? workshops in Valley Forge, PA, 
Chicago. 1L 4 At lari ta . GA, r e sp e c 1 1 ve 1 y . to solicit public 
comment re rUREQ-0696. "Functional Criteria for Emergency 
Response Facilities 11 

KEPPLER, J G Region 3, Chicago Office of the Director 60/03/11 
2pp 


H General cat respondent e 


0008130510 Requests placement or PP Steptoe on svc list, in lieu of RE 
Powell Certificate of SrC one 1 

STEPTOE. P P Isham, Lincoln A Beale 80/08/01 3pp 


8000270533 Advises that JS Abel has replaced IJL Peoples as util 
director of nuclear licensing Organi lat ion reporting to 
director remains unchanged 

REED.C Commonwealth Edison Co 80/00/13 lp 


(3 Inspection repoits, IF Bulletins i correspondence 


8008060500 Forwards IE Bulletin 00-17, "Failure or 76 of 185 Control 
Rods to Fully Insert During Scram at BUR " No written 
response required 

KEPPLER, 0 0 Region 3, Chicago. Office of the Director 80/07/03 
lp 


8008210139 Forwards IE Insp Repts 50-373/00-27 4 50-374/00-10 on 
800530.0604-05 4 16 Wo noncompliance noted 

DAVIS, A B Region 3, Chicago, Fuel Facility 4 Materials Safety 
Branch 00/07/17 2pp 


—8008210148 IE Insp Repts 50-3/3/80-27 4 50-3/4/80-10 on 000530,0604-05 
4 16 No noncompliance noted Major areas inspected emergency 
planning activities, including conduct 6 observation ef tests 
It environ protection 

E5SIG, T H , CESTI1AVN.il J , POVTEK, C Region 3, Chicago, Office of 
the Director 80/07/15 0pp 


8008070127 Forwards Supp 1 1 to IE Bulletin 90-17, "Failure of 76 of 105 
Control Rods to Fully Insert 0ui ing Scram at BUR 11 No 
written i espouse required 

KEPPLER, J 0 Region 3. Chicago, Office of the Director 00/07/10 

lp 


8008070260 Forwards Sup p 1 2 to IE Bulletin 80-17, "Failure of 76 of 105 
Control Rods to Fully Insert During Scram at BNB " 

No written response required 

KEPPLER, JO Region 3, Chicago, Office of the Director 00/07/22 

2pp 

BOOB t 50343 Forwards supp] to IE Info Notice 00-06, "Notification of 
Significant Events at Operating Power Reactor Facilities “ 

No written response required 

KEPPLER, J 0 Region 3, Chicago, Office of the Director 00/07/29 
ip 

B008 180074 Forwards IE Bulletin 60-20, "Failures of Westinghouse Type 
W-2 Spring Return to Neutral Control Switches " Action 
required 

KEPPLER, JG Region 3, Chicago, Office of the Director 00/07/31 

lp 

8008200489 Forwards IF Bulletin 00-19, ‘Failures of Mercury-Wetted 
Matrix Relays in Reactor Protective Sys of Operating Nuclear 
Power Plants Designed by Combustion Engineering “ Action 
required by facilities w/Ql s or CPs 

KEPPLER, J G Region 3, Chicago, Office of the Director 80/07/31 

lp 


0000180126 Forwards IE Bulletin 90-20, ‘Failures of Westinghouse Type 
W-2 Spring Return to Neutral Control Switches," sent to 
listed licensees for action on 800731 

PAPPAS, H Region 3, Chicago, Office of the Director 00/08/01 lp 

8000100242 Forwards IE Info Notice 00-29, "Broken Studs on Terry 
Turbine Steam inlet Flange " No specific action or response 
requested 

KEPPLER, J G Region 3, Chicago, Office of the Director 80/08/07 

I? 


V Operator Examinations 


B008UQ4Bt Forwards revised "Requa 1 1 f 1 e at i on Program for Licensed 
Qp erators , Sen i o r Operators ) Senior Operators (Limited! “ 
NAUGHTOI1, U F Commonwealth Edison Co 80/08/01 lp 
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■3006110489 "Requj I if icat ion Program for Licensed Dp e rator s» Sen i of 
Operators !• Senior Operators (Lirai tej li 11 revised 
WAUGH TON. W F Commonwea 1 th Edison Co 80/06/01 lOpp 


DOCKET S 0-376 NORTH COAST NUC PLANT 


0 Adjudicatory correspondence 


3000120706 Response to applicants' 900718 memorandum alleging that ASLB 
has no jurisdiction to dismiss CP application as moot Urge* 
reversal of ASLB 800529 order in order to address merits of 
interveners' 800430 request H/cer ti fi cation of svc 
FERNOS.-G Citliens For the Conservation of Natural Re s ourc es > Inc 
00/08/04 6p p 


0006220069 Order advising parties to initiate it complete discovery 
procedin es within 30 dags re evidentiary hearing on 
applicant intention to build Durden of proof to open & close 
hearing falls on interveners W/proc edural assistance change 
L1N5N3ER0ER,C , COLE, R F , WOLFE. S J Atomic Safety and Licensing 
Board Panel 80/08/19 6pp 


DOCKET 50-382 WATERFORD GENERATING STATION, UNIT 3 


A App 1 icat lon/cons true tion stage documents & correspondence 


8008060024 Forwards FR notice re 600714-17 regional meetings to address 
portion of Commission 800923 memorandum h order describing 
requirements of environ qualification of electrical 
equipment Installed in safetg sgs 

EISENHUTiD 0 Division of Licensing B0/0&/3D lp 


— 8000060167 Notice of 600714-17 regional meetings to address portion of 
Commission SQ0523 memorandum U order describing requirements 
of environ qualification of electrical equipment installed 
in safetg sgs 6vc lists ericl 

EI&ENt-WTi D 0 Division of Licensing 60/06/27 117pp 


sooaoaooto Requests that all applicants for OLs and CP holders provide 
up-to-date completion schedules i Fuel load target dates so 
that MRC mag establish licensing priorities Forwards list 
of target schedules for plants to be completed within 3 yrs 
EISENKUT, D G Division of Licensing 60/07/11 lOpp 


3008160140 Confirms 900724 discussion re resumption of work bg Nuclear 
Installation Services Co NRC has no objection to release of 
stop work order Subcontractor mag resume wort on phased 
basis w/util monitoring corrective actions 

SEYFRIT, K V Region 4, Dallas, Office of the Director 80/07/24 
If 


3000130060 8ubmits interim criteria for shift staffing to all OL & CP 
licensees h a pp 1 i c a nts ■ p er NRC 800507 Itr Discusses 
administrative provisions for emergency It overtime work 
Development tr implementation to be reviewed within 90 days 
E I SENHlfT , D 0 Division of Licensing 60/07/31 10pp. 


3000110326 Requests eitension of 820601 const completion date to Oct 
1983 Sunmari i es Impact of safety review schedu le, c onst 
progress L financial considerations on schedule revisions 
AS WELL. J5 L Louisiana Power fr Light Co 60/09/06. 3pp 


008 1 70129 Notification of 800613 meeting w/utll in Bethesda, MD to 
discuss status of NRC review t subsequent action required. 

Tims it location changed 

KANE. U Licensing Branch 2 80/08/12 3pp 


008260735 Forwards first round questions for add 1 info covering 
portions of Facility for which Auxiliary Sgs Branch has 
primary r espons i b f 1 ty Responses should be provided no later 
than 800926 

TEDESCOiR L Assistant Director for Licensing 60/09/15 llpp 


008270358 Responds to NRC 800421 request for info re use of Category I 
masonry walls to support Seismic Category I piping & 
equipment at facility Seismic Category I masonry walls 
are not used at facility 

ASWELL, D L Louisiana Power it Light Co 80/09/22 lp 


NRC Safetg Evaluation Report (SER), suppls 6 correspondence 


108100401 Provides recommended disposition of metallurgy review issues 
for draft 8ER Applicant must show how cleaning procedure 
conforms w/Reg Guide 1 37iPosition C 3 it how Code Case 
1332-4 meets requirements for steel findings. 

OLSON. N J Sattelle Memorial Institute, Pacific Northwest 
Laboratory 8O/G0/12 2pp 


F Security, medical, emergency & fire protection plans 


8009030102 Requests all applicants for CPs S, OLs submit info re 
proposed nuclear power plant vicinity evacuation estimates 
Info requested bg 600801 for NRC to identify evacuation 
COditra ints. spec ial planning measures t, possible mods 
EIGENHUT, D G Division of Licensing 80/07/02 Ip 


6000290374 Invites p ar t i c i pa t i on in 900B22 workshop in Atlanta, OA to 
solicit comments re proposed functional criteria for 
emergency response facilities in NUREQ-0696 Discussion to 
include 1 oca 1 1 on , s i t e i staffing o-f emergency ctr* 

SEYFRIT. K V Region 4, Dallas, Office of the Director 00/08/12 

If 


K Utility Final Safety Analysis Report (FSAR! i amends 


6008050310 Amend 11 to application for OL, cons i s t ing of Amend 11 to 
FSAR 

ASWELL, D L Louisiana Power it Light Co 80/07/30 2pp 


— B00805Q215 Amend 11 to FSAR 

• Louisiana Power & Light Co 80/07/30 400pp 


8006090279 Forwards Amend ii to application for 1 icenie, eons it ting 
of Amend 11 to FSAR Outlines responses to requests for 
add! info covered bg amend 

ASWELL. D L Louisiana Power i Light Co 80/07/30 2pp 


— 8008000202 Amend 11 to application for 1 icenss, respond ing to add! info 
requests from Power Sgs Dranc h , Reactor Sgs Branch it 
Instrumentation 8, Control Branch 

ASWELL, D L Louisiana Power & Light Co 00/07/30 2pp 


6000000479 Certifies svc of Amend 11 to FSAR, on 0OOBO4 
* Louisiana Power & Light Co SO/08/04 lp 


P Operating license stage documents Si correspondence 


9006290075 Not ideation of 800613 meeting u/util In Betheede.MD to 
discuss status of staff review & action required to complete 
licensing process Time of meet ing , or lg Inal lg issued in 
600722 not i f ica t i on. c hang ed 

KANE, U Standard 1 rat i on L Special Projects Branch 60/0B/12 3pp 


0 Inspection Teports, IE Bulletins Si correspondence 


800B0703S7 Forwards IE Info Notice 80-13, "GE Type SBH Control Switches 
Defective CAM Follower* " No written response required 
SEYFRIT. K V Region 4, Dallas, Office of the Director 80/04/02 
lp 


6006110433 Forward* IE Insp Rept 50-302/80-13 on 600610-13 No 
noncompliance noted 

SEIDLE, 14 C Region 4. Dallas, Reactor Construction L Engineering 
Support Branch 60/06/24 2pp 


--B00B11M37 IE tnep Rept 50-382/60-13 on 600610-13 No none amp 1 ianc* 
noted Major areas inspected licensee action* per immediate 
action ltr 

CROSBMAN, W A , GILBERT, L D . STEWART, R C Region 4# Dallas, Office 
of the Director 80/06/24 4pp 


8008130410 Forward* IE Investigation Rept 50-382/80-04 on 800226-27, 
0313-14,0403-04,29-30 S 0501-02 

SEIDLE, 14 C Region 4, Dallas, Reactor Construction & Engineering 
Support Branch 90/06/25 2pp 


—6008130414 IE Invest i qat ion Rept 50-382/80-04 on 800226-27,0313-14. 
0403-04,29-30 L 0501-02 No non c omp 1 ianc e noted Major arses 
investigated allegations of irregularities in reactor bldg 
protective coatings 

CRQSSIfAN, W A , STEWART, fl C , TOMLINSON. D P Region 4, Dalle*, 
Office of the Director 80/06/23 19pp 


6008060150 Respond* to IE Bulletin 80-06, "Exam of Containment Liner 
Penetration Welds 11 Piping penetration assemblies designed St 
fabricated to 1971 A6ME code Tables describing sile.matl 
composition i result! of nondeser Iptive exam* end 
ASIJELL. 0 L Louisiana Power i- Light Co 00/07/03 14pp. 


6000100189 Forward* IE I nsp Rept 90-382/00-14 on 600616-20 «t 25-27 No 
noncompliance noted 

SEIDLE, W C, Region 4, Dallas, Reactor Construction h Engineering 
Support Branch 00/07/10 2pp 
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■B0081S01B6 IE In*f> Rept 5O-3B2/0O-14 on 000618-20 g, 25-S7 No 
n o ncomp 1 lane • noted Major areas inspected can at activities. 
Part 21 rept l« mechanical shock arrestor* U prevlotiilu 
Identified unresolved item 

CflB3SMAN,W A , STEWART . R C Region 4. Dallas. Office of the 
Director 00/07/10 3 pp 


0000230503 Forwards IE Insp Rept S0-3B2/B0-15 on 8QQ7Q7-1J No 
none amp 1 lance noted 

BEIDLCiW C Region 4 , Dallas. Reactor Construction U Engineering 
Support Branch B0/07/19 2pp 


— 0803280303 IE Insp Rept 50-302/80-15 on 000707-11 No noncompliance 
noted Major areas inspected const activities S. work 
activities re safety-related piping. component supports U 
weld met! control 

CR0B8MAN, W A . HALL,R E , TOMLINSON. D P Region 4, Dallas. Office 
of the Director 00/07/17 4 pp 


0003260634 Forwards IE Circular 00-17. "Fuel Pin Damage Due to Water 
v/et from Baffle Plate Corner " No written response required 
SEVFR1T.K V Region 4. Dallas, Office of the Director 00/07/23 


0000200302 Forwards IE Bulletin 00-10, "Maint of Adequate Min Flow 
Through Centrifugal Charging Pumps Following Secondary Side 
High Energy Line Rupture 11 No written response required 
BEYFWTr K V Region 4. Dallas, Office of the Director B0/07/24 
tp. 


0008150330 Forwards supplemental IE Info Notice 80-06, "Notification of 
Significant Events at Operating Power Reactor Facilities “ 

No written response required 

8 EYFRIT, K V Region 4. Dallae, Office of the Director 00/07/29 
tp. 


0OOE14Q538 Forwards IE Bulletin 00-20. “Failures of Meetinghouse Type 
W-2 Spring Return to Neutral Control Switches “ Requests 
info re estimate of manpower associated w/corrective 
actions reeded after identifying problem 

8 EVFRIT, K V Region 4. Dallas, Office of the Director 80/07/31 
If. 


BOOQ2O0427 Forwards IE Bulletin 80-19. “Failures of Mercury-Wetted 
Katrii Relays in Reactor Protective 8 ys of Operating Nuclear 
Power Plants Dssigned by Combustion Engineering " Action 
required by facilities u/OLs or CPs 

S 6 YFRIT. H, V Region 4, Dallas, Office of the Director 00/07/31 
lp 


B008130149 Ack receipt of E30Q7S4 ltr informing NRC of steps taken to 
correct violations noted in IE Insp Rept 50-302/80-10 
BEIDLEiW C Region 4, Dallas, Reactor Construction b Engineering 
Support Branch B0/09/01 lp 


— -8000150133 Responds to NRC H0O62O ltr re violations noted in IE Insp 
Rapt 30-302/ao-lO Corrective actions design ravisu of change 
per CDRR-322 completed & procedure A8P-IV-37 revised. 

ABWELL, D L. Louisiana Power t- Light Co 00/07/24 4pp 


B00B190460 Forwards IE Info Notice 80-29, “Broken Studs on Terry 
Turbine Steam Inlet Flange " No specific action or response 
re quested 

SEYFRIT.K, V Region 4, Dallas, Office of the Director. 00/00/07 

lp 


3 Reportable occurrences. LERs L related correspondence 


8007240393 Interim Part 21 ropt ro defective ITT actuators in dampers 
Customer notification end Jobs classifiad nonnuclear 
safety-related are not reportable Actuators supplied for 
other jobs are considered purchaser responsibility 
SLOAN, D E Amerlcen Warming U Ventilating, Inc 00/07/00 50pp. 


0003030340 Final deficiency rept for Significant Const Deficiency 19 re 
procedural S performance deficiencies in ultrasonic testing 
of structural welds Caused by mfg procedural & EBASCQ ASHE 
insp deficiencies Kfg tt insp responsibilities established 
ABWELL. D, L. Louisiana Power & Light Co 00/07/31 9pp 


DOCKET 50-307 SUSQUEHANNA BTEAM ELECTRIC STATION, UNIT 1 


A, Appl ication/construc t ion stage documents t< correspondence 


—3000060189 Notice of 800714—17 regional meetings to address portion of 
Commission 000323 memorandum 6 ordeT describing requirements 
of environ qualification of electrical equipment installed 
in safety sys Svc lists enc i 

EISENHUT.D G Division of Licensing 80/06/27 117pp 


S0080B0010 Requests that all applicants for OLs and CP holders provide 
up-to-date completion schedules b fuel load target dates so 
that NRC may establish licensing priorities Forwards list 
of target schedules for plants to be completed within 3 yrs 
EISENHUT.D 0 Division of Licensing 00/07/11 lOpp 

BQ09150C>60 Submits interim criteria far shift staffing to all QL */ CP 
licensees b> app 1 1 c ant t, per NRC 800507 ltr Discusses 
administrative provisions far emergency t, overtime work 
Development 6 implementation to be reviewed within 90 days 
EISENHUT.D 0 Division of Licensing 80/07/31 lOpp 


8000050336 Forwards draft responses to Reactor Sys Branch questions 
Which will be discussed during 600021 meeting Responses to 
Questions Bit 201,211 266.211 267,211 260 «. 211 269 will be 
provided on B00921 

CURTIS, U W Pennsylvania Power 5- Light Co 80/09/01 204pp 


8Q080SQ397 Forwards 140 PblDs in response to Question 211 10 in NRC 
000321 ltr 

CURTIB.N W Pennsylvania Power (/ Light Co BO/OB/Ol ip 


— 80090B0401 Package Of 140 P6ID* to be recalled at later date for 
micr of l lmlng 

* Pennsylvania Power V Light Co BO/OH/Ol 140pp 


8009130937 Forwards draft responses to Instrumentation 6 Control 8ys 
Branch questions to be discussed at 600822 meeting 
CURTIB.N W Pennsylvania Power t Light Co BO/OB/04 164pp 


B008120039 Notification of 0OOB14 meeting u/util in Berwick. PA to view 
plant prior to issuing Emergency Preparedness Licensing 
Branch final questions 

STARK, R II Licensing Branch I 00/00/05 3pp 


BQ09190070 Summary of B00714-16 meeting w/PA Power t Light Co. MS Power 
S, Light Co, BNL.QE, Bechtel 6 ORNL in Bethesda, MD re open 
items in FBAR. List of attendees end 
STARK. R (1 Licensing Branch 1 80/08/12 7pp 


0000270200 Requests submittal of ATWS emergency operating procedure 
NRC review may include visit to facility to determine 
feasibility of implementing proposed procedures through 
operator simulation 

TEDESCD.R L Assistant Director for Licensing 80/09/15 3pp 


0000250413 Forwardi Revision 3 to design assessment rept, inc lud ing 
updated pages, figures t tables for Vat 1. nonpropr letary 
version 6 proprietary suppl Proprietary suppl withheld 
(ref 10CFR2 790) 

CURTIB.N W Pennsylvania Power 6 Light Co BQ/OS/2! lp 


— 0000230416 Revision 3 to design assessment rept. Inctud ing updated 
pa ges, f i gures 6 tables to Vol l, nonpropr letary version 
* Pennsylvania Power 6 Light Co 80/08/21 iOOpp 


F Security, medical, emergency V fire protection plans 


3000080102 Requests all applicants for CPs It OLs submit info re 
proposed nuclear power plant vicinity evacuation estimates. 
Info requested by 8008QI for NRC to identify evacuation 
constraints, spec lal planning measures 6 possible mods 
EISENHUT.D 0 Division of Licensing 80/07/02 lp 


BOOS 120369 Forward* Amend 23 to 7B0731 OL app Illation, containing 
Revision £ to security plan Revision withheld 
(ref 10CFR2 790) 

CURTIS, N H Pennsylvania Power 6 Light Co 80/07/11 lp 


— 8008120376 Application for Amend 23 to 7B0731 OL application contain! 
Revision E to security plan Revision withheld 
(ref 1 0CFR2 790) 

CURTIS, N W Pennsylvania Power 6 Light Co 00/07/11 lp 


0OOB12O346 Forwards security training & qualification plan 
Plan withheld (ref 10CFR2 790) 

CURTIB.N W Pennsylvania Power U Light Co 80/07/30 lp 


0000060024 Forwardi FR notice re 000714-17 regional meeting* to addrss* 
portion of Comml*»ion 000323 memorandum It order describing 
requirement* of environ qualification of electrical 
equipment in*tall«d in safety sy* 

EISENHUT, DO Division of Licensing. 80/06/30 ip 
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8000280074 Notification uf 000819,20 *, 23 workshops in Valley Forge, f A, 
LrucagCsjL 4* Atlanta CA, rejp-ecfrively.to solicit public 
comment re NURCG-0696, 'Functional Criteria for Emergency 
Response Fan J ihei " 

59 3 EH. U H Region 1, Ph i i s d e i p n i a, Office of the Director 
80/00 /II 2pp 

30062601.16 Notification of 00091,2 meeting w/util in Heruu ck, PA to tour 
v rc/iey plant security sys 

STARK, IT M Licensing Branch 1 80/0B/13 3pp 


0 Adjudicating c □ i r espond one o 


0QQOQ4OIJ4 Advises that parties other than applicant mag l>e provided w/ 
g rat if transcript subj ta AEl B discretion FR notice dtd 
GG0725 to pi ocedcTa I assistance in ad jud 1 ca t o ry licensing 
proceedings encl 

CUTCHIN, J ri Hearing fli anch 3 80/08/01 4pp 


0000260792 Atf i davi t supporting applicant 900022 notion for partial 
summary disposition of Contention 17 Bjorn? levels emitted 
from SOO it' tiansmission line will be very loei Calculations 
t pror qualifications enc 1 

LEHMAN, R F Pennsylvania Power 4 Light Co 80/08/ 14 36pp 


OGQ026O407 fioquest foT summary disposition of portion of Contention 17 
dealing u/oione No genuine issue of mat! fact esists to be 
heard Responses due in three u k * 

SILBFRG , J E Pennsylvania Power ! Light Co SILBEflQ, J E Allegheny 
Electric Cooperative, Inc SIL8ERQ, J E Shaw, Pittman, Potts 4, 
Trowbridge 80/QB/22 2pp 


6008260527 Certifies sve of motion for partial summary disposition of 
Contention 17, statement of mat! facts as to which no genuine 
Issue of fact exists, brief in support of motion & RF Lehman 
affidavit on 000022 

TRAVICSO-DIAZ Pennsy 1 vania Power /, Light Co TRAVIESO-DIAZ 
Allegheny Electric Cooperative, Inc TRAVIESCJ-DIAZ Shaw, Pittman, 
Potts 4 Trowbridge 00/00/22 2pp 


00092702/1 Statement of matl facts as to which no genuine issue exists 
to be heard in support of request for summary disposition of 
oiono portion of Contention 1/ Max ground level oione 
concentration! near lines will be far below allowable limit 
SILBEnQ.J E Pennsylvania Power tt Light Co EJLBERG, U E Allegheny 
Electric Cooperative, Inc SILBERQ, JE Shaw, Pittman, Potts It 
Trowbridge 60/08/22 4pp 


0000280201 Forwards 800019 FR notice amending regulations on emergency 
p 1 annlng i e f f *c 1 1 ve 601103 

CurCHIN.JM Hearing Branch 3 BO/OB/22 19pp 


80082902,11 Request for Pi ee hearing transcripts per 900725 FR notice 
re procedural assistance change In adjudicatory licensing 
proceedings Prior denials damaged ability to properly 
litigate contentions Certificate of Svc encl 

JOHM0RUD, J H Environmental Coalition on Nuclear Power 00/08/22 

2pp 


1 Antitrust correspondence 


JO0Q27O3D7 Requests statement that util offered ownership participation 
to I/O! Corp.pei DOJ 720428 t tr 4, brief description of 
problem* involved in FFHC proceedings ER-7B-79 tt ER-78-7J 
DEWEY. L 8 Antitrust Division 00/09/22 lp 


• Inspection repOTls, 1L Bulletins 4 correspondence 


1000060499 Forwai tis IF Bulletin 80-17, "Failure of 76 of 105 Control 
Rod* to Fully Insert During Bcrant at BUR r ' No written 
response required 

DRIER, 9 H Region 1, Philadelphia, Office of the Director 
90/07/03 lp 


iOO9QBO*160 Ac* receipt of 600613 ltr informing NRC Df steps taken to 
corroct violations noted in IE Insp flepts 30-307/79-31 4, 
C0-3GB/79-J6 

CARLSON, R T Region 1, Philadelphia, Reactor Construction 4 
Engineering Support Branch 90/07/16 lp 


80090004/6 Responds to NRC BGOI10 t tr re violations noted in IE Insp 
Flepts 50-367/79-31 4< 30-309/79-16 Corrective actions issued 
Nuclear Dept Instruction 1 2 Revision 0, "Mgt of Plant Mods 
4* Repair per ASME B 4 PV Code ’’ 

SABDL'A R Pennsylvania Power 6 Light Co 80/06/13 2pp 


8006070121 Forwards Siuppl I to IE Bulletin 80-17, "Failure of 76 of 105 
Control Rods to Fully Insert During Scram at BUR " No 
written response required 

CRIER, B H Region I, Philadelphia, Office of the Director 
80/07/10 lp 


0008070235 Forwards Suppl 2 to IE Bulletin 80-17, "Failure of 76 of 105 
Control Rods to Fully Insert Curing Scram at BWR " 

No written response required 

GRIER.B H Region 1, Philadelphia, Office of the Director 
80/07/22 2pp 


0009120594 Ack receipt of 800703 ltr informing NRC of steps taken to 
correct violation noted in IE Insp Repts 50-387/30-05 4, 
50-398/90-03 

CARLSON, R T Region 1, Philadelphia, Reactor Construction 4, 
Engineering Support Branch 00/07/25 lp 


— 8000120601 Responds to NRC 800522 ltr re violation noted in IE Imp 
Repts 50-3S7/80-05 4- 50-300/60-03 Corrective ac t i on ' Bee h te 1 
wrote In-process rework notice in lieu pf nonconformance 
rept 

9ABDL, A R Pennsylvania Power 4 Light Co 80/07/03 3pp 


--B009120609 Forwards IE insp Repts 50-387/80-05 4, 50-388/80-03 on 
B00324-2B 4 notice of violation 

CARLSON, R T Region 1, Philadelphia, Reactor Construction 4, 
Engineering Support Branch BO/OS/22 2pp 


— B008120613 Notice of violation from insp on 800324-28 

a Region 1, Philadelphia, Reactor Con s true t i bn 4< Engineering 
Support Branch 00/04/20 lp 


--8008120619 IE Insp Repts 30-387/B0-05 4 50-388/80-03 on 800324-28, 
Noncompliance noted failure to Identify nonconforming 
cond i 1 1 on 

DORR, J P , REYNOLDS, S Region i, Philadelphia. Office of the 
Director TRIPP, L E Region 1, Philadelphia, Reactor Construction 
■b Engineering Support Branch 80/04/20 Spp 


900 0140,500 Forwards IE Bulletin 80-20, "Failures of Westinghouie Type 
id— 2 Epring Return to Neutral Control Switches " Requests 
info re estimate of manpower associated w/corrective 
actions needed after identifying problem, 

DRIER, D H Region 1, Philadelphia, Office of the Director 
BO/07/31 lp 


800 81 BO 027 Forwards IE Bulletin 80-19, "Failures of Mercury-Wetted 
Matrix Relays in Reactor Protective 8ys of Operating Nuclear 
Power Plants Designed by Combustion Engineering " Action 
required by facilities w/OLs or CPs 

DRIER. B H Region 1. Ph l lade 1 ph la, Office of the Director 
80/07/31 lp 


8008250093 Forwards IE Info Notice 80-29. "Broken Studs on Terry 
Turbine Steam Inlet Flange " No specific action or response 
requested 

GRIER. B H Region !> Philadelphia. Office of the Director 
80/08/07 ip 


8008190532 Submits add! response to IE Bulletin 79-01 Provides 
accelerated scheule for Class IE electrical equipment 
qualification program 

CURTIS, N U Pennsylvania Power 4, Light Co 80/08/14 Spp 


8006280S23 Forwards IE Info Notice 00-30, "Potential for Unacceptable 
Interaction Between Control Rod Drive Scram Function & 

Nonessentlal Control Air at Certain GE BUR Fecilitie* " 

No written response required 

DRIER, B H Region 1, Philadelphia, Office of the Director 
80/08/19 lp 


S Reportable occurrences, LERs 4 related correspondence 


8007340353 Interim Part 21 rept re defective ITT actuator* in damper* 
Customer notification encl Gobs classified nonnuclear 
safety-related are not reportable Actuators supplied far 
other jobs ere considered purchaser responsibility, 

SLOAN, D E American Warming A Ventilating, Inc 80/07/09 50pp 


8009220286 Ack receipt of 800620 interim deficiency rept re ovality of 
bent pipe 

CARLSON, R T Region 1, Philadelphia, Reactor Construction t< 
Engineering Support Branch 80/07/23 ip 


— 8008220298 Interim deficiency rept re ovality of bent pipe, Small 
diameter pipe found bent in field exceeding ovality 
tolerance Acceptance criteria will be developed for pip* 
bends Final rept will be submitted in Bept 1950 
CURTIS, N W Pennsylvania Power 4< Light Co 80/06/20. 2pp 
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BQ08279I34 Ack r'ecotpt of 000708 ltr forwarding final rept re 
deficiency an PQCC/ACR electrical connec tors, per 
10CFR50 39(e) 

CARLSON, R T Region 1, Ph i 1 ade 1 ph 1 a. Reactor Construction tt 
Engineering Support Branch 80/07/24 lp 


300918Q196 Ack receipt of 80G623 Interim deficiency re State Co 
sliding links 

CARLSQN.R T Region i. Philadelphia, Reactor Construction 6 
Engineering Support Branch 80/07/23 ip 


0OOSiB0t9S Ack receipt of withdrawal of potential deficiency rept re 
coped structural floor beams 

CARLSON, R T Region 1, Philadelphia, Reactor Construction it 
Engineering Support Branch 80/07/23 ip 


9000130200 Ack receipt of 800711 interim deficiency rept re Agastat tc 
GE Timing relay* 

CARLSON, R T Region 1, Ph i lad e 1 p h i a , Reactor Construction t> 
Engineering Support Branch 80/07/28 tp 


DOCKET 50-308 SUSQUEHANNA STEAM ELECTRIC STATION, UNIT 2 


A Application/construction stage documents *• correspondence 


80013060024 Forwards FR notice re 000714-17 regional meetings to address 
portion of Commission 800323 memorandum it order describing 
requirements of environ quel if ication of electrical 
equipment installed In safety sys 

ElSENHUT, D 0 Division of Licensing 80/06/30 lp 


— 0008060189 Notice of 800714-17 regional meetings to address portion of 
Commission 800523 memorandum 6 order describing requirements 
of environ qualification of electrical equipment installed 
in safety sys Svc lists encl 

ElSENHUT,!) 0 Division of Licensing 80/06/27 ll7pp 


8008080010 Requests that all applicants for OLs and CP holders provide 
up-to-date completion schedules t. fuel load target dates *o 
that NRC may establish licensing priorities Forwards Hit 
of target schedules for plants to be completed within 3 yr* 

ElSENHUT, DO Division af Licensing 80/07/11 lOpp 


600BI5Q060 Submits interim criteria for shift staffing to all OL Si CP 
licensees i appl icants, per NRC 800307 1 tr Discusses 
administrative provisions for emergency U overtime work 
Development t> implementation to be reviewed within 90 days 
ElSENHUT, D 0 Division of Licensing 80/07/31 lOpp 


8008030336 Forwards draft responses to Reactor Sys Branch questions 
which will be discussed during 800821 meeting Responses to 
Questions 211 201,211 266,211 267*211 268 L 211 269 will be 
provided on 800821 

CURTIS, N W Pennsylvania Power K Light Co 00/08/01 284pp 


B008080397 Forwards 140 PS-IDs in response to Question 211 18 in NRC 
000321 1 tr 

CURTIS. N U Pennsylvania Power t> Light Co 80/06/01 lp 


--8OOBQ0O4O1 Package of 140 Pt*lD§ to be recalled at later date for 
microfilming 

a Pennsylvania Power i Light Co 80/08/01 140pp 


0000130957 Forwards draft responses to Instrumentation J, Control Sys 
Branch questions to be discussed at 600822 meeting 
CURTIS, N H Pennsylvania Power t Light Co BO/OB/Q4 I64pp 


8008120039 Notification of 800B14 meeting w/ufcil in Berwick, PA to view 
plant prior to issuing Emergency Preparedness Licensing 
Branch final questions 

STARK, R ti Licensing Branch 1 80/0a/05 3pp 


8003190070 Summary of 800714-16 meeting w/PA Power t Light Co, MS Power 
tf Light Co, BNL, OE, Bechtel * ORHL in Befche sda. M» re open 
items in F9AR List of attendees encl 
STARK. R ti Licensing Branch 1 80/00/12 7pp 


8008270200 Requests submittal of ATWS emergency operating procedure 
NRC review may include visit to facility to determine 
feasibility of implementing proposed procedures through 
operator simulation 

TEDESCQ, R L Assistant Director for Licensing SO/OB/IS 3pp 


8008250413 Forwards Revision 3 to design assessment rept, Inc lust 1 ng 
updated pages, figures Z> tables for Uol 1 , nonprop r i etary 
version 4. proprietary suppl Proprietary suppl withheld 
<r*f 10CFR2 7901 

CURTIS, N W Pennsylvania Power t Light Co 00/00/21 lp 


-900a2S04l6 Revision 3 to design assessment rept, including updated 
pages, figures > tables to Vol 1, nonproprietary version 
« Pennsylvania Power • Light Co 80/03/81 lOOpp 


F Security, medical, emergency 4, fire protection plans 


8008050102 Requests all applicants for CPs ? CLs submit info re 
proposed nuclear power plant vicinity evacuation estimates 
Info requested by 000801 for NRC to identify evacuation 
constra ints , spec lal planning measures l possible mods 
ElSENHUT, D 0 Division of Licensing B0/07/02 lp 


0003120369 Forwards Amend 83 to 730731 Qu app l tea t i on, contain i ng 
Revision £ to security plan Revision withheld 
tref 10CFR2 790) 

CURTIS, H U Penniyivanta Power 4. Light Co 80/07/11 ip 


— 3008120376 Application for Amend 23 to 780731 CL application containing 
Revision £ to security plan Revision withheld 
(ref 10CFR3 790) 

CURTIS, N H Pennsylvania Power i Light Co 60/07/11 lp 


8008120346 Forwards security training 4, qualification plan 
Plan withheld (ref 10CFR2 790) 

CURTIS. NH Pennsylvania Power * Light Co 00/07/30 lp 


0006280074 Notification of 8003)9,20 It 32 workshops in Valley Forge, PA, 
Chicago, IL 6 Atlanta, QA, respective ly, to solicit public 
comment re NUREG-0696, "Functional Criteria for Emergency 
Response Facilities " 

GR IER, 1) H Region 1, Philadelphia, Office of the Director 

eo/oB/i! app 


0003260156 Notification of 000912 meeting w/uttl in Berwick, PA to tour 
6 review plant security sys 

STARK. 0 M Licensing Branch 1 80/00/13 3pp 


0 Adjudicatory correspondence 


Q009040134 Advises that parties other than applicant may be provided w/ 
gratis transcript subj to ASL8 discretion FR notice dtd 
SO0725 re procedural assistance in adjudicatory licensing 
proceedings encl 

CUrCMIN, J M Hearing Branch. 3 30/08/01 4pp 


0006260792 Affidavit supporting applicant 800022 motion for partial 
summary disposition of Contention 17 Otone levels emitted 
from 500 kV transmission line will ba very low Calculations 
tf prof qualification* encl 

LEHMAN, R F Pennsylvania Power 5 Light Co 00/08/14 36pp 


8008240487 Request for summary disposition of portion of Contention 17 
dealing u/mone No genuine issue of matl fact exists to be 
heard Responses due in three uks 

SILBERG.J E Pennsylvania Power h Light Co SILBERGivl E Allegheny 
Electric Cooperative, Inc S1L8ERG, J E Shaw, Pittman, Potts 6 
Trowbridge 00/03/22 2pp 


8008260S27 Certifies svc of motion for partial summary disposition of 
Contention 17, statement of matl facts as to which no genuine 
issue of fact exists, brief in support of motion it RF Lehman 
affidavit an B00922 

TRAVIESO-DlAZ Pennsylvania Power 4 Light Co TRAVIE80-DI AZ 
Allegheny Electric Cooperative, Inc TRAVtESQ— DIAZ Shaw, Pittman, 

Potts * Trowbridge 80/08/22 2pp 


£}00627027i Statement of matl facts as to which no genuine issue exists 
to ba heard in support of request for summary disposition of 
oione portion of Contention 17 Mar ground level mone 
concentrations near lines will be far below allowable limit 
SILBERG, J E Pennsylvania Pouer S. Light Cc, SILBERO, J E Allegheny 
Electric Cooperative, Inc SILBERG, J E Bhaw, Pittman, Potts 4 
Trowbridge 80/03/22 4pp 


B0082B0201 Forwards BOOS i 9 FR notice amending regulations on emergency 
p lann i ng, ef f e-e ti ve SOI 103 

CUICHIN.J M Hearing Branch 3 60/09/22 19pp 


B0082B0241 Request for free hearing transcripts per 300723 FR notice 
re procedural assistance change in adjudicatory licensing 
proceedings Prior denials damaged ability to properly 
.litigate contention* Certificate of Svc encl 

J0HN3RUD, J H Environmental Coalition on Nuclear Power 80/06/22 
2pp 


) 
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M Antitrust cor r os pond enc b 


800B270357 Requests statement that util offered ownership participation 
to UGI Corp.per DOJ 720423 Itr &. brief description of 
problems involved in FERC proceeding* ER—78-79 it ER-7S-7I 
DEWEY.L E Antitrust Division 30/08/23 lp 


0 Inspection reports, IE Bulletins h correspondence 


80030-60400 Forwards IE Bulletin BO— 17* "Failure of 76 of ISO Control 
Rods to Fully Insert During Scram at BWR 11 No written 
response required 

GRIER. 9 M Region 1. Philadelphia. Office of the Director 
80/07/03 lp 


BOO6O0O46B Ack receipt of 800613 ltr informing NRC of steps taken to 
correct violations noted in IE Insp Repts 50-307/79-31 b 
00-303/79-16 

CARLSON, R T Region 1, Philadelphia, Reactor Construction & 
Engineering Support Branch S0/O7/I6 ip 


— 0008 030476 Responds to NRC BOOS 10 ltr re violations noted in IE Insp 
Repts 50-3B7/79-31 «- 50-3B8/79-16 Corrective actions issued 
Nuclear Dept Instruction 1 2 Revision 0, "Mgt of Plant Hods 
it Repair per ASMS 0 * PV Code ” 

SABOL. A R Pennsylvania Power U Light Co B0/06/13 2pp 


3000070121 Forwards 8upp i 1 to IE Bulletin 30-17, ''Failure of 76 of IBS 
Control Rods to Fully Insert During Scran at DWR “ No 
written response required 

GRIER, B H Region l. Ph l lad e 1 ph la . Office of the Director 
BO/07/18 Ip 


8003070335 Forwards Suppi 2 to IE Bulletin 80-17. "Failure of 76 of 165 
Control Rods to Fully Insert During Scram at BWR 41 
Mo written response required 

GRIER. 0 H Region 1. Phi ! ad a 1 phia. Office of the Director 
80/07/22 2pp 


3000120594 Acl receipt of 000703 ltr informing NRC of steps taken to 
correct violation noted in IE Insp Repts 50-387/90-09 t 
50-3BB/B0-03 

CARLSQN.R T Region 1. Philadelphia. Reactor Construction it 
Engineering Support Branch 80/07/25 ip 


--0OOBI2O6O1 Responds to NRC B00522 itr re violation noted in IE Insp 
Repts 50-387/00-05 tr 50-388/00-03 Corrective action Bechtel 
wrote in-process rework notice in lieu of nonconformance 
r • p t 

8AB0L.A R Pennsylvania Power & Light Co B0/07/C3 3pp 


—300812060? Forwards IE Insp Repts 50-3S7/80-05 it 3Q-38B/B0-03 on 
600324-20 it notice of violation 

CARLSON. R T Region 1. Philadelphia. Reactor Construction it 
Engineering Support Branch 80/05/22 2pp 


— 800S120613 Notice of violation from insp on 000324-20 

* Region 1, Philadelphia. Reactor -Construction % Engineering 
Support Branch 00/04/20 ip 


— 800B12061B IE Insp Repts 50-387/80-05 & 30-388/00-03 on 000324-29 
Noncompliance noted failure to Identify nonconforming 
cond i tion 

DURR, J P , REYNOLDS. S Region 1, Ph i lade l p h la. Office of tho 
Director TRIPP, L E Region 1, Philadelphia. Reactor Construction 
& Engineering Support Branch 80/04/20 3pp 


8008140500 Forwards IE Bulletin 00-20. “Failures of West inghouse Type- 
W-2 Spring Return to Neutral Contro-I Switches “ Requests 
info re estimate of manpower associated u/corrective 
actions needed after identifying problem 

DRIER, B H Region 1. Philadelphia, Office of the Director 
B0/07/3t ip 


8008180027 Forwards IE Bulletin 80-19. “Failures of Mercury-Wetted 
Hatrii Relays in Reactor Protective 9ys of Operating Nuclear 
Power Piipts Designed by Combustion Engineering " Action 
required by facilities w/OLs or CPs 

GRIER, 0 H Region 1, Philadelphia. Office of the Director 
00/07/31 lp 


3008250093 Forwards IE Info Notice 80-29, “Broken Studs on Terry 
Turbine Steam Inlet Flange " No specific action or response 
requested. 

GRIER. B H Region 1. Philadelphia. Office of the Director 
80/00/07 ip 


9008190532 Submits addl response to IE Bulletin 79-01 Provides 
accelerated scheulf for Class IE electrical equipment 
qualification program 

CURTIS, NW Pennsylvania Power it Light Co 8Q/0B/14 2pp 


£30092005123 Forwards IE Info Notice 80-30, ''Potential for Unacceptable 
Interaction Between Control Rod Drive Scram Function *< 

Nonessential Control Air at Certain GE BWR Facilities 11 
No written response required 

GRlER.fi H Region 1. Ph i iadelph ia, Office of tho Director 
00/08/19 lp 


8 Reportable occurrences, LERs fc releted correspondence 


8007240353 Interim Part 21 rapt re defective ITT actuators in dampers 
Customer notification end Jobs classified nonnuclear 
safety-related are not reportable Actuators supplied for 
other jobs are considered purchaser responsibility 
SLOAN, D £ American Warming 6 Ventilating. Inc 80/07/08 90pp. 


B008180196 Ack receipt of 800623 interim deficiency re State Co 
sliding links 

CARLSON, R T Region 1, Philadelphia, Reactor Construction 6 
Engineering Support Branch 80/07/20 lp 


BOOBI8O}90 Ack receipt of withdrawal of potential deficiency rapt ra 
coped structural floor beams 

CARLSON, R T Region 1. Philadelphia, Reactor Construction & 
Engineering Support Branch 80/07/28 lp 


SOQ810D2QO Ack receipt of 800711 interim deficiency rapt re Agastat tr 
GE Timing relays 

CARLSON, R T Region 1. Philadelphia, Reactor Construction St 
Engineering Support Branch 80/07/28 lp 


DOCKET 50-309 3T LUCIE PLANT. UNIT 2 


A Appi i c at ion/cons true t ion stage documents i< correspondence 


BOG9O60O24 Forwards Fft notice re 800714-17 regional meetings to address 
portion of Commission 000523 memorandum it drder describing 
requirements of environ qualification of electrical 
equipment installed in safety sys 

EI9ENHUT.D G Division of Licensing 80/06/30 lp 


— 0000060189 Notice of 300714-17 regional meetings to address portion of 
Commission 800523 memorandum (t order describing requirements 
of environ qualification of electrical equipment installed 
in safety sys Svc lists end 

EISENHUT, D 0 Division of Licensing 80/06/27 117pp 


8000060010 Requests that all applicants for OLs and CP holders provide 
up-to-date completion schedules & fuel load target dates so 
that NRC may establish licensing priorities Forwards list 
of target schedules for plants to be completed within 3 yrs 
EISENHUT. D 0 Division of Licensing 80/07/li lOpp 


80081 50060 Submits interim criteria for shift staffing to all OL it CP 
licensees it applicants, per NRC 000507 ltr Discusses 
administrative provisions for emergency it overtime work 
Development 6 implementation to be reviewed within 90 days 
EISENHUT. D 0 Division of Licensing 80/07/31 lOpp 


S0080S0008 Responds to NRC 000410 ltr by providing technical basis for 
use of NUKEM 750 as qualified caulk to withstand DBA 
conditions Inside containment Containment sump has been 
conservatively designed to meet Reg Guide 1 82 
UHR10. R E Florida Power it Light Co 80/08/01 2pp 


8008200421 Requests evaluation re use of NUKEM 750 as enpaniion joint 
filler inside containment. as discussed in applicant 800001 
response to NRC 800410 request Applicant bellevas 
qualification testing of NUKEM 750 not warranted 
BIRKEL.R Operating Reactors Branch 1 00/08/11 Ip 


F Security, medical, emergency lc fire protection plans 


800B050102 Requests all applicants for CPs 1< OLs submit info re 
proposed nuclear power plant vicinity evacuation astimatas 
Info requested by SOOBOi for NRC to identify evacuation 
cons tra ints, spec i al planning measures it possible modi 
EISENHUT, D G Division of Licensing 80/07/02 lp 
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0 Ad judicatory c orr oi p ond enc e 


0008110511 Motion for extension until 800015 to elect whether to flit 
petition for ritoni iderat ion of ABLAD 000730 d ec i * 1 on, ALAB- 
603 Decision require* addl time for analysis Certificate of 
Ovc and 

PATON, W D Hearing Branch 4 80/00/00 3pp 


0008120312 Forward* 800723 HI notice re procedural assistance change in 
ad judicatory licensing proceeding* U/o end 
PATON, W D Hearing Branch 4 00/08/00 lp 


0008130344 Advlie* that NRC ha* determined not to petition for 
reeensidera 1 1 on of ALAB-603 
PATON, H D Hearing Branch 4 80/00/13 lp 


K Antitrust correipondence 


0000010008 Advisee of receipt of addl antitrust info re const of 
facility Info submitted on Citg of Orlando.FL 4 Orlando 
Utils Commission as addl owners of facility FR notice of 
info receipt end 

YOUNGBLOOD, B J. Licensing Branch 1 00/07/10 lp 


--600801001Q Notice of receipt of addl antitrust info It time for 
submission of vlsw* on antitrust matters Info concern* 
addition of City of OrlandoiFL It Orlando Utils Commission 
as addl owners of facility 

YOUNOBLQQD, B J Licensing Branch 1 80/07/10 2pp 


0000010019 Forwards notice of rscslpt of addl antitrust info for 
simultaneous publication in FR 4i listed newspapers 
YQUNOHLOQD, B J Licensing Branch I 00/07/10 2pp 


0000200309 Forwards IE Bulletin 80-19. "Failures of Mercury-Wetted 
Metrii Relays In Reactor Protective Sy s of Operating Nuclear 
Power Plants Designed by Combustion Engineering " Action 
required by facilities ui/QL* or CPs 

D'REILLV. JP Region 2, Atlanta. Office of the Director 80/07/31 
IP 


0000150407 Forwards IE Info Notice 80-29. "Broken Studs on Terry 
Turbine Steam Inlet Flange " No specific action or response 
requested 

O'REILLY. J P Region 2. Atlanta. Office of the Director 00/08/07 
lp 


0008220099 Ack receipt of 000717 S. 24 ltrs informing NRC of steps 
taken to correct violations noted in IE Insp Rept 
50-389/00-00 

MURPHY. C E Region 2. Atlanta. Reactor Construction U Engineering 
Support Branch 80/08/12 lp 


— 8008220111 Responds to NRC 600623 1 tr re violations noted in IE Insp 
Rept 30-309/00-09 Corrective actions cement to sand ratio 
clarified Ik instructions were provided for placing 
sand-cement fill 

UHRIO.R E Florida Power i< Light Co 90/07/24 2pp 


•8000220117 Responds to NRC 600623 ltr re violations noted in IE Insp 
Rept 50-389/80-00 Explains delay In providing test data on 
sand— cement mixtures due to 28-day curing period of samples 
UHRIO.R E Florida Power t Light Ca 80/07/17 lp 


8008280305 Ack receipt of 800730 ltr informing NRC of steps taken to 
correct violations noted in IE Insp Rept* 50-250/79-35. 
50-251/79-35, 50-335/79-33 4> 50-389/79-22 

MURPHY. 0 E Region 2. Atlanta, Reactor Construction Si Engineering 
Support Branch 80/08/13 lp 


0000030040 Informe that proposed amend, al lowing City of Orlando, FL 4 
Orlando Util Commission to become co-owners of facility, 
would not be inconsistent w/antitrust laws No antitrust 
hearing necessary 

LITRACR, 8 M Justice, Dept of. Attorney Oeneral '* Office 80/07/28 
IP- 


8000000036 Forwerd* Afcty Oeneral 000720 ltr re addl antitrust advice 
pursuant to Section 103(c) of Atomic Energy Act 
8ALTZKAN, J D Utility Finance Branch 80/08/01 lp 

— 8008080061 Advise* that no antitrust hsaring is necessary w/respsct to 
proposed amend to CP 

LITVAK, B M Justice, Dept, of 00/07/20 lp. 


Q Inspection reports, IE Bulletins 4 correspondence 


0000070410 Forwards IE Insp Rept 50-3B9/80-07 on 000604-06 No 
noncompllance noted 

HUflPHY.C E Region 2, Atlanta, Reactor Construction & Engineering 
Support Branch 60/07/01 2pp 

— 8009070413 IE Insp Rept 50-309/80-07 on 800604-06 No noncompliance 
noted Mayor area* inspected const progress, inspector 
followup 1 tem, 1 ic ensee identified item* 4 IE Bulletins 90-03 
4 00-05 

MCFARLAND. C R Region 2. Atlanta, Office of the Director 
RAUSCH, J K Region 2, Atlanta, Reactor Construction S< Eng inhering 
Support Branch 80/06/30 Spp 


— 9009200316 Sup p 1 to 900301 ltr re violations noted In IE Insp Repts 
30-230/79-35,50-251/79-35.50-335/79-33 6 50-399/79-22 
Corrective action* procedures revised 6 training sessions 
conducted Compliance to be achieved by 000731 
UHRIO.R E Florida Power 6 Light Co 00/07/30 lp 


9008270692 Forwards IE Info Notice 80-24, "Low Level Radwaste Burial 
Criteria " No written response required JH Snieiek 800530 
memo end 

0 'REILLY, J P Region 2, Atlanta, Office of the Director 00/08/14 

lp 

8 Reportable occurrences, LERs t* related correspondence 


8007240353 Interim Part 21 rept re defective ITT actoators in dampers 
Customer notification enc 1 Job* classified nonnuclear 
saf aty-related are not reportable Actuators supplied for 
other jabs are considered purchaser responsibility 
SLOAN, D E American Warming t< Ventilating, Inc 80/07/09 50pp 


DOCKET 30-390 WATTS BAR NUCLEAR PLANT, UNIT 1 


A Application/construction stage documents 4 correspondence 


8009060024 Forward* FR notice re 000714-17 regional meetings to address 
portion of Commission 000523 memorandum 8, order describing 
requirements of environ qual if ication of electrical 
equipment Installed in safety sys 

EISENHUT, D 0 Division of Licensing 90/06/30 lp 


QOO012OO7B Forward* IE Circular 00-17, "Fuel Pin Damage Due to Uater 
J*t From Baffle Plate Corner " No written response required ^ ^ 
O'REILLY, J.P Region 2, Atlanta, Office of the Director 80/07/23 
ip 


QOOS1 10108 Respond* to IE Bulletin 79-03A. “Long » tud inal Weld Defect* 
in ASHE BA-312, Type 304 Stainl*** Steel Pipe " Pip* 1* not 
uitd or planned for u*e in safety-related sys 
UHRIO.R E Florida Power * Light Co B0/07/24 lp 


&0C9260125 Forward* IE Bulletin 80-18, "Maint of Adequate Min Flow 
Through Centrifugal Charging Pump* Following Secondary Side 
High Energy Line Rupture " No action required . 

O'REILLY, J.P Region 2, Atlanta, Office of the Director 00/07/24 

lp 


BO0S14OS84 Forward* IE Bulletin 00-20, "Failures of Westinghouse Type 
W-2 Spring Return to Neutral Control Switches " Request* 
info re estimate of manpower associated w/corrective 
action* neadsd after identifying problem on/nv/ai 

O'REILLY, J.P Region 2. Atlanta. Office of the Director 00/07/31 
lp 


— 8008060189 Notice of 000714-17 regional meetings to address portion of 
Commission 000523 memorandum & order deicribing requirements 
of environ qual i f ica t ion of electrical equipment installed 
in safety sys Svc lists end 

EISENHUT, D 0 Division of Licensing 80/06/27 U7pp 


0000080010 Requests that all applicant* for QLs and CP holders provide 
up-to-date completion schedules 4. fuel load target date* so 
that NRC may establish licensing priorities Forward* li*t 
of target schedule* for plants to be completed within 3 yrs 
EISENHUT. D G Division of Licensing 80/07/11 10pp 


0000010174 Confirms B00714 telcon w/CE Murphy re 800725 meeting w / 

OH Kimraons 4. otheT util personnel at regional ofc to di*cus* 
000707-11 GA audit findings 

O'REILLY. J P Region 3. Atlanta, Office of the Director 80/07/17 
3pp 


3000070050 Forwards summary of 000725 meeting w/util in Atlanta, OA to 
discuss findings identified during NRC QA audit of Ofc of 
Engineering Design 4 Const on 900707-11 

O'REILLY, J P Region 2. Atlanta, Office of the Director 00/07/28 
5pd> 
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800BI10122 Notification 
d I uust status of WRC 
l l c en s 1 ng 

BDUHIIIA.A Licensing 
80/07/29 3-p p 


of 000018 meeting u/util in BethesdarHD to 
review t action required to complete 

Blanch 1 STAHLE. C Licensing Branch 3 


— B0081 10017 Forwards IE Insp Repts 50-390/80-14 4 50-391/80-10 on 
B00519-22 4 notice of violation 

MURPHY. C E Region 2. Atlantai Reactor Construction & Engineering 
Support Branch 80/06/17 2pp 


BOO0O7QI17 Forwards requests for addl info concerning power sys 
Responses should he provided by S00905 
TEDEBCO, R L Division of Licensing 80/07/31 25pp 


0008150060 Submits interim criteria for shift staffing to all OL & CP 
licensees 5 app 1 i cants, per NRC B00507 1 tr Discusses 
administrative provisions for emergency 4. overtime wotI 
rfcr. P mon * ^ implementation to be reviewed within 90 dags 
EISENHUT, D G Division of Licensing 80/07/31 lOpp 


8000190538 Forwards info re pmiurner sys. piping per NRC 000623 
Toquest W/o er>cl 

MILLB»U M Tonnejsee Valley Authority 00/09/12 ip 

8008190-160 Forwards "Secondary Hater Chemistry Program Sequoyah 4 Watts 
Uar Nuclear Plants." for Sequogah Feedwater chemistry 
control section added to original program submitted 791010 
Correc two actions ul 1 3 be taken re condenser tube leak 
MILL0-I. II Tennessee Galley Authority 00/03/13 ip 

“-0008190-162 "Secondary Water Chemistry Program Sequoyah 4 Watts Bar 
Nuclear Plants " 

* Tennessee Valley Authority BO/OB/31 5pp 

900B 1 90575 Forwards addl info re underclad cracking of reactor vessel 
notiles. in response to NRC BOOAiB request 
MILLS. L 11 Tennessee Valley Authority 0O/OB/13 3pp 


ROQ026O567 Forwards best estimate of const completion dates 4 fuel load 
target dates tor Sequoyah , Wa t t* Bar 4 Bellefante Alio 
provides estimated dates for tendering OL applications for 
Hartsvl U », Phipps Dend 4 Yellow Creel 

MILLS. L H Tennessee Valley Authority SQ/08/19 3pp 


F Security, medical, emergency 6 fire protection plans 


0000050182 Requests all applicants for CPs 4 OLs submit Info re 
proposed nuclear power plant vicinity evacuation estimates 
Info requested by 800801 for NRC to identify evacuation 
c ons t r a ints . sp ec l al planning measures 4« possible mods 
EISENHUT, D 0 Division of Licensing B0/07/Q2 ip 


0 Inspection reports. IF Bulletins 4 correspondence 


0000110075 Forwards it lnsp Repts 50-390/00-15 4 50-391/00-12 on 
□00528-30 No noncompliance noted 

MURPHY, C E Region 2> Atlanta. Reactor Construction 4 Engineering 
Support Dranch 00/06/24 2pp 


—8000110070 IE Insp Repts SO-39O/0O-15 4 50-391/00-12 on 000528-30 
No noncomp 1 i ant e noted Major areas inspected const status. 
10CFR50 S3 1 terns, licensee action on previous insp findings. 

IE bulletins 5 I0CFR2! followup 

TH0MAS.il Region 2. Atlanta. Office of the Director 
CANTRELL. F 5 Region 2. Atlanta. Reactor Construction 4 
Engineering Support Dranch B0/06/E3 5pp 


8007170272 Responds to NRC 000617 l tr re violations noted in IE Insp 
Repts 50-390/00-1-1 t 50-391/00-10 Corrective actions weld 
procedure changed to allow use of 1/0-inch filler metal for 
root pats 4 inspectors instructed to follow instructions 
MILLS. L II Tennessee Valley Authority 80/07/10 3pp 


0000870592 Forwards IE Circular GO-17. 'Fuel Pin Damage Due to Water 
Jet From Baffle Plate Corner 1 No written response required 
Q'REILLYiJ P Region 2. Atlanta. Office of the Director 00/07/23 
If 


8000260153 Forwards IE Bulletin 60-18. "Maint of Adequate Min Flow 
Through Centrifugal Chaiging Pumps Following Secondary Side 
High Energy Line Rupture " No action required 

O'REILLY. J P Region 2. Atlanta. Office of the Director 80/07/24 
If 


0000110009 Act receipt of 008710 1 tr informing WRC of steps taken to 
correct violation* noted in IE Insp Repts 30-390/80-14 4 
30-391/80-10 

MURPHV.C E Region ?. Atlanta. Reactor Construction it Engineering 
Support Dranch 00/07/25 Ip 


— B008110825 Notice of violation from msp on 800519-22 

* Region 2. Atlanta. Office of the Director 00/06/10 Ip 


— 80081 10834 IE Insp Repts 50-390/60-14 & 50-391/00-10 on 800519-22 
None omp 1 lane e noted failure to follow qualified parameters 
of welding procedure 4 failure of dye penetrant Inspectors 
to conduct proper post-exam cleaning 

COLEY, J L Region 2. Atlanta, Office of the Director HERDT, A R 
Region 2. Atlanta. Reactor Construction 5. Engineering Support 
Branch 00/06/10 7pp 


8009260203 Forwards IE Suppl 1 to IE Info Notice 80-06. "Notification 
of Significant Events at Operating Power Reactor 
Faci 1 iti es " 

O'REILLY, JP Region 2, Atlanta. Office of the Director 80/07/29 
IP 


BOO014O578 Forwards IE Bulletin 80-20. "Failure* of Westinghouse Type 
H-2 Spring Return ta Neutral Control Switches “ Requests 
info re estimate of manpower associated u/corrective 
actions needed after identifying problem 

O'REILLY. JP Region 2, Atlanta. Office of the Director 80/07/31 
IP 


8009200394 Forwards IE Bulletin 00—19, "Failures of Mercury-Hotted 
Matrix Relays in Reactor Protective Sys of Operating Nuclear 
Power Plants Designed by Combustion Engineering " Action 
required by facilities w/OLs or CP*, 

O'REILLY, JP Region 2. Atlanta, Office of the Director 80/07/31 
*P 


80082B025S Ac k receipt of 900623 ltr informing NRC of etepe taken to 
correct violations noted in IE Insp Rept 50-390/80-13 
LEWIS, R C Region 2, Atlanta, Reactor Operations Nuclear Support 
Branch 80/08/01 Ip 


—6008280275 Forwards IE Insp Rept 50-390/00-13 on 000401-29 4 notice of 
violation 

LEWIS.R C Region 2. Atlanta. Reactor Operations Nuclear Support 
Branch BO/OS/27 2pp 


•80QB2B0278 Notice of violation from insp on B00401-29 

* Region 2, Atlanta, Office of the Director 80/05/27 3pp 


•800B2802B5 IE Insp Rept 30-390/80-13 en S00401-29 Noncomp 1 lence noted 
failure to control testing 5. failure to follow & have 
adequate procedures 

MCDONALD, J A Region 2, Atlanta. Office of the Director 

DANCE. H C Region 2, Atlanta, Reactor Operations Nuclear Support 

Dranch SO/03/27 I2pp 


9008200492 Ack receipt of S0071S ltr Informing NRC of steps taken to 
correct violations noted in IE Insp Rept 50-390/80-16 
LEWIS.R C Region 2. Atlanta, Reactor Operations Nuclear Support 
Branch 00/08/04 Ip 


•0000200514 Responds to NRC 800620 ltr re violation* noted in IE In*p 
Rept 50-390/80-16 Corrective actions items in storage room 
were identified by engineering, cleaned 4 returned to 
warehouse 

MILLS, L M Tennessee Valley Authority 00/07/15, 4pp 


■BO0B2OQ51 7 Forwards IE Insp Rept 50-390/80-16 on S00501-30 4 notice 
of violation 

LEWIS.R C Region 2, Atlanta, Reactor Operations Nuclear Support 
Branch 90/06/20 2pp 


•8009200509 Notice of violation from insp on 0OO5Oi-3O 

* Region 2. Atlanta, Office of the Director 80/06/20, lp 


-0000200512 IE Insp Rept 50-390/80-16 on 000301-30 Nancomp l lance noted, 
failure to identify 4 segregate nonconforming metis 
Nonconforming matls available for const use ware generally 
unprotected i dirty 

MCDONALD, J A . DANCE, H C Region 2, Atlanta, Office of the 
Director 00/06/20 6pp 


0008180197 Forwards IE Info Notice 80-29. "Broken Stud* on Terry 
Turbine Steam Inlet Flange " No specific action or response 
requested 

O'REILLY, J P Region 2, Atlanta, Office of the Director 80/08/07 
If 
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8008190432 Forwards revision to 800715 response to violation noted in 
IE Insp Rept 50-390/80-16 re failure to follow procedures 
for QA 4 GC records Revision clarifies action taken to 
prevent recurrence- for Item 2 Supersedes 800713 response 
MILLSiL M Tennessee Valley Authority 80/00/13 4pp 


8003190586 Forwards revision to 000701 request for relief from ASME 
Section XI preservlce 4 inservice insp requirement* re 
ultrasonic examination of welds 

MILLSiL II Tennessee Valley Authority 90/00/13 3pp 


300B270678 Forwards IE Info Notice 80-24. "Low Level Radwaste Burial 
Criteria " No written response required JH Stiseigk 000530 
memo end 

O'REILLY, J P Region 2. Atlanta. Office of the Director 80/08/(4 
If 


& Reportable occurrences. LERs b related correspondence 


8008210369 First Interim deficiency rept re removal of documentation 
tags t. conduit support clamps Results of investigation 
expected by 80QB29 

HILLS, L II Tennessee Valley Authority 80/07/ 1 I 2pp 


BOOB110325 Interim deficiency rept re mislocated nitrogen bottle bank 
supports Caused by Improper anchor installation Defective 
anchors to be replaced 4 design drawings revised 
MILLS, L M Tennessee Valley Authority 80/08/01 2pp 


SQQ9I2D425 Second interim deficiency rept re safety injection sys train 
5 flow deficiency Util continuing evaluation to define cause 
of flow reduction Addl info to be provided by 901107 
MILLS, LH Tennessee Valley Authority 80/08/05 lp 


3009130464 Final deficiency rept re control rod drop events Util will 
revise operating procedures as instructed by Wes t inghouse 
MILL8, L 11 Tennessee Valley Authority 80/09/05 2pp 


3008120462 Interim deficiency rept re incorrect Velan valve weights 
used in seismic piping analysis Existing supports checked 
against new’ loads to determine need for changes Final 
response to IE Bulletin 79-04 will be submitted by B01020 
HILLS, L M Tennessee Valley Authority 80/08/06 lp 


G00B130476 Third interim deficiency rept re upper head injection 
hydraulic isolation valve accumulator weighing sys Util (t 
Uestinghouse still pursuing solution it plan to submit addl 
info by 000919 

HILLS, L M Tennessee Valley Authority 80/08/08 lp 


8Q0B15Q212 Third interim deficiency rept re faulty fillet welds 4 QC 
breakdown Reinsp of fillet welds begun Addl affected areas 
include cable tray supports, condui t supports 4 steel Addl 
info will be provided by 801031 

MILLS, L M Tennessee Valley Authority 80/0B/0B lp 


S00913Q412 First interim deficiency rept re possible inadvertent boron 
dilution Under certain conditions adequate time may be 
available to prevent return to critical Interim actions 
recommended by Uestinghouse 

MILLS, L H Tennessee Valley Authority B0/O3/OB 2pp 


8Q0BI904SB Fourth interim deficiency rept re Penn Ventilator OA 
program Util still evaluating drawings 4 documents supplied 
by Penn Ventilator Hill submit next rept by 001110 
MILLSiL li Tennessee Valley Authority BO/OB/13 tp 


8009190463 Final deficiency rept re hydrogen detection sys integrity 
Util has ordered mod kits V anticipates that installation 
will be completed by 901205 

MILLS, L M Tennessee Valley Authority 80/08/13 2pp 


800B260474 Final deficiency rept re multiple deficiencies in 
configuration 4. location of safety-related piping Piping 
will be reinstalled in locations i configurations specified 
on approved drawings 

MILLS, L M Tennessee Valley Authority 80/08/19 3pp 


DOCKET 50-391 WATTS DAR NUCLEAR PLANT, UNIT 2 


A Application/construction stage documents 4 correspondence 


B008060024 Forwards FR notice re 800714-17 regional meetings to address 
portion of Commission 000523 memorandum 4. order describing 
requirements of environ qua 1 i f ica t i on of electrical 
equipment installed in safety sys 

E I0ENHUT , D G Division of Licensing 80/06/30 lp 


■B0O8Q6O1B9 Notice of 800/14 17 regional meetings to address portion of 
Commission 000523 memorandum 4 order describing requirements 
of environ qualification jt electrical equipment installed 
in safety sys SvC lists etn_ l 

EISEIJHjr, I, G Ilivlaldli of Licensing 80/06/27 117pp 


8003080010 Requests that all applicants for OLs and CP holders provide 
up-to-date completion schedules b fuel load target dates so 
that NRC may establish licensing priorities Forwards list 
of targe 1 schedules ror plants to be completed within 3 yrs 
EISENh'JT, D & Division nr Licensing 80/07/11 10pp 


800S010174 Confirms 900/14 telcon w-CE Murphy re 030725 meeting w/ 

CH Kimmcns t, other util personnel at regional ore to discuss 
800707—11 QA audit findings 

O'REILLY. J P Region 2. Atlanta, Office of the Director 90/07/17 

3pp 


800807005B Forwards summary of 900725 meeting w/ut s 1 in Atlanta, GA to 
discuss findings identified -during NRC GA audit of Ofc of 
Engineering Design b Const on 000707-11 

O'REILLY, J P Region £ Atlanta, Orrice of the Director 80/07/20 
5pp 


0009110122 Notification of 900810 meeting w/util in Bethestfa.MD to 
discuss status of NRC review 4 action required to complete 
1 icensing 

B0UKI-IIA.A Licensing Branch l STAHLE.C Licensing Branch 2 
80/07/ 29 3pp 


8003070117 Forwards requests for addl info concerning power sys 
Responses should be provided by 000905 
TEDESC0, R L Division of Licensing B0/07/31 25pp 


6000150060 Submits interim critei la for shift staffing to all CL 2, CP 
licensees 4 applicants, per NRC 800507 ltr Discusses 
administrative provisions fui emergency 6 overtime work 
Development 4 implementation tu be reviewed within 90 days 
EISENHUT.D G Division of Licensing SO/07/31 10pp 


8000190533 Forwards info re prassuriler sys piping per NRC B00623 
request N/o end 

MILLS, L M Tennessee Valley Authority 00/08/12 lp 


8003190460 Forwards “Secondary Water Chemistry Program Sequoyah 6 Watts 
Bar Nuclear Plants. 1 ' far Sequoyah Feedwater chemistry 
control section added to original program submitted 791010 
Corrective actions to bo taken re condenser tube leak 
MILLS, LH Tennossoe Valley Authority 00/09/13 lp 


— 0003190462 "Secondary Water Chemistry Program Sequoyah 6 Watts Oar 
Nuclear Plants 11 

* Tennessee Valley Authority 00/08/31 5pp 


8000190575 Forwards addl info re undeiclad cracking of reactor vessel 
nonles, in response to NRC 000610 request 
MILLS, L H Tennessee Valley Authority B0/0B/13 3pp 


8003260567 Forwards best estimate of const completion data* 4 fuel load 
target dates for Sequoyah , Wat ts Bar * Hollefonte Also 
provides estimated dates for rendering OL applications for 
Har tsv tile. Phipps Dend 6 Yellow Creek 

MILLSiL II Tennessee Valley Authority 80/00/19 2pp 


F Security, medical, emergency b fire protection plans 


8008050102 Requests all applicants for CPs 6 QLs submit info re 
proposed nuclear power plant vicinity evacuation estimates 
Info requested by 000001 for NRC to identify evacuation 
constraints, spec lal planning measures l possible mods 
EfSENHUT, D G Division of Licensing BO/07/02 lp 


0008210345 Forwards util response to questions re fuel storage 
physical security plan Response withhold (ref 10CFR2 790) 
MILLS, L 11 Tennessee Valley Authority 00/08/14 lp 


G Inspection reports, IE Bulletins 1 correspondence 


0009110075 Forwards IE Imp fiepts 50-390/80 15 V SO-391/BO-12 on 
B0052B-3G No noncomplian.ee noted 

MURPHY, C E Region 2, Atlanta, Rea^toi Construction 4 Engineering 
Support Branch 80/Q6/?4 2pp 
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--B0081 10078 IE Imp Repts 50-390/80-15 b 50-391 /BO-tZ on 800528-30 
No noncomp 1 lance noted Major area* inspected const status. 
10CFR5Q 55 items/ licensee action on previous insp finding*/ 

IE bulletins b IQCFR21 followup 

THOMAS, II Region 2, Atlanta. Office of the Director 
CANTRELL.F S Region 2. Atlanta/ Reactor Construction b 
Engineering Support Branch GO/06/23 5pp 


8008070592 Forwards 2E Circular 00-17- "Fuel Pm Damag e Due to Water 
Jet From Baffle Plate Corner ' No written response required 
0 'REILLY. J P Region 2, Atlanta, Office of the Director BQ/07/23 
IP 


BOQ82601S3 Forwards IE Bulletin 80-10- "Mamt of Adequate Min Flow 
Through Centrifugal Charging Pumps Following Secondary Side 
High Energy Line Rupture “ Ma action required 

Q'REILLV . J P Region 2. Atlanta, Office of the Director 80/07/24 
IP 


600B110009 Ack receipt of 800710 1 tr informing NRC of step* taken to 
correct violations noted in IE Insp Repts 50-390/80-14 b 
50-391/80-10 

HURPHY, C E Region 2. Atlanta- Reactor Construction I* Engineering 
Support Branch S0/07/25 Ip 


— 8008110017 Forwards IE Tnsp Repts 50-390/80-14 b 50-391/80-10 on 
800919-22 b notice of violation 

MUFPHV.C E Region 2, Atlanta. Reactor Construction b Engineering 
Support Branch 80/06/57 2pp 


— 0008110025 Notice of violation fTom insp on 800519-22 

* Region 2. Atlanta, Office of the Director 80/06/10 lp 


— 0008110034 IE Insp Repts 50-390/80-14 A 50-391/80-10 on, 800519-22 
None ompl lance noted failure to follow qualified parameters 
of welding procedure 4 fatljrc of dy* penetrant inspectors 
to conduct proper post-exam cleaning 

COLEY- J L Region 2, Atlanta, Office of the Director HERDT, A R 
Region 2- Atlanta, Reactor Construction fr Engineering Support 
Branch 30/06/10 7p p 


8008120462 Interim deficiency TOpt re incorrect Velan valve weights 
used in seismic piping analysis Eiisting supports checked 
against new loads to determine need for changes Final 
response to 1C Bulletin 79-04 will be submitted by 801020 
MILLS, L II Tennessee Valley Authority 80/00/06 lp 


8008130476 Third interim deficiency ropt re upper head injection 
hydraulic isolation valve accumulator weighing eye. Util b 
Meetinghouse still pursuing solution b plan to submit addl 
Info by 800919 

MILLS, L M Tennessee Valley Authority 80/00/00 ip 


8000150212 Third interim deficiency rept re faulty fillet welds b QC 
breakdown Reinsp of fillet welds begun Addl affected areas 
include cable tray sup por ts, c ondui t supports b steal Addl 
info will be provided by 601031 

MILLS, L £1 Tennessee Valley Authority 80/00/08 lp 


8000100412 First interim deficiency rept re possible inadvortent boron 
dilution Under cortain conditions adequate time may be 
available to prevent return to critical Interim action* 
recommended by Westlnghouse 

HILLS, L M Tennessee Valley Authority 00/00/03 2pp 


8008190458 Fourth interim deficiency rept re Penn Ventilator OA 
program Util still evaluating drawings b document* supplied 
by Penn Ventilator Mill submit nest rept by 0OlilO 
MILLS, L M Tennessee Valley Authority 80/03/13 lp 


8008190463 Final deficiency rept re hydrogen detection ay* integrity 
Util has ordered mod kits & anticipates that installation 
will be completed by 801209 

MILLS, L M Tennessee Valley Authority B0/0B/J3 2pp 


8008260474 Final deficiency rept re multiple def ic lane it* in 
configuration b location of safety-related piping Piping 
will be reinstalled in locations b configurations specified 
on approved drawings 

MILLS, L M Tennessee Valley Authority 80/00/19 3pp, 


0OQBI4O578 Forwards IE Bulletin 60-20, "Failures of Wes t i nghouse Type 
U-2 Spring Return to Neutral Control Switches " Requests 
info re estimate of manpower associated w/cor rac t i ve 
actions needed after identifying problem 

O'REILLY. J P Region 2. Atlanta. Office of the Director 30/07/31 
If 


B003200394 Forward* IE Bulletin BO-19- 'Failures of Mercury-Wetted 
Matrix Relays in fleactoT Protective Sys of Operating Nuclear 
Power Plants Designed by Combustion Engineering “ Action 
required by facilities u/OLs or CPs 

O'REILLY-J P Region 2- Atlanta- Office of the Director 80/07/31 
lp 


8008180197 Forward* IE Info Notice 80-29. “Broken Stud* on Terry 
Turbine Steam Tnlot Flange " Wo specific action or response 
reques ted 

O'REILLY, J P Region 2. Atlanta. Office of the Director BO/03/07 
ip 


8008190596 Forwards revision to 000701 request for relief from ASHE 
Section XI preservice t inservtce insp requirements re 
ultrasonic examination of welds 

MILLS, L £1 Tennessee Valley Authority 80/03/13 3pp 


S008270678 Forwards IE Info Notice BO-24, "Low Level Raduaste Burial 
Criteria “ No written response required OH Snieiek G0053O 
memo enc 1 

O'REILLY. JP Region 2, Atlanta. Office of the Director BO/O0/I4 

If 


S Reportable occurrences, L£Hs b related correspondence 


DOCKET 50-395 V1R01L C SUMMER NUCLEAR STATION. UNIT 1 
A Application/construction stage document* b correspondence 


0008060024 Forwards FR notice re 000714-17 regional meeting* to addr#** 
portion of Commission C00323 memorandum b ‘order describing 
requirements of environ qualification of electrical 
equipment installed in safety sys 

EISENHUT. D 0 Division of Licensing 00/06/30 lp 


— 8009060169 Notico of 000714-17 regional meeting* to addr#** portion of 
Commi ss i on 800523 memorandum b order describing requirement* 
of environ qualification of electrical equipment installed 
in safety sys Svc lists end 

EISENHUT.DQ Division of Licensing B0/06/27 U7pp 


8008080010 Requests that all applicants for 0L» and CP holders provide 
up-to-date completion schedules b fuel load targtt date* to 
that NRC may establish licensing priorities Forward* list 
of target schedule* for plant* to be completed within 3 yrt 
E ISENHUT, D 0 Division of Licensing 80/07/li iOpp 


0008200039 Summary of 800708-10 meeting w/utii b intervenar group CROW 
re applicant qua 1 i f i cat ions 

KANE.WF Licensing Branch 3 00/07/28 Bpp 


8008050395 Respond* to NRC 800328 Itr re qualification of facility 
instructors teaching sys integrated response*, tramient* b 
simulator courses Outlines of training perionnel experience 
b education end 

NICHOLS, T C South Carolina Electric b Oas Co 80/07/29 Bpp 


0008210369 First interim deficiency rept re removal of documentation 
tags b conduit support clamps Results of investigation 
Okpected by 800829 

MILLS, L M Tennessee Valley Authority BD/07/11 2pp 


8008150060 Submits interim criteria for shift staffing to all OL b CP 
licensees b appl icants. per NRC 800507 itr Discusses 
administrative provisions for emergency h overtime work 
Development b implementation to be reviewed within 90 days 
E ISENHUT. D 0 Division of Licensing 00/07/31 IOpp 


0006110325 Interim deficiency rept ro mislocated nitrogen bottle bank 
supports Caused by improper anchor installation Defective 
anchors to be replaced b design drawings revised 
MILLS, L 11 Tennessee Valley Authority 80/08/01 2pp 


'008130464 Final deficiency rapt re control rod drop events Util will 
revise operating procedures as instructed by Westlnghouse 
HILLS. L 11 Tennessee Valley Authority 80/00/05 Spp 


8008090375 Forwards response, pro so b on behalf of BC Public 8vc 
Authority- to NRC 800514 request for info re potential design 
deficiencies of engineered saftey features 

NICHOLS, T C South Carolina Electric b Oas Co 80/0B/06 Bpp 


00 08 i 20540 Advises that present const completion date remains 
Dec l 9B0 Hot functional testing commenced B00304 Fuel load 
target date scheduled as soon as possible after completion 
of const 

NICHOLS, T C South Carolina Electric b Oas Co 80/08/06 ip 
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8000120177 Forward* "Human Factor* Engineering of VC Svanar Nuclear 
Power Station Control Room, 11 pro se b on behalf of SC Public 
Svc Authority Rept submitted for NRC control room audit 
NICHOLB,! C South Carolina Electric b Qa* Co 30/08/08 ip 


--B00B120177 "Human Factor* Engineering Review of VC Summer Nuclear 
Power Station Control Room " 

MALLORY, K , BAKER, C ■ SHIELDS, N Essex Corp 00/09/06 IBpp 


00031503*6 Forward* new procedure page* substituting page* in B00714 
response to NRC 800630 question* re secondary water 
chemistry control program 

NICHOLS, T C South Carolina Eloctric l Oas Co S0/0B/12 9pp 


8QOB10O192 Forwards changes to Amend 20 of TSAR, Chapter S 2 re 
electrical ty t 

NICHOLS, T C South Carolina Electric b Oas Co 00/08/13 ip 


— 8000100195 Changes to Amend 20 of F8AR. Chapter 0 2 re electrical sys 
* South Carolina Electric b Gas Co 80700/13 2pp 


8DO819O30B Forwards facility 800831, "Emergency Feedwater 8y* 
Reliability Analysis " 

NICHOLS, T C South Carolina Electric b Oas Co 00/09/15 lp 


— 0000190591 "Emergency Feedwater Sys Reliability Analysis " 
* Oilbert/Cammonwealth Cos 80/OB/31 06pp 


BQ0B260365 Forwards info required for seismic review of facility Mat! 
includes pre-visit info for Seismic Qualification Review 
Team requested in FSAR questions 110 2i b tlO 22 & seismic 
reiponie curves 

NICHOLS, T C South Caroline Electric b Oa* Co 00/00/20 37pp 


0000280403 Forwards "AM Williams Station 316 (a) U <b) Demonstrati on, "b 
"Water** Station 316 (a) b <b> Demonstration " Rept* 
available in Central Files only 

SHUMAN, J South Carolina Electric b Oas Co 00/00/35 lp 


F Security, medical, emergency b fire protection plane 


B00G0S0102 Requests all applicants for CPs b OLs submit info re 
proposed nuclear power plant vicinity evacuation estimates 
Info requested by SOOSOl far NRC to identify evacuation 
constraints, special planning measures b possible mods. 
EI6ENHUT, D 0 Division of Licensing B0/07/02 lp 


0 Adjudicatory correspondence 


BQO0OBQ138 Forwards 600725 FR notice re procedural assistance change in 
adjudicatory licensing proceedings 
QOLDBERQ, fi C Hearing Branch 2 80/08/06 4pp 


I Financial information 


3008120344 Forwards Annual Financial Repts 1978 b 1979 

NICHOLS,! C South Carolina Electric b Oas Co 00/09/06 lp 


— 8008120350 Annual Financial Rapt 1979 

* South Carolina Public Service Authority 0O/OB/O6 35pp 


— 8003120554 Annual Financial Rapt 1978 

• South Carolina Electric b Oas Co 80/00/06 40pp 


—8003120556 Annual Financial Rept 1979 

* South Carolina Electric b Oas Co 80/03/06 3?pp 


—8008120559 Annual Financial Rept 1979 

* Bouth Carolina Public Service Authority 60/09/06 6Spp 


X Utility Final Safety Analysis Report (FBAR) b amend* 


900B260362 Amend to QL application, forwarding Amend 20 to FSAR 
Affidavit end 

NICHOLS,! C Bouth Carolina Electric b Oas Co 90/08/25 2pp 


—0008260364 Amend 20 to FSAR 

a South Carolina Electric b Oas Co 80/00/31 175pp 


11 Antitrust correspondence 


0008040047 Response in opposition to Central Electric Power Cooperative 
motion for 20-day extension to Pile comments peT 
Commission 600630 order Proceeding should not be delayed to 
obtain addl documents Certificate of Svc end 

CONNER,! Q South Carolina Electric b Oas Co CONNER, T B Conner, 
Moore l Corbor 80/07/30 Spp 


9008070424 Clarifies util opposition to Central request for extension 
re Commission order Central made single request for 30-day 
extension, to which util objects 
BRAND. H E Brand b Hall 00/03/05 ip 


0008210414 Motion foi extension until BOOB21 to respond to SC Electric 
b Oas B00813 request for protective order prohibiting use of 
certain documents to establish inconsistencies Urges 
expedited consideration Certificate of Svc b exhibit and 
BRAND, W E . ROBERTS, C P Central Electric Power Cooperative, Inc 
BRAND, H E Brand b Hall 80/09/ IB 6pp 


0008220100 Order denying Central Electric Power Cooperative , Inc SOOBIB 
motion for e x tension , e xp ed i ted consideration b other relief 
CHILK, S J Office of the Secretary of the Commission 00/08/19 
Ip 


0008270365 Status rept on developments since filing of earlier 
p lead lngs, in response to A5L 9 60 0630 memorandum b order 
Criteria used by Commission in memorandum erroneously b 
imprecisely defined 

CONNER,! D Conner, Moore b Corber BO/OB/22 16pp 


0003270335 Response to NRC 900630 memorandum b order requesting comment 
on proposed significant changes criteria t for factual 
update Commission should find no significant changes since 
CP antitrust review Certificate of Svc end 

MORRISON. H P , MCGIFINN.M FI South Carolina Public Service Authority 
MORRISON, H P Cahill, Gordon U Reindel BO/OB/25 32pp 


--B00B27O337 Responds to NRC 900700 itr requesting info re ownership b 
operating agreement between util b Central Electric Power 
Cooperative, Inc Draft agreements b related data enc 1 
HESCHER, W C South Carolina Public Service Authority 80/07/23 
ISQpp 


800827Q4B9 Comments on NRC 800630 memorandum 4 order sotting forth stds 
for assessing whether significant change occurred since CP 
antitrust review Util must get joint ownership agreements 
from both facility owners H/Cerfclf icates of Svc 

BRAND. H E , ROBERTS, C P Central Electric Power Cooperative, Inc 
BRAND, W E Brand b Hall SO/OB/B5 76pp 


— 8000270510 Affidavit ro util actions in 1973 conditioning Sante Coope 
participation upon enactment of territorial allocation law 
SMITH, K South Carolina Electric Cooperative Assoc iat ion, Inc 
79/03/14 7pp 


J00B2BO269 Notice of appearance in proceeding Certificate of Svc enc 1 
MCGUINN, H R South Carolina Electric b Oas Co MCOUINN, M R 
Cahill, Gordon b Reindel 80/00/25 2pp 


P Operating license stage documents b correspondence 


0008010070 Notification of 000730 meeting w/util in Bethesda.MO to 
discus* ™i crosei Smi e 1 ty concerns b applicant responses to 
NRC request* for addl info 

KANE, W Licensing Branch 2 80/07/22 2pp 


Q Inspection reports, IE Bulletins b correspondence 


9000110441 Forwards IE Insp Ropt 50-095/00-16 on 800610-12 No 
none omp l ianc e noted 

MURPHY, C E Region 2, Atlanta, Reactor Construction b Engineering 
Bupport Branch 00/07/01 2pp 


— 0008110444 IE Insp Rppt 50-395/80-16 on 800610-12 No noncompliance 
noted Major areas inspected 1OCFR50 55e items, inspector 
followup Items b. IE bulletins 

BURDETTE. T E Region 2, Atlanta, Office of the Director 
CANTRELL. F 8 Region 2, Atlanta, Reactor Construction b 
Engineering Support Branch 80/07/01 5pp 


8008120073 Forwards IE Circular 90-17, "Fuel Pin Damage Due to Water 
Jet From Baffle Plate Corner " No written response required 
O'REILLY, J P Region 2, Atlanta, Office of the Director B0/07/23 
Ip 
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-012-"C4 For..»-ss !E Ci" la' a.'-l 7 . F i.ei Pin Darag* Due to Mater 
1 ® t r- - 3alfJ» Pla»e ■ -r er N j .fitter reifoms requires 
Q J P P«J 1 Q' Z. Atlanta OrMit ti tie Director 90/07/23 

10 


— 8006200157 "Seismic Activity Hoar VC Summer Nuclear Station, " for 
Apr-June 1990 

TALWANi.P South Carolina. Univ o f 80-2 80/08/19 20pp 


I ■ jiStDll" 1 Fo~.ar;u IE Sjlletin Gj- 18 I'unt Of Adequate lil» Flou 
T ”"W- c«rtrir,jsl C'arjiri) c u*;» Following Secondary Side 
"ii» fc-w-ji Lt'e Pjp'jre “i j action required 

0 REIU-i, ' f »eji-n _ Atlanta Orrst* of the Director 80/07/24 
If 


1 r 3t ri l -.3 Forward* 1- Djiletm 5j-lS ”Mamt of Adequate liin Flow 
T "-o.jh u*r t r i ruga ) Crarqmj Furpe followirq Secondary Side 
Iliqh srrrjj lin» Fupt"r« ' '13 a-ticn required 

0 Petit' J f Begisn Z Atlanta Cum of *h* Director 80/07/24 
'<5 


: 3 1 5 1 uppi 1 tD SE inra tlatue 60-04, “Notif teat ion of 

-iqm / 1 CJT ' F.il'ti at Operating P:,ar Reactor Facilities " 
r *1 reipsnifr rfjjirej 

0 ' p Reqtoo 2 Atlanta Citfice of *h* Director 30/07/29 

If 


"9131231 Ai.nei that IF Audit Kept 5D-395/EO-I4 contains no 
proprietary iro 

NtCwf.'-S 7 C South Carolina Electric >. Oa* Cd SQ/07/20 Ip 


S Reportable occurrences! LERs * related correspondence 


8008050454 Final significant deficiency r 0 pt re incorrectly specified 4 
installed flange matl, originally di&tussad ui/NRC on 800708 
All 304 stainless steel flanges will be removed 4 replaced 
u/316 stainless steel flanges 

CREWS, E H South Carolina Electric & Oas Co 00/07/30 3pp 


DOCKET 30-394 UH1V OF VIRGINIA CAVALIER RCACTQR 


Q Inspection reports! IE Bulletins 4 correspondence 


80062 704 5S Forwards IE info Notice BQ-24, "Lou t-evel Radweoto Ourjal 
Criteria “ No written response required JH Snieiok Q00930 
mere and 

0 'REILLY, J P Region 2, Atlanta. Office of tha Director 80/08/14 
lp 


DOCKET 50-397 WRPSS NUCLEAR PROJECT, UNIT 2 


w'jaH j$i; fergards IE Sul let m 50-20. 'Failures of Westmjhoute Tup 
W-U -pring Return to Neutral Control Switches ' Requests 
info re estimate ar fanpCjer associated u/cOrrective 
fic t^- n s needed after identifying problem 

Q flciu.* J f flepion 2 Atlanta Office of the Director 80/07/3 1 
1 P 


: « 14 ,w 574 Forward, IE J.tietm 00-20 Failures of Msstinghouse Tup. 
M -2 -pri-j netur 1 to Wdral Cjotrol Switches J Requests 
m f o re Mtinte of manpower asscciated u/corrective 
actions needed after identifying problem 

O^Rr.lLL,,/ P Region 2 r.tlanta Orfic* of the Director 80/07/31 


MuOSlOUvS? rcfy.rt. 1 , Bulletin S 0 -J 9 . -Failures 0 f Mercury-Wetted 
Po R * icl0t ' F'-° f 'ective Sys of Operating Nuclear 

r«ulrei*au Ve*! 9 "** 6V Cc ^ b u 5 * lcm Engineer, ng ' Action 
require I py facilities w/QLs or CPs 

O^PEILL' J P Region 2 , Atlanta, Office of the Director 80/07/3 


A App 1 f cat lon/cons true fc t on stage documents it correspondence 


8008040024 Forwards FR notice re 800714-17 regional meetings to address 
portion of Commission 000523 memorandum 4 order describing 
requirements of environ qua 1 i ficetl on of electrical 
equipment installed In safety sys 

FISEHriUT.D 0 Division of Licensing 80/04/30 lp 


■6008040189 Notice of 800714-17 regional meetings 
Commission 800528 memorandum 4 order describing 
of environ qualification of electrical equipmon 
in safety sy, Sue lists encl 

EI9ENHUT, 0 0 Division of Licensing 80/06/27 


to address portion of 
requirements 
t installed 

U7pp 




up-to-date completion schedules 4 fuel load target dates so” 
that NRC may estabiish licensing priorities Forward, list 

ErSF«W?/rV^* d n^® , ' (DP ? ‘ ant5 bB fompleted within 3 yrs 
FiSENHvr, 0 9 Division of Licensing 80/07/lt iopp 


LUO 810 OU 1 Forward, IE Bulletin 60 - 19 , 'Failures of Mercuru-WetteW 
F.iay, in Rear tor Protect.v. Sy, of Operating Nuclear 
4 “' Plants Oettqn.ri Ccmbustion Engineering " Action 
required ty faciiitis^ u^Q(_q 0 „ rp* ' 

a^EfLLi.JP Region ? Atlanta, Orf.ee of the Director 80/07/31 
lp fl£ILLy ' P fi, Sie n * Atlanta, Office of the Director 80/08/07 


6008150449 Forwards IE tn # 3 Notice 80 - 29 , Broien Studs nn 

Turbine Steam Inlet F|m,. • Ho spscif.c fchfnn * d r,rr « 
rtnu*»t<{j 5 specific action or respon** 

O^EIl-Lf.VP «*».on 2 Atlanta Office or th. Director 89/08/07 


Burul 

0 RE ILL r j p 

tp 


Region 2 Atlanta, 0ff.ee of the director 


80/0B/14 


6036270*72 Forwards IE Info Notice fio 3 a , 


oifiTid *ncj 

O'REIU r J F 
If 


Burial 


Region 8 Atlanta, Orf ic* 0 f the Director 


80/08/14 


3'wD 824L547 Responds to 
fa» - 



* 2 ™*'** forward, Tf'hni, a j n tft §0 _, 

funrer N cl„r Station, e»e Apr-Z:' .of!' 


^ li?80 - pro 10 4 


SiMc Activity We 4 r VC 


ion ty 

south Ca-anna Flectric •, Ca 


8008060134 notification of 000006 meeting w/utn in Detbosda.MD to 

lvnch’m “* f 2’- ««»‘tl.l Shield win fc 

LVNCH, M 0 Licensing Dranct, i 


60/07/31 3pp 


S008150060 Submits interim criteria for shift staffino to all 0L 4 Ff> 
licensee, 4 app Ucants, per NRc g 0 0S 0 7 ltr Discus,,"' “* * C? 

f ° r ener '^'f overtime WOr (t 

EISENHUtTo SiitTTa «l°, n fc0 b f Reviewed within 90 days 
tiaEKMUT.DC Division of Licensing 80/07/31 10pp, 

e °Shmi 9 ( 1 an r “ fl! ' <,S " E ‘' s ‘ ne8r ‘«» Valuation of Unit 2 U.crlf Ida! 
RENOERGER.D L Washington Public Power Supply System 00 / 08/01 

,£PS}r,«&i 8 ' 

e “n 3 DeHesda, t MD ,C to t ii"cus ! 8 conce m % esUni Licensing Revi.w Croup 

Enpinreriog Draach ^ ^1, Inefl * P^^ton. on Mechanical 

NILSOW./,; L i c: ft nstn;irIn?ri neS 8O%0/O4 nCh 1 ° PBn 

" 8 T^^: < sr^ ,e t: t d^c o uts a 2f n ?i n , :” t ;s; i ^ BMR r-i- or«« P 

WLSON.^n L icensi ng branch £ 1 " SU 0 O /O 8 /O 4 On, ip " 

~*T£g: t «-i. u o roU p 

i»sues° n Purit s ^ s h 4 ssssr^^rSrSJc;*:;^ 

U 1 LSOH.JN Licensing Draneh 1 00/08/04 Ip 

IT, B» t h esda, 4 ^ ‘to ^Mius sconce nsua^o* ,^ 0W Licetislns Review Group 
WILSON. j N Licensing Branch 1 00/00/04 9 pp 


s Co 00/08/15 



DOCKETED ITEMS 
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8008120482 Comments on NUREQ- 057 7, 1 n response to NRC 900580 1 tr Basis 
for required margins above nil ductility transition temp 
should be provided Definition of operating temp 5 scope 
needed 

REN BERGER < D L Washington Public Power Supply System 80/00/06 

4pp 


8006070144 Forwaids Suppl 1 to IE Bulletin 80-17. "Failure of 76 of 185 
Control Rods to Fully Insert During Scram at DWR ' No 
written response tequtred 

ENCELKEH. R H Region 5. San r rantisco. Office of the Director 
00/07/ 18 ip 


0OCB18O4S1 Provides estimated dates for OU app 1 l c at ion, const completion 
& fuel load, in response to NRC 800711 request ©triple 
application will be submitted 36 months ptlor to fuel 
load lng dates 

HEN8ERCER, D L Washington Public Power Supply System 80/08/08 
Spp 


9000130550 "Engineering Evaluation of WNP-2 Sacrificial Shield Wall " 
» Washington Public Power Supply System B0/08/I3 325pp 


3008070277 Forwards Suppl 2 to IE Bulletin 80-17, "Failure nf 7 6 of 183 
Control Rods to Fully Insert During Sciaia at BUR “ 

No written response tequtred 

ENGELKEN, R H Region 5. San Francisco. Dffice of the Director 
80/07/22 2pp 


8008120141 Forwards IE Circular 80-17, "Fuel Pin Damage Due to Water 
Jet From Baffle Plate Cornei ' No written response required 
ENGELKEtl, ft H Region S. San Francisco, Office of the Directqr 
00/07/23 Ip 


8000220213 Forward* Suppl I to ‘’Engineering Evaluation of WPPSS Unit 2 
Sacrificial Shield Wail," in response to open items required 
for NRC approval of proposed rep iac ernent weld in sacrificial 
shield wall Affidavit end 

RENBERGER, D L Washington Public Power Supply System 80/08/19 

app 


— 8000220215 "Engineering Evaluation of WPPSS Unit S Sacrificial Shield 
Wall, " Suppl 1 

* Washington Public Power Supply System 30/00/19 I7pp 


0008260260 Two hundred elec tr ica t , in* tromenta t i on 5 control drawings 
to be recalled at later date for microfilming List of 
drawings end 

* Washington Public Power Supply System 00/0*7/01 225pp. 


F Security, medical, emergency 6 fire protection plans 


8008090102 Request* all applicants for CPs 6 OLs submit info re 
proposed nuclear power plant vicinity evacuation estimates 
Info requested by 800801 for NRC to identify evacuation 
cons tra int*, spec la 1 planning measures S< possible mods 
E 1 BENMUT , D 0 Division of Licensing 00/07/02 lp 


8008180262 Advises that NRC will advise util when review of 
proposed near-site emergency ctr can be schedul ed, Uti 1 may 
not assume approval in absence of negative comment within 30 

days 

Y0UN98LQ0D. B J Licensing Branch I 80/00/12 3pp 


H General correspondence 


800S070300 F01A request for 36 categories of Info re facility 
ULIN, 0 ft Taylor 4. Ulin 00/07/02 5pp 


8008080524 Responds to 800708 request by forwarding enforcement 
correspondence transmitted to util t, NRC press release W/o 
enc 1 s 

THORNBURO,H D Division of Reactor Construction Inspection 
90/07/21 lp 


BOOB07Q496 Responds to FQ1A reguest for 36 categories of info re 
facility Overall request needs to be modified Forwards table 
of contents for NRC manual Records requested under Items 
4, 14, 15, 16, 17 l 20 do not edit W/o enc l 

FELTON, J M Division of Rules and Records 00/07 /S2 2pp 


8008210166 Responds to 800709 request for NRC memo stating thet 
facility CP doe* not guarantee OL Forwards documentation of 
IE S00617 enforcement action re unsatisfactory work 
performed at facility 

DEM TON, H ft Office of Nuclear Reactor Regulation, Director 
80/00/12 lp 


— 800S24017Q Requests NRC memo stating that facility CP does not 
guarantee 0L 

LEWIS, tl I Affiliation Unknown 80/07/09 Ip 


0008260471 Discusses new responsibility as managing director of supply 
sy», assumed on 000804 All correspondence previously 
addressed to Strand should now be directed to RL Ferguson 
FERQU30N, R L Washington Public Power Supply System 80/08/14 lp 


O Inspection reports, IE Bulletins It correspondence 


8006060512 Forwards IE Bulletin 80-17, "Failure of 7* of 185 Control 
Rod* to Fully Insert During Scram at BWR " No written 
response required 

ENOELKEN, R H Region 9, 8an Francisco, Office of the Director 
00/07/07 Ip. 


8008200546 Forward* IF Bulletin 80-18, "hunt of Adequate Km Flow 
Through Centrifugal Chatging Pumps Following Secondary Side 
High Eneigy Line Rupture " No action required 
ENGELKEtl. ft M Region 5. San Francisco, Office of the Director 
00/07/24 lp 


8003140503 Forward* iE Bulletin 80-20. "Failure* of Westinghouse Type 
W-2 Spring Return to Neutral Control Switches ' Requests 
info ro estimate of manpower associated u/corrective 
actions needed after identifying problem 

ENGELKCfi. R H Region 5, San Francisco, Office of the Director 
80/07/31 ip 


BOO02OO4O9 Foi wards IE Bulletin 00-19, "Failure* of Mercury-Wetted 
Matrix Relays in Reactor Protective Sys nf Operating Nuclear 
Power Plant* Designed by Combustion Engineering " Action 
required by facilities wi/ClLs or CPs 

ENGELKEN. R M Region 5, San Francisco, Office of the Director 
80/07/31 |p 


8008140603 Requests desciiption of actions taken to preclude occurrence 
of cracking of jet pump holddown beams Similar to cracking 
described in IE Bulletin 00-07 Also requests commitment to 
adopt whatever long-tesm solution is approved 

TEDESCQ, R L Assistant Director for Licensing 80/08/05 2pp 


3 Reportable occurrences, LER s 4 lelatod correspondence 


Q008270233 AcV receipt of 800723 deficiency rupt re voids U gaps in 
sacrificial shield wall 

ENOELKEN, R H Region 5, San Francisco, Office of the Director 
80/08/12 lp 


8008260534 Deficiency ropt re possible inoperability of Borg-Warner 
valves w/L l rai torque seties SMC operators Identified valves 
will be reworked by thread staking procedure Schedule to be 
provided after labor negotiations 

RENBERGER, D L Washington Public Powei Supply System 80/08/20 
4pp 


9008280330 Defic i ency rept ro battery charger capacitor failure 
Condition not reportable under iOCFRSO 55e Capacitors 
exceeded recommended shelf-life 4 were tin* reformed 1 prior to 
being placed into *vc Procedures will be revised 
RENBERGER. D L Washington Public Power Supply System 80/08/21 
app 


DOCKET S0-39B MFNOGC I NCI, UNt T 1 


S Reportable occurrence*, ICR* l> related correspondence 


8008060311 Interim deficiency T*pt re design of seal water injection 
*ys for essential cooling water pumps Deficiency stems from 
lack of continuous watei Injection to cooling water pump 
seals 6 bearings Alternate design solutions being evaluated 
0PREA, G W Houston Lighting 4 Power Co 80/08/01 4pp 


DOCKET 50-400 8 ME ARON HARRIS NUCLEAR POWER PLANT, UNIT 1 


A App i i cat ion/cons true t i on stage documents 4- correspondence 


800806Q024 Forwards PR notice re 800714-17 regional meetings to address 
portion of Commission 8A0523 nemoTandum t - order describing 
requirements of environ qualification of electrical 
equipment installed in safety *y* 

E I SEWHUT , 0 C Diviston Of Licensing 80/06/30 lp 

—8008060189 Notice of 800714-17 regional meetings to address portion of 
Commission B00S23 memoi andu.s t order describing requirements 
of en.iron qualification of electrical equipment installed 
in safety sys Svc list* otic) 

EISENHUT, 0 G Division of Licensing 00/06/27 117pp 
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8000080010 Requests that all applicants for OLs an-d CP holder* provide 
up-to-date completion schedules U fuel load target dates so 
that MIC may establish licensing priorities Forwards list 

schod-ules for plants to be completed within 3 uti 
EISENHUT, D 0 Division of Licensing 00/07/11 lOpp 


0008260151 Forwards IE Bulletin 00-18, "Maint of Adequate Min Flow 
Through Centrifugal Charging Pumps Following Secondary Side 
High Energy Lino Rupture " No action required 

D 'REILLY, J P Region 2, Atlanta, Office of the Director 00/07/34 
»P 


3003180060 Submits interim criteria for shift staffing to all CJL It CP 
licensees V appl 1 cants, per NRC 000507 1 tr Discusses 
administrative provisions for emergency U overtime work 
Development It implementation to be reviewed within 90 daui 
E ISENHlfT , D 0 Division of Licensing 00/07/31 lOpp 


800B280106 Forwards IE Insp Repts 50-400/80-15,90-401/00-13. 
50-402/00-13 6 50-403/00-13 on 000616-20 S. notice of 
violation 

MURPHY. C E Region 2, Atlanta, Reactor Construction h Engineering 
Support Branch 00/07/25 2pp 


1008IB0416 Provides up-to-date schedule for completion of const, in 
response to 800711 1 tr 

JOVFg, J A Carolina Power * Light Co 00/00/13 2pp 

008260402 Submits info re use of masonry walls in Category I 
Structures at facility »n response to NRC 000421 request No 
Category I masonry walls have been used No oaf ety-re lated 
equipment is permitted to be supported from walls 
MCDUFFIE. 11 A Carolina Power £ Light Co 80/00/13 lp 


— 80082801 14 Notice of violation from insp on 800616-20 

* Region 2. Atlanta, Office of the Director 00/07/23 tp 


— 8000280126 IE Insp Repts 50-400/00-1 9, 50-40 1 /BO- 1 3, 30-402/80-13 l< 
50-403/00-13 on 000616-20 Non comp 1 lane o noted failure to 
follow reinforcing steel storage procedure 

HERDT, A R Region 2, Atlanta, Reactor Construction St Engineering 
Support Branch KLElNSOROE, U P Region 2, Atlanta. Office of the 
Director 00/07/25 Bpp 


Security, medical, emergency * fire protection plans 


000030102 Requests all applicants for CPs & OLs submit info re 
proposed nuclear power plant vicinity evacuation estimates 
Info requested by 800801 for NRC to identify evacuation 
c on* tra in t*, specie I planning measures * possible, mods 
E1SENHUT.D 0 Division of Licensing 00/07/02 lp 


108070404 Responds to NRC 800702 request far Info re evacuation times 
lnfe presently unavailable Site location & population 
density info from F9AR & environ repfc end Low density & 
road adequacy preclude unusual evacuation problem*. 

MCDl/FFIC. (i A Carolina Power It Light Co BO/OS/OI 24pp 


General correspondence 


108050296 Forward* relevant rules in response to 000715 inquiry 
Intervention not feasible due to absence of present 
proceeding but may bo sought when OL application is filed 
W/o encl 

BARTH, C A Hearing Drench 3 80/07/31 lp 


Inspection reports, IE Bulletins It correspondence 


OBOIOOD7 Act receipt of 800625 ltr informing NRC of steps taken to 
correct violation noted in IE Insp Repts 30-400/00-13. 
30-401/80-11,50-402/80-11 t< 30-4O3/BO-II 

lUflPHY. C E Region 2, Atlanta, Reactor Construction It Engineering 
upport Branch BO/07/16 ip 


1008010038 Responds to NRC 000609 ltr re violation noted In IE Insp 
Repts 30-400/00-13, 50-401/00-1 1, 30-402/B0-1 1 fc 50-403/80-11. 
Corrective action* new tact welds mode to attach base of 
containment restraint to pad 

HOWE, p U Carolina Power It Light Co 00/06/25 2pp 


0050107 Ad receipt of IE Insp Repts 90-40O/B0-1 4, 00-401/00-12. 
10-402/00-12 U 50-403/00-12 Na proprietary info 
OWE. F If Carolina Power * Light Co 00/07/21 lp 


0000501 1 1 Forwards IE Insp Repts 90-40O/B0-14, 50-401/00-12, 
30-402/00-12 ti 90-403/QO-12 on 000609-13 No nancampl lance 
noted 

MURPHV, C E Reg i on 1, Ph 1 ladelph i a, Reactor Construction & 
Engineering Support Drench 00/07/09 2pp 


000090120 IE Insp Repts 30-400/00- 14. 50-40I/B0-I2. 90-4O2/B0-12 It 
30-403/00-12 on 000609-13 No noncompl lane e noted Major 
area* inspected con talnmen t structural concrete, electrical 
raceway, fire prevention/prDtection S. electrical procedures 
0I93DN8.T D • MERR1 WEATHER. N Region 2. Atlanta, Office of the 

DirrctOT, CONLONr T E Region 2, Atlanta, Reactor Construction tt 
Engineering Support Branch BO/O7/O0 4pp 


1080 90120 IE Imp Repts S0-400/B0-I4. 50-401 /BO-12, 50 - 402 /B 0-12 It 
50-403/00-12 on 000609-13 No ncncamp 1 iance noted Major 
areas inspected containment structural concrete, elec tr lea 1 
raceway, fire prevent i on/prot ect i on *■ electrical procedures 
GIBBONS. T D Region 2, Atlanta. Office of the Director 60/07/00 
4pp 


0086 Forward* IE Circular BO-17, "Fuel Pin Damage Due to Water 

■rom Baffle Plate Corner " No written response required 

LEV. J P Region 2. Atlanta. Office af the Director B0/07/23 


8009140184 Act receipt of 000707 ltr Informing NRC of steps taken to 
correct violations noted in IE Insp Repts 50-400/79-07, 
90-401/79-07,50-402/79-06 Si 50-403/79-06 

MURPHV, C E Region 2, Atlanta, Reactor Construction S, Engineering 
Support Branch 00/07/20 lp 


— 8000 140189 Responds to NRC 800521 ltr re violations noted In IE Insp 
Repts 90-400/79-07, 90-401/79-07, S0-402/79-06 tt 50-403/79-06 
Corrective actions design spec & site control procedures 
were revised bated on completion of lab testing, 

HOWE, P W Carolina Power S, Light Co „ 80/07/07 2pp. 


BOO 01 40019 Ack receipt of 000626 ltr informing NRC of steps taken to 
correct violation* noted in IE Insp Repts 50-400/80-12, 
30-401/80-10,50-402/00-10 Si 30-403/00-10 

MURPHV, C E Region 2, Atlanta, Reactor Construction Si Engineering 
Support Branch 00/07/30 Ip 


— BOOB140D24 Responds to NRC 800603 ltr re violation* noted in IE Insp 
Repts 50-400/80- 1 2i 50-401/80-10, 50-402/00—10 8, 50-403/00-10 
Correct! ve actions eating area has been designated away from 
stored metis S, painted to indicate restrictions 
HOWE, P W Carolina Power 4. Light Co 00/06/26 5pp 


—0000140028 Ack receipt of IE Insp Repts 50-400/80-12,30-401/00-10, 
50-402/00-10 4 50-403/00-10 on 800428-0502 No proprietary 
Info 

HOWE, P. W Carolina Power t Light Co 80/06/09 ip 


-8000140031 Forwards IE Insp Repts 50-400/80-12,50-401/80-10, 
50-402/80-10 tt 30-403/00-10 on 800428-0502 Si notice of 
vio lation 

MURPHV, C E Region 2, Atlanta, Reactor Construction Si Engineering 
Support Branch 00/06/03 2pp. 


— 8003140034 Notice of violation from insp on 000428-0502 

a Region 2, Atlanta, Office of the Director 00/06/03 2pp 


—8008140039 IE Insp Repts 30-400/00-12,90-401/00-10,30-402/80-10 t, 
30-403/80-10 on 90042B-050B Noncomp 1 iance noted. failure to 
pro-parly identify audit nonconformances 4 to take adequate 
correct! ve action for concrete test cylinder* 

BROWNLEE. V L Region 3, Chicago, Office of the Director. 

DURDETTE, T E Region 2, Atlanta, Office of the Director 

CBNLON, T E Region 3, Chicago. Reactor Construction !■ Engineering 

Support Branch 80/06/03 23pp. 


6008 i 50 141 Forward* IE Bulletin BO-20, "Failure* of Westlnghouse Type 
W-2 Spring Return to Neutral Control Bwltehe* " Requests 
info re estimate of manpower associated w/correctiv# 
action* needed after identifying problem 

O'REILLV, J P Region 2, Atlanta, Office of the Director 00/07/31. 
If 


BO-08180119 Forwards IE Bulletin BO-19. "Failures of Mercury-Wetted 
Matrix Relay* In Reactor Protective 8ye of Operating Nuclear 
Power Plants Designed by Combustion Engineering " Action 
required by facilities w/OL* or CPs 

O'REILLY, J P Region 2, Atlanta, Office of the Director B0/07/31 
lp 


8008220065 Ack receipt of IE Insp Repts 50-400/90-15,30-401/00-13, 
50-402/80-13* 50-403/80-13 on 0OO616-2O.No proprietary 
info. 

HOME.P W Carolina Power * Light Co 80/00/03 ip 
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900BI90479 Forwards IE Info Notice 00-29, "Broken 8fcud» on Terry 
Turbine Steam Inlet Flange " No specific action or response 
requested 

O'REILLY, J P Reg'lon 2> Atlanta. Office of the Director 0O/Q0/O7 
IP- 


8008270680 Forwards IE Info Notice BO-24. "Lou Level Raduaste Buriat 
Criteria " No written response requirod JH Snieiek 800930 
memo end 

O'REILLY, J P Region 2, Atlanta, Office of the Director 00/03/14 
IP 


E Reportable occurrences, LERs 4 related correspondence 


B00B260531 Advises that NRC will be notified of status of potentially 
reportable item re use of insufficient preheat in field 
welding of Seismic 1 hangers when evaluation is completed 
300905 

CHIANOI, N J Carolina Power & Light Co 80/00/19 ip 


DOCKET 50-401 8HEAR0N HARRIS NUCLEAR POWER PLANT. UNIT 2 


A Application/construction stage documents & correspondence 


8000060024 Forwards FR notice re 800714-17 regional meetings to address 
portion of Commission 800523 memorandum & order describing 
requirements of environ qualification of electrical 
equipment installed In safety sys 

EISENHUT, D 0 Division of Licensing 80/06/30 ip 


—0008060109 Notice of 800714-17 regional meetings to address portion of 
Commission 800523 memorandum 6 order describing requirements 
of environ qualification of electrical equipment initallod 
in safety sys Svc lists end 

EISENHUT, D 0 Division of Licensing 00/06/27 117pp 


BQQBOBOOIO Requests that all applicants for OLs and CP holders provide 
up-to-date completion schedules 4 fuel load target dates so 
that NRC may establish licensing priorities Forwards list 
of target schedules for plants to be completed within 3 yrs 
EISENHUT, D 0 Division of Licensing 80/07/11 lOpp 


8008150060 Submits interim criteria for shift staffing to all OL & CP 
licensees 4 app 1 icants. per NRC B00507 ltr Discusses 
administrative provisions for emergency 6 overtime work 
Development S< Implementation to be reviewed within 90 days 
EISENHUT, D 0 Division of Licensing B0/07/31 lOpp 


9000100416 Provides up-to-date schedule for completion of const. in 
response to B00711 ltr 

JONES, J. A Carolina Power 4 Light Co B0/09/13, 2pp 


0008260402 Submits info re use of masonry walls in Category I 
structures at facility in response to NRC 000421 request No 
Category I masonry walls have been used No safety-related 
equipment is permitted to be supported from walls 
MCDUFFIE, M A Carolina Power 4 Light Co BO/03/1S lp 


F Security, medical, emergency t- fire protection plans 


90-00050102 Requests all applicants for CPs 4 OLs submit info re 
proposed nuclear power plant vicinity evacuation estimat**# 
Info requested by 800801 for NRC to identify evacuation 
constraints, special planning measures 4 possible mods 
EISENHUT, D.O Division of Licensing 80/07/02 lp 


9000070404 Responds to NRC 800702 request for info re evacuation times 
Info presently unavailable Site location 4 population 
density info from FSAR 4 environ rept encl Low density 4 
road adequacy preclude unusual evacuation problems 
MCDUFFIE, K A Carolina Power 4 Light Co 80/08/01 24pp 


H Oeneral correspondence 


9008050296 Forwards relevant rules in response to 000715 inquiry 
Intervention not feasible due to absence of present 
proceeding but may be sought when OL application is filed 
W/o ene 1 

BARTH, C. A Hearing Branch 3 80/07/31 lp. 


O, Inspection reports, IE Bulletins 4 correspondence 


9000010037 Aek receipt of 800625 ltr informing NRC of steps taken to 
correct violation noted in IE Insp Repts 50-400/00-13, 
50-401/60-11,50-402/80-11 4 30-403/00-1! 

MURPHY. C, E Region 2, Atlanta, Reactor Construction 4 Engineering 
Support Branch B0/07/16 lp 


--8000010036 Responds to NRC B00609 ltr re violation noted in IE insp 
Repts 50-400/ 80- 13, 50-401/00-1 1, 50-4 02/80-1 1 4 50-403/60-11 
Corrective actions new tack welds made, to attach base of 
containment restraint to pad 

HOWE. P U Carolina Power 4 Light Co- 80/06/25 2pp 


0000050107 Ack receipt of IE insp Repts 50-400/00-14, 80-401/00-12, 
50-402/00-12 i 50-403/00-12 No proprietary info 
HOWE. P W Carolina Power 4 Light Co 80/07/21 lp 


— 00060501 11 Forward s IE Insp Repts 50-400/00-14. 50-401 /80-1 2, 
50-402/90-12 4 50-403/00-12 on 000609-13 No noncompliance 
no ted 

MURPHY, C E Region 1, Ph i I ado 1 ph i a . Reactor Construction 4 
Engineering Support Branch 80/07/09 2pp 


— 0000050120 IE Insp Repts 50-400/80-34,50-401/00-12,50-402/80-12 4 
30-403/90-12 on 800609-13 Mo noncomp 1 1 anc e noted Major 
areas inspected containment structural concre te, e 1 ec tr ic a 1 
raceway, fire prevent i on/protec 1 1 on 4 electrical procedures 
GIBBONS, T D , HERR IWEATHER , N Region 2, Atlanta, Office of the 
Director CQNLON, T E Region 3, Atlanta, Reactor Construction 4 
Engineering Support Branch 80/07/08 4pp 


8000120086 Forwards IE Cncular 90—17. "Fuel Pin Damage Due to Water 
Jet From Baffle Plato Corner " No written response required 
O'REILLY, J P Region 2, Atlanta. Office of the Director 00/07/23 
lp 


60002601 51 Forward* IE Bulletin 00-10. "Maint of Adequate Min Flaw 
Through Centrifugal Charging Pumps Following Secondary Side 
High Energy Lino RuptuTp " No action required 

O'REILLY. JP Flegion 2. Atlanta, Office of the Director 80/07/24 
IP 


8008280106 Forwards IE Insp Repts 50-400/00-15,50-401/80-13, 
50-402/60-13 4 50-403/80-13 on 600416-20 4 notice of 
via 1 at ion 

MURPHY, C E Region 2. Atlanta Reactor Construction 4 Engineering 
Support Branch 60/07/25 2pp 


— 80082801 1 4 Notice of violation from insp on 000616-20 

a Region 2, Atlanta, Office of the Director 80/07/25 lp 


— 50082B0126 IE Insp Repts 50-400/90-15,50-401/80-13,50-402/00-13 4 
50-403/00-13 on B00616-20 Nunc amp 1 l anc e noted failure to 
follow retnforc ing steal storage procedure 

HERDT, A R Region 2, Atlanta, Reactor Construction 4 Engineering 
Support Branch KLEINSORGE. W P Region 2, Atlanta. Office of the 
Director B0/07/2S Spp 


6000140184 Ack receipt of 000707 ltr informing NRC of steps taken to 
correct violations noted in IE Insp Repts 50-400/79-07, 
50-401/79-07, 50-402/79-06 4 50-403/79-06 

MURPHY, C E Region 2, Atlanta. Reactor Construction 4 Engineering 
Support Branch 00/07/20 lp 


— 0009140109 Responds to NRC B00521 ltr re violations noted in IE Insp 
Repts 50-400/79-07,90-401/79-07. 50-402/79-06 4 30-403/79-06 
Corrective actions design spec 4 site control procedures 
were revised based on completion of lab testing 
HOWE, P W Carolina Power 4. Light Co 00/07/07 2p p 


9008140019 Ack receipt of 600626 ltr informing NRC of steps taken to 
correct violations noted in IE Insp Repts 50-400/00-12, 
50-401/90-10.50-402/00-10 4 50-403/80-10 

MURPHY. C E Region 2, Atlanta, Reactor Construction 4 Engineering 
Support Branch 00/07/30 Ip 


— 0000140024 Responds to NRC 000603 ltr re violations noted in IE Insp 
Repts 50-400/90-12,90-401/00-10, 50-402/80-10 4 50-403/80-10 
Corrective actions eating area has been designated away from 
stored matle 4. painted to indicate restrictions 
HOWE, P U Carolina Power 4 Light Co 00/06/26 5pp 


—8009140023 Ack receipt of IE Insp Repts 50-400/80-12,30-401/80-10. 
50-402/80-10 4 50-403/90-10 on BOO420-OSO2 No proprietary 
info 

HOWE, P U Carolina Power « Light Co 80/06/09 lp 


— B009140031 Forwards IE Insp Rept* S0-400/B0-12, 50-401/80- 10, 
30-402/80-10 4 30-403/80-10 on 90 0428-0502 4 notice of 
violation 

MURPHY, C E Region 2, Atlanta, Reactor Construction 4 Engineering 
Support Branch 80/06/03 2pp 


— 9000140034 Notice of violation from insp on 000428-0502 

* Region 2. Atlanta, Office of the Director 00/06/03 Epp 
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--S0OBl40v)9 IE Imp r-tpt. 5' -400 60 - 12 . 50-401/00-10. 50-402/80-10 6 
50-400/60-10 pn 0>_,C4 /L' - ' ‘'02 Nonconp 1 1 arc 9 noted failure to 
properly identify audi* npiiiontor, ahces > to take adequate 
corrective octirn re- . oh'iete test cylinders 
BRC •INI EE. " l Reg, on 3 U icvgo, Office or the Director 

BURDETTF, T 6 Reyior. 2 All an' a. Office or the Director 

COi 't OK T E Region 0 Rf.'rgo. ReaitT C on 3 ti uc 1 1 on t Engineering 
Support Branch 60. 2Jpp 


6006(50141 fsruardi IF Sul if tin £...-20 ‘Failures of Nesfinjficose Type 
W-2 Spring Pel rn to N-utral Control Switches 1 Requests 
info re estimate nr manpower associated u/corrective 
actions needed after identifying problem 

O'RElLLr < P Region , 1 Atloi*a. Qfrite of the Director 80/07/31 
lp 


0003180119 Forwards IF Bulletin £n 19 ’Failures of Here ury-We t ted 
Hatrii Relays in Rear t ur Pro 1 »tfive Bys or Operating Nuclear 
Pouer Plants resigned by L o.nb nst I on Engineering ” Action 
require! by facilities w'OLs or CPs 

O’REILLY. / P Region -J. A* la- to. Orrice or the Director 80/07/31 
lp 


8005220055 Ack receipt of IE Insp Repts 50-400/00-15.50-401/00-13, 
50-402/80-13 t 50 403/8C-13 - ti 600616-20 No propnetarg 
Into 

HOWE. P II Carolina rower 1 l igh* Co 00/08/05 lp 


0008150479 Forward; IF Into N-tive 80-29, Broken Studs on Terry 
Turbine Steam Inlet Flange ‘ llr «pecific action or response 
requested 

O'REILLY, J P Region 2. Atlanta Orfice of the Director 80/08/07 
IP 


8008070404 Responds to NRC 800702 lequest for info re evacuation times 
Info presently unavailable Site location L population 
density info ri om FSAR 4 environ rept encl tow density & 
road adequacy preclude unusual evacuation problems 
MCDUFFIE. M A Carolina Power 5 Light Co 80/08/01 24pp 


H General correspondence 


8000050296 Forwaids lelevant rules in response to 000715 Inquiry 
Intervention not feasible due to absence of present 
proceeding but may be sought when OL application is filed 
W/o encl 

BARTH, C A Hearing Branch 3 00/07/31 lp 


Q Inspection reports, IF Bulletins b> correspondence 


8000010037 Ack receipt of 000625 ltr informing NRC of steps taken to 
correct violation noted in IF Insp Repts 50-400/00-13, 
50-401/80-11,50-402/80-11 «• 50-403/00-11 

MUHPHV.C E Region 2, Atlanta, Reactor Construction t, Engineering 
Support Branch 00/07/16 Ip 


— 8003010033 Responds to NRC 800609 ltr re violation noted in IE Insp 
Repts 50-400/80-13, 50-401 /0O- 11, 50-402/80-1 1 b 50-403/00-11 
Corrective actions new tack welds made to attach base of 
containment restraint to pad 

IIOWE.P 11 Carolina Power S Light Co 80/06/25 2pp 


8000090107 Ack receipt of IE Insp Repts 50-400/80-14,80-401/80-13, 
30-402/00-12 V 50-403/80-12 No proprietary info 
HQ’JE.P (4 Caroline Power t< Light Co 00/07/21 lp 


8OOB27Ofte0 Forwards IE Into Police 00-24, "Lew Level Raduaste Burial 
Criteria “ No written t esponse tequired JH Smeiek 000530 
rnera encl 

O'REILLY, J P Region 2. Atlanta. Office of the Director 80/08/14 
lp 


— 0000050111 Forwards IE Insp Repts 50-400/80-14,50-401/00-12, 
50-402/00-12 t, 30-403/00-12 on 000609-13 No noncomp 11 anc e 
no ted 

MURPHY, C E Region I, Philadelphia, Reactor Construction !< 
Engineering Support Branch 00/07/09 2pp, 


S Reportable occurrences LFRs 4 related correspondence 


6006260531 Ad/ises that NRC will be notified of states of potentially 
reportable item le use of insufficient preheat In field 
welding or Deismiv ] hwiigei s when evaluation is completed 
800905 

CHIANGI.il J Carolina Power t Ligbf Co 00/00/19 Ip 


DOC/E I 50-402 SH-ARCiN HARRIS NUCLFAR POWER PLANT, UNIT 3 


A App 1 1 cat i on/cons true 1 1 on stage documents t correspondence 


0000060024 Forwards FR notice le 8J0714-17 regional meetings to address 
portion of Commission 8C0523 memorandum 4. order describing 
requirements m envuon qualification of electrical 
equipment installed in safety sys 

EtSENHUT, D G Division of Li censing BO/06/30 Ip 


B003l£ 01B9 Notice of 000714-17 regional meetings to address portion of 
Commission 000523 memorandum b order describing requirements 
of environ qualification or electrical equipment installed 
in safety sys 3vc lists encl 

EISEMHUT.D G Division of licensing 80/06/27 H7pp 


•0008050130 IE Insp Repts 50-400/80-14,50-401/00-12,50-402/80-12 Is 
SO-403/BO-12 on 000609-13 Ida none omp I f ance noted Major 
areas inspected containment structural concrete, elec tr lea 1 
rateway, fire p revent lon/protec tlon 4, electrical procedures 
GIBBONS, T D , MERR l WEATHER , N Region 2. Atlanta, Office of the 
Director COMLOH, T E Region 2, Atlanta, Reactor Construction & 
Engineering Support Branch 00/07/00 4pp 


0000120006 Forwards IE Circular 00-17, "Fuel Pin Damage Due to Water 
Jet From Baffle Plate Corner ’ No written response required 
O'REILLY, J P Region 2. Atlanta, Office of the Director 00/07/23 
lp 


8000260151 Forwards IE Bulletin 80-10, "Maint of Adequate Min Flow 
Through Centrifugal Charging Pumps Following Secondary Side 
High Energy Line Rupture “ No action required 

O'REILLY, J P Region 2, Atlanta. Office of the Director 80/07/24 
lp 


0000200105 Forwards IE Insp Repts 50-400/80-15,50-401/00-13, 
50-402/00-13 K 50-403/80-13 on 800616-20 6 notice of 
violation 

MURPHY, C E Region 2, Atlanta, Reactor Construction l< Engineering 
Bupport Branch 00/07/25 2pp 


BCCS0800 10 Requests that all applicants for 01 s and CP holders provide 
up-to-date completion schedules t fuel load target dates so 
that PRC may establish licensing priorities Forwards list 
" ‘ ar i e * schedules for plant* fo be completed ulthin 3 yrs 
EISENH’JT, D 0 Division of Licensing 60 / 07/11 lOpp 


80061 50D60 Submits interim cntesia for shift staffing to all QL V 
licensees 4 app I icants. per HRC 800507 ltr Discusses 
administrative provisions foi emergency 6 overtime work 

i "Piemen to turn to be reviewed within 90 days 
t. ibfcNHUTi D 0 Division of Licensing 80/07/31 lOpp 

8008260402 Submits info re use of masonry wails in Category I 
structures at facility in response to NRC 000421 request No 
Category 1 masoniy walls ha.e been used No safety-related 
tD be 5u PP 0 rted fi om walls 

flCD JFr IE. n A Carolina Power 1 Light Co 60/09/15 Jp 
t ,.,e p. election plans 


60 oro!o!ad R? V‘ U a)] app,ltant! - CPs 6 OLs submit info 
proposed nuclear power plant vsumty evacuation estimates 

!on«tr! , T ^ 000301 F °’ ,,i,C 1:0 > d *"t.fy evacuation 
EISfcNHNT n nV PB n’ aI 4 possible mods 

EISfcflHVT. D G Division of Licensing 80/07/02 lp 


-0009280114 Notice of violation from insp on 000616-20 

» Region 2, Atlanta, Office of the Director 80/07/25 


— 0009260126 IE In*p Repts 50-400/00-15,50-401/80-13,50-402/80-13 Si 
50-403/00-13 on 800616-20 None omp 1 1 anc e noted failure to 
follow reinforcing steel storage procedure 

HERDT.A R Region 2, Atlanta, Reactor Construction Si Engineering 
Support Bianch KLEIN30RGE.W P Region 2, Atlanta, Office of tha 
Director BO/07/25 0p p 


6000140184 Ack receipt of 800707 ltr informing NRC of steps taken to 
correct violations noted in IE Insp Repts 50-400/79-07, 
50-401/79-0/, 50-402/ /9-06 t, 50-403/79-06 

MURPHY, C. E Region 2 , Atlanta, Reactor Construction It engineering 
Support Branch 00/07/26 lp 


•60081 40109 Responds to NRC 000521 ltr re violations noted in IE Into 
Repts 50-400/79-07,50-401/79-07, 50-402/79-06 tt 50-403/79-06 
Corrective actions design spec i> site control procedures 
were revised based on completion of lab testing 
HOWE, P W Carolina Power L Light Co 00/07/07 2pp 


8008140019 Ack receipt of 800626 ltr informing NRC of steps taken to 
correct violations noted in IE Insp Repts 50-400/80-12, 
50-401/00-10, S0-402/60-I0 b 50-403/80-10 

MURPHY, C E Region 2, Atlanta, Rsactoi Construction U Engineerin') 
Support Branch 80/07/30 lp 88 
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— B0O8140024 Responds to NRC 300603 Itr re violations noted in IE Insp 
Repts 50-400/80-12. 50-401 /BO- 10, 50-402/30-10 6 50-403/00-10 
Conectivp actions eating area has been designated away from 
stored matls l painted to Indicate lestnction? 

HOHE.P W Carolina Power fa Light Co 80/06/26 5pp 


300B150060 Submits interim criteria for shift staffing to all OL 6. CP 
licensees t applicants' per NRC 800507 1 tr Discusses 
administrative provisions foi emergency 6 overtime work 
Development fa implementation to be reviewed within 90 days 
E I SErtHtlT , D G Division of Licensing 90/07/31 iOpp 


--800814002B Act receipt of IE Insp Repts 50-400/90-12,30-401/00-10. 
50-402/00-10 fa 50-403/00-10 on 000420-0502 No proprietary 
Info 

HOME. P U Carolina Power fa Light Co 80/06/09 lp 


--8008140031 Forwards IE Insp Repts 50-400/00-12,50-401/80-10, 
50-402/00-10 fa 50-403/a0-10 on 000420-0502 fa notice of 
vi elation 

MURPHY, C E Region ?, Atlanta. Reactor Construction fa Engineering 
Support Branch 80/06/03 2pp 


--8008140034 Notice of violation from insp on 90042G-05Q2 

* Region 2, Atlanta, Office of the Director B0/O6/03 2pp 


•8008140039 IE Insp Repts 50-400/80-13,50-401/80-10.50-402/80-10 8, 
30-403/80-10 on 800428-0502 Noncompliance noted failure to 
properly identify audit nonconformances fa to take adequate 
corrective action for concrete test cylinders 
BROWNLEE, V L Region 3, Chicago, Office of the Director 

BURDETTE, T E Region 2, Atlanta, Office of the Director 

CONLON, T E Region 3, Chicago, Reactor Construction fa Engineering 
Support Branch 00/06/03 23pp 


0008150141 Forwards IE Bulletin 80-20, ‘’Failures of Uestinghouse Type 
W-2 Spring Return to Neutral Control Switches “ Requests 
info re estimate of manpower associated w/correctlve 
action! needed after identifying problem 

O'REILLY, J P Region 2, Atlanta, Office of the Director 80/07/31 
»P 


0008180119 Forwards IE Bulletin 80-19, "Failures of Mercury-Wetted 
Matril Relays in Reactor Protective Sy6 of Operating Nuclear 
Power Plants Dosigned by Combustion Engineering " Action 
required by facilities w/CLs or CPs 

□ 'REILLY, J P Region 2, Atlanta. Office of the Director 80/07/31 
lp 


8008220065 Ack receipt of IE Insp Repts 50-400/80-15,50-401/80-13, 
50-402/00-13 Si 50-403/80-13 on 800616-20 No proprietary 
info 

HOWE, P M Carolina Power 6 Light Co 30/00/05 lp 


0008180416 Piovides up— to date schedule for completion of const, in 
response to 000711 Itr 

JCJNI-S, J A Carolina Power 5 Light Co 00/00/13 2pp 


600S260402 Submits info t« use of masonry walls in Category I 
structures at facility in response to NRC 000421 request No 
Category I masonry walls have been used No s a f et y -re 1 a ted 
equipment is permitted to be supported from walls 
MGDUFF IE, M A Carolina Power fa light Co 00/08/15 lp 


F Security, medical, emergency fa tire protection plans 


8008030102 Requests all applicants far CPs 5 OLs submit info re 
proposed nuclear power plant vicinity evacuation estimates 
Info requested by 000801 for NRC to identify evacuation 
constraints, spec lal planning measures fa possible mods 
EISENHJT.D O Division of Licensing 80/07/02 Ip 


0OOBO7O4O4 Responds to NRC 80070? lequest #ot info re evacuation times 
Info presently unavailable Site location 6 population 
density info from FSAR * environ rept end Low density fa 
road adequacy preclude unusual evacuation problems 
MCDUFFIE. M A Carolina Power 1 Light Co 80/08/01 24pp 


H General correspondence 


0008050296 Forwards relevant rules in response to 800715 inquiry 
Intervention not feasible due to absence of present 
proceeding but nay be sought when CL application is filed 
H/o end 

BARTH, C A Hearing Branch 3 80/07/31 Ip 


0 Inspection reports, IE Bulletins fa eorros p ondenco 


0008010037 Act receipt of 900625 Itr informing NRC of steps taken to 
correct violation noted in IE Insp Repts 50-400/90-13, 

30-401 /BO-U. 50-402/00- i L fa 50-403/80-11 

MURPHY, C E Region 2. Atlanta, Reactor Construction fa Engineering 
Support Branch 60/07/16 lp 


0003130479 Forwards IE Info Notice 80-29, "Broken Stud* oh Terry 
Turbine Bteam Inlet Flange " No specific action or response 
requested 

O'REILLY, J P Region 2, Atlanta, Office of the Director 00/08/07 
IP 


—8008010030 Responds to NRC 800609 Itr re violation noted in IE Insp 
Rept* 50-400/BD-13, 50-401 /80- 11 , 50-402/00-1 1 fa 50-403/00-11 
Corrective actions new tack welds made to attach base of 
containment restraint to pad 

HOHE.P U Carolina Power fa Light Co 80/06/23 2pp 


S0OS27O68B Forwards IE Info Notice 80-24, "Lour Level Radwaste Burial 
Criteria " No written response required JN Sniecek 000530 
memo end 

O'REILLY, JP Region 2, Atlanta, Office of the Director 60/08/14 

lp 


S Reportable occurrences, LERs fa related correspondence 


8008260531 Advises that NRC will be notified of status of potentially 
reportable Item re use of Insufficient preheat in field 
welding of Seismic 1 hangers when evaluation is completed 
B00905 

CHI ANOI, N J Carolina Power fa Light Co 90/08/19 lp 


DOCKET 30-403 BHEARON HARRIS NUCLEAR POWER PLANT, UNIT 4 


A Application/construction stage documents fa correspondence 


8000060024 Forwards FR notice re 900714-17 regional meeting* to address 
portion of Commission 800523 memorandum fa order describing 
requirements of environ qualification of electrical 
equipment installed in safety sys 

E ISEHHUT, D 0 Division of Licensing 80/06/30 Ip 


■8009060189 Notice of 800714-17 regional meetings to address portion of 
Commission 000523 memorandum fa order describing requirements 
of environ qualification of electrical equipment installed 
In safety sys Svc lists end 

EISENHUT, D 0 Division of Licensing 80/06/27 !17pp 


aooaoaooio Requests that all applicants for OLs and CP holders provide 
up-to-date completion schedules fa fuel load target dates so 
that NRC may establish licensing priorities Forwards list 
of target schedules for plants to be completed uithin 3 grs 
EISENHUT, D C Division of Licensing HO/07/11 IOpp 


0008050107 Act receipt of IE Insp Repts 50-400/80-14,50-401/00-12, 
50-402/80-12 fa 50-403/90-12 Wo proprietary info 
HOWE i P W Carolina Power fa Light Co 00/07/21 lp 


— 90000301 If Forwards IE Insp Repts 50-400/80-14.50-401/00-12, 
50-402/00-12 fa 50-403/80-12 on 000609-13 No noncompliance 
noted 

MURPHY, C E Region I, Philadelphia, Reactor Construction fa 
Engineering Support Branch 00/07/09 2pp 


— 8000050120 IE Insp Repts 50-400/90-14,50-401/80-12.50-402/80-12 fa 
50-403/60-12 on 000609-13 Mo nonconpl iance noted Major 
areas inspected containment structural c one r ele, e 1 ec t r 1 cal 
raceway , f I r e p revent i on/protec ti on fa electrical procedures 
GIBBONS, T D Region 2. Atlanta, Office of the Director 90/07/00 
4pp 


90081200B6 Forwards IE Cneular GO-17, “Fuel Pin Damage Due to Water 
Jet From Baffle Plate Corner " No written response required 
O'REILLY, J P Region 2, Atlanta, Office of the Directoi 00/07/23 

lp 


8008260151 Forwards IE Bulletin 80-16, "Maint of Adequate Min Flow 
Through Centrifugal Charging Pumps Following Secondary Side 
High Energy Line Rupture 11 No action inquired 

O'REILLY, J P Region 2. Atlanta, Office of the Director B0/07/24 

»P 


B0OB2BO1O6 Forwards IE Insp Repts 50-400/00-15,50-401/80-13, 
30-402/00-13 fa 50-403/90-13 on 800616-20 fa notice of 
violation 

MURPHY. C E Region 2, Atlanta. Reactor Construction fa Cnglnoering 
Support Branch 80/07/25 2pp 


— 8009280114 Notice of violation from insp on B00616-20 

-» Region 2, Atlanta, Office gf the Director 80/07/25 lp 
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— 0008280126 IE Insp Kept* 30-400/80-1 5 . 50-401 /SO- ! 3. 30-402/80- 13 L 
50-403/80-1 3 on 900616-20 None omp 1 la nc e noted failure to 
follow re i nforc i rig steel storage procedure 

HERDT. A R Region 2, Atlanta. Reactor Construction L Engineering 
Support Branch BO/07/25 8pp 


8008140184 Act receipt of 000707 Itr Informing NRC of steps taken to 
correct violations noted In IE Insp Repts. 50-400/79-07, 
50-401/79-Q7, 30-402/79-06 J< 50-403/79-06 

KURPHY, C E Region 2i Atlanta, Reactor Construction t < Engineering 
Support Branch 80/07/20 Ip 


— 0QO0I4Q1B7 Responds to NRC 800521 Ur re violatians noted In IE Insp 
Repts 50-400/79-07, 50-401/79-07. 50— 102/79-06 f. 50-403/79-06 
Corrective actions design spec S, site control procedures 
were revised based on completion of lab testing 
HOWE, P W Carolina Power & Light Co 60/07/07 2pp 


8008140019 Ac k receipt of B00626 ltr informing NRC of steps taken to 
correct violations noted in IE In9p Repts 50-400/80-12, 
30-401/80-10,50-402/80-10 «, 50-403/80-10 

•HU/tPHYiC E Region 2. Atlanta, Reactor Construction i Engineering 
Support Branch 60/07/30 Ip 


— 8008140024 Responds to NRC 800603 ltr re violations noted in IE Insp 
Repts 50-400/80-12, 30-401/80-10, 50-402/00-10 t, 50-403/80-10 
Corrective actions eating aria has been designated away from 
stored metis U painted to indicate restrictions 
I1DWE. P W Carolina Pouer & Light Co SO/06/26 5pp 


—8006140029 Act receipt of IE Insp Repts 50-400/60-12,50-401/90-10, 
50-402/80-10 L 50-403/80-10 on 800423-0302 No proprietary 
info 

HOWE, P U Carolina Pouer 4. Light Co 80/06/09 lp 


—8008140031 forwards IE Insp Repts 50-400/00-12,50-401/60-10. 
50-402/80-10 fc 50-403/00-10 on 800426-0502 L notice of 
vio latlon 

MURPHY, C E Region 2, Atlanta, Reactor Construction & Engineering 
Support Branch 80/06/03 2pp 


DOCKET 30-404 NORTH ANNA POWER STATION. UNIT 3 


A App 1 ication/construc tlon stag# documents 6 correspondence 


SOOBOSOOIO Reguests that all applicants for OLs and CP holders provide 
up-to-date completion schedules b fuel load target dates so 
that NRC may establish licensing priorities Forwards list 
of target schedules for plants to be completed within 3 yrs 
EtSENHUT. D G Division of Licensing 00/07/il lOpp 


0000150060 Submit* Interim criteria for shift staffing to all OL L CP 
licenses* tt app 1 i c ant i, per NRC 800307 ltr Discusses 
administrative provisions far emergency & overtime work 
Development L implementation to bo reviewed ulthin 90 day* 

EISENHUT , D G Division of Licensing 00/07/31 lOpp 


F Security, medical, emergency & fire protection plans 


8008050102 Request* all applicants for CPs 4 QLs submit Info re 
proposed nuclear power plant vicinity evacuation estimates 
Info rogues ted by 600801 for NRC to identify evacuation 
constraints, special planning measures 4 possible mods 
EISENHUT, D G Division of Licensing 80/07/02 Ip 


H General correspondence 


9000280371 Responds to ltr to President Carter advocating that 
facilities be placed in operation Public hearing to address 
issues appropriate to assure public health & safety at TMI-1 
scheduled for Fall 1900 OL issued to North Anna 2 in Apr 
REID,R W Operating Reactors Branch 4 80/07/19 2pp 


Q Inspection reports, IE Bulletin* k correspondence 


80-08070577 Forwards IE Circular 80-17, "Fuel Pin Damage Due to Water 
Jet From Baffle Plata Corner " No written response required 
O'REILLY. JP Region 2, Atlanta, Office of the Director 80/07/23 
IP 


— 8008140034 Notice of violation from insp on 600428-0302 

« Region 2, Atlanta, Office of the Director 60/06/03 2pp 


-8006140039 IE In«p Repts 50-400/30-12, 50-40! /BO-1 0, 50-402/80-10 t, 
50-403/60-10 on 800428-0502 Non comp 1 lane e noted 1 failure to 
properly identify audit nonconf ormances 4 to take adequate 
corrective action for concrete test cylinders 
BROWNLEE, V L Region 3, Chicago, Office of the Director 
00/06/03 23pp 


008150141 Forwards IE Bulletin 80-20, "Failures of Wes t 1 nghouse Type 
W-2 Spring Return to Neutral Control Switches " Requests 
info re estimate of manpower associated ui/corr ec 1 1 ve 
actions needed after identifying problem 

D'REILLY, J P Region 2. Atlanta, Office of the Director 60/07/31 

lp 


309180119 Forwards IE Bulletin 90-19. "Failures of Mercury- Wetted 
Matrix Relays in Reactor Protective Sys of Operating Nuclear 
Power Plants Designed by Combustion Engineering " Action 
required by facilities w/OLs or CPs 

0 'REILLY. J P Region 2, Atlanta, Office of the Director 80/07/31 

lp 


108220063 Ack receipt of IE Insp Repts 50-400/00-15,90-401/80-13, 
50-402/00- 13 U 50-403/80-13 on 900616-20 No proprietary 
1 n f o 

HOWE, P W Carolina Power 4 Light Co 80/09/05 ip 


8008150136 Forwards IE Bulletin. 80-20, "Failures of Westinghouse Type 
W-2 Spring Return to Neutral Control Switches “ Requests 
info re estimate of manpower associated u/cdrrectlve 
actions needed after Identifying problem 

O'REILLY, JP Region 2, Atlanta, Office of the Director 00/07/31. 
lp 


8000190067 Forwards IE Bulletin 80-19, "Failures of Mercury-Wetted 
Matrix Relays In Reactor Protective Sys of Operating Nuclear 
Pouer Plants Designed by Combustion Engineering. 1 ' Action 
required by facilities w/OL* or CPs 

O'REILLY, J P Region 2, At lanta, .Of f ice of the Director 00/07/31, 

lp 


B008150476 Forwards IE Info Notice 80-29, “Broken Studs on Terry 
Turbine Steam Inlet Flange “ No specific action or response 
requested 

O'REILLY, J P Region 2, Atlanta, Office of the Director 00/03/07. 

Ip 


3008270685 Forwards IE Info Notice 80-24, “Low Level Radweste Burial 
Criteria 11 No written response required JH Stiiezek 800330 
memo end, 

O'REILLY, J P Region 2, Atlanta, Office of the Director 00/00/14. 
lp. 


S Reportable occurrences, LERs L related correspondence 


00150479 Forwards IE Info Notice 60-29, "Broken, Studs on Terry 
Turbine Steam Inlet Flange " No specific action or response 
requested 

T 'REILLY, J P Region 2, Atlanta, Office of the Director 0O/OB/O7. 
*P 


800723023? Part 21 rept re cracked steam generator manway studs 
Satisfactory operating experience forms constitute 
reasonable basis for continued operation while 
Investigations proceed 

TAYLOR, J, H Babcock & Wilcox Co 80/07/11 Spp 


30270689 Forwards IE Info Notice 60-24, "Low Level Radwaste Burial 
riteria " No written response required JH Sniezek 800330 
nemo encl 

'REILLY, J P Region 2, Atlanta, Office of the Director BO/09/14 
P 


Reportable occurrences. LERs i* related correspondence 


'6260531 Advises that NRC will be notified of status of potentially 
•portable Item re use of insufficient preheat in field 
elding of Seismic 1 hangers when evaluation Is completed 
00905 

HIANOI.N J Carolina Power 6 Light Co 60/09/19 lp 


6008070375 Supplementary Part 21 rept re possibility that replacement 
of buffer card PN6624610 for both power train* in Bailey 
Control Co buffer module 824 may result In lots of 24 volt 
control power t< sa f et y -re la ted instrumentation 4 
BALDWIN, T L Babcock U Wilcox Co 80/07/10 2pp 


8008070481 Part 21 rept re possibility that Improper installation in 
both power channels of essential instrument control sys of 
Bailey Control Co current or voltage buffer cards in buffer 
modules could result in loss of power to both channels 
TAYLOR, J H Babcock *• Wilcox Co 80/07/10 Spp, 
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m 


8008190039 Part 21 rapt re possibility that Bailey current or voltage 
buffer card* could be installed Improperly in essential 
control instrumentation Visual insp can be conducted to 
insure proper installation 

BROUN, 8 C Virginia Eloctric 4, Power Co 00 / 08/06 4pp 


DOCKET SO- 403 NORTH ANNA POWER STATION, UNIT 4 


A App klcat ion/cons true t ion stage documents 4. cor rasp pndssce 


8OOBOB0O1O Requests that all applicants for OLs and CP holders provide 
up-to-date completion schedules 4, fuel load taTget dates so 
that NRC may establish licensing priorities Forwards list 
of target schedules for plants to be completed within 3 yr « 
E18EHHUT.D 0 Division of Licensing 00/07/11 lOpp 


6008150060 Bubmits interim criteria for shift staffing to all OL fc CP 
licensees it app licants. per NRC 000507 Itr Discusses 
administrative provisions for emergency ti overtime work 
Development It implementation to be reviewed within 90 days 
EI8ENHUT,D 0 Division of Licensing 80/07/31 lOpp 


F 8scurity> medical, emergency k fire protection plans 


8000050102 Request* ell applicants for CPs h OLs submit info re 
proposed nucleer power plant vicinity evacuation estimates 
Info requested by 000801 for NRC to identify evacuation 
c onstra ints, special planning measures 1: possible mode 
EIBENHUT<D 0 Division of Licensing 80/07/02 lp 


H Centra 1 correspondence 


8008280371 Responds to Itr to President Carter advocating that 
facilities be placed in operation Public hearing to address 
Issues appropriate to assure public health h safetg at TMI-1 
scheduled for Fall 1900 0L issued to North Anna 2 in Apr 
REID, R W Operating Reactors Branch 4 80/07/15. 2pp 


0 Impaction reports, IE Bulletins &■ correspond ance 


B00B070377 Forwards IE Circular BO-17, "Fuel pin Damage Due to Hater 
Jat From Baffle Plate Corner " No written response required 
0 'REILLY, J P Region 2, Atlanta, Office of the Director 00/07/23. 
IP 


B0CB190136 Forwards IE Bulletin 00-20, "Failures of Host inghouse Typo 
W-2 Spring Re'turn to Neutral Control Switches " Requests 
info re estimate of manpower associated w/corrective 
actions needed after identifying problem 

O'REILLY, JP Region 2, Atlanta, Office of the Director 00/07/31 
IP 


8OOB10OO67 Forward* IE Bulletin 80-19, "Failures of Mercury-Wetted 
Matrix Relays in Reactor Protective 6yt of Operating Nuclear 
Power Plants Designed by Combustion Engineering " Action 
required by facilities w/OLs or CPs 

O'REILLV, 0 P Region 2, Atlanta, Office of the Director 80/07/31 
IP. 


8008130476 Forward* IE Info Notice 00-29, "Broken Studs on Terry 
Turbine Steam Inlet Flange " No specific aetlon or response 
requested 

O'REILLY, J P Region 2, Atlanta, Office of the Director. 00/00/07 
lp 


900B2706B5 Forwards IE Info Notice 80-24, "Low Level Rad waste Burial 
Criteria " No written response required JH Snieiek 000330 
memo enc 1 

O'REILLY, J P. Region 2, Atlanta, Off let of the Director 00/00/14 
IP 


6 Reportable occurrences, LERs t< related correspondence 


8007230239 Part 21 rapt re cracked steam generator manway studs 
Satisfactory operating experience forms constitute 
reasonable basis for continued operation While 
Investigations proceed 

TAYLOR, J, H Babcock U Wilcox Co 80/07/11. 5pp 


8008070379 Supplementary Part 21 rapt re possibility that replacement 
of buffer card PN6624610 for both power trains in Bailey 
Control Co buffer module 824 meg result in loss of 24 volt 
control power 4t saf ety-relat*d instrumentation 
BALDWIN, T L Babcock *< Wilcox Co 00/07/18 Epp 


60-08070481 Part 21 rspt re possibility that improper installation in 
both power channels of essential > ns t rumen t control sys of 
Bailoy Control Co current or voltage buffer cards in buffer 
modu 1 es could result In loss of power to both channels 
TAYLOR, J H Babcock 4 Wilcox Co 00/07/10 3pp 


8008190059 Port 21 Tept re possibility that Bailey current or voltage 
buffer cards could be installed improperly in essential 
control ins trumeci ta tion Visual insp tan be conducted to 
insure proper installation 

BROUN, S C Virginia Electric !, Power Co 00/08/06 4pp 


DOCKET 50-406 TUSKEQEE INST RESEARCH REACTOR 


0 Inspection reports, IE Bulletins 8. e orr e s p and enc e 


0008270665 Forwards IE Info Notice 80-24, "Low Level Raduiaste Burial 
Criteria " No written response required vH Snieiek 000530 
memo end 

□ 'REILLY, J P Region 2, Atlanta, Otfiee of the Director 60/00/14 
lp 


DOCKET 50-407 UNIV OF UTAH RESEARCH REACTOR 


F Eecurity. modicaL, emergency 4- fits protection plans 


BOOB190375 Forwards Revision 1 of physical security plan, in response to 
NRC 800724 Ur Revision withheld (ref 10CFR2 790) 

TURLEY, R E Utah, Univ of 80/08/11 lp 


Q Inspection Topurts. IE Bulletins L cot rospondence 


0000140131 Forwards IE Circular aO-14, “Rad i oac t i ve Contamination of 
Plant Demlnera 1 1 led WateT Sys tc Resultant Internal 
Contamination of Personnel " No response required 
SEYFR1T, K V Region 4, Dallas, Office oP the Director 80/06/24 
lp 


DOCKET 80-409 LA CROSSE BOILINO WATER REACTOR 


F Set uri ty, med leal, emergent y E< fire protection plans 


0000260094 Notification of 900819,20 6 22 workshops in Valley Forge, PA, 
Chicago, IL 8, At lan ta.OA, respectively, to solicit pub lie 
comment re NUREQ-0696, "Functional Criteria for Emergency 
Response Facilities " 

DRIER, B H Region 1, Philadelphia, Office of the Director 
80/08/11 Bpp 


■0 Adjudicatory c or r espo ndenc e 


0009000122 Requests evaluation of voids under turbine bldg matl 
disc over ed during field insp conducted to demonstrate 
densification of sands beneath safety -related structures 
Seven topics for review enc l 

CRUTCHFIELD, D Operating Reactors Branch 3 00/07/26 3pp 


0008040091 Order granting NRC 000628 motion to file second round 
discovery against Coulee Region Energy Coalition for good 
cause shown Responsss due by B00908, mo t i ons for summary 
disposition of environ contentions by B00930 

BECHHOEFER , C Atomic Safety and Licensing Board Panel 00/07/29 

2pp 

0008070312 Forward* info requested at prohearing conference re LPOR 
contents 

WOQDHEAD.C P Hearing Branch 3 00/08/05 lp 

6008110493 Memorandum 4 order for 80Q90B-12 prehearing conference to 
consider requests for hearing on NRC 800225 order to show 
cause rt site dewatering sys Certificate of Bvc end 
BECHHOEFER, C Atomic Safety and Licensing Board Panel 00/00/05 
4pp 


8008140266 Second round of interrogatories directed to Coulee Region 
Energy Coa 1 1 1 i on. R eques ts completion of prior answers to 
first round Requests explanations re low electrical demand 
growth 4, alternative energy sources alleged in contentions 
WOODHEAD, C P Hearing Branch 3 80/0B/12 ISpp 


■800B140273 Request foT admissions of fact directed to Coulee Region 
Energy Coalition Addresses quantity of offgas emissions, 
adequacy of radiological monitoring program 4, harm of coal 
synergism 4 nuclear effluents Certificate of Svc end 
WOODHEAO.C P Hearing Branch 3 00/03/12 4pp 
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8006280664 Motion for d isqua 1 1 1 1 c a t i on of C 8ec h b oefer . G Anderson 6- R 
Decker in 000225 order to ;hOaJ cause proceeding re earth 
1 1 queiaction Questions actions taken during spout fuel 
storage expansion Oct 1979 hearings 
OLSEN. F tl Affiliation Unknown 05/08/19 3p p 


--8009280665 Affidavit questioning cost factors in light of Till— 2 
retrofit Financial burden Alleges flagiant neglect of duty 
to gather relevant evidence during spent fuel storage 
eipansion proceeding Certificate of Svc ctic 1 
CL5CN. F II Affiliation Un known 80/08/19 6pp 


6005260/95 Notice of SO0911 preheai ing conference in La Ctosse.WZ, per 
ASLB 300B05 order Conference will consider Intervention 
petitions i preliminary discovery views Public will he 
invited tut no oral limited appearance statements taken 
BECHHOEFER.C Atomic Safety end Licensing Board Panel 60/08/22 
IP 


H General correspondence 


8000060177 Forwards comment* on proposed rule I0CFR50 more general S< 
less restrictive than Reg Guido 1 120 4, Blanch Technical 
Position AF’CSIJ 9 9-1 Some sections are inappropriate to 
unique design 4. small site of facility 

LINDER. F Da 1 rg land Power Cooperative BO/06/30 5pp 


[ Financial Information 


B00805031S Forwards Annual Financial Rept 1979 

SHIM5HAK.R F Dairyland Power Cooperative 80/07/24 Ip 


— 8008050324 Annual Financial Rep t 1979 

■* Dairyland power Cooperative BD/05/15 32pp 


P Operating license stage documents & correspondence 


8003220173 "Liquefaction Analysis for LaCrosse Nuclear Power Station 
MARCUSOW, W F . D I EGANOUSKV. If Army, Dept cf, Corps of Engineers 
73/12/31 38pp 


8OO0O6O35B Forwards errata sheets correcting errors in five addl TffI-2 
related requ 1 r emen ts submitted by 809307 ltr Items involved 
are !I K 3 55, H K 29 b II K 3 44 Svc lists end 
EISENHUT, D 0 Division of Licensing 60/06/09 69pp 


6008090229 Forwards Geosciences Branch preliminary r ec amme n da t l ons re 
site specific spectra foi SEP evaluation of seismic design 
adequacy of selected plants Final recommendation will be 
provided in Dec 1960 

UACKSDM.R E Geosciences Blanch B0/0&/23 37pp 


8006060024 Forwards FR notice te 800714-17 regional meetings to address 
portion of Commission 800523 memo rand urn tr order describing 
requirements of environ qua 1 1 f ication of electrical 
equipment installed in safety sys 

EISENHUT, D G Division of Licensing 80/06/30 lp 


— GQO8Q6O109 Notice of 000714-17 regional meetings to address portion of 
Commission 600523 memorandum % order describing requirements 
of environ qualification of electrical equipment installed 
in safety sys Svc lists enc 1 

EISENHUT, D 0 Division of Licensing 30/06/27 I17pp 


0008050064 Requests amend to uti! Tech Specs within 90 days of receipt 
of ltr it scram discharge vol designs for BNR control rod 
drive sys to reduce susceptibility to common cause failures 
Model Tech Specs end 

EISENHUV.D 0 Division of Licensing 00/07/07 lp 


- — 0009050006 Model Tech Specs re control rod operability 
■» Division of Licensing 00/07/07 I5pp 


000-8060355 Forwards AMR model Tech Specs for NUREO- 0570. Tft 1-2 Lessons 
Learned Category A l terns & proposed wording of conditions 
Bequests submittal o-f license amend application, 
incorporating enel specs , wj th i h 60 days of receipt 
EISENHUT, D 0 Division of Licensing H0/07/12 2pp 


— 6003060372 BUR model Tech Specs for NUflEG-0578. THI-2 Lessons Learned. 
Category rt items le emergency peuer supply requirement, 
direct indication of valve position $ 1 ns trumentat ion for 
inadequate core cooling Svc list end 
-» Division of Licensing 00/07/12 24pp 


BO0B12O527 Forwards revised Pages 42 tt 43 of Tech Specs, valve 
Checklists from operating manual 6 other matl re application 
for OL amend re inservice insp program 

LINDER. F Dairy land Power Cooperative 00/07/14 lOOpp 


— 3008120536 Revised Pages 42 t 43 of Tech Specs Sections 5 2 7, 5 2 8 & 
5 2 9 to comply w/NRC "Guidelines for Encluding Ejercising 
<Cyc I ing ) Test of Cei tatn Valve During Plant Operation “ 

Supporting documentation enci 

» Dairyland Power Cooperative 00/07/14 I7pp 


8008220135 Forwards description of field testing program 6 results in 
response to NRC 000425 Question 2-d re liquefaction 
potential ft seismic analysis of sys 6 structures <SEP Topics 
1 1-4 J. III-6) Margin of safety higher than previously shown 
LINDER. F Dairy land Power Cooperative 00/07/25 ilpp 


8008040143 Responds to NRC 800579 request for addL info re Type C 
leakage testing using water instead of air Forwards 
jus t i f ica t ion that affected sys will remain intact *• liquid 
filled following LDCA for two isolation valves 
LINDER, F Dairyland Power Cooperative 80/07/28 3pp 


BOO0OSOO6B Forwards addl info for NRC generic rept on BWRs consisting 
of revised Pages 1.2 Jr 6 to Enel I of util 790907 ltr 
Saf e t y /re 1 i ef valves section of Page 6 updated to include 
direct position indication of valves in control room 
LINDER. F Dairyland Power Cooperative 00/07/28 2pp 

— 6008050071 Revised Pages 1. 2 8. 6 to End 1 re safety/relief valves, high 
pressure core spray t valve position indications in control 
room 

* Dairyland Power Cooperative 79/09/07 3pp 


0006110043 Requests that util provide, by 800915, de ta 1 1 s of plans for 
proceeding w/seismlc evaluation program !> justification for 
continued operation until program is complete Recommends use 
of end ground response spectrum 

EISENHUT , D 0 Division of Licensing 00/06/04 4pp 


8008I30S4I Forwards NES 81A0092, "Seismic 4 Structural Analysis of 
LACBWR & Genoa 3 Stacies 

SHIM9HAH, R E Dairyland Power Cooperative 80/00/04 lp 


•6003130954 "Seismic S< Structure Analysis of LACBWR 6 Genoa 3 Stacks " 
HUSAIN. I , ODLtCADQ, A Nuclear Energy Service, Inc NES 8190092 
76/06/24 1 04pp 


800B1B0316 Forwards G0O80I memo to DG Eisenhut re evaluation of 
"Lf que fact 1 on Potential at LACBWR “ Final evaluation 
eipected prior bo Sept 1980 

CRUTCHFIELD, 0 Operating Reactors Branch 5 80/08/06 2pp 


--8009160319 Advises that Commission appointed Board to consider if 
hearing should be granted re liquefaction show cause order 
Prehearing conference scheduled for 000903, Branch Input for 
safety evaluation required by 000820 

CRUTCHFIELD, D Systematic Evaluation Program Braneh 80/00/01 
2pp 


0008210398 Fot wards ''Final Assessment of Liquefaction Potential at 
LACBWR Site " 

LINDER, F Dairyland Power Cooperative 80/09/14 ip 


— 8008210403 "Final Assessment of Liquefaction Potential at LACBWR Site,” 
near Genoa, Vernon County, MI 
a Dames % Moore 80/07/29 33pp 


8008260619 Provides further response to NRC 800519 request for addl 
info re justification for Type C leakage testing using water 
rather than air Discusses decay heat startup water removal t* 
primary purification resin sluice valves 
LINDER, F Dairyland Power Cooperative 80/08/19 3pp 


3008280347 Responds to NRC 600606 ltr re powered pumping equipment 
which will draw cooling water from MS River Sr inject into 
plant cooling sys Analyses 6 proposed Tech Specs will be 
submitted within 60 days 

LINDER, F Dairyland Power Cooperative 80/08/25 2pp 


0 Inspection report*. IE Bulletins >,■ correspondence 


8000060505 Forwards IE Bulletin 00-17. "Failure of 76 of 105 Control 
Rods to Fully Insert During Scram at EWR " No written 
response required 

KEPPLER, U G Region 3, Chicago, Office of the Director 80/07/03. 

lp 
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6008070093 Forwards Suppl 1 to IE Bui let in 80-17. "Failure of 76 of IBS 
Control Rods to Fully Insert During Sciam at BUR ' Written 
response required 

KEPPLER. J G Region 3. Chicago. Office of the Director 00/07/10 
IP 


8008070273 Forwards Suppl 2 to IE Bulletin BO-17. "Failure of 76 of 185 
Control Rods to Fully Insert During Scram at tllJR 11 
No written response required 

KEPPLER. J G Region 3. Chicago. Office of the Director 00/07/22 

Zpp 


8000060443 Confirms 80072S meeting in Glen Ellyn. IL to discuss security 
Insp f led i ngs. sc hedul e for implementing security plan 
commitments b matters le inopeiability of certain security 

sys 

KEPPLER. J 0 Region 3. Chicago. Office of thB Director 00/07/23 

tp 


BOOS 130336 Forwards suppl to IE Info Notice 80-06. "Notification of 
Significant Events at Operating Power Reactor Facilities 11 
No written response required 

KEPPLER. J G Region 3. Chicago, Office of the Director 80/07/29 

IP 


BDOS10OO9O Forwards IE Bulletin 80-20, "Failures of Hestinghouse Type 
W-2 Spring Return to Neutral Control Switches *' Action 
required 

KEPPLER. J G Region 3. Chicago, Office of the Director 80/07/31 
IP. 


8006200458 Forwards IE Bulletin 80-19, ''Failures of Mercury-Wetted 
Matrix Relays in Reactor Protective Sys of Operating Nuclear 
Power Plants Designed by Combustion Engineering " Action 
required by facilities w/OLs or CPs 

KEPPLER, J 0 Region 3, Chicago, Office of the Director B0/07/31 

lp. 


8009100126 Forwards IE Bulletin 00-20. ''Failure* of Hestinghouse Type 
W-2 Spring Return to Neutral Control Switches. 1 ' sent to 
listed licensees for action on 800731 

PAPPAS, H Region 3, Chicago, Office of the Director 80/08/01 Ip 


800S1B023A Forwards IE Info Notice 80-29. ''Broken Studs on Terry 
Turbine Steam Inlet Flange " No specific action or response 
requested 

KEPPLER, J G Region 3, Chicago, Office of the Director 8D/OB/07 
IP 


ft Periodic operating reports A related correspondence 


0008130415 Forwards monthly operating rept for Ju L i960 
LINDER, F Dairy) and Power Cooperative 80/08/03 ip 


- <1000130418 Monthly operating rept for Jul 1980 

GOODMAN, L & Dairy land Power Coopetative 80/08/04 lOpp 


S Reportable occurrences, LERs i related correspondence 


8000130474 RO B0-03 on 800806, 1 /2-inch angle type globe valve in closed 
position on shutdown condenser shell created potential for 
degradation of containment vessel boundary Valve not 
authoriied by design change Replaced by pipe cap 
LINDER, F Dairyland Power Cooperative 80/00/07 2pp 


V Operator Examinations 


8006060270 Forwards ’’Clperator/ben I or Operator Requalification 
Program " Program supersedes all previous programs i amends 
for fae 1 1 i ty 

LINDER, F Dairyland Power Cooperative 80/07/29 lp 


-3000060271 "Op era tor /Sen 1 or Operator Roque I i Pi c a t ion Program 
» Dairyland Power Cooperative 00/07/29 5pp 


DOCKET 90-410 NINE MILE POINT NUCLEAR STATION, UNIT 2 


A Ap p 1 teat 1 on/cons true t ion stage documents i< correspondence 


8008060024 Forwards FR notice re 800714-17 regional meetings to address 
portion of Commission 800523 memo ran dun J< order describing 
requirements of environ qualification of electrical 
equipment installed in safety sys 

EIBENHUT, D G Division of Licensing 00/06/30 lp 


--9000060189 Notice os BT0714— i"r legions! meetings to address portion of 
Commission G00523 memo i and u n & or del descilting r e qu 1 1 omen ts 
of environ qualification or olectm „1 equipment installed 
in safety sjs Svc lists one l 

EISENHUT. D G Division of Licensing 80/06/27 !17pp 


B0080B0010 Requests that all applicants for OLs and CP holders provide 
up-to-date completion schedules * fuel load target dates so 
that NRC .nay establish licensing priorities Forwards list 
of target schedules foi plants t« be completed within 3 yrs 
EIEENHUT.DG Division of Licensing 80/07/11 lOpp 


8000080071 Requests revision of 78022/ lequesl for completion date 
extension to reflect changes in facility const status 
Processing of 780227 request delayed due to Till 
YGUNGDLOnDi B J Licensing Branch 1 80/07/2B 2p p 


8000060153 Notification of 0OOH14 meeting w/util in Bethesda.MD to 
discuss Cywidag threadbar sys tor splicing reinforced steel 
bars 

HiPER.K L Licensing Branch 1 aO/O '/3t 3pp 


8008150060 Submits Intel in ci iteria for shift staffing to all 0L t CP 
licensees b ap p 1 1 c ants, p or NRC 8G0507 1 tr Discusses 
adm 1 n I s tr a 1 1 v e provisions for emergency h over time work 
Development t Implementation to be reviewed within 90 days 
EISENHdT, D G Division of Licensing 80/07/31 lOpp 


0008160162 Approves of 7b 0620 request ror authorwation to use 
radiographic acceptance criteria re Paragraph UC-SQOO of 
ASMF Boiler t Pressute Vessel Cod e. See 1 1 oti 111,1977 Edition 
through Summer 1979 Addendum ior longitudinal piping welds 
TEDESCO.fi L Assistant DiTeetci foT licensing S0/09/12 2pp 


8008270373 Submits const schedule for facility, in response to NRC 
000711 request Fuel loading is planned for Mar 1906 
RHODE, G K Ntagar a Mohawk Pouer Cot p 00/08/22 lp 


8008270376 Ac k receipt of I1RC 0CO7G9 1 ti requesting addl geologic Info 
Info will be piovided by 801031 

RHODE, G K Niagara Mohawk Power Corp 00/08/22 lp 


F Security, medical, emeigenry 4 fire protection plans 


0008090102 Requests all applicants for CPs b OLs submit info re 
proposed nuclear power plant vie till' y evacuation estimates 
Info requested by 8008OJ foi I RC to identify evacuation 
cons fcrai nts, s pac i a l planning measures t possible mods 
EIBENHUT, DO Division ot licensing 80/0//02 lp 


8000280033 Notification of 000819,20 « 27 workshops in Valley Forge. PA. 
Chicago, IL 4 Atlanta.GA, rcspectively.to solicit public 
comment re hlUREG-0696, 'Functional Criteria for Emergency 
Re-sparse Facilities " 

GRIER, B H Region 1. Philadelphia, Office oh the Director 
60/08/ 1 1 ?pp 


G Inspection reports, IF Bulletins A correspondence 


BO 08060479 Forwards IK Bulletin 00-1/. 'failuie of /6 of 185 Control 
Rods to Fully Insert Dur ing Ec r am at HWR No written 
response required 

GRIER. B H Region I, Ph 1 1 ade 1 p h i a , Office of the Director 
60/07/03 Ip 


0008010122 Responds to IF Bulletin 00-08. "t xamlna t t on of Containment 
Liner Penetration Weld. " Radiography of containment liner 
flued head to outer sleeve welds perfoimed Results on file 
at const site 

RHODE . 0 K Niagara Mohawk Pouoi Corp 60/07/10 2pp 


8008070118 Forwards Suppl 1 to IE Bulletin 00-17. "Failure of 76 of 165 
Control Rods to Tully In salt Du l ing 8c i am at BUR ” No 
written response lequired 

GRIER, B H Region t, Philadelphia. Orfue of the Director 

aO/07/18 lp 


800B-07G226 Forwards Suppl 2 to IE Bulletin 87-17. "Failure of 76 of 165 
Control Rods to Fully Insert During Scram at BUR " 

No written response required 

CRIER, B H Region 1, PI, i 1 ade 1 ph la, Office of 'ha Director 
60/07/22 2pp 


0008140490 Foi wards It Bulletin 00-20 'Failures of Hestinghouse Type 
W-2 Spring Return to Neutral Cant) ol lim itches * Requests 
info re estimate of manpower associated u/coi rectlv e 
actions needed if'r, identifying plot lcm 

GRIER. B H Region I, Philadelphia. Office of the Director 
00/07/31 lp 
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80081 00025 Forward* IE Bulletin 80-19. 'Failure* of Here ury-Wetted 
Matm Relay* in Reactor Protective Sys of Operating Nuclear 
Power plants Designed by Combustion Engineering " Action 
required by facilities u/OLs or CPs 

GRIER. BH Region 1, Philadelphia. Office of the Director 
00/07/31 Ip 


800B250090 Forwards IE Info. Notice 80-29, "Broken Stud* on Terry 
Turbine Steam Inlet Flange *' Ho specific action or response 
requested 

GRIER. B H Region I. Ph 1 1 ade 1 p h ta. Office of the Director 
B0/0S/07 tp 


8009280527 Forwards IF Info Nat see 80-30. "Potential for Unacc eptabl* 
Interaction Between Control Rod Drive Scran Functions & 

Nonessential Control Air at Certain OB BWR Facilities " 

No written response required 

GRIER. B H Region. 1. Philadelphia. Office of the Director 
80/09/19 fp 


$ Reportable occurrences, LER» i related correspondence 


8008270193 Ack receipt of B006IB suppi rept re biological shield wall 
per 10CFR5Q 55<e! 

CARLSON. R T Region 1, Philadelphia, Reactor Construction U 
Engineering Support Branch 80/07/25 Ip 


8009050458 Final deficiency rept i« defect in base ring to outer shell 
plate weld of biological shield wall Safety of plant 
operations not affected by weld defect QA program modified 
to reduce possibility of future weld-related problems 
DISE/D P Niagara Mohawk Power Corp 80/08/01 83pp 


8008120538 Final deficiency rept re environ b seismic qualifications 
of electrical equipment During audit of steam supply sys. 
qualification documentation found in wrong file Steam supply 
sys will be modified to cross-ref records 
RHODE. 8 K Niagara Mohawk Power Corp 80/0S/05 2pp 


DOCKET 50-412 BEAVER VALLEY POWER STATION'. UNIT 2 


A Applicatlon/construction stage documents fc correspondence 


80080*0024 Forwards FR notice re B0O7I4-17 regional meetings to address 
portion of Commission B00523 memorandum A order describing 
requirements or environ qualification of electrical 
equipment installed in safety sys 

E1SENHUT.DG Division of Licensing 80/06/30 Ip 


—8008060189 Notice of 800714-17 regional meetings to address portion of 
Commission 000523 memorandum tt order describing requirements 
of environ qualification of electrical equipment Installed 
in safety sys five lists encl 

EISEMHVT.D G Division of Licensing 80/06/27 H7pp 


8009080010 Requests that all applicants for OLs and CP holder* provide 
up-to-date completion schedule* 6 fuel load target dates so 
that NRC may establish licensing priorities Forwards list 
of target schedules for plants to be completed within 3 yrs 
EISEIIHUT.D G Division of Licensing 80/07/11 lOpp 


8009040021 Notifies that license application will be submitted 821231 tc 
const completion & fuel load scheduled for 851231 in 
response to NRC S007JJ Itr 

WdOLEVER, E V Duquesno Light Co 83/07/29 ip 


0008! 50060 Submits mteitm criteria for shift staffing to all OL A CP 
licenses 4 appl icants. per NRC 800607 Itr Discusses 
admi nlitrative provisions fai emergency 4 overtime work 
Development 6 imp 1 emenla t i on to be reviewed within 90 days 
EISEHHUT.0 G Division of Licensing SO/07/31 lOpp 


F Security, medical, emergency 4, fire protection plans 


8008050)02 Requests all applicants for CPs b GLs submit info re 
proposed nuclear power plant vicinity evacuation estimates 
Info requested by 800901 for NSC to identify evacuation 
constraints, spec lal planning measures & possible mods 
E15ENHVT, 0 G Division of Licensing 80/07/02 Ip 


8009070406 Responds to NRC 800702 ( tr requesting Info re estimates 
for evauation or area surrounding proposed nuclear plants 
One rept was submitted on 800130 for site shared bu 6oth 
units 

DUNN, C N Ouquesne Light Co S0/03/01 ip 


8008290035 Notification of 800819.2 0 4 S3 workshops in Valley Forge.PA, 
Chicago, IL & At 1 atita, GA, respec 1 1 vely, to solicit public 
comment re NUREG-0696, "Functional Criteria for Emergency 
Response Facilities “ 

CRIER, B H Region I, Philadelphia, Office of the Director 
80/08/ II 2pp 


Q Inspection reports, IE Bulletins 4 correspondence 


E008010221 Responds to IE Bulletin 80-08. ''Examination of Containment 
Liner Penetration Welds " Penetration connection* havo 
flood head ta sleeve weld Backing bars used in all joints 
applicable to bulletin 

HD3LEVER, E 0 Duquesne Light Co 80/07/09 6pp 


8008070530 Forwards IE Circular 80-17. “Fuel Pin Damage Due to Water 
Jet From Baffle Plate Corner " No written response required 
GRIER, B H Region 1, Ph I ladelph la, Office of the Director 
80/07/23 Ip 


600B22O1 10 Forwards IE Bulletin B0-1B, "Maint of Adequate Min Flow 
Through Centrifugal Charging Pumps Following Secondary Side 
High Energy Line Rupture 11 No action required 
GRIER. B H Region 1. Phi ladelphia, Office of the Director 
80/07/24 1 p 


8008130417 Ack receipt of 800625 Itr informing NRC of steps taken to 
correct violation noted in IE Insp Rept 50-412/80-04 
CARLSON, R T Region 1, Philadelphia, Reactor Construction !< 
Engineering Support Branch 80/07/25 lp 


—8008130421 Forwards IE Insp Rept 50-412/SQ-04 on 800407-ii & notice of 
vio 1 ation 

CARLSON, R T Region I, Phi lade lph ia, Reactor Construction fc 
Engineering Support Branch S0/05/27 2pp 


—8008130424 Notice of violation from insp on 800407-11 

* Region i, Philadelphia, Reactor Construction & Engineering 
Support Branch 80/09/09 lp 


—8003130426 IE Insp Rept 50-412/80-04 on B00407-U Noncompliance noted 
failure to provide evidence of evaluation A disposition of 
indication* identified in radiographs of welds 
NARROW, L , DURR.J P Region 1, Philadelphia, Office of the 
Director MCOAUOHY, R W Region I, Philadelphia, Reactor 
Construction 8< Engineering 8upport Branch 80/05/09 lOpp 


8OO014O9S2 Forwards IE Bulletin 80-20, ‘'FaiHire* of Westinghouse Type 
W-2 Spring Return to Neutral Control Switches " Request* 
info re estimate of manpower associated w/correctiv* 
actions needed after identifying problem 

GRIER, Q H Region i, Philadelphia, Office of the Director 
80/07/31 ip 


800S180007 Forwards JE Bulletin 80-19, "Failure* of Mercury-Wetted 
Matrix Relays In Reactor Protective Sys of Operating Nuclear 
Power Plants Designed by Combustion Engineering " Action 
required by facilities w/OLs or CPs 

DRIER, 8 H Region 1. Philadelphia, Office of the Director 
80/07/31 tp 


90D8I40299 Respond* to NRC 800707 Itr re violation noted in IE Insp 
Rept 50-412/00-06 Corrective actions valve dried b cleaned U 
valves repositioned to provide better overhead protection 
Final rept will be provided by 800901 
WOOLEVER.E V Duquesne Light Co 80/03/06 4pp 


0000240417 Forwards IE Info Notice 80-29, “Broken Studs on Terry 
Turbine Steam Inlet Flange " No specific action or ra*pon*e 
requested 

GRIER. D H Region i. Phi lade lph ia, Office of the Director 
80/03/07 Ip 


6 Reportable occurrences, LEfts A related correspondence 


8008140107 Part 21 rept re defective Colt-Pielstick Type PC-2 die*el 
generator sets Caused by inadequate original drawings 
Drawings revised 

MGRTARTY, ■J M Colt Industries, Inc . Fairbanks Morse Engine DIv 
80/07/22 5pp 


8000180083 Ack receipt of 800709 Significant Deficiency S0-02 re linear 
indication-recirculation spray piping Matter will be 
reviewed during subsequent insp 

CARLSON, R T Region l, Philadelphia. Reactor Construe ti on t< 
Engineering Support Branch, 80/07/28 lp 
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--800318000? Di sc us so* potential Significant Deficiency 00-02. re linear 
indication-recirculation spray p 1 p ing . rep or ted 000522 
Based on r e v 1 eui, 1 i neat Indications mere result of inspector 
error Withdraws notification of deficiency 
WQOLEVER, E J Duquesno Light Co 00/07/09 Ip 


B00819Q28S Interim deficiency rept re linear indications in gib gusset 
welds in reactor vessel structural supp o.rt< neutron shield 
tank! He ta 1 1 ogra p h i c analysis of wold samples U add 1 insps 
being conducted Nest rept will be Issued on 901101 
HOOLEVER, E J Duquesne Light Co BO/O0/14 4pp 


DOCKET 50-413 CATAWBA NUCLEAR STATION, UNIT 1 


A App 1 icat i on/c ons true t i on stage documents b correspondence 


0OOBO6QO24 Forwards FR notice re 800714-17 regional mootings to address 
portion of Commission 800323 memorandum U order doscribing 
requirements of environ qualification of electrical 
equipment installed in safety sys 

EISENHUT, D 0 Division of Licensing 80/06/30 lp 


-800BQ601B9 Notice of 800714-17 regional meetings to address portion of 
Commission 800523 memorandum b order describing requirements 
of Environ qualification of electrical equipment installed 
In safety sys Svc lists encl 

EISENHUT, D 0 Division of Licensing. B0/O6/27 117pp 


8QOSOSOQIO Requests that all applicants for QLs and CP holders provide 
up-to-date completion schedules St fuel load target dates so 
that NRC may establish licensing priorities Forwards list 
of target schedules for plants to be completed within 3 yrs 
EISENHUT, D 0 Division of Licensing 80/07/11 lOpp 


0009060368 Submits info re target dates for fuel loading in response to 
000711 1 tr McGuire 2 scheduled for Jun 1902, Catawba 1 
scheduled for Aug 1983 b Catawba 2 scheduled for Feb 1989 
PARKER. W 0 Duke Power Co 80/07/28 lp 


90Q8030273 Forwards compilation of projected loads, ca pac i t tes b 
res erves , re f lec t ing long-term forecast for 1983-1991 Results 
Indicate reserve levels in 17-25X range 
BLACKMON, U B Duke Power Co 00/07/2? 3pp 


S008150060 Submits interim criteria for shift staffing to all OL & CP 
licensees b appl icants, per NRC 800507 1 tr Discusses 
administrative provisions for emergency St overtime work 
Development t< implementation to be reviewed within 90 days 
EISENHUT, D 0 Division of Licensing 80/07/31 lOpp 


80081203 IS Ack receipt of 000701 application re addition of two 
companies for ownership interest Requests remittance of 
Class 111 fee,for necessary review 

DIGGS, R M License Fee Management Branch 80/08/05 lp 


8008210372 Forwards $4,000 check for CP amend per NRC 800809 1 tr W/o 
ere 1 

PORTER. U L Duke Power Co 80/08/18 Ip 


— 800 82 I 0374 Requests remittance of $4,000 fee for 800701 CP amend 
application re addition of two companies for ownership 
Interest 

DISCS, R M License Fee Management Branch 80/08/05 lp 

— 8008210377 Requests encl 1 tr be processed per applicable docket Check 
reta ined 

D18GS, R M License Fee Management Branch 80/09/19 lp 

F Security, medical, emergency 1 fire protection plans 


8009050102 Requests all applicants for CPs b QLs submit info re 
proposed nuclear power plant vicinity evacuation estimates 
Info requested by 000801 for NRC to identify evacuation 
cons traints, spec ial planning measures b possible mods 
EISENHUT, D 0 Division of Licensing 80/07/02 lp 


8008040025 Responds to NRC 800702 1 tr b forwards evacuation time 
estimates for evacuation of areas around Units 1 b 2 
Oversire map forwarded to A Schwencer 
PARKER , W 0 Duke Power Co 80/07/16 8pp 


M Antitrust correspondence 


8008120219 Advises that copies to amend CP to include NC EMC fc Saluda 
River as co-owners. incori ectty showed NCEMC wholesale power 
contracts to last 45 yrs Contracts are for life Df project 
or as long as loans aro outstanding (not to encaed 40 yrsl 
RUTHERG, J Antitrust Division 00/07/24 ip 


0008210571 Ack receipt of addl antitrust info 4 forwards related 
antitrust notice re plant ownership b legal notice for 
newspaper S trade journals 

SCHWENCER, A Licensing Branch 3 00/07/30 3p p 


— 8008210573 Notice of receipt of addl antitrust info b timo for 
submission of views on antitrust matters Legal notice for 
newspaper b trade journals encl 

SCHWENCER, A Licensing Branch 3 00/07/30 4pp 


0 Inspection reports, IE Bulletins it correspondence 


BOO BO 1001 4 Ack receipt of IE Insp Rep ts 50-413/80-00 b 50-414/00-08 on 
800512-16 No proprietary info 
PARKER, U D Duke Power Co 80/07/17 lp 


—8000010016 Forwards IE Insp Repts 50-413/00-00 b 50-414/80-00 on 
900512-16 No nancomp 1 lance noted 

MURPHY. C E Region 2. Atlanta, Reactor Construction b Engineering 
Support Branch 00/06/30 2pp 


—8000010017 IE Insp Repts 50-413/80-00 b 50-414/00-09 on 800512-tfa 
No noncompliance noted Major areas Inspected licensee action 
on previous GA f ind i ng , ref ue 1 ing water storage tank b 
employee safety 

MCFARLAND, C R Region 2, Atlanta, Office of the Director 
RAUSCH, J K Region 2. Atlanta, Reactor Construction b Engineering 
Support Branch 90/06/27 6pp 


8008070567 Forwards IE Circular 00-17, "Fuel Pm Damage Due to Hater 
Jet From Baffle Plate Corner " No written response required 
O ' REILLY, J P Region 2. Atlanta, Office of the Director 80/07/23 
If 


6008260137 Forwards IE Bulletin 80-10, "Plaint of Adequate Min Flow 
Through Centrifugal Charging Pumps Following Secondary Side 
High Energy Line Rupture “ No action required 

G 'REILLY, J P Region 2, Atlanta. Office of the Director 00/07/24 

tp 


8008140587 Forwards IE Bulletin 00-20, "Failures of Meetinghouse Type 
W-2 Spring Return to Neutral Control Switches 11 Requests 
info re estimate of manpower associated ui/ c orrec 1 1 ve 
actions needed after identifying problem 

O'REILLY.J P Region 2. Atlanta, Office of the Director 00/07/31 
i P 


8008160102 Forwards IE Bulletin 80-19, 'Failures of Mercury-Wetted 
Matrii Relays in Reactor Protective Sys of Operating Nuclear 
Power Plants Designed by Combustion Engineering " Action 
required by facilities w/QLs or CPs 

Q 'REILLY, J P Region 2, Atlanta, Office of the Director 80/07/31 

lp 


0008180176 Responds to IE Bulletin 79-03A. "Longitudinal Meld Defects 
In ASME SA-312, Type 304 Stainless Steel Pipe " Fusion welded 
pipe not used In safety-related sys 
PARKER, W 0 Duke Power Co 80/08/05 lp 


0008200487 Ack receipt of 800717 )tr informing NRC of steps taken to 
correct violations noted in IE Insp Repts 50-413/80-12 b 
30-414/60-12 

MURPHV.C E Region 2. Atlanta, Reactor Construction b Engineering 
Support Branch BO/OB/G5 Ip 


■000 B200S26 Responds to NRC 800625 Itr re violations noted in IE Insp 
Rept 50-413/80-12 b 50-414/00-12 Corrective actions OA 
Procedure 0-1 revised to include insulation testing 
equipment 

PARKER, H 0 Duke Power Co 60/07/17 2pp 


— 8008200528 Forwards IE Insp Repts 50-413/80-12 b 50-414/80-12 on 
000501-30 b notice of violation 

HURPHY.C E Region 2, Atlanta, Reactor Construction b Engineering 
Support Branch 00/06/25 2pp 


— 0OOB2OO53O Notice of violation from insp on 000501-30 

* Region 2, Atlanta, Office of the Director 00/06/17 lp 


— 800 B200533 IE Insp Repts 50-413/00-12 b 50-414/00-12 on 800501-30 
Noncompliance noted failure bo inquire housekeeping Insp of 
areas containing Class IE equipment b to include all 
electrical measuring b test equipment in procedures 
MAXWELL, G F Region 2, Atlanta, Office of the Director 
RAUSCH, J K Region 2. Atlanta. Reactor Construction b Engineering 
Support Branch 00/06/17 7pp 
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8006180188 Respond* to IE Bulletin 50-18. "Potential Misapplication of 
Rosemounl . I nc Model 1151 b 1152 Pressure Transmitter* w/ 

Either A or D Output Cades ' Revieu of pressure iransni t te r s 
con d uc ted 

PARKER. M 0 Duke Powei Co BO/Oa/Qi Ip 


8000150492 Forwards IF Info Notice 80-29. Broken Studs on Terri/ 
Turbine Steam Inlet Flange " Mo specific action or response 
r equ e s ted 

Q'HEtLLY. J P Region 2. Atlanta. Office of the Director BO/0‘9/07 

Ip 


B006270689 Forwards IE Info Notice 80-24. "Low Level Raduaste Burial 
Criteria ” No written lespcnse «equirod JH Snieiek 500530 
memo end 

0'REU.LY, J P Region 2. Atlanta. Office of the Director BO/OD/14 
IP 


S Reportable occurrences. LER* U related correspondence 


6008070071 Part 21 rept re possibility that in worst case tolerance 
buildup cond 1 1 ion. g a te could disengage from guide when valve 
is in backseat position Stem eitension bushing designed to 
interface between stem S backseat 

WHEATON.M R Borg-Warner Corp , Nuclear Valve Div 80/07/22 3pp 


6008060300 Significant Deficiency Rept ‘SO 413-414/80-09 re lack of 
radiation cure on cioss linked polyethylene cable conductor 
During installation of heat shrinkable s es 1 s . t nsula 1 1 on on 
one conductor found melted Caused by lack of radiation cure 
PARKER. If 0 Duke Power Co 80/O7/J1 3pp 


8003180528 Interim deficiency iept in Hov 1479. d 1 scavered that 
non— normal i i ed one-half inch plate matt had not been Impact 
tested in const of ASMF code stamped peisannei air locks 
Caused by design error Mat ] tagged deficient 
PARKER. If □ Du<e Pouei Co 80/08/11 25pp 


DOCKET 50-414 CATAWBA NUCLEAR STATION, UNIT 2 


A App l icatiun/constr uc ti oil stage documents Ji correspondence 


8008060024 Forwards Ffi noti.e ie 800714-17 regional meetings to address 
portion or Cprmusion 800523 memorandum b order describing 
requirements or ern iron qualification of electrical 
equipment installed in safety sys 

E1SENHUT. D G Division of Licensing 80/06/30 Ip 


—8008060189 Notice of 600714-17 regional meetings to address portion of 
Commission 800533 me mot and urn 4 order describing requirements 
of environ qua 1 1 f l c a 1 1 on of electrical equipment installed 
in safety sys 8yc lists enc L 

EISENflUT, l, 0 Division of Licensing 80/06/27 I 17pp 


8008080010 Requests that all applicants for OLt and CP holders provide 
up-to-date c omp I o *- 1 on schedules t fuel load target dates so 
that NRC may establish li-eusing pnosities Forwards list 
of targe" schedules for plants to be completed within 3 yrs 
EISEUHOT.Q 0 Division of Licensing 8-0/07/11 lOpp 


800806 03oB Submits info r.* taiget da"es for fuel loading in response to 
300711 Jtr McGuire 2 scheduled for Jun 1982. Catawba J 
scheduled for Aug 1903 ' Catawba 2 scheduled for Feb 1985 
PARKER. W 0 flu V e Power Co F0/0*V2a lp 


8000050273 Forwards compilation of projected I dads, c apac i t i es 4 
reierves. reflecting long-term forecast for 1983-1491 Results 
indicate reserve levels in 17-257. range 
BLACKMON. D li Duke Heed Co 60/07/29 3pp 


SOOBlSOOiO Submits intei tm criteria for shift staffing to all OL l CP 
licensees b applicants per NRC EC-0507 Itr Discusses 
admim strati ,e provisions lor emergency 6 overtime work 
Development ? imp 1 etnenca 1 1 on to be reviewed within 90 days 
EISENHWT.D G Division at i ireising 00/07/31 JOpp 


F Security, medical, emergency f rirr protection plans 


800B050102 Requests ail applicants rot CPs A OLs submit info re 
proposed nuclear power plant »i iri"y evacuation estimates 
Info requeited by 8008UJ Mr i 4C to identify evacuation 
constra inti, spec lal planning measures 4. possible mods 
E156NHUT. D G Division of t icons ms 80/07/02 lp 


0008040025 Responds to Nfic, 8(.hi702 1 ti A loiwaids evacuation time 
estimates foi evaluation uf at ess around- Units 14 2 
Oversize flap fciwsided >o A rchaencer 
PARKER. W 0 Duke Powei C5 PO/07/J6 Sop 


M Antitrust correspondence 


8008120219 Advises that copies to amend CP to include NCEKC & Saluda 
River as c 0-owners, i nc or rec t I y showed NCEMC wholesale power 
contracts to last 45 yrs Contracts are for life of project 
or as long as loans are outstanding (not to eitced 48 yrs> 

RUTOERG. J Antitrust Division 80/07/24 lp 


0 Inspection reports, IE Bulletins h correspondence 


80001801B8 Responds to IF Bulletin 90-16, "Potential Mi sap p l le at Jon bf 
Rosemount, Inc Model 1151 6 1152 Pressure Transmi t ter s ui/ 

Either A or D Output Codes “ Review of pressure transmitters 
conduc ted 

PARKER. W O Duke Power Co 80/08/06 lp 


0000010014 At 7 receipt of IE Insp Repts 50-413/80-08 & 30-4 14/80-00 on 
300512-16 No prop r 1 eta ry info 
PARKER. M Q Duke Power Co 80/07/17 Ip 


— 8009010016 Forwards IE Insp Repts SQ-413/80-0B 6 50-414/80-08 on 
800512-16 No noncomp 1 lance noted 

MURPHY, C E Region 2, Atlanta, Reactor Construction & Engineering 
Support Branch 80/06/30 2 pp 


-•-80090100 1 7 IE Insp Repts 5O-413/B0-0B 5 50-414/80-08 on 000512-16 
No noncompliance noted Major areas inspected licensee action 
on previous DA f i nd i ng , r ef ue I ing water storage tank b 
employee safety 

MCFARLAND, C 6 Region 2. Atlanta, Office of the Director 
RAUSCH, J K Region 2, Atlanta, Reactor Construction la Engineering 
Support Branch B0/06/27 6pp 


800B070547 Forwards IF Circular 80-17, "Fuel Pin Damag* Due to Hater 
Jet From Baffle Plate Corner " No written response required 
O’REILLY.J P Region 2. Atlanta, Office of the Director 80/07/23 
lp 


8Q0D26OI37 Forwards IE bulletin 80-18, "Maijit of Adequate Mio Flow 
Through Centrifugal Charging Pumps Following Secondary Side 
High Energy Line Rupture " No action required 

Q'REILLV.J p Region 2. Atlanta, Office of the Director 83/07/24 
IP 


8008140597 Forwards IE Bulletin B0-20, ‘Failures of Meetinghouse Type 
W-2 Spring Return to Neutral Control Switches “ Request* 
info re estimate of manpower associated u/eoirective 
actions needed after identifying problem 

O'REILLY, J F Region 2. Atlanta, Office of the Director 00/07/31 
lb 


8009180102 Forwards IE Bulletin 80-19, "Failures of Mercury-Wetted 
Matrii Relays in Reactor Protective Sye of Operating Nuclear 
Power Plants Designed by Combustion Engineering " Action 
required by facilities u/OLs or CPs 

O'REILLY, J p Region 2 Atlanta. Office of the Director 00/07/31 

•f 


8008190176 Responds to IE Bulletin 79-03A, “Long i tud ina 1 Weld Defects 
in ASHE EA-3t2, Type 304 Stainless Steel Pipe " Fusion welded 
pip) riot used in safety-related sys 
PARKER, U 0 Duke Power Co 80/08/05 lp 


8006200487 Ac k receipt of 600717 Itr informing NRC of steps taken tc 
correct violations noted in IE Insp Repts 50-413/80-12 8< 
50-414/80-12 

HU9PHrY,C E Region 2, Atlanta, Reactor Construction * Engineering 
Support Branch 80/08/05 Jp 


’-8008200526 prepends to NRC 800625 Itr re violations noted in IE Imp 
Rept 50—413/80-12 J 50—414/80-12 Corrective actions. -QA 
Procedure 0-1 revise# to intlude insulation testing 
equipment 

PARKER, li 0 Duke Power Co 80/07/17 2pp 


—8008200528 Forwards IE Insp Repts 50-413/80-12 6 50-414/80-12 oh 
800501-30 J notice of violation 

MURPHY, C F Region 2. Atlanta, Reactor Construction ic Engineering 
Support Drench BQ/C6/25 2 pp 


— 8003200530 Notice of violation from msp on 800501-30 

* Region 2. Atlanta. Office of the Director 80/06/17 lp 


•80D32CO533 IE Insp Repts 50-413/80-12 b 50-414/80-12 on 800501-30 
None or. p l lent e noted failure to require housekeeping Insp of 
areas containing Class IE equipment t to include all 
electrical measuring 6 test equipment in procedures- 
HAYUEtX, 0 F Region 2, Atlanta, Office of the Director 
RAUSCH, J K Region 2. Atlanta, Reactor Construction L Engineering 
Support Branch 89r06/17 7pp 
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fcf008150492 ForusTdj IF Info Notice 80-29, "Broken Studs on Terry 
Turbine Steam Inlet Flange " No specific action or response 
requested 

□ 'REILLY, JP Region 2. Atlanta, Office of the Director 80/08/07 

>P 

80092706B9 Forwards IE Info Notice 80-24. “Lou Level RadwastB Burial 
Criteria " No written response required JH 3meiek B0Q930 
memo end 

O'REILLY, J P Region 2, Atlanta, Office of the Director 80/08/14 

IP 


3 Reportable occurrences, LERs 4 related correspondence 


8099070071 Part 21 rept re possibility that in worst case tolerance 
buildup c ond 1 1 i on, ga te could disengage from guide when valve 
is in backseat position Stem extension bushing designed to 
interface between stem t backseat 

WHEATON, W R Borg-Uarner Corp , Nuclear Valve Div 90/07/22 3p p 


8098060300 Significant Deficiency Rapt SD 413-414/90-09 re Lack of 
radiation cure on cross-linked polyethylene cable conductor 
During installation of heat shrinkable seals, insula 1 1 on an 
one conductor found melted Caused by lack of radiation cure 
PARKER, W O Duke Power Co B0/07/31 3pp 


800B18032B Interim deficiency rept in Nov 1979, d isc overed that 
non-normal i led one-half inch plate iratl had not been impact 
betted in const of ASHE code stamped personnel air locks 
Caused by design error Hatl tagged deficient 
PARKER, W 0 Duke Power Co 80/00/11 25pp 


DOCKET S0-416 ORAND GULF NUCLEAR STATION, UNIT l 


A Appi icat i on/cons true 1 1 on stage documents It correspondence 


9008060024 Forwards FR notice re S007I4-I7 regional meetings to address 
portion of Commission 900523 memorandum 4 order describing 
requirements of environ qualification of electrical 
• quipjnent installed In safety tys 

EISENHUTi D 0 Division of Licensing 00/06/30 Ip 


— B00806Q1B9 Notice of 800714-17 regional meetings to address portion of 
Commission 900523 memorandum & order describing requirements 
of environ qualification of electrical equipment installed 
in safety sys 9vc lists end 

EISENHUT, D 0 Division of Licensing 80/06/27 !17pp 


8009080010 Requests that all applicants for OLs and CP holders provide 
up-to-date completion schedules & fuel load target dates so 
that NRC may establish licensing priorities Forwards list 
of target schedules for plants to be completed within 3 yr*. 
EISENHUT. D 0 Division of Licensing 80/07/11 lOpp 


8009090128 Summary of 900624 meeting u/utii re util approach to task 
action plan, NUREG-0660 

KARTORE, J A Licensing Branch 3 80/07/18 3pp 


8009130706 Discusses request for withholding of 800606 submittal 
providing criteria 6 calculations to support NRC audit 
review of facility structural design Approves request per 
10CFR2 790 

ECMMENCER , A Licensing Branch 3 80/07/21 2pp 


BQ08t4009B Forwards NRC position on three open items remaining from 
800708-10 meeting re Mechanical Engineering Branch draft 
SER 

ECHWENCER , A Licensing Branch 3 00/07/30 3pp 


8009150060 Submit* interim criteria for shift staffing to all OL t< CP 
licensees t app 1 i cants, per NRC 800507 ltr Discusses 
administrative provisions for emergency Sc overtime work 
Development S implementation to be reviewed within 90 days 
EISENHUTi D 0 Division of Licensing. 80/07/31, * lOpp 


8008080055 Requests addl info re action* taken to preclude occurrence 
of cracking as described in IE Bulletin 80-7, "BWR Jet Pump 
Assembly Failure * Plant operation must be justified until 
long-term solution is found 

SCHWENCER, A Licensing Branch 3 80/08/01 2pp 


0008140096 Forwards request for addl info for review of FSAR Requests 
notification if FSAR cannot be amended to reflect 
responses by 800901 

SCIIWENCER, A Operating Reactors Branch 3 BO/OB/Ol 22pp 


8008110438 Submits te.ised responses pot discussions at Mechanical 
Engineering Branch S BNWL 800708-10 meeting to resolve draft 
SER open items Addl info will be provided by separate ltr 
DAtE.L F Mississippi Power t Light Cn 00/08/08 46pp 


E008190577 Forwards GF field mstiuclion FDI-35/423B2 re capping af 
control rod drive return line noitle Program will be 
Implemented during Aug 1900 as Section it repair lf/o encl 
DALE, L F Mississippi Powei t Light Co 80/08/08 lp 


8008210396 Submits const t fuel load target dates in response to NRC 
900711 ltr Requests NRC eipedtte safety review for 
Unit 1 

MCGAUGHY.JP Mississippi Power E, Light Co 00/08/15 2pp 


F Security, medical, emergency 4- fire protection plans 


B00805D102 Requests all applicants for CPs h OLs submit Info re 
proposed nuclear power plant vicinity evacuation estimates 
Info requested by 600601 for NRC to identify esacuation 
cons tra i nts, s pac la J planning measuies 4 passible mods 
EISENHUT, 0 G Division of Licensing B0/07 /02 Ip 


800B190015 Not i f ication of SO0SS3 meeting w/util in Dethesda.MD to 
discuss physical security plan 

MAR TORE, J A Licensing Branch 3 S0/08/07 3pp 


K Utility Final Safety Analysis Report 1FSAR) 6 amends 


8008120470 Forwards affidavit of sve on distribution of Amend 41 to 
application for OLs In natter of FSAR, per NRC 780627 ltr 
DALE.L F Mississippi Power 5 Light Co 60/07/08 3pp 


8000040040 Forwards Amend 41 to application for OL consisting of 
Amend 41 to FSAR 

MCGAUGMY, J P Mississippi Power «< Light Co 80/07/31 lp 


— 0008040051 Certifies submittal of Amend 41 to application for OL 
MCGAUPGHY, J P Mississippi Power U Light Co 00/07/24 2pp 

— 80090400 55 Amend 41 to FSAR, p I o v i d i ng responses to NRC questions i 
miscellaneous design info 

-» Mississippi Power 5 Light Co 80/07/24 6Q0pp 

8008190459 Forwards affidavit of sve on distribution of Amend 41 to 
application for licenses in matter of FEAR, per NRC 780627 
ltr 

DALF.L F Mississippi Power V Light Co 80/08/08 3pp 


G Inspection reports, IE Bulletins t correspondence 


8008060495 Forwards IE Bulletin 90-17, "Failure of 76 of 185 Control 
Rods to Fully Insert During Scram at BLIP " No written 
response required 

O'REILLY, JP Region 2. Atlanta, Office of the Director 00/07/03 

lp 


8008 070124 Forwards Suppl 1 to IE Bulletin 80-17, "Failure of 76 of 105 
Control Rods to Fully Insert During Scram at BUR " No 
written response required 

O'REILLY, J P Region 1. Phi ladel p h la, Office of the Director 
80/07/18 lp 


8008070290 Forwards 3upp) 2 to IE Bulletin 00-17, "Failure of 76 of 195 
Control Rods to Fully Insert During Bcram at BUR " 

No written response required 

0 'REILLY, J P Region 2. Atlanta, Office of the Director B0/07/22 

2pp 

BOOB 1 5031 9 Forwards Suppl 1 to IE Info Notice 80-06, "Notification of 
Significant Events at Operating Power Reactor Facilities " 

No written response required 

O'REILLY, J P Region 2, Atlanta, Office or the Director 60/07/29 

»P 


600B120S39 Gubmlts addl response to NRC ltr re deficiency noted in IE 
Insp Rept* 50-416/80-07 t 50-417/90-06 Equipment to complete 
dredging operation has not been available Full compliance 
will be achieved by 900905 

MCOAUGHY, J P Mississippi Power t> Light Co 90/07/30 ip 


800B140512 Forward* IE Bulletin 80-20. "Failures of Mestinghause Type 
W-2 Spring Return to Neutral Control Switches " Request* 
info re estimate of manpower associated w/correetiva 
actions needed after identifying problem 

ENOELKEN.R H Region 5. Ban Francisco, Office of the Director 
90/07/31 Ip 
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BOOBI0OO62 Forwards IE Bulletin 00-19, ’Failures of Mercury-Wetted 
Matrii Relays in Reactor Protective Big s of Operating Nuclear 
Poj«r Plants Designed by Combustion Engineering '* Action 
required bij facilities v'OLi or CPs 

O'REILLY, J P Region 2, Atlanta, Office of the Director 00/07/31 
If 


B0QB08QO55 Requests add) info re actions taken to preclude occurrence 
or cracking as described in IE 3ull«fin BO-7, "OWR Jet Pump 
Assembly Failure “ Plant operation must be justified until 
long-term- solution is found 

SCliWENCER.A Licensing Branch 3 83/OB/Ol 2pp 


8000159467 Forwards IE Info Notice BO-2?, "Broken Studs on Terry 
Turbine Steam inlet Flange “ No specific action or response 
requested 

Q'REILLV* J P Region 2, Atlanta, Office of the Director 00/09/07 

«P 


80Q8270673 Forwards IF Info Notice 90-24, "Low Level Radwaste Burial 
Criteria ‘ No written response required JH Snieiek 800530 
memo end 

£1 'RE ILLY, J P Region 2 Atlanta. Office pf the Director 80/0B/14 

lp 


S Reportable occurrences. LERs 6 related correspondence 


B009210452 Interim deficiency rept re inadequate QA program employed by 
Fisher Controls Inadequacies pertain to controls on 
processing safety-related pressure retaining parts & 
components Final rept will be provided by 800626 
MCGAUGHY, J P Mississippi Power 1 Light Co -89/05/23 lp 


0000060257 Final deficiency rept re inadequate QA program by valve 
suppliers for nonpressure retaining parts I< components OA 
programs for all suppliers of nonpressure retaining parts 
have been approved as complying tu/ap p 1 scab 1 e codes 
MCGAL'GHY, J P Mississippi Power t Light Co B0/07/28 3p p 


3008050355 Interim Deficiency Rept 2 re rodent damage to cable 
insulation involved w/RHR sys Investigation incomplete Final 
rept to be submitted by B0I016 

HCOAUOHY. J P Mississippi Power U Light Co 80/07/29 Ip 


6008069307 Interim deficiency rept re pipe hanger nonconformances 
Constructor has initiated insp program to reinspect all 
previously accepted \ accessible pipe hangers Final rept 
will be submitted by 810115 

KCQAl'QHV, J P Mississippi -Po’icr U Light Co 80/07/30 2pp 


8008060354 Interim Deficiency Status Rept 2 re reactor pressure vessol 
feedwater noirle Two areas of indications identified One 
area unacceptable per ASHE Section III N5SS vendor will 
grind indications off by mid* Sept Final rept by 801112 
MCQAUGHY, J P Mississippi Power 6 Light Co 80/07/30 2pp 


B00BI20514 Interim deficiency Tept re contact U indication malfunction 
or" Series 20, Type PR-20 electro switches Evaluation 
Incomplete Determination of r ep or tab 1 1 j ty final rept will 

be sent by 801928 

MC9AUGHY, J P Mississippi Power 5 Light Co 09/07/30 3pp 


B008070433 Interim deficiency rept re erroneous output readings noted 
in Model II51A pressure transmitters supplied by Rosemo-unt, 

Inc Transmitters will be replaced Final rept will be 
submitted by 801030 

MC9AUGHY , J P Mississippi Power t* Light Co 89/07/31 3pp 


— 800B070440 Final deficiency rept re erroneous output readings In Modal 
1I51A pressure transmitters supplied by Rosemount, Inc 
Transmitters will be replaced Further corrective actions 
will be summarired in Bechtel Rept, CGUS-72 

WARD, J N Bechtel Power Carp (subs of Bechtel Corp 1 60/07/22 

2pp 


-8008070445 Deficiency rept re erroneous output readings in Rosemount, 
Inc Model 1151A pressure transmitters Transmitter deficiency 
could adversely affect sys operation j, may result in 
improper action Corrective action forthcoming 

WARD, 3 M Bechtel Power Corp (sobs of Bechtel Corp 1 00/04/24 

3pp 


8098070339' Interim deficiency rept re failure of Klocknei — Moeller 
starter relay Failure caused by use of improper screw on 
terminal connections Investigation continuing Final rept 
should be submitted by 601002 

MCGAUGHY.J P Mississippi Power j. Light Co 89/00/01 2pp 


8003110397 Interim deficiency rept re incorrectly crimpod vendor 
control circuitry terminations in ESF 4 16 kV bus Scope of 
investigation being expanded to other equipment supplied by 
ITE Imperial Final rept will be submitted by 801106 
KCGAUGHY , J P Mississippi Power 6 Light Co B0/0B/01 ip 


8008140565 Part 21 Tept supplying eddl info to B00710 rept re QE Type 
SB-12 switches 

KCGAUGHY , J P Mississippi Power 6 Light Co 80/09/01 5pp 


8008140570 Part 21 Tept ti inaccurate natural frequency repti subeiitted 
by valve suppliers to original purchase spec requirements 
Caused by apparent computer programming error Re-eveluetion 
or mod of valves in proem 

KCGAUGHY, J P Mississippi Power 6 Light Co 00/08/01 2pp 


BOOB 1 1 0448 Status rept on potentially reportable deficiency re min well 
thickness of feedwater pipe bend below design requirements 
A/E requested feedwater pipe supplier to perform eveluetion 
Final rept will be submitted by 801211 

KCOAUGHY, J P Mississippi Power & Light Co 80/08/04 2pp 


8000190050 Part 21 rept re out of spac bolt torque values on high 
pressure core spray pump Unit 1 pumps have been retorqued to 
values specified Unit 2 pumps will be retorqued 
KCOAUQHV, J P Mississippi Power «, Light Co 00/00/04 5pp 


800B580450 Part 2t interim rept re defective control transformer used 
et circuit breaker in motor control ctr Transformer operated 
during scheme checking but failed when valve was connected 
Investigation will be completed by 801120 

HCQAUGHY, J P Mississippi Power & Li^ht Co 00/08/08 2pp 


8008100516 Final deficiency rept on BOO220, 132 cables damaged under 
reactoT pressure vessel during installation of control rod 
drive assembly Caused by inadequate protection of previously 
Installed cables Cables repaired L replaced 
KCGAUGHY, J P Mississippi Power 4 Light Co S0/03/U 2pp 


8000200280 Interim deficiency rept re improper installation of high 
pressure core spray diesel generator panels N88S supplier 
will evaluate safety implications Final rept h determination 
of reportabi 1 1 ty will be submitted by 001210 
KCGAUGHY, J P Mississippi Power S, Light Co 00/09/13 2pp 


800951 9348 Deficiency rept re ASME lit socket welds identified in IE 
Insp Rept 50-416/89-13 No adverse effect on safety of 
operation identified Accessible documented saf e ty-re leted 
socket weld insp scheduled Final rept by 910204 
KCOAUOHV, J P Mississippi Power 6 Light -Co BO/08/15 2pp 


0008250666 Fourth interim deficiency rept re defective inverters mfg by 
Topai Electronics Mod to inverters is being evaluated 
Corrective actions are contingent on evaluation Final rept 
Will be provided by B012O1 

DALE, L F Mississippi Power & Light Co 00/00/18 2pp 


DOCKET 50-417 GRAND GULF NUCLEAR STATION, UNIT 2 


A Application/construction stage documents 4- correspondence 


6008060024 Forwards FR notice re 800714-17 regional meetings to address 
portion of Commission B00523 memorandum 6 order describing 
requirements of environ qualification of electrical 
equipment installed in safety sys 

EISENHUT, D O Division of Licensing 80/06/30 ip 


-80080601B9 Notice of 800714-17 regional meeting* to address portion of 
Commission 800523 memorandum J< order describing requirements 
of environ qualification of etectricel equipment Installed 
in safety sys Svc lists end 

EISENHUT, D O Division of Licensing 80/06/27 117pp 


8008080010 Requests that all applicants for OLt and CP holders provide 
up-to-date completion schedules t, fuel loed target dates so 
that NRC may establish licensing priorities Forwards list 
of target schedules for plants to be completed within 3 yrs 
EISENHUT, D 0 Division of Licensing 80/07/11 lOpp 


0 0090 B 0128 Summary -of 800624 meeting u/util re util approach to task 
action plats, NUR EG- 0660 

MARTQRE, J A Licensing Branch 3 80/07/10 3pp 


8000130706 Discusses request for withholding of 800606 submittal 
providing criteria 4- calculations to support NRC audit 
review of facility structural design Approves request per 
10CFR2 790 

SCHWENCER.A Licensing Branch 3 80/07/21 2pp 
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0000140098 Forward* NRC position on three- open Item* remaining from 
000709-10 meeting re Mechanical Engineering Branch draft 
BER 

BCHWENCERj A -Licensing Branch 3 80/07/30 3pp 


9000130060 Submit* interim criteria for shift staffing to all OL Si CP 
licensee* Si app 1 i cants, per NRC 000507 1 tr Discusses 
administrative provi*ions for emergency -5* overtime work 
Divelopment Si implementation to be reviewed within 90 days 
E18ENHUT.D 0 Division of Licensing 00/07/31 lOpp 


800B080Q55 Requests add! info re actions takrn to preclude occurrence 
of cracking as described in IE Bulletin B0-7i "BWR Jet Pump 
Assembly Failure " Plant operation must be justified until 
long-term solution is found 

8CHWENCER, A Licensing Branch 3 BO/OB/Ol 2pp 


800B140096 Forwards request for addl info for review of FSAR Requests 
notification if FSAR cannot be amended to reflect 
responses by 000901 

SCHWENCER, A Operating Reactors Branch 3 80/06/01 22pp 


80091 10430 8ubmits revised responses per discussions at Mechanical 
Engineering Branch & BhtWL 800700-10 meeting to resolvr draft 
8ER open items Addl info will be provided by separate 1 tr 
DALE i L F Mississippi Power & Light Co 80/0B/0B 46pp 


8009190577 Forwards GE field instruction FDI-33/423B2 re capping of 
control rod drive return line noule Program will be 
Implemented during Aug 19B0 as Section XI repair W/o end 
DALE.L F Mississippi Power ti Light Co 8Q/0B/08 Ip 


E00B21Q396 Bubmits const t fuel load target dates in response to NRC 
800711 Itr Requests NRC expedite safety review for 
Unit i 

KCQAUGHY, J P Mississippi Power t> Light Co 30/08/15 2pp 


F. 9ecurity< medicalj emergency & fire protection plans 


8009050102 Requests all applicants for CPs ti OLs submit info re 
proposed nuclear power plant vicinity evacuation estimates 
Info requested by BDO0O1 for NRC to identify evacuation 
c one tra in tsi spec ia 1 planning measures it possible mods 
E fSENKUTi D 0 Division of Licensing 80/07/02 ip 

8000190013 Notification of 800B13 meeting w/util in Oethesda.MD to 
discuss physical security plan 

MARTORE, J A Licensing Branch 3 0O/OB/O7. 3pp 

K Utility Final Bafety Analysis Report CFSAR) »« amends 


8000180470 Forward* affidavit of svc on distribution of Amend 41 to 
application for OLs in matter of FSARi per NRC 780627 ltr 
DALE! L F Mississippi Power 4 Light Co 80/07/08 3pp 

BOOBO4OO40 Forwards Amend 41 to application for OL consisting of 
Amend 41 to FSAR 

KCGAUOHY.J P Mississippi Power fc Light Co 60/07/31 lp 

— 9008040051 Certifies submittal of Amend 41 to application for OL 
HCGAUPGHY, J P Mississippi Power 6 Light Co B0/07/24 2pp 

— 8006040053 Amend 41 to FSAR, provld ing responses to NRC questions 6 
miscellaneous design Info 

* Mississippi Power Light Co 80/07/24 600pp 

0OOS19O4S9 Forwards affidavit of svc on distribution of Amend 41 to 
application for licenses in matter of FSAR. per NRC 760627 
ltr. 

DALE , L F Mississippi Power U Light Co 00/00/00 3pp 


6000070^50 Forwards Sup p 1 2 to IE Bulletin 00-17, "Failure of 76 of 185 
Control Rods to Fully Insert During Scram at BiJR " 

No written response required 

□ 'REILLY, J P Region 2, Atlanta, Office of the Director 00/07/22 

2pp 


80001 2053S Submits addl response to NRC ltr re deficiency noted in IE 
Insp Repts 50-416/80-07 6 50-417/80-06 Equipment to complete 
dredging operation has not been available Full compliance 
will be achieved by 800905 

MCGAUCHY,JP Mississippi Pouer *y Light Co 90/07/30 lp 


8008140512 Forwards IE Bulletin 90-20, 'Failures of Westinghouse Type 
Cl -2 Spring Return to Neutral Control Switches " Requests 
info re estimate of manpower associated w/correc t Ive 
actions needed after identifying problem 

ENGELKEN. R H Region 5, San Francisco. Office of the Director 
a0/07/3i lp 


BOOB 100062 Forwards IE Bulletin BO-19, "Failures of Mercury-Wetted 
Mats' i > Relays in Reactor Protective Sys of Operating Nuclear 
Power Plants Designed by Combustion Engineering “ Action 
required by facilities w/OLs or CPs 

O'REILLY. JP Region 2. Atlanta, Office of the Director 80/07/31 

lp 


0OO9OBOO5S Requests addl info Te actions taken tu preclude occurrence 
of cracking as described in IE Bulletin 90-7, "OWR Jet Pump 
Assembly Failure " Plant operation must be justified until 
long-term solution is found 

SCHUENCER. A Licensing Branch 3 B0/08/01 2pp 


8009150467 Forwards IE Info Notice 90-29, "Broken Btudi on Terry 
Turbine Steam Inlet Flange " Mo specific action or response 
requested 

O'REILLY, J P Region 2, Atlanta. Office of the Director B0/0B/07 

*P 

800B270673 Forwards IE Info Notice 00-24, "Law Level Radwasto Burial 
Criteria " No written response required JH Snieiek 800530 
memo enc 1 

O'REILLY, JP Region 2, Atlanta, Office of the Director 00/08/14 

lp 

3 Reportable occurrences, LERs 4 related c orrespondence 


B00B2 1 0452 Interim deficiency rept re inadequate QA program employed by 
Fisher Controls Inadequacies pertain to controls on 
processing safety-related pressure retaining parts t 
components Final rept will be provided by E300626 
MCOAUGHYi J P Mississippi Power Si Light Co 80/03/23 ip 


0000060257 Final deficiency rapt re Inadequate QA program by valve 
suppliers for nonpressure retaining parts S > components QA 
programs for all suppliers of no-npressure retaining parts 
have been approved as complying w/app 1 ic ab le codes 
MCOAUGHY, J P Mississippi Power 6 Light Co 80/07/28 3pp 


0008050325 Interim Deficiency Rept 2 re rodent damage to cable 
insulation involved u/RHR sys I nves tiga t Ion incomplete Final 
rept to be submitted by 801016 

KCGAUGHY.JP Mississippi Power &- Light Co BO/07/29 lp 


G 00806030 7 Interim deficiency rept re pipe hanger nonconformances 
Constructor has initiated insp program to rainspect all 
previously accepted 4 accessible pipe hangers Final rapt 
will be submitted by 910115 

MCGAUGhkY, J P Mississippi Power 6 Light Co 80/07/00 2pp 


8008060354 Interim Deficiency Status Rept 2 re reactor pressure vessel 
feedwater nozzle Twd areas of indications identified One 
area unacceptable per AS ME Section III NSSB vendor will 
grind Indications off by mid-bept Final rept by B0I112 
MCQAUGHY, J P Mississippi Power t> Light Co 00/07/30 2pp 


Q Inspection reports, IE Bulletins 4 correspondence 


8009060495 Forwards IE Bulletin 80-17, "Failure of 76 of 185 Control 
Rods to Fully Insert During Bcram at BUR * No written 
response required 

O'REILLY, J P Region 2, Atlanta, Office of the Director. 80/07/03 
IP 


0OOBO70124 Forwards Buppl 1 to IE Bulletin 00-17, "Failure of 76 of 103 
Control Rods to Fully Insert During Scram at BNR " No 
written response required 

O'REILLY, J P Region 1> Ph 1 ladel phia, Office of the Director 
a0/07/i9 lp 


6008130514 Interim deficiency rept re contact t indication malfunction 
of Series 20, Type PR-20 electro switches Evaluation 
incomplete Determination of repor tabi 1 i ty A final rept will 
be tvnt* by B0102B 

MCGAUGHVi 0 P Mississippi Pouter t/ Li<]ht Co 00/07/30, 3pp 


8008070433 Interim deficiency rapt re erroneous output readings noted 
In Model 1151A pressure transmitters supplied by Rosemount, 

Inc Transmitters will be replaced Final rept will be 
■submitted by GDI 030- 

MCOAUGHYi J P Mississippi Power Lig-bt Co 00/07/31 3pp 
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— B008070440 Final deficiency rept re erroneous output readings in Model 
115IA pressure transmitters supplied by Roseoicunt, Inc 
Transmitters unit be replaced Further corrective actions 
uill be sumirarued in Deehtel Rept.GGNS-72 

WARD, J N Bechtel Power Corp (subs of Bechtel Corp > 80/07/23 

2pp 


— 800807-0445 Deficiency rept re erroneous output readings In Rosemount. 
Inc Model USIA pressure transmitters Transmitter deficiency 
could adversely affect s.ys operation t nay result In 
Improper action Corrective action forthcoming 

WARD. J M Bechtel power Corp (subs of Bechtel Corp 1 60/04/24 

3pp 


9006070339 Interim deficiency rept re failure of Kloc I ner-MoelloT 
starter relay Failure caused by use of improper screw on 
terminal connections Investigation continuing Final rapt 
should be submitted by 901002 

MCOAUOHV.JP Mississippi Power 4. tight Co 80/00/01 2pp 


8009110397 Interim deficiency rept re incorrectly crimped vendor 
control circuitry terminations in ESF 4 16 W bus Scope of 
Investigation being expanded to other equipment supplied by 
1TE Imper ial Final rept will be subcii t ted by 001106 
KCOAUSHV.JP Mississippi Power it Light Co 80/08/01 lp 


B008140565 Part 21 rept supplying addl info to 000710 rept re GE Type 
SB-12 switches 

KCCAUGHY, J P Mississippi Power it Light Co 80/00/01 Spp 


8009140S70 Part 21 rept re Inaccurate natural frequency repts submitted 
by valve suppliers to original purchase spec requirements 
Caused by apparent computer programming error Re-evalua t i on 
or mod of valves in process 

MCGAU5HV.jp Mississippi Power * Light Co BO/OB/Ol 2pp 


800BI 10449 Status rept on potentially reportable deficiency re min wall 
thickness of feedwater pipe bend below design requirements 
A/E requested feedwater pipe supplier to perform evaluation 
Final rept will be submitted by 801211 

MC CAUCHY i J P Mississippi Power t< Light Co aO/09/04 2pp 


8009190030 Part 21 rept re out of spec bolt toTque values on high 
pressure core spray pump Unit I pump* have been ratorqued to 
values specified Unit 2 pumps will be retorqued 
MC CAUCHY . J P Mississippi Power V Light Co 0O/OB/O4 5pp 


8009230450 Part 21 interim rept re defective control transformer used 
at circuit breaker in motor control c tr Transformer operated 
during scheme checking, but failed when valve was connected 
Inva itiga tlon wi 11 be completed by 801120 

MCOAUOHY.JP Mississippi Power l< Light Co 80/08/00 SfP 


8000160516 Final deficiency rept on 900220. 132 cable* damaged under 
reactor pressure vessel during installation of control rod 
drive assembly Caused by inadequate protection of previously 
installed cables Cables repaired 6 replaced 

MCOAUCHV, J P Mississippi Power U Light Co 00/08/11 2pp 


0008200280 Interim deficiency rept re improper installation of high 
pressure care spray diesel generator panel* NBSS supplier 
will evaluate safety implications Final rept it determination 
of reportability will be submitted by 801210 

KCCAUOHV.JP Mississippi Power L Light Co 80/00/13 2pp 


8009210348 Deficiency rept re A SMC III socket weld* identified in IE 
Insp Rept 50-416/00-13 No adverse effect on safety of 
operation identified Accessible documented safety-related 
socket weld insp scheduled Final rept by 810204 
KC0AU5HY, J, P Mnsissippi Power l> Light Co a0/08/13 2pp 


8008250666 Fourth interim deficiency rapt re defective inverters mfy by 
Topai Electronic* Mod to inverter* is being evaluated 
Corrective actions are contingent on evaluation Final rept 
will be provided by 801201 

DALE.L F Mississippi Power i Light Co 00/08/19 2pp 


DOCKET 50-423 MILLSTONE NUCLEAR POWER STATION. UNIT 3 
A Appl icat i pn/eonstruct ion stage documents *• correspondence 


6009060024 Forward* PR notice re 800714-17 regional meetings to address 
portion of Control * s 1 on 900523 memorandum A. order describing 
requirements of environ qualification of electrical 
equipment installed in safety *y* 

EISEMHUT. D G Division of Licensing 80/06/30 lp 


— 8000060169 Notice of 900714-17 regional meetings to address portion of 
Commission 800523 memorandum t order describing requirements 
of environ qualification of electrical equipment installed 
in safety sys Svc lists end 

EIBENHUT.D 0 Division of Licensing 00/06/27 117pp 


6008000010 Requests that all applicants for QL* and CP holders provide 
up-to-date completion schedule* tc fuel load target date* so 
that NRC may establish licensing priorities Forward* list 
of target schedule* for plants to be completed within 3 yr* 
EISENHUT.D 0 Division of Licensing 80/07/U lOpp 


0008130060 Submits Interim criteria for shift staffing to all OL tt CP 
licensees 4 ap p 1 l c an ts . p e r NRC 800507 Itr Discusses 
administrative provisions for emergency 6 overtime work 
Devel opmen t 6 implementation to be reviewed within 90 days 
EISENHUT.D O Division of Licensing 80/07/31 lOpp 


60001 10347 Respond* to DC Eisenhut B00711 request for planned tendering 
data for OL application Application will be submitted In Nov 
1902 Fuel load date planned for early Dec 1985. followed by 
c oini'eT c lal operation in May 1986 

COUNSILiM 0 Northeast Nuclear Energy Co (subs of Northeast 
Utilities) 90/08/04 Ip 


F Security, medical, emergency 4 fire protection plan* 


8000050102 Requests all applicant* for CPs it QL* submit info re 
proposed nuclear powor plant vicinity evacuation estimate* 
Info requested by BOOBOl for NRC to identify evacuation 
constraints, special planning measures & passible mads 
EI6ENHIJT.D Q Division of Licensing 80/07/02 lp 


8008030304 I nf ores tba t evacuation time estimates submitted for Units 1 
it 2 ire 000313 ltr are applicable for Unit 3. in response to 
NRC 900702 ltr 

COUNSEL. If O , FEE. W F Northeast Nuclear Energy Co (subs of 
Northeast Utilities I BO/07/29 lp 


8009200056 Notification of 800019.20 A 22 workshops in Valley Forge. PA, 
Chicago, IL U Atlanta, GA, raspectively.to solicit public 
comment re MUREO-0696, "Functional Criteria for Emergency 
Response Facilities " 

DRIER. B H Region 1, Philadelphia. Office of the Director 

00/00/ 11 2pp 


Q Inspection report*. IE Bulletins St correspondence 


8009250203 Forward* IE Insp Rept 50-423/80-04 on 800604 St 05 No 
none amp 1 i arc e noted 

CARLSON.R T Region l, Philadelphia. Reactor Construction *i 
Engineering Support Branch 80/07/01 2pp 


■8008250210 IE Insp Rept 50-423/90-04 on 800604 6 05, No noncomp Manet 
noted Major areas Inspected previous imp f ind ing*. f ac i 11 ty 
tour , conta 1 nmsnt fit up & welding, grouting of biological 
shield tank it polar crane deficiencies 

FEIL.fl A. Region 1, Philadelphia. Office of the Director 
MCOAUOHY.R W Region 1, Philadelphia. Reactor Construction tt 
Engineering Support Branch BO/06/30 Spp 


3008010107 Forwards response to IE Bulletin 80-08, "Examination of 
Containment Liner Penetration Meld* “ All girth wslds were 
nondestructive ly examined by ultransonic 6 supplementary 
magnetic particle procedure 

CQUNSIL. » G Northeast Utilities 80/07/08 4pp 


9008070539 Forward* IE Circular 80-17. "Fuel Pin Damage Due to Water 
Jet From Baffle Plate Corner " No written response required. 

GRIER, D H Region 1, Philadelphia, Office of the Director 
80/07/23. Ip. 


8006220122 Forwards IE Bulletin 80-10, "Malnt of Adequate Min Flew 
Through Centrifugal Charging Pumps Following Secondary Side 
High Energy Line Rupturo " No action required 
GRIER, 0 H Region 1. Philadelphia, Office of the Director 
80/07/24 lp 


80081 40545 Forwards IE Bulletin a0-20, "Failures of Westinflhous# Type 
W-2 Spring Return to Neutral Control Switches " Requests 
Info re estimate of manpower associated w/eorree t i ve 
action* needed afteT identifying problem 

GRIER, B H Region 1. Ph 1 lad* lph 1 a, Office of the Director 
00/07/31 lp 


900818004? Forward » IE Bulletin 80-19. "Failures of Mercury-Hotted 
Matrix Relays in Reactor Protective Sys of Operating Nuclear 
Power Plants Designed by Combustion Engineering " Action 
required by facilities w/QLs or CPs 

GRIER. B H Region 1. Philadelphia, Office of the Director. 
00/07/31 lp 
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B0D8250076 Forwards IE Info Notice 90-29, "Broken Studs on Terry 
Turbine Steam Inlet Flange " Nd specific action or response 
requested 

GRIER, B H Region 1, Philadelphia, Office of the Director 
B0/08/07 ip 


DOCKET 30-424 ALVIN W VOGTLE NUCLEAR PLANT, UNIT 1 


A Appiication/construction stage documents it correspondence 


BO 03060024 Forwards FR notice re Q00714-17 regional meetings to address 
portion of Commission 800923 memorandum fc order describing 
requirements of environ qua 1 if ication of electrical 
equipment installed in safety sys 

EISENHUT, 0 0 Division of Licensing 80/06/30 lp 


— 8008060189 Notice of 800714-17 regional meetings to address portion of 
Commission 800923 memorandum & order describing requirements 
of environ qua 1 i f 1 ca t ion of electrical equipment installed 
in safety sys Svc lists encl 

EISENHUT, D 0 Division of Licensing 80/06/27 117pp, 


8008080010 Requests that all applicants for DLs and CP holders provide 
up-to-date completion schedules 8< fuel load target dates so 
that NRC may establish licensing priorities Forwards list 
of target schedules for plants to be completed within 3 yrs 
EISENHUT, DO Division of Licensing 80/07/lt 10pp 


8000150060 Submits interim criteria for shift staffing to all OL tt CP 
licensees L app 1 i can ts, per NRC 800S07 ltr Discusses 
administratl ve provisions for emergency it overtime work 
Development i implementation to be reviewed within 90 days 
EIBENHUT, D 0 Division of Licensing B0/07/3i iOpp 


8008110372 Submits updated project schedule info, in response to NRC 
0007 1 1 requel t 

6HREN5PERQER, W Georgia Power Co 80/08/04 lp 


8008280421 Submits info informing NRC of uneipected potentially harmful 
sedimentation effects *> current actions to immediately 
reduce it ultimately eliminate problem Drawing encl 
KELLY, R J Georgia Power Co BO/OB/22 3pp 


F Security, medical, emergency it fire protection plans 


8008050102 Requests all applicants for CPs It OLs submit info re 
proposed nuclear power plant vicinity evacuation estimates 
Info requested by 000801 for NRC to identify evacuation 
coni traints, spec lal planning measures it possible modi 
EISENHUT, D 0 Division of Licensing S0/07/O3 Ip. 


1, Financial information 


8003120449 Forwards Annual Financial Rapt 1979, quarterly financial 
statements for period ending 800630 fc projected source of 
fundi for CYB1 

BROWN, M T Georgia Power Co 80/08/05 6pp 


Q Inspection reports, IE Bulletins U correspondence 


8008080149 Forwards IE Insp Repts 50-424/80-10 S< 30-425/80-10 on 
800610-12 it notice of violation 

HURPHViC E Region 2, Atlanta, Reactor Construction & Engineering 
Q up p ot t Branch 80/07/03 2pp 


— 80Q80B0153 Notice of violation from insp on 800610-12 

* Region 2, Atlanta, Office of the Director 80/07/01 Ip 


— Booaoeotsa IE Insp Repts 50-424/80-10 b 50-425/80-10 on 000610-12 
Hone omp 1 lance noted inadequate receipt insp practices 
RAUSCH, J K Region 2, Atlanta, Reactor Construction & Engineering 
Support Branch HUNT, M D , THOMAS, M Region 2, Atlanta, Office of 
the Director 80/07/01 Spp 


0008120067 Forwards IE Circular 80-17, “Fuel Pin Damage Due to Water 
Jet From Baffle Plate Corner “ No written response required 
O'REILLY, UP Region 2, Atlanta, Office of the Director 80/07/23 
ll>. 


0000260129 Forwards IE Bulletin 00-18, "Maint of Adequate Min Flow 
Through Centrifugal Charging Pumps Following Secondary Side 
High Energy Line Rupture " No action required 

O'REILLY, J P Region 2, Atlanta, Office of the Director 80/07/24 
Ip- 


8008140532 Forwards IF Bulletin 80-20, ‘'Failures of Westinghouse Type 
W-2 Spring Return to Neutral Control Switches ' Requests 
info re estimate of manpower associated w/corrective 
actions needed after identifying problem 

O'REILLY. J P Region 2- Atlanta, Office of the Director BO/07/31 
IP 


B008 1 80100 Forward s IE Bulletin BQ-19. ‘Failures of Mercury-Wetted 
Matrir Relay* in Reactor Protective Sys of Operating Nuclear 
Power Plants Designed by Combustion Engineering “ Action 
required by facilities w/OLs or CPs 

O'REILLY, J P Region ?, Atlanta Office of the Director 80/07/31 
IP 


Q00B130494 Forwards IE Info Notice 80-29, "Broken Studs on Terry 
Turbine Steam Inlet Flange " No specific action or response 
requested 

O'REILLY, J P Region 2, Atlanta, Office of the Director 80/08/07 

Ip 


8008270694 Forwards IE Info Notice 00-24. "Low Level Radwaste Burial 
Criteria " No written response required OH Snierek 800530 
memo enc 1 

D'ftEILLYiJ P Region 2, Atlanta. Office of the Director 80/08/14 
IP 


8 Reportable occurrences. LERs i related correspondence 


8008040044 8uppl* 000500 interim deficiency rept re dewatering V 
erosion of backfill Various actions near completion Final 
rept will be submitted to NRC within 2 months 
DUTTON, D Georgia Power Co 80/07/23 2pp 


8009040062 Interim deficiency rept re charging pumps operation 
following secondary side high energy line rupture Item is 
being investigated by util in conjunction w/Wes ti nghoiuo 
Add 1 update will be provided by 801031 

DUTTON, D Georgia Powbt Co DUTTON. D Southern Co Services, inc 
80/07/23 2pp 


8008210350 Interim deficiency rept re vertical rebar nuclear svc 
cooling water tower 1A failure Evaluation incomplete Final 
rept will be submitted by 000929 No proprietary info 
Southern Co Svcs, inc 000807 ltr encl 
DUTTON, D Georgia Power Co B0/Q8/11 3pp 


DOCKET 50-425 ALVIN W VOOTLE NUCLEAR PLANT. UNIT 2 
A Appiication/construction stage documents t correspondence 


8008060024 Forwards FR notice re 000714—17 regional meetings to address 
portion of Commission 800923 memorandum i< order describing 
requirements of environ qualification of electrical 
equipment installed in safety sys 

EISEHHDT.D 0 Diviiion of Licensing 30/06/30 ip 


— 8008060109 Notice of 300714-17 regional meetings to address portion nf 
Commission 000523 memorandum J order describing requirements 
of environ qualification of electrical equipment installed 
in safety sys Svc lists encl 

EISCNHUr.D G Division of Licensing 00/06/27 U7pp 


9008080010 Requests that all applicants for OLs and CP holders provide 
up-to-date completion schedules L fuel load target dates so 
that NRC may astablish licensing priorities Forwards list 
of target schedules for plants to be completed within 3 yrs 
EISENHUT, DG Division of Licensing 80/07/11 IOpp 


8000150060 Submits interim criteria far shift staffing to all OL & CP 
licensees it app 1 i cant s, p er NRC 300507 ltr Discusses 
administrative provisions for emergency it overtime work 
Development S' implementation to bo reviewed within 90 days 
EISENHUT, DC Division of Licensing 80/07/31 IOpp 


8000110372 Submits updated project schedule info, in response to NRC 
300711 request 

EHREN5PERGER, W Georgia Power Co 30/08/04 lp 


S0092B0421 Submits info informing NRC of unexpected potentially harmful 
sedimentation effects i current actions to immediately 
reduce V ultimately eliminate problem Drawing encl 
KELLY, R tJ Georgia Power Co 80/08/22 3pp 
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F Security, medical. emergency 4. fire protection piano 


8008030102 Requests all applicants for CPs & OLs submit info r» 
proposed nuclear power plant vicinity evacuation estimates 
Info requested by 800801 for flf?C to identify evacuation 
cone traints. t p ec da i planning measures & possible nods 
EISENHUT, DO Division of Licensing 90/07/02 ip 


t Financial information 


6008120*149 Forwards Annual Financial R'ept 1 979. quar ter ly financial 
statements for period ending 600630 t- projected source of 
funds for CV81 

BROWN, tl T Georgia Power Co 80/03/05 6pp 


DOCKET STN-SO-437 FLOAT l N0 NUCLEAR PLANT 


A Application/construction stage documents U correspondence 


SOOB060024 Forwards FR notice re 800714-17 regional meetings to addr 
portion of Commission 600523 memorandum I* order describing 
requirements of environ qualification of electrical 
equipment installed in safety sys 

EISENHUT. D 0 Division of Licensing 00/06/30 ip 


— 6008060189 Notice of 600714-17 regional meetings to address portion 
Commission 900923 memorandum 4 order describing requirements 
of environ quali f i ca fcion of electrical equipment installed 
in safety sys Svc lists end 

EISENHUT, D 0 Division of Licensing 80/06/27 U7pp 


0 Inspection reports. IE Bulletins 4. correspondence 


8008090149 Forwards IE Insp flepts 50-424/B0-IQ h 30-425/00-10 on 
800610-12 V notice of violation 

MURPHY.C E Region 2. Atlanta. Reactor Construction 6 Engineering 
Support Branch 00/07/03 2pp 


—8008080153 Notice of violation from insp on 800610-12 

* Region 2. Atlanta. Office of the Director 80/07/01 ip 


8008090010 Requests that all applicants for OLs and CP holders provide 
up-to-date completion schedules 6 fuel load target dates so 
that NRC may establish licensing priorities Forwards list 
of target schedules for plants to be completed within 3 yr* 

EISENHUT, DO Division of Licensing 80/07/tl iOpp 


8008150060 Submits interim criteria for shift staffing to all OL 4 CP 
licentaes i. ap p l leant*, p er NRC 800507 itr Discusses 
administrative provisions for emergency & overtime wort 
Development & implementation to be reviewed within 90 days 
EIBENHUT, D G Division of Licensing 00/07/31 IOpp 


— 800809Q15B IE Jnsp Repts 30-424/80-10 L 50-423/80-10 on 900610-12 
Noncompliance noted inadequate receipt insp practices 
RAUSCH. U K Region 2. Atlanta. Reactor Construction U Engineering 
Support Branch HUNT. M D . THOMAS. M Region 2< Atlanta. Offica of 
the Director 90/07/01 5pp 


8008120067 Forwards tE Circular 80-17. "’Fuel Pin Damage Dub to Water 
>/et From Baffle Plat# Corner ’* No written response required 
O'REILLY, J P Region 2, Atlanta, Office of the Director 00/07/23 
IP 


F Security, medical, emergency It fire protection plans 


6009050102 Requests all applicants for CPs & OLs submit info re 
proposed nuclear power plant vicinity evacuation estimates 
Info requested by 800801 for MRC to identify evacuation 
cons traints, spec la 1 planning measures Si passible mods 
EISENHUT.D 0 Division of Licensing 00/07/02 lp 


M General correspondence 


8008260129 Forwards tE Bulletin 00-10, "Maint of Adequate Min Flow 
Through Centrifugal Charging Pumps Following Secondary Side 
High Energy Line Rupture “ No action required 

O'KEILLY.J P Region 2. Atlanta, Office of the Director 80/07/24 
>P 


8008140562 Forwards IE Bulletin 80-20, "Failures of Westinghouse Type 
W-2 Spring Return to Neutral Control Bewitches " Requests 
info re estimate of manpower associated w/eoTractive 
actions needed after identifying problem 

O'REILLYiJ P Region 2. Atlanta, Office of the* Director 80/07/31 
If 


8008190201 Forwards available info NURE0-75/J00. NU8EO-0O54, 
NUREO-73/C?ii NUREG-OOS6 fc NUREQ-OS02 per 000722 requaet 
BIRKEL.R Licensing Branch 1 00/00/05 ip 


—6008190207 Requests available Info re projected offshore floating 
nuclear power plant 

CHILDERS, B Affiliation Unknown 00/07/22 ip 
Q Inspection reports. IE Bulletins i. correspondence 


600BJ80108 Forwards IE Bulletin 80-19, "Failures of Mercury-Wetted 
Matri* Relays in Reactor Protective Sys of Operating Nuclear 
Power Plants Designed by Combustion Engineering " Action 
required by facilities w/OLs or CPs 

0 'REILLY. J P Region 2, Atlanta, Office of the Director 80/07/31 
lp 


8008150484 Forwards IE info Notice 80-29, "Broken Studs on Terry 
Turbins Steam Inlet Flange " No specific action or response 
requested 

O'REILLY, J P Region 2, Atlanta, Office of the Director 00/00/07 
lp 


8008270694 Forwards IE info Notice 00-24. "Low Level Radwaste Burial 
Criteria " No written response required UH Snieiek 800330 
mama end 

O'REILLY, J P Region 2, Atlanta. Office of the Director 60/00/14 
»P 


S Reportable occurrences, LERs L related correspondence 


BOOSOdOOdd Suppls B005QB Interim deficiency rept re dewatering fc 
erosion of backfill Various actions near completion Final 
rept will be submitted to NRC within 2 months 
DUTTON, D Georgia Power Co 80/07/23 2pp. 


8008040062 Interim deficiency rept re charging pump* operation 
fallowing secondary side high energy line rupture Item is 
being investigated by util ir conjunction w/We t fcingh ouse. 

Ad d 1 update will be provided by 801031 

OUriON, 0 Georgia Power Co DUTTON, 0 Southern Co Services, Inc 
80/07/23 2pp 


30QB210a50 Interim deficiency rept re vertical rebar nuclear svc 
cooling water toweT 1A failure Evaluation incomplete Final 
rept will be submitted by 000829 No proprietary info 
Southern Co Svcs, Inc 8008G7 Itr end 
JUrrON, D Georgia Power Co 80/08/11 3pp 


8008120070 Forwards IE Circular 80-17. 'Fuel Pin Damage Due to Water 
Jet From Baffle Plat* Corner " No written reeponse required 
O'REILLY, J P Region 2, Atlanta, Office of the Director. 80/07/23 

*P 


3008260123 Forwards IE Bulletin 80-18, "Maint of Adequate Min Flow 
Through Centrifugal Charging Pumps Following Secondary Bide 
High Energy Line Rupture 11 No action required 

O'REILLY. J P Region 2, Atlanta, Office of the Director 60/07/24 

£p 


8008130145 Forwards IE Bulletin 30-20, "Failures of Meetinghouse Type 
H~2 Spring Return to Neutral Control Switches " Requests 
info re estimate) of manpower associated w/correetive 
actions needed after identifying problem 

O'REILLY.J P Region 2, Atlanta, Office of the Director 80/07/3J 
IP 


800B1B006Q Forwards IE Bulletin 80-19. "Failures of Mercury-Wetted 
Matrix Relays in Reactor Protective Sys of Operating Nuclear 
Power plants Designed by Combustion Engineering " Action 
required by facilities w/OLs or CPs 

O 'REILLY. *J P Region 2, Atlanta, Office of the Director 80/07/31 

ip 


8008150465 Forwards IE Info Notice 80-29, “Broken Studs on Terry 
Turbine Steam Inlet Flange “ No specific action or response 
requested 

O'REILLY, J P Region 2, Atlanta, Office of the Director 80/00/07 

*P 


3009260262 Forwards IE Info Notice 80-24, "Low Level Radwaste Burial 
Criteria “ No written response required JH 8r*i*»ek 000530 
memo end 

G'fiElLLY, J. P Repion 2. Atlanta. Office of the Director 80/08/14 
«6> 
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— 800B260267 Forward* IE Info Notice 80-24, "Low Level Radwast* Burial 
Criteria “ Fac 1 1 1 1 i t * . g enera t i ng low level radueite to be 
disposed of bg burial in NV, 8C or WA, should review U abide 
ty criteria 

SNIEZEK, J H Dlviiion of Fuel Facllltg b Material* Safety 
BO/05/30 ip 


DOCKET 50-438 BELLEFONTE NUCLEAR PLANT, UNIT l 


A App l i cation/con*truc 1 1 on stage document! b correspondence 


30000*0024 Forward* FR notice re 900714-17 regional meeting* to address 
portion of Commission 000323 memorandum b order describing 
requirement* of environ qual 1 f icati on of electrical 
equipment installed in «*fetg *gs 

E IEENHUT, D 0 Division of Licensing 00/06/30 Ip 


— BQ0BO6Q189 Notice of 000714-17 regional meeting* to address portion of 
Commission 600S23 memorandum & order describing requirements 
of environ qua 1 if ica 1 1 on of electrical equipment installed 
in safety sgs Svc lists end 

EI 8 ENHDT , D 0 Division of Licensing 80/06/27 117pp 


3000080010 Requests thet all applicants for OLs and CP bolder* provide 
up-to-date completion schedules b fuel load target dates so 
that NRC meg establish licensing priorities Forwards list 
of target schedules for plants to be completed within 3 grs 
EtSENHUT. D 0 Division of Licensing 00/07/11 lOpp 


800801 01 74 Confirms 000714 telcon w/CE Kurphy re 800725 meeting w/ 

OH Kimmons b other util personnel at regional oft to discus* 
(100707-11 QA audit findings 

O'REILLY, J P Region 2, Atlanta, Qffice of the Director. 60/07/17 
3pp. 


8008070058 Forwards summary of 800725 meeting w/util in Atlanta, OA to 
discuss findings identified during NRC QA audit of Ofc of 
Engineering Design b Const on 800707-11 

0 'REILLY, J P Region 2, Atlanta, Office of the Director. 80/07/28 

Spp. 


80080*01 69 Notification of 800006-07 meeting u/utll b. Energy Technology 
Engineering Ctr <ETEC) at plant ilte to orient ETEC 
personnel u/plant b to discus* NRC confirmatory piping 

analysis 

BOURN! A, A Licensing Branch 1 00/07/29 2pp 


6-0081 101 22 Notification of 000018 meeting u/utll in Bethesde.MD to 
discuss status of NRC review & action required to complete 
1 teens ing 

BOURN I Ar A. Licensing Branch 1 STAHLE.C Licensing Branch 2 
80/07/29. 3pp 


6008150060 Submits interim criteria for shift staffing to all OL b CP 
licenstee b applicants, par NRC 800507 ltr Discusses 
administrative provisions for emergency b overtime work 
Development & implementation to be reviewed within 90 dags 
EISENHUT, D 0 Division of Licensing 00/07/31 lOpp 


3008260567 Forwards best estimate of const completion dates b fuel load 
target dates for Sequoyah, Watt* Bar it Qellefonte Also 
provides estimated dates for tendering OL applications for 
Hart s vi 1 la, Ph Ipps Bend b Yellow Creek 

MILLS-, L M Tennessee Valley Authority 80/08/19 Spp 


6009270300 Responds to NRC 800424 ltr b confirms 800806 telcon re 
INRYCQ, Inc, tendon installation operation* b related QA/OC 
activities Util satisfied that INRYCO has sa t i sfac tor i ly 
completed activities 

HILLS, L (1 Tennessee Valley Authority 80/09/21 lp 


F. Security, medical, emergency b fir* protection plans 


3008030102 Requests all applicants for CPs b OLs submit info re 
propoied nuclear pouar plant vicinity evacuation estimates 
Info requested by 800001 for NRC to identify evacuation 
cons tra Inte, spec ial planning measure* b possible mods 
EISENHUT. D 0 Division of Licensing 80/07/02 lp. 


Cl. Inspection reports, IE Bulletins b correspondence 


6008110000 Forwards IE Insp Repts SO-430/BO-O? b 30-439/80-09 on 
600527-30 No noneomp 1 iane* noted 

MURPHY, C. E Region 2, Atlanta, Reactor Construction b Enginae-ring 
Support Branch 00/06/24 2pp 


—8008110002 IE Insp Repts 50-430/00-0? b 50-439/00-09 on 800527-30 
No noncompliance noted Major areas inspected containment 
structures welding, reactor coolant pressure boundary piping 
U reactor coolant pressure boundary piping welding 

GIRARD, E H Region 2, Atlanta. Qffice of the Director HERDT, A R 
Region 2, Atlanta, Reactor Construction I. Engineering Support 
Branch 00/06/20 5pp 


80091 80617 Forwards IE Insp Repts 50-438/00-11 t 90-439/80-11 on 
0OO52B-O627 t notice of vio-lation 

MURPHY, C E Region 2, Atlanta, Reactor Construction b Engineering 
Support Branch 00/07/11 2p p 


— 0OOS1BO622 Notice of violation from insp on 800520-0627 

* Region 2, Atlanta, Office of the Director 80/07/10 ip 


— 0008180626 IE Insp Repts 90-438/80-11 b 50-439/00-11 on 000520-0627 
Noneomp 1 ianco noted failure to properly identify QC 
i nvestlgation repts b to perform prework insp prior to 
performing uor V 

CANTRELL, F 8 Region 2, Atlanta, Reactor Construction t 
Engineering Support Branch UILCO'C.J D Region 2, Atlanta, Office 
of the Director 00/07/ i 0 6 pp 


8000010056 Ack receipt of 600701 ltr informing NRC of steps taken to 
correct violation noted in IE Insp Repts 50-438/80-06 It 
30-439/00-06 

MURPHY, C E Region 2, Atlanta. Reactor Construction fc Engineering 
Support Branch 00/07/15 lp 


8008070592 Forward* IE Circular 80-17, "Fuel Pin Damage Due to Uater 
Jet From Baffle Plate Corner " No written response required 
O'REILLY, J P Region 2, Atlanta, Office of the Director 00/07/23 
tp 


B008260 1 53 Forwards IE Bulletin 80-ia, "Naint of Adequate Min Flow 
Through Centrifugal Charging Pumps Following Secondary Bid* 

High Energy Line Rupture " No action required 

O'REILLY, J P Region 2, Atlanta, Office of the Director 00/07/24 
IP 


8008140576 Forwards IE Bulletin 80-20, ‘’Failures of Nestlnghouse Type 
W-2 Spring Return to Neutral Control Switches " Requests 
info re estimate of manpower associated w/corrective 
actions needed after identifying problem 

O’REILLY, J P Region 2, Atlanta, Office of the Director 00/07/31 
ip 


8009200374 Forwards IE Bulletin 80-19, "Failures of Mercury-Wetted 
Matrl* Relays in Reactor Protective Sys of Operating Nuclear 
Power Plants Designed by Combustion Engineering " Action 
required by facilities ui/flLs or CPs 

O'REILLY, J P Region 2, Atlanta, Office of the Director 00/07/31 

ip 


8008180197 Forwards IE Info Notice BO-29, "Droken Studs on Terry 
Turbine Steam Inlet rlange " No specific action or response 
requested 

O'REILLY, J P Region 2, Atlanta, Office of the Director B0/0B/07 
lp 


8008190107 Ack receipt of 800630 b 0722 Itrs informing NRC of step* 
taken to correct violations noted in IE Insp Repts 
50-438/80— 07 fr 50-439/80-07 

MURPHY,C E Region 2, Atlanta, Reactor Construction b Engineering 
Support Branch 80/08/07 lp 


— 0008190123 Forwards supplemental response to NRC 800*09 telcon re 
violations noted in IE Insp Rapt* 50-430/80-07 b 
90-439/80-07 Corrective actions instructions for timely 
reporting will be provided for appropriate employees 
MILLS, L M Tennessea Valley Authority 00/07/22 2pp 


—6009190134 Responds to NRC 800606 ltr re violations noted in IE Insp 
Repts 90-438/80-07 *, 90-439/00-07 Corrective action* welder 
b rpd room attendant* retrained b welding matl control 
procedure restructured 

MILL 81 L M Tennessee Valley Authority 00/06/30 4pp 


—0008190139 Forwards IE Insp Repts 50-430/90-07 b 30-439/80-07 on 
800306-09 b notice of violation 

MURPHY, C E Region 2, Atlanta, Reactor Construction b Engineering 
Support Branch 80/06/06 2pp 


— BOOS 190 162 Notice of violation from insp on 800506-0? 

» Region 2, Atlanta, Qffice of the Director 80/06/05 2pp 
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DOCKETED ITEMS 


— 80001 70173 IE Insp Repin 50-438/30-07 4 50-439/80-07 on 000506-09 
Wo nc omp I t anc e noted failure to provide prompt notification 
of reportable deficiency 4 lack of instruction* specifying 
segregation ot sa f e t y~ r « ! a t e d weldinq filler matii 
HERDT.A R Region 2, Atlanta. Reactor Construction 6 Engineering 
Support Brandi OIRARD, E M Region 2, Atlanta. Office of the 
Director 00/06/05 8pp 


B005270678 Forwards IE Info Notice 80-24, "Law Level Radwaste Burial 
Criteria " No written l espouse required JH Snieiek B00330 
memo enc 1 

O'REILLY, J P Region 2, Atlanta, Office of the Director 80/08/14 
If 


S Reportable occurrences. LERs 4 related correspondence 


8007240353 Interim Part 2) rep t re defective ITT actuator* in damper* 
Customer notification enc 1 Jot* classified nonnuclear 
saf » t y-re lated are not reportable Actuators supplied for 
other jobs are considered purchaser responsibility 
SLOAN, D E American Warming 6 Ventilating, Inc 80/07/00 30pp 


8007230239 Part 21 rept re cracked steam generator manway studs 
Satisfactory operating eiperience form* constitute 
reasonable basis for continued operation while 
investigations proceed 

TAYLOR, J H Babcock ft Wilcoc Co 80/07/11 3pp 


8008070375 Supplementary Part 21 rept ra possibility that replacement 
of buffer card PN4624610 for both power trains in Bailey 
Control Co buffer module 624 may result In loss of 24 volt 
control pouer 6 safety-related instrumentation 
BALOWIN, TL Babcock t-Wilcoi Co 80/07/18 2pp 


8008070481 Part 21 rept re possibility that improper installation In 
both power channels of essential instrument control sys of 
Bailey Control Co current or voltage buffer cards in buffer 
modules could result In loss of pouer to both channels, 

TAYLOR. J H Babcock 4 Wilcoc Co B0/07/18 3pp 


8008050370 Final deficiency rept re defective seat ring seal welds on 
Borg-karner gate valves Caused by poor workmanship Valves 
failing to meet visual insp criteria sent back to Borg— 

Warner {./or repaired at site 

KILLS, L K Tennessee Valley Authority 80/07/28 2pp 


8008060244 Final Const 3A Audit Deficiency Rept BN-M-80-05 re failure 
to document required Insps Caused by reassignment of 
responsible personnel w/o provision for replacement 
Responsibility assigned to individual group leaders 
MILLS, L 11 Tennessee Valley Authority 80/07/31 3pp 


3008110446 Final deficiency rept re eicessive distance between lighting 
fiiture support rods Cause not stated Installation drawings 
modified to show placement of addl supports 
MILLS, LM Tennessee Valley Authority 60/08/01 2pp 


8009130493 First interim deficiency rept re nameplates on Westi nghouse 
motors Research indicates that no documentation exists to 
substantiate that motors have 1 15 tvc factor as required by 
contract Vendor required to prove motor Is within spec 
MILLS, L M Tennessee Valley Authority 80/08/08 2pp 


3009190620 Second interim deficiency rept re spring used in actuators 
mfg from Incorrect matt Upon actuation greater than 3-inch 
s trok e, spr ing will take permanent set,glving decreased force 
output Ruskln input under evaluation 

KILLS, L M Tennessee Valley Authority 8D/08/13 2pp 


8003260560 Second interim deficiency rept re Auma Ac tuaters, inc motor 
operated valve operators failure to operate in electrical or 
mechanical mode Vendor Investigation revealed faulty power 
source wiring TVA Investigation continues 
HILLS, L M Tennessee Valley Authority 80/09/20 2pp- 


JOCKEt 50-439 BELLEFONTE NUCLEAR PLANT, UNIT 2 


Application/construction stage documents 4 corresp ontfenc e 


000060024 Forwards FR notice re 600714-17 regional meetings to address 
portion of Commission 300523 memorandum 4 order describing 
requirements of environ qualification of electrical 
equipment installed in safety sys 

EISENhRJT, D 0 Division of Licensing 80/06/30 lp 


-8008060109 Notice of 800714-17 regional meetings to address portion of 
Commission 000323 memorandum 6t order describing requirements 
of environ qual i f i ca t ion of electrical equipment installed 
in safety sys Svc lists end 

EISENKlir, D 0 Division of Licensing BO/06/27 117pp 


8000080010 Requests that all applicants for OLs and CP holders provide 
up-to-date completion schedule) 4 fuel load target dates so 
that NRC may establish licensing priorities Forwards list 
of target schedules for plant* to be completed within 3 yr« 

EISEMHUT, D G Division of Licensing 00/07/11 iOpp 


8000010174 Confirms 000714 telcon w/CE Murphy re 90072S meeting u/ 

CH Kimmons t other util personnel at regional ofc to discuss 
800707-11 QA audit findings 

□ 'REILLY, J P Region 2, Atlanta, Office of the Director, 80/07/17 
3pp 


9000070059 Forwards summary of 800725 meeting w/utll in Atlanta, OA to 
discuss findings identified during NRC OA audit of Qfc of 
Engineering Design 4 Const on 800707-11 

O'REILLY, JP Region 2, Atlanta, Office of the Director 80/07/20, 
5pp 


8008040169 Notification of 800806-07 meeting w/util 6 Energy Technology 
Engineering Ctr CETEC) at plant site to orient ETEC 
personnel w/plant 4 to discuss NRC confirmatory piping 
ana lysis 

DOURNIApA Licensing Branch 1 80/07/29 2pp 


900S1I0122 Notification of 800018 meeting w/util in Bethesda,MD to 
discuss statu* of NRC review 4 action required to complete 
1 1 cans ing 

BQURNIA, A Licensing Branch i 80/07/29 3pp 


8006130060 Submits interim criteria for shift staffing to all OL 6 CP 
licensees $ ap pli c ants, per NRC 800507 Itr Discuss#* 
administrative provisions for emergency 4 overtime work 
Development 4 imp 1 cmontat ion to be reviewed within 90 days, 
EISEWHVT, D 0 Division of Licensing 80/07/31 IOpp 


6D08260967 Forwards best estimate of const completion dates 4< fuel load 
target dates for Sequoyah, Watts Bar 4 Bellefonte Also 
provides estimated dates for tendering OL applications for 
Hart svl lie, Ph ipp s Bend 8, Yellow Creek 

MILLS, L H Tennessee Valley Authority 00/08/19 2pp 


F Security, medical, emergency 4, fire protection plens 


0008030102 Requests all applicants for CPs 4, OLs submit info rs 
proposed nuclear power plant vicinity evacuation estimates 
Infd requested by 80080k for NRC to identify evacuation 
constraint*, special planning measures 4 possible mods 
EIBENHUT, D 0 Division of Licensing 80/07/02 lp 


3 Inspection reports, IE Bulletin* 4 correspondence 


8008110080 Forwards IE Imp Repts 50-430/80-09 6 50-439/00-09 on 
900527-30 No noncomp l lane e noted 

MURPHY, C, E Region 2, Atlanta, Reactor Construction 4< Engineering 
Support Branch 80/06/24 2pp 


— 80081 10082 IE Imp Rept* 30-430/80-09 4. 50-439/80-09 an 000527-30 
No noncompliance noted Major areas inspected containmint 
structures wel d i ng, reac tor coolant pressure boundary piping 
4 reactor coolant pressure boundary piping welding 
OIRARD, E H Region 2, Atlanta, Office of the Director HERDT, A R 
Region 2, Atlanta, Reactor Construction 4 Engineering Support 
Branch 80/06/20 Spp 


0000180617 Forwards IE ln*P Rept# 50-430/90-11 & 50-439/00-li on 
800928-0627 4 notice of violation 

MURPHY, C E Region 2, Atlanta, Reactor Construction 4 Engineering 
Support Branch 80/07/tl 2pp 


— 9008160622 Notice of violation from insp on 000528-0627 

• Region 2, Atlanta, Office of the Director 80/07/10 lp 


■8000180626 IE Insp Repts 50-438/00-11 4 30-439/80-11 on 800520-0627 
Noncompl lance noted failure to properly Identify QC 
investigation rept# 4 to perform prework insp prior to 
performing work 

CANTRELL, F S Region 2, Atlanta, Reactor Construction 4 
Engineering Support Branch WILCOX, J D Region 2, Atlanta, Office 
of the Director BO/O7/10 6pp 


8008010056 Ack receipt of 800701 Hr informing NRC of steps taken to 
correct violation noted In T£ Insp Repts 50-438/80-06 4 
30-439/60-06 

MURPHY, C E Region 2, Atlanta, Reactor Construction 4 Engineering 
Support Branch 80/07/15 Ip 


9006070592 Forwards IE Circular 80-17, "Fuel pin Damage Du# to Water 
Jet From Baffle plate Corner " No written response required, 
□'REILLY.JP Region 2. Atlanta, Office of the Director, 00/07/23. 

lp 



DOCKETED ITEMS 


2‘ 


8009260 1 33 Forwards IE Bulletin 90-10, "Maint of Adequate Min Flow 
Through Centrifugal Charging Pump* Following Secondary Gide 
High Energy Line Rupture " No action required 

O'REILLY.*/ P Region 2, Atlanta, Office of the Director 90/07/24 
If 


8003140578 Forwards IE Bulletin 00-20, "Failures of We « t t ng house Type 
H-2 Spring Return to Neutral Control Switches “ Requests 
Info re estimate of manpower associated w/correcttve 
actions needed after Identifying problem 

O'REILLY, J P Region 2, Atlanta, Office of the Director 00/07/31 

If 


800B20039-4 Forwards IE Bulletin 80-191 "Failures of Mercury-Wet ted 
Matrix Relayi In Reactor Protective Sys of Operating Nuclear 
Power Plants Designed by Combustion Engineering " Action 
required by facilities w/OLs or CPs 

D'REILLY, J P Region 2, Atlanta, Office of the Director 00/07/31 
If 


8008190197 Forwards IE Info Notice aO-29, “Broken Studs on Terry 
Turbine Steam Inlet Flange 11 Nd specific action or response 
requested 

O'REILLY, J P Region 2, Atlanta, Office of the Director 0O/OB/O7 
If 


BOOB 190107 Ack receipt of 600630 l 0722 Itrs Informing NRC of step* 
taken to, correct violations noted in IE Insp Repts 
30-439/00-07 *< 30-439/80-07 

MORPHY, C E Region 3, Atlanta, Reactor Construction L Engineering 
Support Branch 80/08/07 lp 


—8009190123 Forwards supplemental response to NRC 800609 telcon re 
violations noted in IE Insp Repts 50-438/80-07 & 

30-439/00-07 Corrective actions instructions for timely 
reporting will be provided for appropriate employees 
MILLS, L K Tennessee Valley Authority 80/07/22 2pp 


— 8008190134 Responds to NRC 800606 Itr re violations noted In IE Insp 
Repts 50-430/00-07 Si 50-439/80-07 Corrective action* welder 
4 rod room attendants retrained (t welding matl control 
procedure restructured 

MILLS, L M Tennessee Valley Authority 80/06/30 4pp 


—8008190139 Forwards IE Insp Repts 30-430/80-07 Si 30-439/00-07 on 
600906-09 St notice of violation 

MURPHY, C E Region 2, Atlanta, Reactor Construction 4, Engineering 
Support Branch 80/06/06 2pp 


— 0009190162 Notice of violation from Insp on B00306-09 

* Region 2, Atlanta, Office of the Director 90/06/05 2pp 


- -000 91 901 73 IE Insp Repts 50-430/00-07 S< 50-439/00-07 on 000506-09 
Noncompliance noted failure to provide prompt notification 
of reportable deficiency S, lack of instruction* ipecifylng 
segregation of safety-related welding filler matls. 

HERDT,A R Region 2, Atlanta, Reactor Construction S< Engineering 
Support Branch OIRARD,E H Region 2, Atlanta, Office of the 
Direetor 80/06/05 8pp 


8008270670 Forward* IE Info Notice 80-24, “Low Level Radwest* Burial 
Criteria, " No written response required JH Snieiek 000930 
memo encl 

□ 'REILLY, J P Region 2, Atlanta, Office of the Director 00/09/14 

lp 


S Reportable occurrences, LERs V related correspondence 


8007240353 Interim Part 21 rept re defective ITT actuators In dampers 
Customer notification encl Uobs classified nonnuclear 
safety-related are not reportable Actuator* supplied for 
other job* are considered purchaser responsibility 
SLOAN, D E American Warming S, Ventilating, Inc 00/07/08 30pp 


8007230239 Part 21 rept re cracked steam generator manwiy stud* 
Satisfactory operating experience forms constitute 
reasonable basis for continued operation while 
1 nves tigabions proceed 

TAYLOR, J H Babcock 8, Wilcox Co 80/07/11 Spp 


8008070-375 Supplementary Part 21 rept re possibility that replacement 
of buffer card PN6624610 for both power trains in Dailey 
Control Co buffer module 024 may result In loss of 24 volt 
control pouter (t safety-related instrumentation 
BALDWIN, T L Babcock & Wilcox Co 80/07/18 2pp 


0008070401 Part 21 rept re possibility that improper installation In 
both pouter channels of essential Instrument control sys of 
Bailey Co-ntrol Co current or voltage buffer card* in buffer 
modules could result In loss of power to both channels 
TAYLOR, J H Babcock «i Wilcox Co 80/07/18 3pp. 


8008030390 Final deficiency rept te defective seat ring seal welds on 
Uorg-WarneT gate valves Caused by poor workmanship Valves 
falling to meet visual insp criteria sent back to Oorg- 
Warner 6/ot repaired at site 

MILLS. L II Tennessee Valley Authority 80/07/29 2pp 


9008050434 Second interim deficiency rept re improperly completed 
visual insp records for welds of structural steal annulus 
floor framing Caused by welding inspector completing records 
before welds were made Reinsp of wolds underway 
MILLS, L M Tennessee Valley Authority 80/07/30 2pp 


8008060244 Tlnal Const OA Audit Deficiency Rept 8N-M-Q0-05 n failure 
to document required Insps Caused by reassignment of 
responsible personnel w/o provision for replacement 
Raspons i b i 1 1 ty assigned to Individual group leaders 
MILLS, L M Tennessee Valley Authority 80/07/31 3pp 


8008110446 Final deficiency rept re excessive distance between lighting 
fixture support rods Cause not stated Installation drawings 
modified to show placement of addl supports 
MILLS, L M Tennessee Valley Authority 80/08/01 2pp 


9008130493 First interim deficiency rept re nameplates on Wes fc ing house 
maters Research Indicates that no documentation exists to 
substantiate that motors have I 15 sve factor as required by 
contract Vendor required to prove motor is ui th in spec 
M1LL3, L 11 Tennessee Valley Authority 80/08/03 2pp 


BQ08190620 Second interim deficiency rept re spring used in actuators 
mfg from incorrect matl Upon actuation greater than 3-inch 
stroke, spring will take permanent set, giving decreased force 
output Ruskin input under evaluation 

MILLS, L li Tennessee Valley Authority 80/08/13 2pp 


8008260560 Second interim deficiency rept re Auma Actuators, Inc motor 
operated valve operator* failure to operate in electrical or 
mechanical mode Vendor Investigation revealed faulty power 
source wiring TYA Investigation continues 
MILLS, L II Tennessee Valley Authority 80/03/20 Spp 


DOCKET 50-440 PCRRY NUCLEAR POWER PLANT, UNIT 1 


A Ap p 1 lea 1 1 on/con* true 1 1 on stage documents S, correspondence 


8008120340 Forwards proposed "Environ Monitoring Program During Const " 
SCHUEROER.n O Cleveland Electric Illuminating Co 74/07/30 lp 


— 8009120344 “Environ Monitoring Program During Const " 

* Cleveland Electric Illuminating Co 74/07/31 lOpp 


8008060024 Forward* FR notice re 900714-17 regional meetings to address 
portion of Commission 800523 memorandum 6 order describing 
requirements of environ qualification of electrical 
equipment installed in safety sys 

EISENHUT i 0. 0 Division of Licensing 80/06/30 lp 


--0OO8O&OIB9 Notice of 000714-17 regional meetings to address portion of 
Commission B00523 memorandum 4- order describing requirement* 
of environ qualification of electrical equipment Installed 
In safety sy* Svc lists encl 

EISENHUT, D 0 Division of Licensing 80/06/27 117pp 


8008090010 Requests that all applicants far OLs and CP holders provide 
up-to-date completion schedules & fuel load target dates to 
that NRC may establish licensing priorities Forwards list 
of target schedules for plants to he completed within 3 yrs 
EISENHUT, D 0 Division of Licensing 00/07/1 t. lOpp 


80000 l 0003 Ac k receipt on 000626 of listed submittal* for licensing 
application NRC plans no licensing action until receipt of 
FSAR, seh edu 1 ed to bo submitted by 800401 Final review 
schedules will be established after acceptance & docketing 
EISENHUT , D 0 Division Of Licensing 80/07/16 2pp 


600 008 0057 Requests info re action* taken to prevent cracking of jet 
pump holddown beam* Long-term solution Ik rationale 
demonstrating that action* will lufflco pending long-term 
solution, per IE Dullelnt 80-07, shout d be provided 
TEDEBCO, R L Assistant Director for Licensing 90/07/23 2pp 


0OO0O5O377 Submits const completion date t fuel load target date 
estimates, in response to NRC request Const completion dates 
ar#'e2H<H for Unit i 4. B61101 for Unit 2 Fuel load dates 
are 830301 for Unit 1 & 070501 for Unit 2 

DAVIDSON, DR Cleveland Electric Illuminating Co 60/07/30 lp 
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8008190060 Submits interim criteria tor shift staffing to ill OL It CP 
licensees b app 1 i c ant s , per NF5C 800507 Itr Discusses 
administrative provisions for emergency & overtine work 
Development 6 implementation to be reviewed uithm 90 dag* 

EISENHUT. D Q Division of Licensing 80/07/31 10pp 


8009260402 Submits mfo re use or masonry malls in Category 1 
structures at facility In response to MRC 8Q0421 request No 
Category I masonry wails have been used No safety-related 
equipment is permitted to be supported from uglts 
MCDUFFIE. II A Carolina Power l Light Co 80/09715 ip 


F Security, medical, emergency t< fire protection plans 


8000050102 Requests all applicants for CPs 6 QLs submit Info re 
proposed nuclear power plant vicinity evacuation estimates 
Info requested by 000801 for NRC to identify evacuation 
c onstra l nts. sp ec ia l planning measures t> possible mods 
E 1 SENHUT, 0 0 Division of Licensing 80/07702 Ip 


B006D102B2 Notifies that evacuation time studies are being completed 
per MRC 900702 request Rept will be submitted by 800813 
DAVTDSON, D R Cleveland Electric Illuminating Co 80707/29 ip 


B008270728 Notification of 800819,20 b 22 workshops in Valley Forge, PA> 
Chicago, IL & At lan ta , GA, r espec t i v« 1 y, to solicit public 
comment re NUft£Q-0696, "'Functional Criteria for Emergency 
Response Facilities “ 

KEPPLER, J 0 Region 3, Chicago, Office of the Director 80/08/11 
2PP 


H Antitrust correspondence 


S0G826O675 Requests info identified in Reg Guide 9 3 in connection w/QL 
review Info needed to complete findings as to whether 
significant changes have occurred subsequent to previous CP 
antitrust review 

LAMBE, W Division of Engineering BQ/09/20 lp 


0 Inspection reports, [E Bulletins A correspondence 


8008140195 Forwards IE Insp Repts 50-440/80-09 t- 50-441/80-09 on 
000610-12 «c notice of violation 

FIORELLliO Region 3, Chicago, Reactor Construction 5, Engineering 
Support Branch 80/06726 2p p 


0008200402 Forwards IE Bulletin. 80-19, 'Failures of Mercury-Wetted 
Matrix Relays in Reac tor Protective Sys of Operating Nuclear 
Pow«r Plants Designed by Combustion Engineering " Action 
required by facilities ui/OLa or CPs 

KEPPLER, J G Region 3, Chicago, Office of the Director 80/07731 
lp 


8008180126 Forwards IE Bulletin 00-20, "Failures of Ues t inghouie Type 
W-2 Spring Return to Neutral Control 6wltch»s, " sent to 
listed licensees For action on B00731 

PAPPAS, H Region 3, Chicago, Office of the Director 80/00701 lp 


00081 10402 Responds to IE Bulletin 79-03A, "Longitudinal Weld Defects 
in ASHE SA-312, Type 304 Stain less Steel Pipe " No 
seamuclded SA-312, Type 300 series pipe matl used In plant 
DAVIDSON, D R Cleveland Electric Illuminating Co 80/08/04 lp 


BOOB 180203 Forwards IE Info Notice 80-29, "Broken Studs on Terry 
Turbine Steam Inlet Flange " No specific action or reeponsa 
requested 

KEPPLER.J 0 Region 3, Chicago, Office of the Director B0/09/07 
If 

0008250734 Responds to IE Bulletin 80-16 Rosemount, Inc Model 1152 
transmitters w/output codes A or D identified in reactor 
heat removal t< core isolation cooling sys Amplifier boards 
of affected transmitters will be replaced by 810101 
DAVIDSON, D R Cleveland Electric Illuminating Co 80708711 Ip 


6003190601 Forwards response to violations noted in IE Jnsp Rapt 
50-440/90-10 on 800625-27 Corrective actions affected weld 
bead ground down t< reworked as required by approved 
procedures 

DAVIDSON, DR Cleveland Electric Illuminating Co 80/00/13 4pp 


8008250517 Responds to IE Bulletin 80-19 No m«rcury-wet ted relays 
used in reactor protectivi sys 

DAVIDSON, D R Cleveland Electric Illuminating Co 80/09/18 lp 


6 Reportable occurrences, LERs t related correspondence 


800S220211 Aek receipt of 800711 Interim rept, per 10CFR50 53<il,re 
water-soluble purge dam matl 

FIORELLI.Q Region 3, Chicago, Reactor Construction t< Engineering 
Support Branch 80/07/21 lp 


— 8000140196 Notice of violation from insp on 800610-12 

* Region 3, Chicago, Office of the Director B0/06/2S lp 


DOCKET 50-441 PERRV NUCLEAR POWER PLANT, UNIT 2 
A Appl ication/eons truct i on stage documents !< correspondence 


—8008140201 IE Insp Repts 50-440/00-0? t, 50-441/S0-0? on 800610-12 
None ompl lance noted inadequate procedural requirements it 
failure to maintain records of evaluations 

KONKLIN. J E . WILLIAMS. C C Region 3. Chicago, Office of the 
Director 80/06/25 4pp 


8008060504 Forwards IE Bulletin BO-17, 'Failure of 76 of 185 Control 
Rods to Fully Insert During Scram at BWR “ No written 
response required 

KEPPLER.J 0 Region 3. Chicago, Office of the Director 90/07703 
If 


BOO 9070 130 Forwards Supp 1 I to IE Bulletin 80-17, "Failure of 76 of 185 
Control Rods to Fully Insert During Scram at BWR " No 
written response required 

KEPPLER, J G Region 3, Chicago, Office of the Director 80707/18 

lp 


BOO 8070274 Forwards Suppl 2 to IE Bulletin 80-17, "Failure of 76 of 185 
Control Rods to Fully insert During Scram at BWR 11 
No written response required 

KEPPLER , J 0 Region 3, Chicago, Office of the Director 80707/22 

2pp 


BOQB080057 Requests info re actions taken to prevent cracking of jet 
pump holddown beams Long-term solution l rationale 
demonstrating that action* wilt suffice pending long-term 
solution, per IE Bulleint 30-07, should be provided 
TEDEECQ.R L Assistant Director for Licensing 80/07/28 2pp 


8008180117 Forwards j£ Bulletin 80-20, "Failures of Hestinghouse Type 
W-2 Spring Return to Neutral Control Switches " Action 
requ ired 

KEPPLER , J 0 Region 3, Chicago, Office of the Director 80/07/31 

lp 


8008120340 Forwards proposed "Environ Monitoring Program During Const " 
SC K VERGER, R. 0 Cleveland Electric Illuminating Co 74/07730 lp, 


— 8009120344 "Environ Monitoring Program During Const 11 

♦ Cleveland Electric Illuminating Co 74/07/31 10pp 


6008050024 Forwards FR notice re 800714-17 regional meetings to address 
portion of Commission 800923 memorandum 5 order describing 
requirements of environ qualification of electrical 
equipment installed in safety sys 

EISENHUT. DO Division of Licensing 80/06/30 lp 


— 800606018? Notice of 800714-17 regional meeting* to address portion of 
Commission 000523 memoran if urn L order describing requirements 
of environ qualification of electrical equipment inetalled 
in safety sys Svc lists end 

EISENHUT, D 0. Division of Licensing 80/06727 1 1 7pp. 


8008060010 Requests that all applicants for OLi and CP holders provide 
up-to-date completion schedules & fuel load target dates so 
that NRC may establish licensing priorities Forwards list 
of target schedules for plants to be completed within 3 yrs 
EISENHUT, D 0 Division of Licensing 80707711 lOpp 


B008010D03 Ack receipt on 900626 of listed submittals for licensing 
application NRC plans no licensing action until rscsipt of 
FBAR, scheduled to be submitted by 800701 Final review 
schedules will be established after acceptance U docketing 
EISENHUT, 0 0 Division of Licensing 80/07/16 2pp. 


8008090057 Requests Info re actions taken to prevent cracking of jet 
pump holddown beams Long-term solution A rationale 
demonstrating that actions will suffice pending long-term 
solution, per IE Bulleint 00-07, should be provided 
TEOEECO, ft L Assistant Director for Licensing 80707728, 2pp 



DOCKETED ITEMS 


245 


BQ08050377 Submit* const completion date i fuel load target date 
*»t Imati *< in response to NRC request Const completion dates 
ars 021 101 for Unit 1 i 861101 for Unit 2 Fuel load dates 

are 030301 for Unit 1 !t 870501 for Unit 2 

DAVIDSON, D R Cleveland Electric Illuminating Co 80/07/30 Ip 


8008 1 30060 Bubmit* interim criterio for shift staffing to all OL t, CP 
licensees t, app 1 icants, per NRC 800507 1 tr. Disc usses 
administrative provisions for emergency & overtime work 
Development & Implementation to be reviewed within ?Q dags 
EISENHUT i D 0 Division of Licensing 80/07/31 lOpp 


8008200402 Forwards IE Bui Let in 00-19, "Failures of Mercur y— Wet ted 
Matrix Relays in Reactor Protective Sys of Operating Nuclear 
Power Plants Designed by Combustion Engineering ’’ Action 
required by facilities w/OLs or CPs 

KEPPLER, J G Region 3. Chicago. Orfice of the Director 80/07/31 
IP 


80081B0126 Forwards IE Bulletin 00-20. "Failures of Westinghouse Type 
U-2 Spring Return to Neutral Control Switches," sent to 
listed licensers far action on 800731 

PAPPAS, H Region 3, Chicago, Office of the Director SO/OB/Ol lp 


F Bscurity, medical, emergency h fire protection plans 


0000030102 Requests all applicants for CPs 8, OLs submit info ti 
proposed nuclear power plant vicinity evacuation estimates 
Info requested by 000801 for NRC to Identify evacuation 
constra ints, spec ial planning measures h possible mods 
E I&ENHUT, D 0 Division of Licensing 00/07/02 lp 


0008010202 Notifies that evacuation time studies are being completed 
per NRC 800702 request Rept will be submitted bg 800813 
DAVIDSON, D R Cleveland Electric Illuminating Co 80/07/20 lp 


BO0S27072B Notification of 000019,20 & 22 workshops In Valley Forge, PA, 
Chicago, IL it At 1 anta, OA, respec lively, to solicit public 
comment re NURE0-0696, "Functional Criteria for Emergency 
Rssponse Facilities " 

KEPPLER, J Q Rsgion 3, Chicago, Office of the Director 00/00/11 

app 


M Antitrust correspondence 


6000240473 Requests info Identified In Reg Guide 9 3 in connection u/ OL 
review, Info needed to complete findings as to whether 
significant changes have occurred subsequent to previous CP 
antitrust review 

LAMBE, W Division of Engineering 80/03/20 lp 


0 Inspection reports, IE Bulletins it correspondence 


6006140195 Forwards IE Imp Repts 30-440/00-09 it 30-441/80-09 on 
000410-12 it notice of violation 

FIORELLI > 0 Region 3, Chicago, Reactor Construction it Engineering 
Bupport Branch 80/06/24 2pp 


— 0000140196 Notice of violation from Insp on 800610-12 

* Region 3, Chicago, Office of the Director 80/06/23 lp 


0OOS11O4O2 Responds to IE Bulletin 79-03A, "Longitudinal Weld Defects 
In ASMS 8A-312, Type 304 Stainless Steel Pipe " No 
seamwelded SA-312,Type 300 series pipe matl used in plant 
DAVIDSON, DR Cleveland Electric Illuminating Co 00/08/04 lp 


8008180203 Forwards IE Info Notice 00-29, “Broken Studs on Terry 
Turbine Steam Inlet Flange " No specific action or response 
requested 

KEPPLER, J G Region 3, Chicago. Office of the Director 80/08/07 
lp 


800825D734 Responds to I£ Bulletin 80-16 Rosemount. Inc Model 1152 
transmitters w/output codes A or D identified in reactor 
heat removal ii core isolation cooling siys Amplifier boards 
of affected transmitters will bo replaced by 010101 
DAVIDSON, DR Cleveland Electric Illuminating Co 00/08/11 lp 


8008250517 Responds to IE Bulletin 00-19 No mercury-wetted relays 
used In reactor protective sys 

DAVIDSON, DR Cleveland Electric Illuminating Co 0O/O0/1B lp 


8 Reportable occurrences, LER s S related correspondence 


COOB220211 Act receipt of 800711 Interim rept, per 10CFR50 35(e), re 
water — soluble purge dan matl 

FIORELLI, Q Region 3, Chicago, Reactor Construction & Engineering 
Support Branch 80/07/21 lp 


DOCKET 50-443 SE AO ROOK NUCLEAR STATION, UNIT 1 


A Application/construction stage documents it correspondence 


8000000010 Requests that all applicants for PLs and CP holders providt 
up-to-date completion schedules & fuel load target dates so 
that NRC may establish licensing priorities Forward* list 
of target schedules for plants to be completed within 3 yrs 
EI8ENHUT, DO Division of Licensing 00/07/11 lOpp 


'6008140201 IE Insp Repts 30-440/00-09 t, 50-441/80-09 on 800610-12 
Noneompl lance noted inadequata procedural requirement* 6 
failure to maintain records of evaluations 

KQNKLIN, J E , WILLIAMS, C € Region 3, Chicago. Office of the 
Director 00/06/23 4pp 


6008 1 90060 Submits Interim criteria for shift staffing to all OL t CP 
licensees !t app 1 i cants, per NRC B00507 Itr Discusses 
administrative provisions for emergency tt overtims work 
Development & implementation to be reviewed within 90 days 
EISENHUT, DO Division of Licensing 80/07/31 lOpp 


6003060504 Forwards IE Bulletin 00-17, "Failurs of 76 of 185 Control 
Rods to Fully Insert During Scram at BWR " No written 
rssponse required 

KEPPLER, U 0 Region 3, Chicago, Office of the Director 00/07/03 
If 


0008140165 Forward* Amends 3 to CPPR-135 if CPPR-136, safety evaluation 
i notice of issuance t availability 

EISENHUT, DO Division of Licensing 80/08/06 4pp 


6006070130 Forwards Suppl 1 to IE Bulletin 80-17, ‘'Failure of 76 of 185 
Control Rods to Fully Insert During Scram at BWR 11 No 
written rssponse required 

KEPPLER, J Q Region 3, Chicago, Office of the Director 80/07/18 
lp 


— 0000140168 Amends 3 to CPPR-135 l CPPR-136, -decreasing percent 
ownership interest of four parti cipan t», increasing ownership 
lntersst of seven pa r t ic 1 pan t *, add ing one participant & 
reinstating one participant as applicant 
EISENHUT, D G Division of Licensing. 80/00/06 6pp 


6009070274 Forwards Suppl 2 to IE Bulletin 60-17, "Failure of 76 of 183 
Control Rod* to Fully Insert During Seram at BWR " 

No written response required, 

KEPPLER, JO Region 3, Chicago, Office of the Director 80/07/22 

app 


'6009140171 Notice of issuance of Amends 
YOUNGBLOOD, B J Licensing Branch 1 


3 to CPPR-135 S< CPPR-136 
BQ/0a/0A 2 pp 


— 0008140173 Safety evaluation supporting Amends 3 to CPPR-135 b 
CPPR-136 

* Division of Licensing 80/06/06 34pp 


SOO0O0OC57 Requests info re actions taken to prevent cracking of jet 
pump holddown beams Long-term solution t, rational* 
demonstrating that actions will suffice pending long-term 
solution, per IE Bulletin 80-07, should be provided. 

TEDESCO, RL Assistant Director for Licensing BO/O7/20 2pp. 


0008130445 Submits info re scheduled fuel load target date per 800711 
request Fuel loading scheduled for 830101 Const of Unit 2 
stopped Tendering of application scheduled far 810101 
DEl/rNCENTlS, J Public Service Co of New Hampshire BO/OB/11 lp 


GOO01SO1I7 Forwards IE Bulletin 60-20, “Failures of Westinghouse Type 
W-2 Bprtng Return to Neutral Control Euitches " Action 
required. 

KEPPLER, J 0 Region 3, Chicago, Office of the Director. 80/07/31 
lp. 


F Security, medical, emergency l- fire protection plans 


0OO8O3D1O2 Requests all applicants for CPs it OLs submit Info re 
proposed nuclear power plant vicinity evacuation estimates, 
Info requested by 000801 for NRC to identify evacuation 
constrai nts, spec 1 al planning measures V possible mods 
EISENHUT, DO Division of Licensing 80/07/02 lp 
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B00B1 10362 Forwards “Preliminary Evacuation Clear Tim* Estimate* for 
Areas Near Seabrook Station " Time estimates available in 
Central Files only 

SHEPARD. A M Public Service Co of Nov Hampshire 80/08/04 Spp 


90082BGQ79 Notification of 800819.20 U 22 workshops in Valiev Forge. PA, 
Chicago, it l- At 1 anta. GA, rsspec 1 1 vel y, to solicit public 
comment re MUREG-0696, '‘Functional Criteria for Emergency 
Response Facilities " 

GRIER, 0 H Region I. Ph i ladeiph la, Office of the Director 
90/08/ it 2pp 


— 8008280309 Responds to NRC 1 tr re violations noted in IE In*p Repts 
30-443/60-05 & 50-444/80-05 Corrective actions haybalet have 
been placed or replaced to control turbid runoff water at 
site perimeter 

DEVINCENTIS, J Public Service Co of New Hampshire 80/07/09 
5fP 


—8000230315 Forwards IE Insp Repts 50-443/80-05 *■ 50-444/80-05 on 
800505-0? V notice of violation 

SMITH, 0 K Region I, Phi ladelphia. Fuel Facility fc Material* 
Safety Branch 80/06/18 2pp 


G Adjudicatory c orrevpondem e 


6000060299 Order granting extension until S0Q912 for Commission to 
review ALAB-422 i ALAB-561 Certificate of Bvc end 
CHILK.S J Office of the Secretary of the Commission 80/08/01 
4pp 


8008070417 Order granting eitensian until 800800 tor Commission to 
elect whether to review Director's SQ021 l decision under 
10CFR2 206 Certificate of Svc end 

CHILK.3 J Office of the Secretary of the Commission 80/08/01 
3pp 


8009120702 Addl response to FOIA reguest on behalf of Jntervenor 
Seaeoast Anti-Pol lulion League for doeumBUt* re facility 
licensing proceeding Add! matl has not been located Action 
on. FOIA request is complete 

FELTON, J M Division of Rules and Records 80/08/04 ip 


800B210347 Order granting extension until 800822 for Commission bo 
elect whether to review Director's 800211 decision under 
10CFR2 206 

CHILK.S J Office of the Secretary of the Commission 30/00/15 
IP 


H General correspondence 


800812068*? Responds to end 800509 ltr to President Carter re issues 
concerning facility Funds for constructing facility ar» 
provided by PSC of NH U other electric utils Environ costs 
are justified in view of benefits from plant operation 
YOUNGBLOODS J Licensing Branch l 80/07/30 4pp 


8008110334 Requests that encl ltr to Assistant Atty General ET Kinder 
be included in record for evaluating facility evacuation 
plans 

TYg.ft J Affil lation Unknown 80/08/01 3pp 


— 8008280320 Notice of violation from Insp on 800503-07 

* Region 1. Philadelphia, Office of the Director 80/06/16 2pp 


—8008230327 IE Insp Repts 30-443/80-05 St 30-444/80-05 on 800505-07 
None omp 1 ian c e noted failure to control dewatering water 
turb id tty. exceeded CP turbidity discharge limit St inadequate 
environ control program 

JACKSON, T -J , BORES. R J Region 1. Philadelphia. Office of the 
Director 30/06/16. lOpp 


800B22O1 13 Forwards IE Bulletin 80-18, “Maint of Adequate Min Flow 
Through Centrifugal Charging Pumps Following Secondary 8id* 

High Energy Line Rupture " No action required 

GRIER. B H Region 1, Ph i Lade lph ia. Office of the Director 

90/07/24 ip 


6000140337 Forwards IE Bulletin 80-20, "Failures of Westinghousa Type 
W-2 Spring Return to Neutral Control Switches “ Requests 
info re estimate of manpower associated w/corr*ctiv* 
actions needed after identifying problem 

QRIEfl, B H Region 1, Philadelphia, Office of the Director 
80/07/31 Ip 


8003180037 Forwards IE Bulletin 80-19, ‘'Failures of Mercury-Wetted 
Matrix Relay* in Reactor Protective 8 ys of Operating Nuclear 
Power Plant* Designed by Combustion Engineering " Action 
required by facilities w/OL* or CP* 

GRIER, B H Region i, Philadelphia, Office of the Director 
80/07/31 Ip 


8008260412 Forward* IE Info Notice 80-29, "Broken Stud* on Terry 
Turbine Steam Inlet Flange " No specific action or response 
requeetsrf 

GRIER. B H Region 1, Philadelphia. Office of the Director 
90/03/07 lp 


DOCKET 90-444 SEABRCJDK NUCLEAR STATION, UNIT 2 


0008180122 Responds to B Goodwin B00607 ltr to President Carter re 
nuclear power »a f e ty, al ternative energy source*, c leani inees 
i> cost of nuclear power Discusses facility technical review, 
hearing 4 TM1-2 effects re licensing requirements 
YOUNGBLOOD, B J Licensing Branch 1 BO/OB/04 4pp 


800S270146 Aek receipt of 80090? ltr re emergency preparedness NRC it 
FEMA have active emergency preparedness program Issuance of 
OL contingent upon positive FEMA findings on state & local 
emergency preparedness 

GRIMES. & K Emergency Preparedness Program Office 80/08/15 lp 


— 8003270150 Request* info re emergency preparedness around 1 facility, due 
to concern w/having only one two-lane highway leading away 
from plant 

DEFUSCO.D S Affiliation Unknown 90/03/0? Ip 


A Appl ice t lon/c tsns true tion stage documents & correspondence 


BOQ8O0OO1O Requesti that all applicant* for QLs and CP holder* provide 
up-to-date completion schedules it fuel load target date* *o 
that NRC may establish licensing priorities Forward* list 
of target schedules for plants to be completed within 3 yr* 

EISENHUT, D G, Divleion of Llceneing 80/07/11 lOpp 


8003150060 Submit* interim criteri# for shift staffing to all OL 1< CP 
licensees it epp 1 leant*, per NRC 800507 ltr Discusses 
adminl etra tive provisions for emergency li overtime work 
Development It implementation to be reviewed within 90 days 
EIBENHOT, D 0 Division of Licensing 80/07/31. lOpp 


8008140165 Forwards Amends 3 to CPPR-135 8t CPPR-136, safety evaluation 
It notice of issuance ii availability 

E1GENHUT, D.G Division of Licensing 80/08/06 4pp 


Q Inspection reports, IE Bulletins i correspondence 


8008070550 Forwards IE Circular 80-17, "Fuel Pin Damage Due to Water 
Jet From Baffle Plate Corner '* No written response required 
CRIER, B H Region 1, Philadelphia, Office of the Director 
60/07/23 Jp 


— 9008110163 Amends 3 to CPPR-135 It CPPR-136, decrees Ing percent 
ownership Interest of four partic Ipants, increa* ing ownership 
Interest of seven per 1 1 c ipants, add ing one participant U 
reinstating one participant as applicant 
EISENHUT, D 0 Division of Licensing 80/03/06 6pp 


8Q081B0247 Submits response to IE Bulletin 79-03A Reviewed 8A-31K ti 
A-312 Type 304 fusion welded stainless steel pipes tt 
performed pipe wall thickness calculations Results of review 
indicate sufficient min pipe wall thickness 

DEVINCENTIS, J Public Service Co of New Hampshire 60/07/23 lp 


BO0B2BO2?l Ack receipt of B00709 Hr informing NRC af step* taken to 
correct violations noted in IE Insp Repts 50-443/90-05 & 

50-444/60-05 

SMITH. G H Region 1, Philadelphia, Fuel Facility it Materials Safety 

Branch 80/07/23 lp 


--8006140171 Notice of Issuance of Amends 
YOUNGBLOOD, B U Licensing 9ranch 1 


3 to CPPR-135 it CPPR-136 

80/08/06 2p p 


— 8000140 1 75 Safety evaluation supporting Amend* 3 to CPPR-135 it 
CPPR-136 

* Division of Licensing 00/08/06 34pp 


8008150445 Submit* info re scheduled fuel load target date per 800711 
request.Fuel loading scheduled for 830101 Const of Unit 2 
stopped Tendering of application scheduled for 810101 
DEVINCENTIS, U. Public Service Co of New Hampshire B0/08/H, lp 
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F Security. medical, emergent 4 fire protection plans 


600B05Q102 Requests all applicants for CPs t< QLs submit info re 
proposed nuclear power plant vicinity evacuation estimates 
Info requested by SOOBOl for NRC to identify evacuation 
c onstra 1 nts . spec ial planning measure* 4 possible mods 
EISENHUT, D 0 Division of Licensing 80/07/02 ip 


800B11O362 Forward* "Preliminary Evacuation Clear Time Estimates for 
Areas Near Seabrook Station “ Time estimates available in 
Central Files only 

SHEPARD. A M Public Service Co of New Hampshire 80/03704 2pp 


0008290079 Notification of 800819,20 4 22 workshops in Valley Forge. PA. 
Chicago. 1L t Atl anta. GA, respec ti v« ly. to solicit public 
comment re NUREQ-0696, "Functional Criteria for Emergency 
Response Facilities " 

DRIER. B H Region 1. Philadelphia. Office of the Director 
BO/OB /11 2 pp 


0 Adjudicatory correspondence 


6000060299 Order granting extension until 800912 for Commission to 
review ALAB-422 4. ALAB-561 Certificate of Bvc end 
CHILKrS J Office of the Secratary of the Commission 80/09/01 
4pp 


8008070417 Order granting extension until B00B0B for Commission to 
elect whether to review Director's 600211 decision under 
1CCFR2 206 Certificate of Bvc snc I 

CKILK. 8 J Office of the Secretary of the Commission 80/00/01 
3fP 


B008I207Q2 Addl response to F01A request on behalf of intervenor 
Seacoast Anti-Pollution League for documents re facility 
licensing proceeding Addl matl has not been located Action 
on FOIA request it complete 

FELTON. 0 M Division of Rules and Records 80/08/04 lp 


H General correspondence 


800B12Q6S9 Responds to encl 800509 Itr to President Carter re istusi 
concerning facility Funds for constructing facility are 
provided by P 8 C of NH 4 other electric utils Environ costs 
are justified in view of benefits from plant operation 
YOUNGBLOOD, B J Licensing Branch 1 80/07/30 4pp 


8008110334 Requests that encl Itr to Assistant Atfcy General ET Kinder 
be included in record for evaluating facility evacuation 
plans 

TYE.M J. Affiliation Unknown 80/08/01 3pp 


800B190122 Responds to 9 Goodwin 800607 Itr to President CarteT re 
nuclear power safety. alternative energy sources, cleanl lness 
b cost of nuclear power Discusses facility technical review, 
hearing 6 TMI-2 effects re licensing requirements 
YOUNGBLOOD. B J Licensing Branch 1 80/08/04 4pp 


Q Inspection reports. IE Bulletins &• correspondence 


8008070550 Forwards IE Circular 80-17. "Fuel Pin Damage Due to Hater 
Jet From Baffle Plate Corner " No written response required 
ORIER.B hi Region 1. Philadelphia. Office of the Director 
80/07/23 ip 


8008180247 Submits response to IE Bulletin 77-03A. Rev i SW»d SA-312 fc 
A-312 Type 304 fusion welded stainless steel pipes 4. 
performed pipe wall thickness calculations Results of review 
indicate sufficient min pipe wall thickness 

DEVINCENTIS, J Public Service Co of New Hampsh 1 re. 80/07/23, Ip, 


9008280291 Act receipt of 600709 Itr informing NRC of steps taken to 
correct violations noted in IE Insp Repts 50-443/00-05 4. 

30-444/80-05 

SMITH. 0 H Region 1. Ph i ladel ph ia, Fuel Facility & Materials Safety 
Branch 80/07/23 lp 


■900828030B Responds to NRC Itr re violations noted in IE lnsp Repts 
30-443/S0-0S St 50-444/80-05 Corrective octlons haybales have 
been placed or replaced to control turbid runoff water at 
site perimeter 

DEVINCENTIS, J Public Service Co of New Hampshire 80/07/09 
Spp 


- - BOOS 2803 1 5 Forwards IE Insp Repts 50-443/BD-05 «- 30-444/80-05 on 
800503-07 4 notice of violation 

SMITH. 0 H Region 1. Philadelphia. Fuel Facility *t Materials 
Safety Branch 80/06/18 2pp 


--BO0B2BCK32O Notice of violation from insp on 800505-07 

* Region 1. Philadelphia. Office of the Director 80/06/16 2pp 


— 8000280327 IE Insp Repts 50-443/80-05 S 50-444/80-05 on 800305-07 
None omp 1 i anc e noted failure to conti ol dewatering water 
turbid ity. exceeded CP turbidity discharge limit 6 inadequate 
environ control program 

JACKSON. T J . BORES. R J Region 1. Philadelphia. Office of the 
Director 80/06/16 10pp 


8000220113 Forward* IE Bulletin 80-18. "Maint of Adequate Min Flow 
Through Centrifugal Charging Pumps Following Secondary Side 
High Energy Line Rupture " No action required 
ORIER.B H Region I. Philadelphia. Office of the Director 
80/07/24 Ip 


8000140537 Forward* IE Bulletin 80-20. "Failures of Hestinghouse Type 
H-2 Spring Return to Neutral Control Suntche* 1 Requests 
info re estimate of manpower associated w/corrective 
actions needed after identifying problem 

CRIER. B H Region 1. Philadelphia, Office of the Director 
0D/O7/31 lp 


8000180037 Forwards IE Bulletin 80-19. "Failures of Mercury-Wetted 
Matrix Relays in Reactor Protective Sys of Operating NucLear 
Power Plants Designed by Combustion Engineering " Action 
required by facilities u/QLs or CPs 

ORIER.B H Region 1, Philadelphia, Office of the Director 
00/07/31 Ip 


9000260412 Forwards IE Info Notice 80-29. "Broken Studs on Terry 
Turbine Steam Inlet Flange " No specific action or response 
requested 

GRIER, B H Region i, Ph i lade (p h l a. Office of the Director 
80/08/07 ip 


DOCKET 50-445 COMANCHE PEAK STEAM ELECTRIC STA .UNIT I 


A App 1 icat ion/cons true 1 1 an stage documents 4. correspondence 


8000060024 Forwards FR notice re B00714-17 ragional meetings to address 
portion of Commission 800523 memorand-um 6 order describing 
requirements of environ qualification of electrical 
equipment installed in safety sys 

EISENHUT, DO Division of Licensing 80/06/30 lp 


— 0008060189 Notice of 000714-17 regional meetings to address portion of 
Commission 800523 memorandum tt ardor describing requirements 
of environ qualification of electrical equipment installed 
in safety sys Svc list* encl 

EISENHUT, D G Division of Licensing 80/06/27 117pp 


8008D80010 Requests that all applicants for OL* and CP holders provide 
up-to-date completion schedules fe fuel load target dates so 
that NRC may establish licensing priorities Forwards list 
of target schedules for plants to be completed within 3 yrs 
EISENHUT, D 0 Division of Licensing 80/07/11 lOpp 


8008080130 Notification of 800804-07 meetings w/utll 4, ANL at site 5< in 
Dallas.TX to provide consultants w/opportunlty to insp 
station environ, topography . hydro! og y U demography 
BURNELL. S B Licensing Branch 2 03/07/28 2pp 


8000060367 Responds to NRC 800421 Itr No masonry walls within Category 
1 used to support safety grade components 
GARY. R J Texas Utilities Generating Co 80/07/29 lp 


8008120616 Notification of 800814 meeting w/utll in Bethtsda.MO to 
discuss equipment environ qualification program 
BURNELL. S B Licensing Branch 2 80/07/31 Spp 


B008150060 Submits interim criteria for shift staffing to all OL t CP 
licensees 4 app 1 1 can ts . per NRC 800507 itr Discusses 
administrative provisions for emergency 4 overtime work 
Development It implementation to be reviewed within 90 days 
EISENHUT, DO Division of Licensing 80/07/31 lOpp 


800B180139 Notification of 600825 meeting w/util in Bethesda.MD to 
discuss status of review >/ subsequent action to complete 
1 1 c ensing process 

BURNELL, S B Licensing Branch 2 00/07/31 Spp 


8008210376 Responds to 800711 Hr ft advises that current estimate of 
const completion U fuel load date is Dec 1981 
GARY. R J Texas Utilities Generating Co 80/08/15 2pp 
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DOCKETED ITEMS 


F Security! medical’ emergency & fire protection plans 


5008030102 Requests all applicants for CPs !< OLs submit info re 
proposed nuclear power plant vicinity evacuation estimates 
Info requested by 800801 for NRC to identify evacuation 
constraint!’ spec Lai planning measures U possible mods 
E ISENKUT, D G Division of Licensing 80/07/02 Ip 


800821033b Forwards interim physical security plan Plan withheld 
(ref 10CFR2 790) 

OAR Vi R J Texas Utilities Generating Co 50/08/12 lp 


8005130533 Response to Citiiens Association for Sound Energy 800707 
requests for production of documents re first set of 
interrogatories Hokes available certain metis Remaining matl 
will be produced after c tarif Icatlon W/Certl f Icata of Svc 
REYNOLDS, N S , HORIN.W A Te«as Utilities Generating Co 
REYNOLDS. N 9 Debevoise U Liberman 00/09/11 6p p 


800B20018B First set of interrogatories S* request far production of 
documents directed to Citiiens for Fair Util Regulation 
Addresses Contentions 2.5i7 1 8 n F8AR. QA/QC provisions, 
fissure repair t- groundwater drawdown W/Certif Icate of Svc. 
REYNOLDS, N 8 , HORIN.W A Teias Utilities Generating Co 
REYNOLDS. N S Debevoise & Liberman 80/08/13 22pp 


90G8210366 Forwards addl info re emergency evacuation times, per NRC 
800702 request Includes three highway maps of Hood & 

Somervell Counties, TX 

OARY. R J Teias Utilities Generating Co 80/08/14 I5pp 


8008220146 Forwards revised safeguards contingency plan Plan withheld 
(ref 10CFR2 790) BR Clements affidavit end 

CLEMENTS’S R Texas Utilities Generating Co SO/QB/18 4pp 


C Adjudicatory correspondence 


8008040117 Notices of appearance in proceeding 

HCCOLL, A C i HART* J L Citizens for Fair Utility Regulation. 
00/07/23 lp 


— 9009040122 Response in opposition to applicant 800701 objections to 
ASLB 800616 order defining contentions Objections were filed 
untimely Applicant 800716 motion to modify contentions 
must be denied Certificate of Svc 6 draft orifer enc 1 
FOUXE, R , HCCOLLi A C Citiiens for Fair Utility Regulation 
80/07/23 19pp 


8008010091 Response stating no objection to Citizens for Fair Util 
Regulation 800723 motion for extension of time to respond to 
applicants 1 E00701 statement re prehearing conference order 
Certificate of 9ve end 

REYNOLDS, N S , HORIN, W A Teias Utilities Generating Co 
REYNOLDS, N S Debevoise !. Liberman 80/07/29 3pp 


8008040106 Sesponte in opposition to Citiiens Association for Sound 
Energy 800714 motion for reconsideration or certification of 
denied or reworded contentions Admission propedy denied No 
abuse of discretion shown Certificate of Svc encl 
REYNOLDS. N 9 , HORIN.W A Teias Utilities Generating Co 
REYNOLDS, N S Debevoise U Liberman 80/07/29 12pp 


8003070414 Order requesting parties to respond to Citizens for Fair 
Util Regulation B00728 motion for eitension until 800B04 to 
respond to applicant statement of objections Ruling on 
-motion will be issued following receipt of responses 
BOWERS, E S Atomic Safety and Licensing Board Panel 00/08/0! Ip 


8008070415 Notice of reconstitution of ASLB due to schedule conflict 
VB Deale appointed Chairman in lieu of ES Bowers Certitieate 
of Svc end 

LAZO.R M Atomic Safety and Licensing Board Panel 80/00/01 
3pp 


8005070584 First set of interrogatories *< requests for production of 
documents directed to Citizens Association for Sound Energy 
Request! info re alleged failure to adhere to OA provisions 
M/Cert if ic ate of Svc Related correspondence 
of N 5 ‘ K0R,NlW A Texas Utilities Generating Co 

REYNOLDS, NS Debevoise 4 Liberman 50/08/01 2Bpp 

8008080493 Forwards original verification attached to util 800728 
response to Citiiens Association for Sound EneTgu first set 
SrL,! 1 . * rro « ator >** «■ request for clarification 
HORIN.W A Debevoise 6 Liberman 80/08/01 Spp 

B0 EneJoS 4 fion?M OnS ! l 1 ' 1 0 PP 0, ‘ tlo,, to Citiiens Association for Bound 
I™ n a Rnni?x. m0t i° n ’/ 0r r,l: ans ‘ d erat i on or certification 
of ASLB 800616 order denying contentions Alleged violations 

TURK ^f 0 " u td * d ° u 0t r,1aU t0 I 113 "* M/Certificate of Svc 
lUKKiS E Hfarins Branch 1 60/00/04 S2pp 

"SISgZir'™ 1 V PP0S<t ir t0 Clt,,er ” for Fair Util Regulatio 
500723 motion requesting applicant compliance w/exten»ion of 

ebMd on *C^HP? , ' 9 r A ! L f t0 r,jle ^ a PPli«"ti 1 B00701 
aojictions Certificate of Svc encl 

REYNOLDS 1 N A ’ n°u 1N '^ * ***** Utilities Generating Co 

REYNOLDS, N S Debevoise & Liberman B0/08/07 Spp, 


80-00200203 First sat of interrogatories b request for production of 
documents directed to TX Association of Community 
Organizations for Reform Now Requests detailed computation 
of cost/benefit analysis Certificate of Svc encl 
REYNOLDS, N S , HORIN, U A Texas Utilities Generating Co 
REYNOLDS. N 5 Debevoise & Liberman BO/OB/13 31pp 


8008200033 Response in opposition to Citiiens Association for Bound 
Energy B00S04 motion to compel reply to certain 000707 
first interrogatories Motion premature due to applicants' 
intent to respond within schedule Certificate of 9vc encl 
REYNOLDS, N S , HORIN, W A Texas Utilities Generating Co. 

REYNOLDS, N 3 Debevoise t Liberman 80/00/14 Spp 


8008200060 Response in opposition to TX Association of Community 
Organizations for Reform Now 800004 objections to NUREC- 
0694 application Contentions must be considered per 
Commission policy statement Certificate of Svc encl 
REYNOLDS, N 8 , HORIN, W, A, Tens Utilities Generating Co 
REYNOLDS, N S Debevoise {< Liberman 80/08/14 6pp 


QOO02OO17A Response in opposition to TX Association of Community 
Organizations for Reform Now 000804 motion requesting 
submittal of briefs on CLI-80-21 effects Objects to untimely 
amend to Contention 11 Certificate of Svc encl 
REYNOLDS.!! S , HORIN, W A Texas Utilities Generating Co, 
REYNOLDS. N S Debevoise & Liberman 80/08/14 7pp 


S0092B02t3 Motion for extension until 000903 to answer applicants' 
first set o P interrogatories (i request for production of 
documents Interrogatories are voluminous Certificate of Bvc 
enc 1 

ELLIS, J Citiiens Association for Sound Energy 00/08/20 3pp. 


6000250402 Advises that no position will be advocated by NRC re 
Citizens Association for Sound Energy 800004 response & 
motion on applicants' answers to interrogatories 
ROTHSCHILD, M U Hearing Branch 1 00/08/21 lp 


0000200207 Response in opposition to TX Association of Community 
Organ 1 z m t i oT>f for Reform Now 000804 motion leaking britffi on 
CLI-90-21 Si admission of Contention 11 Rulemaking an environ 
qualification addresses issue W/Certi f icate of Svc. 

ROTHSCHILD. M U Hearing Branch 1 00/08/25 7pp 


0008200213 Response in opposition to Citizens for Fair Util Regulation 
motions Si objections ro applicants' disapproval of 
prehearing conference order Opposes intervenor (notion to 
reconsider ASLB 800616 order Certificate of 3vc encl 
TURK., B E Hearing Branch 1 80/08/29 lBpp 


0008280663 Response stating 
Bound Energy 0OOB2O motion 
to respond to applicants' 
Certificate of Svc encl 
REYNOLDS, N B , HORIN.W A 
REYNOLD, N S Debevoise & 


no objection to Citizens Association 
seeking extension until 000903 
first set of interrogatories 

Texas Utilities Generating Co 
Liberman 80/08/26 Spp 


for 


__ F * nal Safety Analysis Report (F8AR) t, amends 

8000110322 Forwards Amend li to FEAR Affidavit encl 
GARY.R J Texas Utilities Generating Co 00/07/31 

— BOOB 1 1 0324 Amend 11 to F9AR 

a Texas Utilities Generating Co 00/07/31 400p p 


0000150381 Forwards affidavit of sve of Amend 
SCHMIDT, H C Texas Utilities Generating Co, 


11 


to FSAR. 
80/08/07. 


4pp 



DOCKETED ITEMS 


2 


H Antitrust correspondence 


8003050096 Notification of contract a x e c ut t oni Hod 3 to “Eng i neer i ns 
Assistance R» H»ar ings for South TX Antitrust 4 Comanche 
Peak Antitrust Proceedings " Contractor RU Sock 4 
Associates 

OLAGDLA. A F Technical Assistance Contracts Branch FIN 3-6323 
0O/O7/2! Ip 


0008030123 Mod 3,modifymg work scope to "Engineering Assistance Re 
Hearings for South TX Antitrust 4 Commanehe Peak Antitrust 
Proceedings " 

JORQENBEN, O D R U Deck 4 Associates DOUQHERTY. D J Technical 
Assistance Contracts Branch FIN B-6523 00/07/21 2pp 


0000140449 Forwards proposed set of license conditions for settlement 
of antitrust proceedings 

CHANANJA, F D Antitrust Division 00/07/24 &pp 


0008140514 Forwards proposed set of license conditions for settlement 
of antitrust licensing proceedings 
CKANANIA, F D Antitrust Division 00/07/24 6pp 


8008050456 Advises on behalf of Public Utils Board of City of 
Bt ownsvi 1 1 a, TX that city will consider individual case 
settlements on mutually agreed basis re referenced 
outltanding FERC 4 NRC proceeding 
8P 1 EOELr 0 Spiegel 4 McDiarmid 0O/O7/2B 2pp 


0000-090337 Clarifies City of Brownsville position re drafts of possible 
transmission provisions includtd in overall or separate 
settlement agreement Meeting of all parties to reach 
agreement on transmission arrangements urged 
EPIEQEL.Q Spiegel 4 McDiarmid 80/07/28 Ip 


9OO0O4OOQ4 Objections to 4 motion for revision of ASLD 800717 
prehearing conference order 4 notice of final prehearing 
conference Order reintroduced trial preparation obligations 
into period of isiue settlement Certificate of 9vc one 1 
CHANANIAiF Antitrust Division 80/07/31 lOpp 


9008040099 Notice of appearance on behalf of 11 cooperatives In 
proceeding Certificate of Svc encl 

O'NEIL. R A. Midwest Electric Cooperative O'NEIL. R A Miller. Dalis 
4 O'Neil 80/07/31, 4pp 


0008030090 Petition for untimely intervention Petitioners had reason to 
believe that interests would be adequately protected by 
other utils. but significant developments created concerns r« 
dc 1 nterconnect ions, Cert 1 ficatn of Svc end. 

O’NEILrR A Southwest Tetas Electric Cooperative O'NEIL. R A 
Miller, Bali* 4 D'Neil 00/07/31 13pp 


8800040293 Notice of 000000 hearing in Bethesda. MD re pending motions 
Certificate of Svc end 

HILLER. H E Atomic Safety and Licensing Board Panel 90/07/31 
spp- 


9008070290 Response in opposition to NRC 4 DQJ 90072S joint motion re 
clarification of A8LB 800716 decision to reconsider ASLD 
800307 ruling on production of settlement documents Urges 
stay pending appeal if motion granted W/Certif 1 cate of Svc 
KIJDTTB, J B Tetas Utilities Generating Co KNOTTS. J B Debevoise 4 
Liberman 80/00/04 6pp 


9008070290 Response in opposition to NRC t DOJ 800723 joint motion re 
clarification of ABLB 000716 decision to reconsider ABLE? 

800307 ruling on production of settlement documents Urges 
stay pending appeal if motion granted M/Certificate nf Svc 
KNOTTS, J B Affiliation Unknown 80/00/04 6pp 


0OOB11O5Q5 Notice of appearance in proceeding Certificate of Svc encl 
MCMILLEN, N H Justice, Dept of 80/00/05 4pp 


8008110556 Notice of appearance in proceeding Certificate of Svc encl 
CALHOUN, M C Justice. Dept. of. 00/00/05 4pp 


8008110526 Motion for extension until 000807 to respond to TX Border 
Cooperatives B00B01 petition to intervene DOJ presently 
engaged in proposed license conditions preparation for South 
TX Project Certificate of Svc end 

PARMENTER, F H . CALHOUN, M C Justice. Dept of 9O/OB/06 5pp 


BOOBOS0562 Response in opposition to TX Border Cooperative petition to 
Intervene Good cause not shown Cooperative interests can be 
protected in pending FERC hearing Petitioners failed to show 
participation would assist in development of record 
FLYNN. P 0 Houston Lighting 4 Power Co 00/00/07 ISpp 


—8000080567 Response in opposition to BOJ/NflC joint motion for schedul 
for document production Determination of document 
necessity must be made prior to production Certificate of 
Svc end 

GREEN. D & Houston Lighting 4 Power Co 80/03/07 Bpp 


0008140278 Advises that all efforts will be made to respond to TX 
Border Cooperatives petition for late intervention by 
000015 

LEWIS. S H Hearing Branch 2 80/03/12 Ip 


0008150372 Response In support of TX Border Cooperatives petition to 
intervene Nexus requirement for util operations affected by 
dc interconnection satisfied Unt im e 1 i ne s s is measured by 
necessity to preserve rights Certificate of Svc encl 
POIRIER. MR Dr ownsvi lie. TX 90/08/13 13pp 


0008150377 Response in opposition to TX Border Cooperatives untimely 
petition to intervene Current assertion re impact of 800101 
negotiations contradicts encl 790330 petition to intervene 
in FERC antitrust proceeding Certificate of Svc encl 
STAHL, D M Central 4 South West Carp STAHL. D M Central 4 South 
West Services, Inc BTAHL, D M Central Power 4 Light Co BO/OB/13 
13pp 


GOOB1SO303 Response in opposition to TX Border Cooperatives 800731 
untimely petition to Intervene Factors beyond usual criteria 
for intervention must be considered per ALAB-279 Certificate 
of Svc encl 

KNOTTS. J B , AHEARN.C D Texas Utilities Generating Co KNOTTS. J B 
Debevoise 4 Liberman 00/08/13 2Qpp 


0008100676 Answer in support of TX Border Cooperatives 000731 petition 
to intervene Good cause shown for late filing No other means 
exist to protect interests Intervention would assist in 
development of sound record Certificate of Svc encl 
FABRIKANT.R , MCM1LLEN.N H , PARMEN TER, F H Justice.Dept of 
00/00/13 19pp 


8009190309 Order adhering to ASLU 800307 discovery ruling Documents may 
be subj of protective order if confidentiality appropriately 
shown Settlement repts shall be filed on G00912, prsh ear i ng 
will be held on G0Q919 4 evidentiary hearing on 001105 
MILLER. M E Atomic Safety and Licensing Board Panel 80/09/13 
3pp 


6009190385 Memorandum advising parties that ASLD 800307 oral discovery 
ruling will be automatically stayed pending disposition of 
directed certification petitions or further ASLD order 
BISHOP. C J Atomic Safety and Licensing Appeal Panel B0/0B/14 
3pp 


00082(0476 Renews util 000312 petition for directed certification of 
000307 ASLAD ruling requiring production of settlement 
documents Production would have detrimental effect on 
negotiations Certificate of Svc encl 

KNOTTS, J 0 > AHEARN, C D Debevoise 4 Liberman 80/0B/19 3pp 


8008220096 Renewal of 800312 petition far certification of ASLB 0GO3O7 
4 0013 orders re production of settlement documents Urges 
reversal of orders 5 staying effectiveness of same, pending 
resolution Certificate of Svc encl 

STAHL, D If Central 4 South West Services, Inc STAHL, D M Isham, 
Lincoln 4 Beale 00/08/19 7pp 


8008260166 Renewal of petition, foT certification of ASLD 800307 4 0814 
orders re production of settlement documents Compromise 
reached should not be undermined due to Commission policy 
encouraging settlements Certificate of Svc encl 
GREEN, D 0 Houston Lighting 4 Power Co • Baker 4 Dotts * 
Lowenste i n, Newman, Re is. Axe 1 rad 4 Toll 80/08/19 I5pp 


B008250700 Response in support of TX Border Cooperatives 800731 
petition to intervene Petition satisfies stds set forth in 
ALAB-279 Circumstances changed since intervention deadline 
passed Certificate of Eve encl 

CHANANIA, F D , QLUME. M & Antitrust Division 80/08/20 23pp 


8006200666 Interrogatories 4 request for production of documents 
directed to Central Power 4 Light re communication w/NO 
Say las, M Borehelt.HC Price. T Russell 6 8 Chalker 
W/Certl f 1 cate of Svc 8 cover I tr urging response in 14 days 
SPIEGEL, G , POIRIER, M R Brownsville, TX SPIEGEL, 0 Spiegel 4 
McDiarmid BO/0B/2S ISpp 


N Antitrust hearing transcripts 


8008260014 Transcript of 800000 morning hearing in Bethesda, MD Pp 963- 
1, 077 

* Atomic Safety and Licensing Board Panel 80/08/08 llSpp 


DOCKETED ITEMS 


:80 


0 Inspection report*, l£ Bulletins 4- correspondence 


6009070263 Forwards IE Info Nati.ce BO-13, "GE Type SBM Control Switches 
Defective CAM Followers No written response required 
SEYFRIT, K V Rep i on 4, Dallas. Office of tha Director 80/0470? 
i P 


6008060016 Suppls 791219 response to IE Bulletin 79-29, “Failures of 
Westinghouse 8FD Relays in Safety-Related Sys “ All 22 
vendors contacted Nine stated that relays are not supplied 
for use at facility Final response to be sent by B0Q915 
GARY, R J Te tat Utilities Generating Co 80/06/34 Ip 


8000010261 Responds to IE Bulletin 00-08, 'Exam of Containment Liner 
Penetration Welds “ Containments have flued head deiign far 
process piping penetration w/rlued head to outer sleeve 
welds forming part or preisure boundary 

OARY.R J Tern Utilities Generating Co 60/06/27 22pp 


300B260659 Forwards IE Circular 80-17, "Fuel Pin Damage Due to Mafcor 
Jet from Baffle Plats Corner " Mo written response required 
8EYFftrT.il V Region 4, Dallas, Office of the Director 80/07/23 
If 


1008280393 Forwards IE Bulletin 80-IB. “Mainfr of Adequate Min Flow 
Through, Centrifugal Charging Pumps Following Secondary Side 
High Energy Line Rupture “ No written response required 
8EYFR1T.K V Region 4, Dallas. Office of the Director 80/07/24 
tp 


009150428 Forwards supplemental IE Info Notice 90-06, “Notif ieation of 
Significant Events at Operating Power Reactor Facilities " 

No written response required 

SEYFRIT, K V Region 4. Dallas, Office of the Director 00/07/29 

ip 


000140544 Forwards IE Bulletin 80-20, “Failures of West in ghoute Type 
W-2 Spring Return to Neutral Contml Switches “ Requests 
info re estimate of manpower associated w/cor ree t i ve 
actions needed after identifying problem 

SEYFRIT. K V Region 4. Dallas, Office of the Director 80/07/31 
*P 


008200424 ForwaTds IE Bulletin 80-19, "Failures of Mercury-Wetted 
Matr f i Relays In Reactor Protective Sys of Operating Nuclear 
Power Plants Designed by Combustion Engineering " Action 
required by facilities w/OLs or CPs 

SEYFRITfK V Region 4, Dallas. Office of the Director 80/07/31 
IP 


508180499 Forwards IE Info Notice BO-29, "Broken Studs on Terry 
Turbine Steam Inlet Flange “ No specific action or response 
requested 

SEYFRIT, K V Region 4, Dallas, Office of the Director 80/06/07 

ip 


Reportable occurrences, LERs & related correspondence 


108140397 Interim deficiency rept re discrepancies in installation at 
Class 5 non-nuclear safety-related piping supports Revision* 
are being drafted to FSAR & specs Final rept by 600922 
OARYrR J Texas Utilities Generating Co 60/07/14 lp 


IOSO9OO04 Interim deficiency rept re installation of welded conduit 
supports Major support fabricated w/o formaliied instruction 
S intp records not directly traceable to as-built 
condition* Engineering drawings developed & insp revised 
OARY, R J Texas Utilities Generating Co 80/07/83 3pp 


08120459 Submits corrections to 800725 Deficiency Rept TXX-3166 
Verbally reported date should be 791119 instead of 800229 
RITTAIM. P 0 Texas Utilities Generating Co, 00/06/06 lp 


08190370 Deficiency reft re use of architectural concrete in floor 
slabs when determining embedment length of Hilti bolt* 

Survey p# bolts is being conducted Bolt installation 
iroceiure w as revised to reflect embedment lengths 
JARY.fi J Texas Utilities Generating Co 80/06/00 3pp 


3KET 50-446 COMANCHE PEAK STEAM ELECTRIC STA .UNIT 2 
App i i cation/coos true 1 1 on stage documents & correspondence 


>8060024 Forwards FR notice re 600714-17 regional meetings to address 
jortion of Commission 800523 memorandum 4< order describing 
requirements of environ qualification of electrical 
equipment installed in safety sys 

riSENHUT.DG Division of Licensing S0/06/30 ip. 


— 8008060189 Notice of 800714-17 regional meetings to addre** portion of 
Commission 800S23 memorandum 6 order describing requirements 
of environ qua 1 i f ica tion of electrical equipment installed 
in safety sys Svc list* end 

E1SENHUT, D O Division of Licensing 80/06/27 i»7pp 


8Q0B0B0O1O Requests that all applicant* for OLs and CP holder* provide 
up-to-date completion schedules 8, fuel load target dates so 
that MR C may establish licensing priorities Forwards list 
of target schedule* for plant* to be completed within 3 yrt 
EISENHUT, D 0 Division of Licensing 80/07/11 tOpp 


8008080130 Notification of 000804-07 meetings w/ufcil & ANL at *ite & in 
Dalias.TX to provide consultant* w/opportunity to insp 
station environ, topogr.jp hy, hydrol agy N demography 
BURNELL, 8 B Licensing Branch 2 80/07/28 2pp 


8008060367 Responds to NRC 800421 I tr No masonry wall* within Category 
I used to support safety grade component* 

OARY, R J Texas Utilities Generating Co 80/07/29 lp 


BO0B12O6IS Notification of 800814 meeting w/util in B#the*da,MD to 
discuss equipment environ qual if ication program 
DURUELL, S B Licensing Branch 2 80/07/31 3pp 


8008150060 Submits interim criteria for shift staffing to all OL U CP 
licensees 4 app 1 leant*, per NRC 800307 Itr Discusses 
admini * trat i ve provisions For emergency it overtime work 
Development L implementation to be reviewed within 90 day* 
ETSENKUT.OO Division of Licensing 80/07/31 lOpp 


800B180139 Notification of 80082S meeting w/util in Bethesda.MD to 
discuss statu* of review t< subsequent action to complete 
licensing process 

BURWEU.,3 B Licensing Branch 2 80/07/31 3pp 


8008210376 Responds to B0O711 1 tr & advise* that current estimate of 
contt completion t fuel toad date is Dec 1981 
GARY, ft 0 Texas Util it ie* Generating Co 80/08/19 2pp 


F Security, medical, emergency l< fire protection plans 


3006090102 Requests all applicants for CPs l< ,0L* submit info re 
proposed nuclear power plant vicinity evacuation estimates 
Info requested by 800801 for NRC to identify evacuation 
con* train t s, sp sc ia l planning measures 6 posilble mods 
E18ENHUT, DO Division of Licensing 80/07/02 Ip, 


8Q08210336 Forwards interim physical security plan Plan withheld 
Cref 10CFRZ 790) 

GAftYiR J Tex** Utilities Generating Co 80/08/12 Ip 


8008210366 Forward* addl info re emergency evacuation time*, per NRC 
800702 request Includes three highway maps of Hood 6 
Somervell Counties, TX 

GARY, ft J Texas Utilities Oeneratlng Co 80/08/14 i5pp 


8009220)46 Forwards revised safeguards contingency plan Plan withheld 
(ref 10CFR2 790) 8R Clements affidavit end 

CLEMENTS, 8 R Teea* Utilities Oeneratlng Co 80/08/iB 4pp 


G Adjudicatory correspondence 


B008040117 Notices of appearance in proceeding 

HCCOLLiA C . HART. <J. L Citiien* for Fair Utility Regulation, 
00/07/23 i p 


—8008040122 Response in opposition to applicant 800701 objections to 
ASLB 800616 order defining contentions Objections wars filed 
untimely Applicant 8Q0716 motion to modify contentions 
must be denied Certificate of Svc U draft order end 
FOUKE, R , MCCCHXi A C Citiiens for Fair Utility Regulation 
80/07/23 19pp 


8008010091 Response stating no objection to Citirtns for Fair Util 
Regulation 800723 motion for extension of time to respond to 
applicants' 800701 statement re prehearing conference order 
Certificate of 8vc end 

REYNOLDS, N S . HQR IN, W A Texas Utilities Generating Co, 

REYNOLDS, N 8 Debevoise *- Liberman 80/07/29 3pp 

8009040106 Response in opposition to Citiien* Association far Sound 
Energy 800714 motion for recons lderation or certification of 
denied or reworded contentions Admission properly deniad No 
abuse oP discretion *hown Certificate of Svc encl 
REYNOLDS, N S , HOftIN, W A Texa* Utilities Generating Co 

REYNOLDS, N S Debevois* S- Liberman 80/07/29 12pp 
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0000070414 Order requeuing parties to respond to Citixen* foT Fair 
Util Regulation 0OO72B motion for extension until 900004 to 
reipand to applicant statement of objections Ruling on 
motion will be issued following receipt of responses 

BOWERS, E 0 Atomic Safety and Licensing Board Panel 90/00/01 lp 


" BO 03 07041 5 Notice of reconstitution of ASLB due to schedule conflict 
VB Deale appointed Chairman in lieu of ES Bowers Certittcate 
of S vc » n c l 

LAZO, R 11 Atomic Safety and Licensing Board Panel 90/08/01 
3pp 


G00BQ7Q584 First set of interrogatories 6 requests for production of 
documents directed to Citiiens Association for Sound Energy 
Requests info re alleged failure to adhere to QA provisions 
W/Cert i f ieate of Svc Related correspondence 
REYNOLDS, N S ■ HORIN.W A Texas Utilities Generating Co 
REYNOLDS. N 5 Debevoiso & Liberman 80/06/01 2Bpp 


B00SQB0463 Forwards original verification attached to util 000728 
response to Citliens Association for Sound Energy first set 
of interrogatories 8, request for clarification 
HORINi W A Debevoise 4- Liberman BO/08/01 2pp 


8000060046 Response in opposition to Citiiens Association for Bound 
Energy 800714 notions for reconsideration or certification 
of ASL8 800&16 order denying contentions Alleged violations 
of environ stds do not relate to plant M/Certificate of Svc 
TURK. 8 E Hearing Branch 1 0O/OB/O4 22pp 


80-08120395 Response In opposition to Citiiens for Fair Util Regulation 
B0G7S3 motion requesting applicant compliance w/extenslon of 
time regulations Urges ABLB to rule on applicants' 600701 
objections Certificate of 9vc end 

REYNOLDS, N 8 . HORIN.W A Texas Utilities Generating Co 
REYNOLDS, N B Debevoise S< Liberman 80/OB/07- 5pp 


8006130533 Response to Citiiens Association for Sound Energy 800707 
requests for production of documents re first set of 
interrogatories Hakes available certain metis Remaining matl 
will be produced after clarification H/Certi f ic ate of Svc 
REYNOLDSrN 8 , HORIN.W A Texas Utilities Generating Co 
REYNOLDS, N 8 Debevoise & Liberman BO/OB/11 6pp 


8000200189 First set of interrogatories L request for production of 
documents directed to Citiiens for Fair Util Regulation 
Addresses Contentions 2, 5. 7 Si 8 re F8AR,OA/QC provisions, 
fissure repair S> groundwater drawdown W/Certi f 1 cate of Svc 
REYNOLDS, N 6 , HOR IN, W A Texas Utilities Generating Co 
REYNOLDS, NS Debevoise &• Liberman 80/OB/13 22pp 


6006200203 First set of interrogatories & request for production of 
documents directed to TX Association of Community 
Organ! la tions for Reform Now Requests detailed computation 
of cost/benefit analysis Certificate of Svc end 
REVNOLDS.N 9 , HORIN.W A Texes Utilities Generating Co 
REYNOLDS, N 6 Debevoise 4 Liberman 80/08/13 31pp 


8008200033 Response in opposition to Citiiens Association for Sound 
Energy 800804 motion to compel reply to certain 900707 
first interrogatories Motion premature due to applicants' 
intent to respond within schedule Certificate of Bvc enc 1 
REYNOLDS, N S , HORIN.W A Texas Utilities Generating Co 
REYNOLDS, N 8 Debevoise 6 Liberman 80/08/14 5pp 


0008200060 Response in opposition to TX Association of Community 
Organisations for Reform Now 800004 objection* to NUREQ- 
0694 application Contentions must be considered per 
Commission policy statement Certificate of Svc enc 1 
REYNOLDS, N 8 , HORIN.W, A, Texas Utilities Generating Co. 
REYNOLDS, N S Debevoise & Liberman 80/05/14 6pp 


8008200 L 76 Response in opposition to TX Association of Community 
Organl la t ions for Reform Now 800804 motion requesting 
submittal of briefs on CLI-60-21 effecls Objects to untimely 
amend to Contention II Certificate of Svc end 
REYNOLDS, N 8 , HORIN.W A Texas Utilities Generating Co 
HEYNDLDBiN 8 Debevoise t, Liberman 0O/OB/14 7pp 


00002007.15 Motion for extension until 000903 to answer applicants 
first set of interrogatories 6 request for production of 
documents Interrogatories are voluminous Certificate of Bvc 
anc 1 

ELLIS, J Citiiens Association for Sound Energy 80/08/20 3pp 


80062S0402 Advises that no position will be advocated by NRC re 
Citiiens Association for Sound Energy B00904 response t< 
motion on applicants' answers to interrogatories 
ROTHSCHILD. M U Hearing Branch 1. 00/08/21. lp 


9000280207 Response in opposition to T< Association of Community 
Organ lzations for Rb f oi m Now 000904 motion seeking briefs on 
CLI-60-21 h admission of Contention II Rulemaking on environ, 
qualification addresses issue M/Cer t 1 f i c ate of Svc 
ROTHSCHILD, M U Hearing Branch 1 SO/OB/2-5 7pp 


BQO220D213 Response in opposition to Citiiens for Fan Util Regulation 
motions l objections re applicants' disapproval of 
prehearing conference order Opposes lnter.'enor motion to 
reconsider ASLB 900616 order Ceitiricate of Svc end 
TURK, S E KeaT trig Branch 1 80/08/25 IBpp 


0008290663 Response stating no objection to Citizens Association for 
Bound Energy 80-0920 motion seeking extension until 800903 
to respond to applicants' first sat of interrogatories 
Certificate of Svc enc l 

REYNOLDS, N S , HORIN.W A Texas Utilities Generating Co 
REYNOLD, M B Debevoise K Liberman 00/09/26 3pp 


H Utility Final Safety Analysis Report 1FSAR) 4 amends 


8009110322 Forwards Amend 11 bo FEAR Affidavit end 

GARY,!? J Texas Utilities Generating Co 90/07/31 2pp 


—8008110324 Amend 11 to F3AR 

» Teias Utilities Generating Co 60/07/31 4C0pp 


H Antitrust correspondence 


8008050096 Notification of contract e x e cu t i on, Mod 3 to "Engineering 
Assistance Re Hearings for South TX Antitrust !« Comanche 
Peat Antitrust Proceedings 11 Contractor RW Beck & 

As soc iates 

GLAOOLA, A F Technical Assistance Contracts Branch FIN G-6523 
80/07/21 lp 


— 8000050123 Mod 3, modifying work scope to "Engineering Assistance Re 
Hearings For South TX Antitrust 1 Commanche Peak Antitrust 
Proceedings 11 

JORGENSEN, G D RW Beet 4 Associates DOUGHERTY, D J Technical 
Assistance Contracts Branch FIN B-6S23 80/07/21 2pp 


300B140449 Forwards proposed set of license conditions for settlement 
of antitrust proceedings 

CHANANIA, F 0 Antitrust Division 80/07/24 6pp 


9008140514 Forwaids proposed set of license conditions for settlement 
of antitrust licensing proceedings 
CHANANIA, F D Antitrust Division 80/07/24 6pp 


8008050456 Advises on behalf of Public Utils Board of City of 
Br ounsvl 1 1 e. TX that city wit] consider individual case 
settlements on mutually agreed basis re leforenced 
outstanding FERC U NBC proceeding 
SPIEGEL, G Spiegel 6 KcDiarmid S0/0//28 2pp 


8000080337 Clarifies City of Brownsville position ro drafts of passible 
transmission provisions Included in overall or separate 
settlement agreement Meeting of ell parties to roach 
agreement on transmission arrangements urged 
SPIEGEL, G Spiegel U McDlarmid 80/07/28 lp 


8008040084 Objections to 6 motion for revision of ASLB 000717 
prehearing conference order 4 notice of final prehearing 
conference Order remtioduced trial preparation obligations 
into period of issue settlement Certificate at Svc end 
CHANANIA, F Antitrust Division 80/07/31 lOpp 


8000040095 Notice of appearance on behalf of II cooperatives in 
proceeding Certificate of Svc enc I 

O'HtlL.R A Midwest Electric Cooperative d'MEIL.RA Miller, Dalis 
«< O'Neil B0/07/3I 4pp 


0000030090 Petition for untimely intervention Petitioners had reason to 
believe that interests would be adequately protected by 
other utils, but significant developments created concerns re 
dc interconnections Certificate of Svc enct 

O'NEIL, R A Southwest Texas Electric Cooperative O'NEIL, R A 
Miller, Balls 6 O'Neil G0/O//3I 13pp 


6008060293 Notice of 000008 hearing in B e th e 3 da, KD re pending motions 
Certificate of Svc enct 

MILLER, M E Atomic Eafcty and Licensing Board Panel 80/07/31 
Spp 
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8008070298 Response In opposition to MRC U DOJ 800725 joint motion re 
c l<sr I f i cation of ASLB S0071& decision to reconsider ASLB 
800307 ruling on production of settlement documents Urges 
steij ponding appeal If notion granted W/C er t i t ic at e of Svc 
KNOT TS, J B Te <as Utilities Generating Co KNOTTS, J B Debevois* S< 
Liberman 80/00/04 6pp 


8OQ01SO5Q5 Notice of appearance in proceeding Certificate of Svt end 
MCMILLEN, N H Justice. Dept of 80/08/05 4pp 


8008110556 Notice of appearance in proceeding Certificate of Svc end 
CALHOUN, 11 C Justice. Dept df 80/00/05 4pp 


6008110526 Motion for extension until 600807 to respond to TX Border 
Cooperatives 800801 petition to intervene DOJ presently 
engaged in proposed license conditions preparation for South 
TX Project Certificate of Svc enc I 

PARMENTER.F H , CALHOUN, M C Justlce.Dept of 80709/06 5pp 


3008080562 Response in opposition to TX Border Cooperative petition to 
intervene Good cause not shown Cooperative interests can be 
protected in pending FERC hearing Petitioners failed to show 
participation would assist in development of record 
FLYNN, P 0 Houston Lighting 6 Power Co 80/08/07 ISpp 


— 8000080567 Response in opposition to DOJ/NRC joint motion for schedule 
for document production Determination of document 
necessity must be made prior to production Certificate of 
8ve end 

GREEN, D 0 Houston Lighting 6 Power Co 90/08/07 8pj> 


S00814027B Advises that all efforts will be made to respond to TX 
Border Cooperatives petition for late intervention by 
800815 

LEWIS. S H Hearing Branch 2 80/03/12 Ip 


0008150372 Response in support of TX Border Cooperatives petition to 
intervene Nexus requirement for util operations affected by 
dc interconnection satisfied Untimel iness is measured by 
necessity to preserve rights Certificate of Svc enc 1 
POIRIER, M R Srcwnsvl lie, TX 90/09/13 13pp 


8008150377 Response in opposition to TX Border Cooperative* untimely 
petition to intervene Current assertion re impact of 800-101 
negotiations contradicts end 79Q330 petition to intervene 
in FEAC antitrust proceeding Certificate of Svc enc 1 
STAHL, D M Central U South West Corp STAHL, D M Central 6 South 
West Services, Inc STAHL, D M Central Power It Light Co 80/09/13 
13pp 


8008130383 Response in opposition to TX Border Cooperatives £300731 
untimely petition to intervene Factors beyond usual criteria 
for intervention must be considered per ALAB-27? Certificate 
of Svc end 

KNOTTS, J B , AHEAP-N, C D Texas Utilities Generating Co KNOTTS, J B 
Bebevotse ?< Liberman 80/08/13 20pp 


B0OB13O676 Answer in support of TX Border Cooperatives 800731 petition 
to intervene Good cause shown for late filing No other means 
exist to protect interests Intervention would assist in 
development of sound record Certificate of Svc encl 
FA0R 1KANT, R , MCMILLEN, N H . PARMENTER . F H Justlce.Dept of 
80/08/13 19pp 


600519030? Order adhering to ASLB 900307 discovery ruling Documents may 
be subj of protective order if confidentiality appropriately 
shown Settlement repts shall be feled on 9009 1 2, prehear i ng 
will be held on B00915 t- evidentiary hearing on 801105 
MILLER, M E Atomic Safety and Licensing Board Panel 60/09/13 
3pp 


600B190385 Memorandum advising parties that ASLB 800307 oral discovery 
ruling will be aut amat i< ai i y stayed pending disposition of 
directed certification petitions or further ASLB order 
BISHQP,C J Atomic Safety and licensing Appeal Panel 90709/14 
3pp 


8008210476 Renews util 800312 petition for directed certification of 
S003D7 ASLAB ruling requiring production of settlement 
documents Production would have detrimental effect on 
negotiations Certificate of Svc encl 

KNOTTS, J B , AHEARN.C D Debevoise i< Liberman 80/09/19 5pp 


8008220096 Renewal of 600312 petition for certification of ASLB 800307 
6 0B13 orders re production of settlement documents Urges 
reversal of orders & staying effectiveness of same, pend ing 
resolution Certificate of Svc encl 

STAHL, D M CentTal !< South West Services, Inc STAHL, D M I sham. 
Lincoln 6 Beale B0/OB/1? 7pp 


8008260166 Renewal of petition for certification of ASLB 800307 & 0014 
orders re production of settlement documents Compromise 
reached should not be undermined due to Commission policy 
encouraging settlements Certificate of Svc encl 
GREEN. D 0 Houston Lighting 6 Rower Co # Baker t Botts * 

Lowens tel n, Neuman. Reis, Axelrad J< Toil 80/08/19 ISpp 


8009250700 Response in support of TX Border Cooperatives 800731 
petition to intervene Petition satiifie* stds set forth in 
A LAB *279 Circumstances changed since intervention deadline 
passed Certificate of Svc encl 

CHAN ANIA, F D , BLUME. M B Antitrust Division 00/08/20 23pp 


8008280666 Interrogatories & request for production of documents 
directed to Central Power 4- Light re communication ui/WB 
8ayle*,M 3orehelt.WC Price, T Russell 5 0 Chalker 
M/Certificate of Svc 6 cover ltr urging response in 14 days 
SPIEGEL, 0 , POIRIER, M R Browns vi 1 1 e, TX SPIEGEL, 0 Spiegel t» 

McDiermid 90/09/25 ISpp 


N Antitrust hearing transcripts 


9009260014 Transcript of 80-0808 morning hearing in Bethesda, HD, Pp 963- 
1 . 077. 

a Atomic Safety and Licensing Board Panel 80/08/08. 115pp. 


G Inspection reports. IE Bulletins & correspondence 


9008070363 Forwards IE Info Notice 00-13, "G£ Type SBM Control Switches 
Defective CAM Followers 11 No written response required 
BEYFRIT. K Y Region 4, Dallas, Office of the Director 80/04/02 
*P 


0008060016 Supple 79121? response to IE Bulletin 79-25, "Failure* of 
Wei tinghouse BFD Relays in Safety-Related 8ys " All 22 
vendors contacted Nine stated that relay* art not supplied 
far use at facility Final response to be sent by 800915 
GARY, R J Teias Utilities Generating Co 80/06/24 lp 


8009010261 Responds to IE Bulletin 80-09, “Exam of Containment Liner 
Penetration Welds 11 Containments have flued head design for 
process piping penetration w/flurd head to outer sleeve 
welds farming part of pressure boundary 

GARY, R J Texas Utilities Generating Co 80/06/27 22pp 


800S260659 Forwards IE Circular 80-i7, "Fuel Pifi Damage Due to Water 
Jet from Baffle Plate Corner " No written response required 
SEYFRIT. K V Region 4, Dallas, Office of the Director 80/07/23 
ip 


8008280293 Forwards IE Bulletin 00-18, "Meint of Adequate Min Flow 
Through Centrifugal Charging Pumps Following Secondary Side 
High Energy Line Rupture " No written response required 
9EYFRIT, K V Region 4, Dallas, Office of the Director 80/07/24 

•P 


6008130428 Forwards supplemental IE Info Notice 90-06, "Notification of 
Significant Event* at Operating Power Reactor Facilities " 

No written response required 

3EYFRIT.K V Region 4, Dallas, Office of the Director 00/07/29 
IP 


80O8140S44 Forwards IE Bulletin 80-20, "Failures of Westlnghous* Type 
W-2 Spring Return to Neutral Control Switches " Requests 
info re estimate of manpower associated w/corrective 
actions needed after identifying problem 

SE/FRIT, K V Region 4. Dallas, Office of the Director 00/07/31. 
IP 


8008200424 Forwards IE Bulletin 80-19, "Failures of Mercury-Wetted 
hiatrii Relays in Reactor Protective Sys of Operating Nuclear 
Power Plants Designed by Combustion Engineering " Action 
required by facilities w/OLs or CPs 

8EYFRIT. H. V Region 4, Dallas, Office of the Director 80/07/31 
«P 


B 008130439 Forwards TE Info Notice 80-29, "Broken Studs on Terry 
Turbine Steam inlet Flange " No specific action or response 
requested 

8EYFRIT. K V Region 4, Dallas, Office of the Director 80/08/07 
if 


9 Reportable occurrences, LERs 9 related correspondence 


80-00140397 Interim deficiency rapt re discrepancies in installation of 
Class 5 non-nuclear safety-related piping supports Revisions 
are being drafted to FSAR ti specs Final rept by 800922 
GARYiR J Texas Utilities Generating Co, 80/07/14 lp, 
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6008050004 Interim deficiency rapt re installation of welded conduit 
supports Major support fabricated w/o formallied Instruction 
4 imp records not directly traceable to as-built 
conditions Engineering drawings developed V lnsp revised 
OARYiR J Teias Utilities Generating Co 80/07/23 3pp 


BOOBt 20439 Submits corrections to 000723 Deficiency Rept TXX-3166 
Verbally reported date should be 7911(5 instead of 00022? 
BRITTATNiP 0 Teias Utilities Generating Co 80/08/06 ip 


8009190370 Deficiency rept re use of architectural concrete in floor 
•labs when determining embedment length of Hilti bolts 
Survey of bolts is bring conducted Dolt installation 
procedure mas revised to reflect embedment lengths 
CARY.R J Teias Utilities Generating Co 80/00/00 3pp 


DOCKET 9TN-S0-447 GEBSAR-238 


A Application/construction stage documents 4 correspondence 


0008260359 Forwards response to Qfc of Technology Assessment request 
for info re decay heat removal sys> std control room designi 
review methods J, design changes, In response to NRC 000815 
telcon Confirms 80082? meeting bo discuss standardisation 
QUIRK, JF Qeneral Electric Co 80/00/18 48pp 


B Utility Preliminary Safety Analysis Report, amends 


8009250257 Forwards Std SAR 

SHGRNOQD, 0 0 General Electric Co 80/03/31 ?pp 


--8008250261 Std SAR 

e General Electric Co 80/03/31 B775pp 


90QS25Q265 Chapter 1 to Std SAR, "Introduction Si Qeneral Description of 
Flint " 

* General Electric Co 80/03/31 462pp 


8008250272 Chapter 2 to Std SAR, "Site Characteristics 
a Qeneral Electric Co 00/03/31 32pp 


BOOP250277 Chapter 3 to Std SAR, "Design of Struc tur es, Components, 
Equipment t, Sys " 

« Qeneral Electric Co 80/03/31 1656pp 


8008250234 App 3A to Std SAR, "Beismic Soil-Structure Interaction 
Analysis of Nuclear Island " 

• General Electric Co 80/03/31 62pp 


8003230290 App 38 to Std SAR, "Containment Loads " Certain info 
withheld iref 10CFR2 790) Proprietary info submitted under 
separate cover 

a Qeneral Electric Co 80/03/31 530pp 


0000230293 App 3C to Std SAR, "Computer Programs Used in Design of 
Seismic Category I Structure* “ 

• Qeneral Electric Co 00/03/31 26pp 


BOO023O297 App 3D to Std SAR, "Analysis of R ec iTC ula t i ng MotQT b. Pump 
Under Accident Conditions 11 
• General Electric Co 80/03/31 250pp 


8006250320 Chapter 4 to GESSAR 11 for 238 Nuclear Island, "Reactor 
* Qeneral Electric Co 80/03/31 362pp 


8008250325 App 4A to Std SAR, "Introduction Power Distribution 
Strategy " 

* General Electric Co 80/03/31 49pp 


0008250320 Chapter 5 to Std SAR, "RCS V Connected Sys 
* Qeneral Electric Co 80/03/31 232pp 


0006250332 Chapter 6 to Std SAR, "Engineered Safety Features " 
a Qeneral Electric Co 80/03/31 646pp 


8006250335 Chapter 7 to Std SAR, " Intrumenta tion 4 Controls 
* Qeneral Electric Co 80/03/31 1290pp 


8008250342 Chapter 8 to Std SAR, “Electric Power." 
* General Electric Co 80/03/31 214pp 


0008250350 App 9A to Std SAR, 'Fire Ha raid Analysis 
* Qeneral Electric Co 80/03/31 326pp 


Q009250357 Chapter 10 to Std SAR, 'Steam 4 Power Conversion Sys " 
» General Electric Co 80/03/31 24pp 


0009250359 Chapter 1 1 to Std SAR. "Radwaste 11 
• General Electric Co 80/03/31 200pp 


0008250361 Chapter £2 to Std SAR, "Radiation Projection " 
» General Electric Co 80/03/31 198pp 


8008250347 Chapter 13 to Std SAR, Con-duet of Operations " Tent not 
enc 1 

» Qeneral Electric Co 80/03/31 ip 


8008250391 Chapter 14 to Std SAR, "Initial Test Program 
* General Electric Co- 80/03/31 206pp 


8000250396 Chapter 15 to Std SAR, “Accident Analysis 
* General Electric Co- 80/03/31 42lpp 


6009250399 App ISA to Std SAR, 'Plant Nuclear Safety Operational 
Analysis " 

* General Electric Co- 80/03/31 16?pp 


B0092S0400 App 153 to Std SAR, "3WR/6 Generic Rod Rod Withdrawal Error 
Analysis " 

* Qeneral Electric Co 80/03/31 124pp 


B009250401 ChapteT 16 to Std SAR, "Tech Specs 
* Qeneral Electric Co 60/03/31 337pp 


0008230403 Chapter 17 tu Std SAR, "QA " 

* Qeneral Electric Co 80/03/31 6pp 


DOCKET 50-448 DOUGLAS POINT NUCLEAR STATION, UNIT 1 


F Security, medical, emergency -i- fire protection plans 


8008050102 Requests, all applicants for CPs 4 GLs submit Info re 
proposed nuclear power plant vicinity evacuation estimates 
Info requested by 800801 for NflC to identify evacuation 
constraints, spec lal planning measures 4 possible mods 
ETSENHUT, D 0 Division of Licensing 80/07/02 lp 


DOCKET 50-449 DOUGLAS POINT NUCLEAR STATION, UNIT 2 
F Security. medical, emergency / fire protection plans 


8008050102 Requests all applicants for CPs 4 OLs submit Info re 
proposed nuclear power plant vicinity evacuation estimates 
Info requested by 800801 for NRC to identify evacuation 
constraints, spec i ai planning measures & possible mods 
EISEWHUT, D 0 Division of Licensing 80/07/02 ip 


M Antitrust correspondence 


BOO014OS14 Forwards pi op used set of license conditions for settlement 
of antitrust licensing proceedings 
CHANANIA, F D Antitrust Division 80/07/24 6pp 


DOCKET 50-452 GREENWOOD ENERGY CENTER, UNIT 2 


A Application/construction stage documents l correspondence 


6008090010 Requests that all applicants far OLs and CP holders provide 
up-to-date completion schedules t fuel load target dates so 
that NRC may establish licensing priorities Forwards list 
af target schedules for plants to be completed within 3 yrs 
EI6EHHUT, B G Division of Licensing 90/07/11 lOpp 


8008150060 Submits interim criteria for shift staffing to all OL t- CP 
licensees 4 app 1 1 cants, per NRC 800507 1 tr Discusses 
administrative provision* for emergency 6 overtime work 
Development 4 implementation to be leviewed within 90 days 
EI5ENHGT, DG Division of Licensing 80/07/31 lGpp 


0000250346 Chapter 9 to Std SAR, “Auiiliary Sys 
• Qeneral Electric Co 80/03/3! 552pp 
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F Security, medical. emergency f< tire protection plans 


8006050] 03 Requests all applicant* for CP* >< OLs Submit info re 
proposed nuclear power plant vicinity evacuation estimates 
Info requested by 800801 for NRC to identify evacuation 
c on* tra i n ts. sp e c 1 a } planning measure* % possible mods 
EISENHUT,!) G Division of Licensing 80/07/02 Ip 


DOCKET 50-453 GREENWOOD EllERCy CENTER. UNIT 3 


A App 1 1 cat! on/con* 1 1 uc t ion stage documents £ correspondence 


0008080010 Requests that all applicants for OLs and CP holder* provide 
up-to-date completion .cdedules h fuel load target date* *o 
that NRC .nay establish licensing priorities Forward* list 
of target schedules foi plants to be completed within 3 yrs 
EISENHVT, D G Division of Licensing 80/07/11 lOpp 


0008150060 Submits lntenr criteria for shift staffing to all QL 8c CP 
licensees £ app 1 icants. per NRC 800507 ltr Discusses 
administrative provision* for emergency £ overtime wort 
Development & implementation to be reviewed within 90 days 
EtSEIJHUTiO G Division of Licensing 00/07/31 IQpp 


F Security, medical, emergency 8 fire protection plan* 


SOO0O5O1O2 Requests all applicants for CFs t OLs submit info re 
proposed nuclear power plant vicinity evacuation estimates 
Info requested by 600001 for NRC to identity evacuation 
com tra in ts. sp ec lal planning measures £ possible mods 
EISENHVT, DC Division of Licensing- 60/07/03 Ip 


DOCKET 50-454 QVRON STATION, Ul'JT 1 


A App 1 Icat lon/con-s true 1 1 on stage documents l correspondence 


8000060024 Forwards FR notice re 000714-17 Tegional meeting* to address 
portion of Commission 800523 memorandum 8- order describing 
requirement* of environ qua 1 1 f tea tlon of electrical 
equipment installed in safety sy* 

EISENHVT p D S Division of Licensing 30/06/30 Ip 


—8008060189 Notice of 000714-17 regional mootings to address portion of 
Comminion 800923 memorandum 8 order desciibing requirement* 
of environ quail fication of electrical equip me nt installed 
in safety sy* Svc lists enc 1 

EISENHUT.D G Division of Licensing 00/06/27 I17pp 


8000000010 Requests that all applicants for OLs and CP holders provide 
up-to-date completion schedules h fuel load target dates so 
that NRC may establish licensing priorities Forwards list 
of target schedules for plants to be completed within 3 yrs 
EIEENKUT.D G Division of Licensing 00/07/11 lOpp 


8000150060 Submits interim criteria for shift staffing to all OL 8. CP 
licensee* £ appl l cants, per NRC 000507 ltr Discusses 
administrative provisions foi emergency £. overture work 
Development 4 implementation to be reviewed within 90 days 
EISENHVT, D 0 Division of I ie arising 80/07/31 10pp. 


8000)20526 Comments on WURFG-0577 re reactor coolant p umps. real tor 
vessel *, p res sur 1 1 c r <• steam generators EFR1 comments on 
proposed imp 1 emgntat 1 on plan endorsed 

NAV3HTQN, W T C oir.monwea I th Edison Co 80/08/01 2pp 


3000120230 Advi *e* of NRC acceptance of Revisions (1-13 to CE-l-A. 
"Comm Ed OA Program foi Nuclear Generating Stations " 

Revision* concern general org an i rat renal 4 programmatic 
change* 

HAAS9, W P Gusli ty Assuiance branch 80/00/07 Ip 


1009250471 Forward* Ch-l-A.OA program fOT nuclear generating stations. 
Revision 13 

NAVOHtflN, If f Ccnvnonwea 1 th Edison Co 80/06/13 Ip 


-8000250438 QA program, for nuclear generating s ta 1 1 o n *. Rev 1 s ion 13 
♦ Conmonwea l th Fdisori <o CF-I-A R13 00/03/04 |43pp 


000190451 Submit* const completion schedules, m response to NRC 000711 
request Date* shown weir reported to liflC in 030620 itr 
A3EL, J S Commonwealth Edison Co 8 d'Qi 3/14 2pp 


F Security, medical, emergency £ fire protection plan* 


BO08050I02 Request* all applicant* for CPs 4 OLs submit info re 
proposed nuclear p »wer plant vicinity evacuation os t imate* 
Info requested by BOOBOl for NRC to identify evacuation 
c on* tra lilts. *p ec ia I planning measure* V possible mods 
EISENHVT, f> G Division of Licensing a0/07/02 ip 


0000120432 Advises of inability to submit security plan revision* until 
800311 Overall program review schedule will not be affected 
PEOPLES. D L Commonweal th Edison Co 80/07/31 Ip 


90080501 40 Forwards corrigendum S- errata changes for safeguard* 
contingency plans.App C Cncl* withheld <ref 10CFR2 790) 
PEOPLES. D L Commonwealth Edison Co 80/08/01 ip 


8000060337 Responds to NRC 600702 request for Info re evacuation time 
estimates LaSalle County Station inf o. submi t ted in util 
000311 ltr. also provide* guidance for Dyron h Hraidwood 
flualltative evaluation will be submitted by 800901 
PEOPLES. D L Commonwealth Edison Co 00/08/01 2pp 


0000140 169 Forwards security plan revision <App 0) re guard training 
qualification plan Plan withheld (ref 10CFR2 790) 

ADEL.J S Commonweal th Edison Co 80/0B/11 lp 


0008270699 Notification of 000819,20 & 22 workshops in Valley Forgo. PA. 
Chicago, IL & A 1 1 an to. GA, r hs pee 1 1 ve 1 y . to solicit public 
comment re NUREG-0696, "Functional Criteria for Emergency 
Response Facilities " 

KEPPLER.J G Region 3, Chicago, Office of the Director 90/06/11 
2pp 


G Adjudicatory correspondence 


SOO0O6O23( Forward* 000725 FR notice re procedural assistance change in 
adjudicatory licensing proceedings 
HARMAN, M Hearing Branch 2 00/08/04 4pp 


H Genera 1 correspond enc e 


B008270533 Advises that JS Abel has replaced DL Peoples as util 
director of nuclear licensing Organiiation reporting to 
director reus ins unchanged 

REED.C Commonwealth Edison Co 00/08/13 lp 


■0 Inspection reports. IE Bulletin* it correspondence 


8 DO0O 50531 Forwards IE Inap Repts 50-454/00-09 & 30-455/80-00 on 
000320-21 £. notice of violation 

FIORELLI.G Region 3, Chicago. Reactor Construction ti Engineering 
Support Branch. 00/06/18 2pp 


•8 008050335 Notice of violation from insp on 800520-21 

a Region 3. Chicago, Reactor Construction fc Engineering Support 
Branch 80/06/13 Ip 


—8000050540 IE Insp Repts 90-454/80-09 4 50-495/00-00 on 800520-21. 
Moncoeipl ianc e noted corrosion protection was not specified 
for exposed carbon steel matl 4 exposed lpot welds used to 
install Seismic Category 1 cable tray hanger supports 
NAIDU.K R Region 3, Chicago, Office of the Director HAVES, D W 
Region 3. Chicago, Reactor Construction & Engineering Support 
Branch 80/06/ 13 App 


GOOBO7O503 Forwards I£ Circular 00-17. "Fuel Pin Damage Due to Hater 
Jet From Baffle Plate Corner '■ No written responee required 
KEPPLER. J 0 Region 3. Chicago, Office of the Director 80/07/23 
ip 


0OO02OO521 Forwards IE Bulletin 00-18, "Ha int of Adequate Min Flow 
Through Centrifugal Charging Pumps Following Secondary Bide 
High Energy Line Rupture " No action required 

KEPPLER, J 0 Region 3, Chicago, Office of the Director 80/07/24 


BOOB20O274 Forward* IE Insp Repts 50-454/80-10 4 50-435/80-09 on 
BC0609-12 No noncompliance noted 

FIORELLI.G Region 3. Chicago, Reactor Construction 4 Engineering 
Support Branch 00/07/24 2pp 


— 9008280279 IE Insp Rept* 50-454/00-10 6 50-455/80-09 on 800609-12 
No noncamp 1 i ance noted Major areas inspected status of 
corrective action re previous reported insp finding L tour 
of con* t site 

WILLIAMS, C C , JONES. C E Region 3, Chicago, Office of the 
Director 80/07/23 2pp 
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0008100074 Forward* IE 
W-2 Spring Return to 
required 

KEPPLERr v) 0 Region 

«P 


Bui lotm' 00-20, ‘Failure* 
Neutral Control Switches 

3i Chicago/ Office of the 


of West Inghouse Type 
Action 

Dir ec tor 80/07/31 


BOOS 120230 Advises of NRC acceptance of Revisions 11—13 to CE-l-A, 
"Comm Ed GA Program for Nuclear Generating Stations " 

Revisions concern general o r gan i i at i on al 6 programmatic 
changes 

KA ASS, W P Quality Assurance Branch 60/00/07 Ip 


BQ082Q04B? Forwards IE Bulletin 00— 19, "Failures of ITercur y— We t ted 
rtetri » Relays In Reactor Protective Sys of Operating Nuclear 
Power Plants Designed by Combustion Engineering " Action 
required by facilities w/OLs or CPs 

XEPPLER, J 6 Region 3, Chicago/ Office of the Director 00/07/31 

»P 


6000100126 Forwards IE Bulletin 80-20/ "Failures of Westinghouse Type 
W-2 Spring Return to Neutral Control Switches." sent to 
listed licensees for action on 000731 

PAPPAS. -H Region 3, Chicago. Office of the Director 00/00/01 ip 


0000250471 Forwards CE-l-A.QA program for nuclear generating stations. 
Revision 13 

NhUSHTOII. H F Com-monuea i fch Edison Co 00/08/13 lp 


— 8003250409 GA program for nucleai generating s ta tion* . Revi sion 13 
» Commonwealth Edison Co CE-l-A R13 80/00/04 143pp 


8008190451 Submits const completion schedules, in response to NRC 000711 
request Dates shown nurt reported to NRC in 800620 Itr 
ABEL, J S Commonwealth Ed is in Co 00/00/14 2p p 


8000140376 Aek receipt of 000718 Itr informing NRC of steps taken to 
correct violations noted in IE In9p Repts 50-454/00-09 fc 
30-455/80-08 

FIOSELLl.O Region 3, Chicago, Reactor Construction t< Engineering 
Support Branch 00/08/07 lp 


— 8000140377 Responds to NRC 800616 itr re violation* noted irp IE Insp 
Repts 30-454/80-09 It 50-453/80-08 Corrective ac tl ons. c arbon 
steal tube section* substituted for galvanised UNI8TRUT 
members Struts will be coated 

PEOPLES, D L Commonwealth Edison Co B0/07/18 5pp 


0OOG1BO242 Forwards IE Info Notice 80-29, "Broken Studs on Terry 
Turbine Steam Inlet Flange " No specific action or response 
requested 

KEPFLER. 0 0 Region 3, Chicago, Office of the Director 80/08/07 

lp. 


8 Reportable occurrences, LERs & related correepondence 


8008080039 Ack receipt of B00627 final deficiency rapt re post- 
teniloning anchorhcad failure Will complete review of matter 
during future insp 

F10RELLI/0 Region 3, Chicago, Reactor Construction U Engineering 
Support Branch 80/07/08 lp 


0008090493 Aek receipt of 000723 final deficiency rept re intermittent 
contact operation of Type W-2 switches 

FIORELLIjO Region 3, Chicago, Reactor Construction S< Engineering 
Support Branch 80/07/30 lp 


— B0Q805Q49B Final deficiency rept re intermittent contact operation of 
Type W-2 twitch Util will continue to monitor Wastinghouse 
recommended wiring changes Will implement permanent change 
at required 

NAUGHTON, W F Commonwealth Edison Co 00/07/23 2pp 


DOCKET 50-455 BYRON STATION. UNIT 2 


A App 1 icat i on/con* true t i on stage documents & correspondence 


0008060024 Forwards FR notice re 800714-17 regional meetings to address 
portion of Commission 000523 memorandum A order describing 
requirements of environ qua 1 1 f I ea t ion of electrical 
equipment installed in safety sys 

EI8ENHUT.DG Division of Licensing B0/06/30 lp 


F Security, medical, emergency l tire protection plans 


8000050102 Requests all applicants for CPs A OLs submit info re 
proposed nuclear po^wer plant vicinity evacuation estimates 
Info requested by 000801 for NRC to identify ecacuation 
cons tra i nts. sp ec ial planning measures ’* possible mods 
EISENHUT , D G Division of Licensing 00/07/02 Ip 


8008120432 Advises of inability to submit security plan revisions until 
80001 1 Overall program review schedule will not be affected 1 
PEOPLES, D L Commonwealth Edison Co 80/07/31 Ip 


3008030140 Forward* corrigendum A errata changes for safeguards 
contingency plans, App C Enc l s withheld fref 10CFR2 790) 
PEOPLES, D L Commonwealth Edison Co 80/08/01 lp 


8003060337 Responds to NRC 800702 request for info re evacuation time 
estimates LaSalle County Station i nfo, submitted in util 
800311 itr, also provides guidance for Byron A Braidwaod 
Qualitative evaluation will be submitted by 800901 
PEOPLES, D L Cqmnonwea 1 th Edison Co 00/08/01 2pp 


8000140188 Forwards security plan revision (App 8) re guard training 
qualification plan Plan withheld (ref 10CFR2 790) 

ABEL, J S Commonwealth Edison. Co 80/08/11 Ip 


8008270699 Notification of 800819,20 A 22 workshops In Valley Forge, PA, 
Chicago, IL t> Atlanta, GA. respectively, to solicit public 
comment re NURE0-0696, "Functional Criteria for Emergency 
Response Facilities " 

KEPPLER.J 0 Region 3. Chicago, Office of the Director 80/0B/U 

2pp 


0 Ad judica tos'y correspondence 


6008060231 Forwards 800725 FR notice re procedural assistance change in 
adjudicatory licensing proceedings 
KARHAN, Id Hearing Branch 2 60/00/04 4pp 


H General correspondence 


0008270533 Advises that J5 Abel has replaced D-L Peoples as util 
director of nuclear llccnssng Organ i i a t i on reporting to 
director remains unchanged 

REED, C Commonwealth Edison Co 80/08/13 ip 


— 900B0601B? Notice of 800714-17 regional meetings to address portion of 
Commission 800S23 memorandum * order describing requirements 
of environ qualification of electrical equipment Installed 
in safety sys 9vc lists end 

EISENHUT, D 0 Division of Licensing 80/06/27 117pp. 


0000080010 Requests that all applicants for OLs and CP holders provide 
up-to-date completion schedules I fuel load target dates so 
that NRC may establish licensing priorities Forwards list 
of target schedules for plants to be completed within 3 yrs 
EI6ENHUT, D G Division of Licensing 80/07/11 10pp 


6009150060 Submits interim criteria for shift staffing to ail 0L & CP 
ltcanseas it app 1 icants, per NRC 800507 Itr Discusses 
administrative provisions for emergency It overtime work 
Development V implementation to be reviewed within 90 days. 
EISENHUT, D 0 Division of Licensing 80/07/31 10pp 


B008120526 Comments on NUREG-0577 re reactor coolant pump s , reac tor 
vessele i pressurlier it steam generators. EPRI comments on 
proposed implementation plan endorsed 

NAUQHTON, W F Commonwealth Edison Co 00/08/01, 2pp. 


0 Inspection reports, IE Bulletins 4 correspondence 


8008030531 Forwards IF Insp Repts 30-454/00-09 U 50-455/80-08 on 
800520-21 it notice of violation 

FIORELLIiO Region 3, Chicago, Reactor Construction t Engineering 
Support Branch 00/06/18 2pp 


— 8008050535 Notice of violation from insp oo 000320-21 

a -Region 3, Chicago, Reactor Construction U. Engineering Support 
Branch. 80/06/13 lp 


— 800B05D540 IE Insp Repts 50-454/80-09 t< 50-455/80-08 on 000520-21 
Noncomp 1 iance noted corrosion protection was not specified 
for exposed carbon steel matl 4 exposed spot welds used to 
install Seismic Category I cable tray banger supports 
NA1DU, V. R Region 3, Chicago, Office of the Director HAVES, D W 
Region 3, Chicago, Reactor Construction t. Engineering Support 
Branch 00/06/13 6pp 


8008070503 Forwards IE Circular 80-17, "Fuel Fin Damage Due to Water 
Jet From Baffle Plate Corner " No written response required 
KEPPLER, J 0 Region 3, Chicago, Office of the Director 80/07/23 
If" 
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BG032005?! Forwards IE Bulletin 00-18, Maint of Adequate Min Floui 
Through Centrifugal Charging Pumps Following Secondary Bide 
High Energy Line Rupture " Mo action required 

KEPPLER, J Q Region 3. Chicago, Office or the Director 80/07/24 
IP 


800B2B0274 Forwards IE Imp Repts 50-494/30-10 6 30-455/80-09 on 
000609-12 No noncomp 1 lane e noted 

FIORELLI.G Region 3. Chicago, Reactor Construction S, Engineering 
Support Branch 00/07/24 2pp 


— BQ082B027? IE Insp Repts 50-454/80-10 6 50-455/60-09 on 000009-12 
No noncDmpl lance noted Major areas inspected status of 
corrective action re precious reported insp finding 5 tour 
of const site 

WILLIAMS, C C i JONES, C E Region 3, Chicago, Office of the 
Director 60/07/23 2p p 


B0OBIB0O74 Forwards IE Bulletin 00-20, "Failures of Meetinghouse Type 
PI-2 Spring Return to Neutral Control Switches 1 Action 
required 

AEPPLER, J C Region 3, Chicago, Office or the Director B0/07/3I 
IP 


0000200409 Forwards IE Bulletin BO-19, "Failures of Mercury-Wetted 
Katrlj Relays in Reactor Protective Sy* of Operating Nuclear 
Power Plants Designed by Combustion Engineering " Action 
required by facilities w/BLs or CPs 

KEPPLER, JC Region 3, Chicago, Office of the Director B0/07/31 
lf> 


8000180126 Forward* IE Bulletin 90-20, "Failures of Mestinghouse Type 
M-2 Spring Return to. Neutral Control Switches," sent to 
listed licensees for action on 800731 

PAPPAS. H Region 3, Chicago, Office of the Director 60/00/01 Ip 


8000140376 Atk receipt of BOO710 Itr informing NRC of steps taken to 
correct violations noted in IE Insp Ropts 50-434/80-09 (, 

50-4 55/BO-OB 

FIDRELLJ.O Region 3, Chicago, Reactor Construction, t< Engineering 
Support Branch 80/08/07 Ip 


— B00B14O377 Responds to NRC 000619 Itr pe violations noted in IE Insp 
Repts 50-434/80-09 & 50-455/6O-OB Corrective actions carbon 
steel tube sections substituted ror galvanised UNISTRUT 
members Struts will be coated 

PEOPLES* D L Commonwealth Edison Co 80/07/18 Spp 


8008160242 Forward* IE Info Notice BO-29, "Broken Studs on Terry 
Turbine Stoam Inlet Flange " No specific action or response 
reques ted 

KEPPLER.J 0 Region 3, Chicago, Office of the Director 80/08/07 
if 


S Reportable occurrence*, LERs b related correspondence 


8OOBO0OO39 Ack receipt of 600627 final deficiency rept re post- 
tenslaning anchorhead failure Will complete review of matter 
during future insp 

FIOftELLl.fl Region 3, Chicago, Reactor Construction 6 Engineering 
Support Branch 00/07/09 ]p 


3000030492 Ack receipt of 000723 final deficiency rept re intermittent 
contact operation of Type M-2 switches 

FIORELLI.G Region 3, Chicago, Reactor Construction b Engineering 
Support Branch 80/07/30 ip 


— BDOBOS 0458 Final deficiency rept re Intermittent contact operation of 
Type W-2 switch Util will continue ta monitor Mestinghouse 
recommended wiring changes Mill implement permanent change 
at required 

NAUCHTON.W F Commonwealth Edison Co 80/07/23 2pp 


DOCKFT 50-456 BflAIDNDOD STATION, UNIT i 


A Application/consbruction stage documents & corr espomdence 


8008060024 Forwards FR notice re 000714-17 regional meetings to address 
portion of Commission B00523 memorandum L order describing 
requirement! of environ qual i f 1 ca l ion of electrical 
equipment installed in safety *y* 

EISENHUT, D C Division of Licensing 80/06/30 Ip 


— 0008060189 Notice of B00714-17 regional meetings to address portion of 
Cornells* inn 800523 memorandum 1 order describing requirement* 
of environ qualification uf electrical equipment installed 
In safety ays Svc list* enc] 

EISENHUT, DO Division of Licensing 80/06/27 1 17pp 


0QQ0OBOO1O Requests that all applicants for OLs and CP holders provide- 
up-to-date completion schedules 6 fuel lojid target dates so 
that NRC may establish licensing priorities Forwards list 
of target schedules for plants to he completed within 3 yrs 
EISENHUT, D 0 Division of Licensing 80/07/11 lOpp 


BOO015OO6O Bubmits Interim criteria for shift staffing to all OL 6 CP 
licensee* L app 1 icon ts, per NRC 800507 Itr Discusses 
administrative provisions for emergency & overtime work 
Development J. Implementation to be reviewed within 90 days 
EISENHUT, D 0 Division of Licensing 80/07/31 lOpp 


9000120526 Comments on NURE0-0377 re reactor coolant p umps, reac tor 
vessels, pressur 1 jer fc steam generators EPRI comments on 
proposed Implementation plan endorsed 
NAUOHTQNi W F Coraraonwea 1 th Edison Co 80/00/01 2pp 


6000120230 Advises of NRC acceptance of Revisions 11-13 to CE-l-A, 
"Comm Ed OA Program for Nuclear Generating Stations n 
Revisions concern general organ! latlonal $t programmatic 
changes 

HAASS, W P Quality Assurance Branch 00/00/07 lp 


8008250471 Forwards CE-l-A, OA program for nuclear generating stations. 
Revision 13 

NAUOHTON, M.F Commonwealth Edison Co 00/09/13 lp 


— 8008250488 OA program for nuclear generating itat Ions, Revision 13 
s Commonwealth Edison Co CE-l-A R13 80/08/04 143pp 


8003190451 Submits const completion schedules, in response to NRC 000711 
request Dates shown were reported to NRC in 800620 Itr 
ABEL , J 8 Commonwealth Edison Co 80/08/14 2pp 


F Security, medical, emergency V fire protection plans 


8008050102 Requests all applicants for CPs 6 OL* submit info re 
proposed nuclear power plant vicinity evacuation eetinatai. 
Info requested by 000001 for NRC to identify evacuation 
constraints, special planning measure* 6 possible mods 
EISENHUT, D G Division of Licensing 00/07/02 lp 


800B120432 Advises of inability to submit security plan revisions until 
B0081I Overall program review schedule will not be affected 
PEOPLES, D L Commonwealth Edison Co 80/07/31 lp 


8008050140 Forwards corrigendum 6 errata changes for safeguartfi 
contingency plansrApp C Ends withheld (ref 10CFR2 790), 
PEOPLES, D L Commonwealth Edison Co 80/08/01 lp 


8006060337 Responds to NRC 800702 request fur info re evacuation time 
estimate* LaSalle County Station info, subml t ted in util 
300311 Itr, also provides guidance for Byron L Braidwood 
Qualitative evaluation will be submitted by G00901 
PEOPLES, D, L Commonwealth Edison Co 60/00/01 2pp 


8008140183 Forwards security plan revision (App B) re guard training 
qualification plan Plan withheld (ref 10CFR2 790) 

ABEL, J 9 Comcnonwea 1 th Edison Co 80/00/11 lp 


0006270699 Notification of 800019,20 6 22 workshops in Valley Forga, PA, 
Chicago, IL l< Atlanta, OA, respectively, to solicit public 
comment re N-UREG-0696, "Functional Criteria for Emergency 
Response Facilities " 

KEPPLER.J C Raglan 3, Chicago, Office of the Director 00/00/11 

2pp 


G Adjudicatory correspondence 


8008070451 Forwards 000725 FR notice re procedural assistance change in 
ad judicatory licensing proceedings 
KARMAN, M Hearing Drench 2 00/08/04 Spp. 


H General correspondence 


8003270333 Advises that JS Abel has replaced DL Peoples as util 
director of nuclear licensing Organ! tat ion reporting to 
director remains unchanged. 

REED. C Commonweal th Edison Co 80/08/13 lp 


Q Inspection reports, IE Bulletins 6 correspondence 


8006070503 Forwards IE Circular 80-17, "Fuel Pin Damage Due to Meter 
Jet From Baffle Plate Connor " No written response required. 

ME PPL Eft, J 0 Region 3, Chicago, Office of the Director 80/07/23. 
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800B20Q521 Forwards IE Bulletin BO-18. "Maint of Adequate Min Flow 
Through Centrifugal Charging Pumps Following Secondary Side 
High Energy Line Rupture " No action required 

KEPPLER, J O Region 3, Chicago. Office of the Director 00/07/24 

Ip 


BQO8O0Q41O Act receipt of 800717 ltr informing NRC of steps taken to 
correct violations noted in IE Inps Repts 30-456/90-01 & 
50-457/80-01 

FJCRELLI.O Region 3. Chicago. Reactor Construction h Engineering 
Support Branch 80/07/28 Ip 


— 6008000412 Notifies NRC of exception to Reg Outdo l 08. token in 
Amend 26 to F8AR submitted 000627 Two-h rated facility is 
acceptable for storage of QA records during period of const 
PEOPLES, D L Commonwealth Edison Co 80/07/17 lp 


8000070224 Ack receipt of 800711 ltr informing NRC of steps taken to 
correct violation noted in IE Insp repts 50-456/80-04 t< 
50-457/80-04 

FJGRELLI.G Region 3. Chicago. Reactor Construction U Engineering 
Support Branch 00/07/30 lp 


— 8000070230 Responds to NRC 800610 ltr re violations noted in IE Insp 
Repts 80-456/00-04 & 50-457/00-04 Corrective actions all 
T»pair spot Molds on UNISTRUT hangers will be Identified U 
coated prior to fuel load ing. unless adequacy demonstrated 
PEOPLES, D. L Commonwealth Edison Co 80/07/11 Spp 


6008180074 Forwards IE Bulletin 80-20. "Failures of Meetinghouse Type 
W-2 Spring Return to Neutral Control Switches " Action 
r squ 1 red 

KEPPLER.J 0 Region 3, Chicago, Office of the Director 80/07/31 
if 


B0062004B9 Forwards IE Bulletin 80-19, "Failures of Mercury-Wetted 
Matrix Relays In Reactor Protective Bys of Operating Nuclear 
Power Plants Designed by Combustion Engineering " Action 
required by facilities w/OLs or CPs 

KEPPLER.U 0 Region 3, Chicago, Office of the Director 80/07/31 
■ P 


8008180126 Forwards IE Bulletin 80-20, "Failures of Westinghouee Type 
W-2 Spring Return to Neutral Control Switches. " sent to 
listed licensees for action on 800731 

PAPPAS, H Region 3, Chicago, Office of the Director 80/08/01 lp 


8008180242 Forwards IE Info Notice BO-29, "Broken Studs on Terry 
TuTblne Steam Inlet Flange " No specific action or response 
requested 

KEPPLER.U 0 Region 3, Chicago, Office of the Director 80/08/07 

If 


8 Reportable occurrences, LERs 4 related correspondence 


8008050492 Ack receipt of 800723 final deficiency rept re intermittent 
contact operation of Type W-2 switches 

FIORELLliO Region 3, Chicago, Reactor Construction t. Engineering 
Support Branch 80/07/30 ip 


— 8008050498 Final deficiency rept re intermittent contact operation of 
Type W-2 twitch Util will continue to monitor Meetinghouse 
recommended wiring changes Mill implement permanent change 
at required 

NAUGH70N, W F Commonwealth Edison Co 00/07/23 2pp 


DOCKET 90-457 BRAIDWOOD STATION, UNIT 2 


A. App 1 lea t lon/cons true t i on stage documents & correspondence 


0000060024 Forwards FR notice re 800714-17 regional meetings to address 
portion of Commission 800523 memorandum i. order describing 
requirements of environ qualification of electrical 
equipment installed In safety sys 

EIBENKUT, D 0 Division of Licensing 80/06/30 lp 


— 8008060189 Notice of 800714-17 regional meetings to address portion of 
Commission 800523 memorandum <t order describing requirement* 
of environ qual i f icat i on of electrical equipment installed 
in safety sys Svc lists encl 

E I SENHUT . 0 0 Division of Licensing 00/06/27 117pp. 

8003080010 Requests that all applicants for OLs end CF holders provide 
up-to-date completion schedules b fuel load target dates so 
that NRC may establish licensing priorities Forwards list 
of target schedules for plants to be completed within 3 yrs 
E ISENHUT . D 0 Division of Licensing BO/07/U. 10pp 


8008150060 Submits interim criteria for shift staffing to all OL i< CP 
licensees *, app 1 i c ants , p er NRC 800507 ltr Discusses 
administrative provisions for emergency 6 overtime work 
Development >• implementation to be reviewed within 90 days 
£ [SENHUT. □ C Divisiqn of Licensing 00/07/31 10pp 


900Bt20526 Comments on NUREG-0577 re reactor coolant pumps, reactor 
vesse 1 s, pr cssur i j er 6 steam generators EPRI comments on 
proposed implementation plan endorsed 

NAUOHTON, W F Commonwealth Edison Co 80/08/01 2pp 


800BI20230 Advises of NRC acceptance of Revisions 11—13 to CE— i-A, 
"Comm Ed GA Program for Nuclear Generating Stations " 

Revisions concern general or gan 1 1 a 1 1 o na 1 6 programma 1 1 c 
c hange « 

WAASS, H P Quality Assurance Branch 80/0B/O7 lp 


8008230471 Forwards CE-t-A.QA program for nuclear generating stations. 
Revision 13 

NAUOHTON.IV F Commonwealth Edison Co 00/08/13 lp 


— 8000250488 GA program for nuclear generating s ta t i o n s . Revi 1 1 on 13 
• Commonweal th Edison Co CE-l-A R13 80/OB/04 143pp 


8008190491 Submits const completion schedules, in response to NRC 900711 
request Dates shown were reported to NRC in 800620 ltr 
ABEL, J 8 Commonweal th Edison Co 80/00/14 Spp 


F Security, medical, emergency l fire protection plans 


0008050102 Requests all applicants for CPs b OLs submit info re 
proposed nocleaT power plant vicinity evacuation estimates 
Info requested by 800901 for IJRC to identify evacuation 
c on* tTain ts i spec ial planning measures b possible mod* 
EIEENHUT. D 0 Division of Licensing 80/07/02 ip 


8009120432 Advises of inability to submit security plan revisions until 
8009 1 1 Overall program review schedule wilt not be affected 
PEOPLES, D L Commonwealth Edison Co 80/07/31 lp 


0009050140 Forwards corrigendum h errata changes for safeguards 
contingency plans. App C Encls withheld (ref 10CFR2 790) 
PE0PLE3. D L Commonwealth Edison Co 80/08/01 lp 


8008060337 Responds to NRC 800702 request for info re evacuation time 
estimates LaSalle County Station inf o, submi tted in util 
900311 ltr, also provides guidance tor Dyron fc Braiduood 
Qualitative evaluation will be submitted by 800901 
PEOPLES, D L Commonwealth Edison Co 80/00/01 2pp 


800B1401B8 Forwards security plan revision (App 0) re guard training 
qual 1 f ( ca t ion plan Plan withheld (ref 10CFR2 790) 

ABEL, J 0 Commonwealth Edison Co 80/08/11 Ip 


0000270699 Notification of 000019,20 4. 22 workshops in Valley Forge, PA, 
Chicago, 1L b At lanta, GA. rospec t i ve 1 y, to solicit public 
comment re NUREG-0696, "Functional Criteria for Emergency 
Response Facilities " 

KEPPLER. J O Region 3. Chicago, Office of the Director 80/OB/ll 

2pp. 


G Adjudicatory c arrespondence 


B00B070451 Forwards 000723 FR notice re procedural assistance change In 
ad juid i catory licensing proceedings 
KARMAN, M Hearing Branch 3 00/08/04 5pp 


H General correspondence 


8008270533 Advises that J6 Abel has replaced DL Peoples as util 
director of nuclear licensing Organi ia 4 ion reporting to 
director remains unchanged 

REED, C Commonwealth Edison Co 00/08/13 ip 


0 Inspection reports, IE Bulletins 4. correspondence 


8OOSO7OS03 Forwards IE Circular 00-17, ''Fuel Pin Damage Due to tlater 
Jet From Baffle Plate Corner " No written response required, 
KEPPLER, J, G Region 3, Chicago, Office of the Director 80/07/23 

lp 


6000400521 Forwards IE Bulletin 00-10, "Katnt of Adequate Min. Flow 
Through Centrifugal Charging Pumps Following Secondary Bide 
High Energy Line Rupture " Na action required 

KEPPLER, J G Region 3. Chicago, Office of the Director 80/07/24 

lp 
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£008000410 At* re-ript at f 300717 Itr informrsg IISC of steps taken to 
correct violations noted in. IE Irps fiepts 50-456/80-01 t 
30-457760-01 

FJGflELLl.C Region 3 Chicago. Reactor Construction It Engineering 
Support Branch B0'C7'2E1 Ip 


8003040134, Forward* memorandum of agreement bet or a^oidlra 
Council on Historic Preservation re mitigating or 1 

adverse effects of proposed transmission line t. e«P*M* 
corridor on Port Hudson Natl Historic Lan dmark, L* ao/C7/3i 

u 1 1*9, t F Advisory Council on Historic Pretervati 


--SQ30O3O4I2 NotiTies NRC or eiception to Reg Guide 1 B0. taken in 
Atend 26 to F5AR submitted 600427 TuO-h rated facility is 
acceptaSle for itorage of GA records during period of const 
PEOPLES. CL Cor-ror uealtl, Edison Co 80/07/17 Ip 


£'■,08070224 Ac k receipt of 900711 Itr informng NRC of steps taken to 
correct .lolation noted in JE tnsg repts 50-456/60-04 f< 
50-457/60-04 

FIORElLI.G Region 3 Chicago. Reactor Construction L Engineering 
Support Branch 80/07'30 lp 


£00 307023 J Responds to NRC 800610 Itr re violations noted in IE Imp 
Repts 50-456/00-04 ! 50-457/60-04 Corrective actions all 
repair ipot uelds on UNISTRUT hargers ui 1 J be identified U 
coated prior lo fuel load ing. unle ss adequacy tfenanitrated 
PEOPLES. 0 L Caong nusa 1 t h Edison Co 60/07/11 5pp 


i 1 B ' 


—8008040137 Memorandum of agreement between I nn^dilrsi 

Histone Preservation re mitigating or avo 1 d *"• — 
effectt of propoied transmission line S' eipended corr 
Psrt Hudson Natl Historic Landmark, LA 

GARVEY, fl Advisory Council on Historic Preservation J 1 

&~.l,, <1. 15 r j n c fl 60/07/30 3 dp 


6006130060 Submits interim criteria for shift stiffing to ill CL » - * 
licensees 4 app 1 (cants, per NRC 800507 itr Olicvs.is 
administrative provisions far emergency it overtime wori 
Development It implementation to bo reviewed within VO dags 
EI5ENHUT.D 0 Division of Licensing 00/07/31 »Opp 


6008180463 Forwards memorandum of agreement for proposed Insial isio 1 
line ft corridor, constituting Council comments required by 
Section 106 of Natl Historic Preservation Act „ 

K I NO, T F Advisory Council on Historic Preservation BO/i/Q/14 


8008180074 Forwards IE Bulletin 80-20. "Failures of Weslinghouie Type 
H-2 Spring Return to Neutia! Control Switches “ Action 
required 

KEPPLER, J a Region 3, Chicago. Office of the Director 80/07/31 
Ip 


8006200489 Forwards IE Bulletin 00-19. ‘Failures of Jlercury-Het ted 
K»tr»i Relays in Reactor Protective Sy-s of Operating Nuclear 
Power Plants Designed by Combustion Engineering ’ Action 
required by facilities u/OLs or CPs 

KEPFLER, J 0 Region 3, Chicago. Office of the Director 80/07/31 
IP 


8008180468 Memorandum of agreement between Advisory Council <jm s-iet* 
Preservation, NRC 4 LA Historic Preservation, stipulating 
measures re proposed transmission line k corridor to 
mitigate adverse effects on Port Hudson Natl Landmark, LA 
OASVEY.R Advisory Council on Historic Preservation REJ-AN W M 
Siting Analysis Branch 00/08/11 3pp 


8008260390 Ack Tecelpt of NRC 800021 itr re 000011 memoranduo of 
agreement among Advisory Council on Historic Pressrvation 
LA State Historic Preservation Officer fe NRC Iftll commits to 
stipulations of agreement 

DRAPER, E L Gulf States Utilities Co BO/OB/ZI Spp 


8008190124 Fdruard* IE Bulletin 80-20, "Failures of Hestlnghouse Type 
W-2 Spring Return to Neutral Control Switches.' sent to 
listed licensees far action on 800731 

PAPPAS. H Region 3. Chicago. Office of tie Director 80/08/01 lp 


8009180242 Forwards IE Info Notice 30-29, "Broken Studs on Terry 
Turbine Steam Inlet Flange " No specific action or response 
requ sited 

KEPPLER. J G Region 3, Chicago. Office of the Director 80/08/07 
IP 


S Reportable occurrences, LERs It related correspondence 


600B030492 Ack receipt of 800723 final deficiency rept re intermittent 
contact Operation of Type W-2 switches 

FIOHELL1.G Region 3. Chicago. Reactor Construction b Engineinng 
Support Branch 80/07/30 ip 


■-60060S0496 Final deficiency rept re i nt* rmi tt ent contact operation of 
Type 11-2 switch Util mil continue to monitor Wes t inghou s e 
recommended wiring changes llill implement permanent change 
*1 required 

NAUGHTOM, U F Commonwea I th Edison Co 80/07/23 2pp 


F Security, medical, emergency k fire protection plant 


9008050102 Requests all applicants for CPt t> 0L» submit Info r# 
propoied nuclear power plant vicinity evacuation estimate! 
Info requested by 800001 for IlftC to identify evacuation 
cons tra ints, spec i al planning measures It possible mads 
EI6ENHUT, D 0 Division of Licensing 00/07/02 lp 


800 B 1 10401 Responds to 800702 request for Info re estimates af 
evacuation times for vicinity of facility Util received 
draft of proposed evacuation routes on 000724 Mill respond 
w/time estimates within 30 days 

DRAPER. £ L Oulf States Utilities Co 00/08/01 lp 


0 Ad judicatory correspondence 


8000040043 Forwards partially executed memorandum of agreement between 
Advisory Council on Historic Preservat ion, NRC 4 Btate of LA 
re proposed transmission line it expanded corridor on Port 
Hudson Natl Historic Landmark, LA Requests signature 
KINO, T F Advisory Council on Historic Preservation 80/07/30 
4pp. 


DOCKET 50-458 RIVER BEND 5TATI0N UNIT 1 


A App J ication/constructi on stage documents k correspondence 


8009060024 Forwards FR notice re 000/14-17 regional meetings to address 
portion of Co'istssion 000523 memorandum, L. order describing 
requirements of environ qua! lflcation of electrical 
equipment installed in safety sys 

EISENhUT.D G Division of Licensing BO/06/30 ] p 


BO 08060247 Forwards memorandum of agreement for HRC/Qulf Statu Utile 
Co project at Port Hudson Natl Historic Landmark, East 
Feliciana Parish, LA Concurs w/stipulatlons in agreement 
DEBLIEUX.R 8 Louisiana, State of 90/DB/04 lp 


— 8608060249 Memorandum of agreement for NRC/Oulf States Utils Co pro-,*, t 
at Port Hudson Natl Historic Landmark 
GARVEY, R Advisory Council on Historic Preservation 
DEBLlEUX.fi D Louisiana, State of REGAN, W. H Siting Analysis 
Branch 60/08/04 3pp 


•8OV0O6O169 Notice of S007l4-|7 regional nesting* to address portion of 
Commission 806523 memorandum 4 order describing requirements 
of environ qualification of electrical equipment installed 
in safety sys SvC lists end 

EISENHUr.D 0 Division -of Licensing 80/06/27 U7pp 


8008250218 Forwards memorandum of agreement between NRC.ACrf 1 t LA 
9tefce Historic Preservation Officer re Port Hudson Natl 
Historic Landmark for ACHP chairman signature 
0YKOSK1 , L Biting Analysis Branch 60/09/03 lp 


8660080610 Request* that all applicants for OLs and CP holders provide 
up-to-date completion schedules 4 fuel load target dates so 
that NR.C may establish licensing priorities Forwards list 
of target schedules for plant* to be completed within 3 yrs 
EISSNHUT, D G Division of Licensing 80/07/11 lOpp 


— 0009250227 Memorandum of agreement between NRC, ACHP 1, LA State HlitS’ii 
Preservation Officer to avoid or satl sfactorl ly mitigate 
adverse effects on Port Hudson Natl Historic Landmark 
a Louisiana, Btate of GARVEY, R Advisory Council on Historic 
Preservation flEQAN, H H Siting Analysis Branch 80/00/04 3) p 


6000640039 Submits current info ro const completion dates, per NRC 
003711 request Const for Unit 1 estimated at 17 1% complete 
ai of 800630 Schedule for Unit 2 not available at present 
DRAPER. E L Gulf States Utilities Co 90/07/24 lp 


Q Inspection reports, IE Bulletins 4 correspondence 


SO £!2I°?? 6 P JI!! J £ d f. le ,nf n f! otlce 90 ‘ 13, ' ,OE T VP« 88M Control Swl tlbti 
Defective CAM Followers No written response required 
SEYFRIT, K V Region 4, Dallas, Office of the Director 
1 P 


00/04/02 
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B0QBD60020 Respond* to IE Bulletin BO-09. "Hydramotor Actuator 
Deficiencies " GE will not complete review of N59S icopa of 
equipment until mid-Aug I9B0 Complete response will be 
provided at that time 

DRAPER. E L Gulf States Utilities Co 00/06/20 Ip 


3QO0O6OO2B Responds to IE Bulletin 80-00, "Exam of Containment Liner 
Penetration Welds " Facility does not contain fiued head 
design which is subj of bulletin Design is used for primary 
containment penetrations 4 for drywell penetrations 
DRAPER. E L Gulf States Utilities Co B0/07/07 Zpp 


6000060510 Forward s IE Bulletin BO-17, "Failure of 7f> of IBS Control 
Rods to Fully Insert During Scram at DWR 11 No written 
response required 

SEfFRIT.lt V Region 4, Dallas, Office of the Director 80/07/07 
IP 


GQO01BO584 Forwards IE Insp Rept 50-45B/80-05 on 800527-30 l< 0602-03 4 
notices of violation 8. deviation 

SEIDLE.W C Region 4, Dallas, Reactor Construction t< Engineering 
Support Branch 80/07/10 2pp 


— 0008180589 Notice of violation from insp on 800527-30 tt 0602-05 
« Region 4, Dallas, Office of the Director 80/07/10 3pp 


— 8000180592 Notice of deviation from insp on 800527-30 8t 0602-05 
e Region 4, Dallas, Office of the Director 80/07/10 2pp 


— 9009160596 IE Insp Rept 50-45B/80-05 on 800527-30 *< 0602-05 
Wane ompl iance noted failure to follow procedures to certify 
field QC insp personnel 4 to use qualified insp personnel in 
site insp activities 

CR036I1AN, W A , BEACH, A B , OBERG.C R Region 4. Dallas. Office of 
the Director 00/07/10 15pp 


800a070J41 Forwards Suppl 1 to IE Bulletin 80-17. "Failure of 76 of 103 
■Control Rods to Fully Insert During Seram at BWR " Mo 
written response required 

SEYFRIT.K V Region 4, Dallas, Office of the Director- 00/07/10 
IP 


0000150422 Forwards supplemental IE Info Notice 00-06, "Notification of 
Significant Events at Operating PoweT Reactor Facilities " 

No written response required 

SEYFRIT.K V Region 4, Dallas, Office of the Director 90/07/29 
IP 


QOQB0B0456 Requests addl info for FSAR re actions being taken to 
preclude cracking as described in IE Bulletin 00-07 
BCHWENCER.A Licensing Branch 3 8D/07/30 2pp 


8000140553 Forwards IE Bulletin 80-20, “Failures of Hestlnghous* Type 
W-2 Spring Return to Neutral Control Switches. " Requests 
Info re estimate of manpower associated w/corr»ct ive 
actions needed after identifying problem 

SEYFRIT.K V Region 4, Dallas. Office ef the Director 80/07/31 
IP 


8008200434 Forwards IE Bulletin 80-19, "Failures of Mercury-Wetted 
Matrix Relays in Reactor Protective fiys of Operating Nuclear 
Power Plants Designed by Combustion Engineering " Action, 
required by facilities u/OLs or CPs 

SEYFRIT.K V Region 4, Dallas, Office of the Director. 80/07/31 
Ip 


BOOBl904a2 Responds to IE Bulletin 79-03A, "Long i tud i nel Weld Defects 
in ASME 8A-312, Type 304 Stainless Steel Pipe " Pipe* are 
■ pecifled by design to be within 057. max allowable etrass 
criterion at design application temps 

DRAPER. E L Gulf States Utilities Co 80/00/05 2pp 


8009150456 Forwards IE Info Notice 80-29. "Broken Studs on Terry 
Turbine Steam Inlet Flange " No specific action or response 
requested 

SEYFRIT.K V Region 4, Dallas. Office of the Director 80/08/07, 
IP 


S Reportable occurrences. LERs 4. related correspondence 


8008080422 Final deficiency rept re use of improperly qualified 67 4 B 
concrete aggregate in Category 1 structures Investigation 
complete, No reportable deficiency exists 
DRAPER, E L Gulf States Utilities Co 80/07/07 Ip 


DOCKET 50-459 RIVER BEND STATION. UNIT 2 


A App 1 1 c a 1 1 on /c on » true 1 1 on stage documents 4 correspondence 


8008060024 Forwards FR notice re 8007S4-17 regxonol meetings to address 
portion of Commission 900523 memorandum 1 order describing 
requirements cf environ qualification of electrical 
equipment installed in safety ays 

EISEMHUTiD G Division of Licensing 00/06/30 ip 


— 6008060189 Notice of 800714-17 regional meetings to address portion of 
Commission 800523 memorandum 4 order describing requirements 
of environ qua 1 if xca t ion of electrical equipment installed 
In safety sys Sv c lists encl 

EISEMHur.DC Division of Licensing 80/06/27 1 17pp 


8000000010 Requests that all applicants for OLs and CP holders provide 
up-to-date completion schedules 4 fuel load target dates »o 
that NRC may establish licensing priorities Forwards list 
of target schedules for plants to be completed within 3 yrs 
EtSENHUT, D O Division of Licensing 80/07/11 lOpp 


B008040039 Submits current info re const completion dates, per NRC 
000711 request Const for Unit 1 estimated at 17 IX complete 
as of 800630 Schedule for Unit 2 not available at present 
DRAPER, E L Gulf States Utilities Co 80/07/24 ip 


6008040136 Forwards memorandum of agreement between NRC 4 Advisory 
Council on Historic Preservation re mitigating or avoiding 
advene effects of proposed transmission line tt expanded 
corridor on Port Hudson Natl Historic Landmark, LA 

KING, T F Advisory Council on Historic Preservation 00/07/30 ip 


— 8008040137 Memorandum of agreement between NRC 4 Advisory Council on 
Historic Preservation re mitigating or avoiding adverse 
effects of proposed transmission line ft expanded corridor on 
Port Hudson Natl Historic Landmark, LA 

OARVEV.R Advisory Council on Historic Preservation * Siting 
Analysis Branch 90/07/30 3pp 


6000150060 Submits interim criteria for shift staffing to all Cl t CP 
licensees 5 app l leant*, per NRC 800507 ltr Discusses 
administrative provisions for emergency 4 overtime work 
Development 4 ifnplcmonta 1 1 on to be reviewed within 90 days 
EtSENHUT, D 0 Division of Licensing BO/07/31 IQpp 


8000160483 Forwards msmoiandum of agreement for proposed transmission 
line 4 corridor, cosisti tu t ing Council comments required by 
Section 106 of Natl Historic Preservation Act 

KING, T F Advisory Council on Historic Preservation B0/09/14 lp 


— 8008180488 Memorandum of agreement between Advisory Council on Historic 
Preservation, NRC i LA Historic Preservation. stipulating 
measures re proposed transmission line 4 corridor to 
mitigate adverse effects on Port Hudson Natl Landmark, LA 
GARVEY, R Advisory Council on Historic Preservation REGAN, H H 
Siting Analysis Branch 80/08/11 3pp 

8000260396 Ack receipt of NRC 00-0821 ltr ra 800011 memorandum of 
agreement among Advisory Council on. Historic Preservation, 

LA State Historic Preservation Officer it NRC Util commits to 
stipulations of agreement 

DRAPER, E L Gulf States Utilities Co 00/08/21 2pp 


F Beeurity, medical, emergency 4 fire protection plans 


0008050102 Request* all applicants far CPs 4 OL* submit info re 
proposed nuclear power plant vicinity evacuation estimates 
Info requested by B00801 for IIRC to identify evacuation 
cons tra i nts. spec ia 1 planning measures 4 possible mods 
E1SENHUT, D G Division of Licensing 00/07/02 lp 


BOOS 1 1 040 1 Responds to 600702 request for Info re estimates of 
evacuation times fo-r vicinity of facility Util received 
draft of proposed e vac uation routes on 800724 Hill respond 
w/time estimates within 30 days 

DRAPER. E L Gulf States Utilities Co 80/08/01 lp 


G Adjudicatory correspondence 


8008040043 Forwards partially executed memorandum of agreement between 
Advisory Council on Historic Preserve t ion, NRC i. State of LA 
re proposed transmission line 4 expanded corridor on Port 
Hudson Mafcl Historic Landmark, LA Request* signature 
KINO. T F Advisory Council on Historic Preservation 80/07/30 
4pp 
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9009060247 Forwards memoron d urn of agreement for NRC/Qulf States Utils 
Co pro/ect at Port Hudson Natl Historic Landmark/ Ea* t 
Feliciana PansliiU Concurs w/stipulations in agreement 
DEBLrEUX.R 0 Louisiana. State of 00/03/04 tp 


— BQO0Q6O249 Memorandum of agreement for NRC/Gulf States Utils Co project 
at Port Hudson Natl Historic Landmark 
GARVEY, R Advisory Council on Historic Preservation 
DEBLIEUX, R 0 Louisiana, State of REDAN, W H Siting Analysis 
Branch 9O/O0/Q4 3pp 


BOOB25O210 Forwards memorandum of agreement between NRC. ACHP 4 LA 
State Historic Preservation Officer re Port Hudson Natl 
Hutoric Landmark for ACHP chairman signature 
BYKOSKi.L Siting Analysis Branch 60/03/03 ip 


— BODB250227 Memorandum of agreement between NR C, ACHP 4 LA State Historic 
Preservation Officer to avoid or satisfactorily mitigate 
adverse effects on PotI Hudson Natl Historic Landmark 
* Louisiana, State of GARVEY, ft Advisory Council on Historic 
Preservation REGAN. W HI Siting Analysis Branch BO/08/04 3pp 


0 Inspection reports. IE Bulletins 4. corr es pond ence 


B008070356 Forwards IE Info Notice BO-13, *'0E Type 5BM Control Switches 
Defective CAM Followers “ No written response required 
SEYFft IT, K V Region 4. Dallas. Office of the Director 00/04/02 
1 9 


BOO0Q6OO2O Responds to IE Bulletin 30-09. "Hydramofcor Actuator 
Deficiencies 11 GE will not complete review of NSBB scope of 
equipment until mid-Aug 1980 Complete response will be 
provided at that time 

DRAPER, E L Gulf States Utilities Co 80/06/20 Ip 


8000060029 Responds to IE Bulletin BO-08. "Exam of Containmint Liner 
Penetration Helds 11 Facility does not contain flood head 
design which is subj of bulletin Design is used for primary 
containment penetrations 4 for dryiuell penetrations 
DRAPER, E L Gulf States Utilities Co 80/07/07 2pp 


BOOBOAOSIO Forwards IE Bulletin BO-17, ‘'Failure of 76 of 185 Control 
Rods to Fully Insert During Scram at BUR * No written 
response required 

SEYFRIT, K V Region 4, Dallas, Office of the Director B0/07/07 
IP 


0000070141 Forwards Supp 1 I to IE Bulletin B0-I7, "Failure of 76 of IBS 
Control Rods to Fully Insert During Scram at BUR “ No 
written response required 

SEYFRIT, K V Region 4, Dallas, Office of the Director B0/07/1B 
IP 


B00B1S0422 Forwards supplemental IE Info Notice 80-06, "Notification of 
Significant Events at Operating Power Reactor Facilities " 

No written response required 

EEYFRIT.K V Region 4. Dallas, Office of the Director 80/07/29. 

Ip 


8008000456 Requests add! info for F9AR re actions being taken to 
preclude cracking as described in IE Bulletin 80-07 
BCHWENCER, A Licensing Branch 3 BO/Q7/30 2pp 


8009140593 Forwards IE Bulletin B0-20, "Failures of West inghoul# Type 
W-2 Spring Return to Neutral Control Switches.’" Requests 
info re estimate of manpower associated w/c orrec tive 
actions needed after identifying problem 

SEYFRIT, K V Region 4, Dallas, Office of the Director 80/07/31 
lp 


3009200434 Forwards IE Bulletin 80-19, "Failures of Mercury-Wetted 
Matrix Relays in Reactor Protective By i of Operating Nuclear 
Power Plants Designed by Combustion Engineering." Action 
required by facilities w/QLs or CPs 

SEYFRIT, K V Region 4. Dallas, Office of the Director. 80/07/31 

lp 


1008190492 Responds to IE Bulletin 79-03A. “Longitudinal Weld Defects 
In ASME BA _ 31B,Type 304 Stainless Steel Pipe 11 Pipes ere 
specified by design to be within 857 max allowable stress 
criterion at design application temps 

DRAPER, E L Ou 1 f States Utilities Co 80/08/05 2pp 


008150456 Forwards IE Info Notice 60-29, "Broken Studs on Terry 
Turbine Steam Inlet Flange " No specific action or response 
raquei ted 

SEYFRIT, K V Region 4, Dallas, Office of the Director 30/09/07 
lp 


S Reportable occurrences, LERs 6 related correspondence 


8008080422 Final deficiency rapt re use of improperly qualified 67 t B 
concrete aggregate in Category 1 structure* Investigation 
complete Mo reportable deficiency eiists 
DRAPER, E L Gulf States Utilities Co 00/07/07 lp 


DOCKET 50-460 WPPSS NUCLEAR PROJECT, UNIT 1 


A App 1 ication/cons true t ion stage documents & correspondence 


9008060024 Forwards FR notice re 800714-17 regional meetings to address 
portion of Commission B00923 memorandum 6 order describing 
requirements of environ qual if i cat ion of electrical 
equipment installed In safety sys 

EISENHUT, D G Division of Licensing 90/06/30 lp 


— 8OOBO6OI09 Notice of 800714-17 regional meetings to address portion of 
Commission 800S23 memorandum it order describing requirements 
of environ qua I i f i ea t i on of electrical equipment installed 
in safety sys Svc lists end 

EISENHUT, DO Division of Licensing 00/06/27 U7pp. 


8000060010 Reques ts that all applicants for OLt and CP holders provide 
up-to-date completion schedules it fuel load target dates so 
that NRC may establish licensing priorities Forwards list 
of target schedules for plants to be completed within 3 yrs 
EISENHUT, D.G Division of Licensing 00/07/11 lOpp 


BOO015OO6O Submits interim criteria for shift staffing to all QL it CP 
licensees 4 app 1 i cants, per NRC 800507 ltr Discusses 
administrative provision* for emergency 4 overtime work 
Development 4 implementation to be reviewed within 90 daye 
EISENHUTi D 0 Division of Licensing 80/07/31 lOpp 


3006120482 Comments on NUREG-0577. in response to NRC 000520 ltr Basis 
for required margins above nil ductility transition temp 
should be provided Definition of operating temp It scope 

needed 

REN8ERGER, D L Washington Public Power Supply System 00/08/06 
4pp 


B008270 i34 Forwards util risk analysis on loss of feedwater event 4* 
related correspondence Since applicant eorqmi tment was met, 
const should be permitted to continue Any addl analysis 
should be requested es soon as possible U/o end 
TEDESCO.R L Assistant Director for Licensing 80/00/06 lp 


8008180421 Provides estimated dates far 0L app 1 icat ion, const completion 
4. fuel load, in response to NRC 800711 request Single 
application will be submitted 36 months prior to fuel 
loading dates 

REN8ERGER, D L Washington Public Power Supply System 00/00/08 

2pp 


8008190434 Requests NRC concurrence w/util plan* to perform scale 
model recirculating pump test* In lieu of in-plant test* 
REN8ER0ER, D L Washington Public Power Supply System SO/00/14 
•P 


F Security, medical, emergency 4 fire protection plan* 


8009050102 Requests all applicants for CPs 4 QLs submit Info re 
proposed nuclear power plant vicinity evacuation estimates. 
Info requested by 8O0B01 foT NRC to identify evacuation 
constraints, spec la 1 planning measures 4 possible mods. 
EISENHUT, D 0 Division of Licensing 00/07/02 lp 


BOO91B0262 Advises that NR-C will advise util when review of 
proposed near-site emergency ctr can be scheduled Util may 
not assume approval in absence of negative comment within 30 
days 

YOUNOBLODD. U J Licensing Branch 1 80/09/12 3pp 


H General correspondent e 


8008260471 Discusses new responsibility as managing director of supply 
sys , assumed on 800304 All correspondence previously 
addressed to Btrand should now be directed to RL Ferguson 
FERGUSON. R L Washington Public Power Supply System. 80/00/14. lp. 


Q Inspection reports, IE Bulletins 4 correspondence 


8003010094 Forwards IE Imp Repts 50-460/00-09 4 50-513/00-09 on 
000501-30 No noncomp l lance noted 

SPENCER, o 8 Region 5. San Francisco, Reactor Construction 4 
Engineering Support Branch 00/07/09 2pp 
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- -8006010100 IE Imp Rept* 30-460/00-09 4 S0-513/B0-09 on 800301-30 Mo 
noncamp 1 lane e noted Major tmi inspected canit activities 
ri equipment storage 4 preventive ma 1 nt > ue Id Ing inetl It tool 
control 4 water shortage tank foundation* 

TOTHi A D < D0DD3, R T Region 5, San. Francisco, Office of the 
Director 80/07/07 I6pp 


8008120141 Forward* IE Circular 80-17. "Fuel Pin Damage Due to Water 
Jat Fro* Baffle Plata Cornar " No written response required 
EWOELKEM, R H Region 5 ( San Francisco. Office of the Director, 
00/07/23 Ip 


8003500544 Forwards IE Bulletin 90-10, "Maint of Adequate Min Flow 
Through Centrifugal Charging Pump* Following Secondary Side 
High Energy Line Rupture " No action required 

EMQELKEN, R H Region 5. San Francisco, Office of the Director 
DO/ 07/24 1 p 


SOQB140503 Forward* IE Bulletin 80-20. "Failure* of We * ting h oust Type 
W-5 Spring Return to Neutral Control Switch** " Request* 
info re eetlmate of manpower associated u/correctlve 
action* needed after identifying problem 

ENOELKEN, R H Region 5. 9an Francisco, Office of the Director 
00/07/31 Ip 


0000300409 Forward* IE Bulletin 80-19. "Failure* of Mercury-Wetted 
Hatrll Relay i in Reactor Protective 8y * of Operating Nuclear 
Power Plant* Designed by Combustion Engineering " Action 
required by facilities w/DLs or CPs 

ENCELKEW, R H Region 5. San Francisco, Office of the Director 
80/07/31, Ip. 


8000270546 Forward* reiponse to NRC 800717 ltr re Unit 1 violation 
found in IE insp on 800602-09 Corrective aetione rtinsp of 
all structural steel member* in Unit 1 S< 5 storage area* All 
defective weld* will be identified it appropriately tagged, 
RENBEH.QE8, D L Washington Public Power Supply System 80/08/19. 
3pp. 


S Reportable occurrence*, LER* it related correspondence 


8007230239 Part 21 rept re cracked steam generator manway *tud* 
Satisfactory operating experience forme constitute 
reaionable basis for continued operation while 
I nvestiga t Ions proceed 

TAYLOR, J H Babcock t Wilcox Co B0/07/11 5pp 


SOO8O7037S Supplementary Part 21 rept re possibility that replacement 
of buffer card PN6624610 for both power trains In Bailey 
Control Co buffer module 824 may result in lose of 24 volt 
control power it safety-related in* trumen tat ion 
BALDWIN, T L Babcock ii Wilcox Co 90/07/18 2pp 


8003230248 Part 21 rept re discrepancy in response spectra used In 
design of certain heating ventilation It air conditioning 
equipment Corrective action Includes stiffening concrete 
floor slab on uhieh equipment is mounted 

BARGTEN, 0. E United Engineers V Constructor*, Inc (subs of 
Raytheon Co ) 80/08/09 5pp 


DOCKET 50-461 CLINTON POWER STATION, UNIT 1 


A Application/construction stage documents 4 correspondence 


8008060034 Forward* FR notice re 800714-17 regional meetings to addrese 
portion of Commission 800523 memorandum It order describing 
requirement* of environ qualification of electrical 
equipment Installed in safety sy* 

E 1SENHUT i D. 0 Division of Licensing. 80/06/30 lp 


--000006018? Notice of 800714-17 regional meeting* to, address portion of 
Commission 000523 memorandum tt order describing requirements 
of environ qual if ice t i on of electrical equipment installed 
in safety syi Svc list* end 

EISENMUT, D 0 Division of Licensing 80/06/27 .117pp. 


0008080010 Rsquests that all applicants for OL* and CP holder* provide 
up-to-date completion schedules t fuel load target date* so 
that NRC may establish licensing pr ioritie*. Forward* list 
of target schedules for plants to be completed within 3 yr* 

EI6ENHUT, D. O Division of Licensing 80/07/iI. 10pp 


8008150060 Submit* Interim criteria for shift staffing to all OL it. CP 
licensees t, app 1 leant*, per NRC 800507 ltr Discusses 
administrative provisions for emergency 4 overtime work 
Development St implementation to be reviewed within 90 day*. 
E1BENHUT, D O Division of Licensing 00/07/31, 10pp 


9009150333 Confirms comments it commitments made during recent 
conversations re OL application Special attention 
paid to licensing reviews 6 maintaining cognisance of NRC 
licensing reviews of other OUR plants 
KaCH.L J Illinois Power Co 90/08/11 3pp 


0008250676 Responds to NRC 000711 requests for info re const schedule 
Const completion U fuel loading date for Unit 1 is 920401, 
ui/commenca 1 operation scheduled for 931201 Scheduled 
completion of Unit 2 has been deferred 
KOCH, L J Illinois Power Co 90/08/14 lp 


F Security, medical, emergency 4 fire protection plans 


8008050102 Requeits all applicants for CPs 4. OLs submit info re 
proposed nuclear power plant vicinity evacuation estimates 
Info requested by BOOSOl for NRC to identify evacuation 
cons fcraints, *p ec la 1 planning measure* 4 possible mods 
EISENMUT, 90 Division of Licensing G0/07/O2 lp 


0 Inspection Teports, IE Bulletins 4 correspondence 


8008060508 Forwards IE Bulletin 80-17, "Failure of 76 of 195 Control 
Rods to Fully Insert During Scram at EWR " No written 
response required 

KEPPLER , J 0 Region 3, Chicago. Office of the Director 90/07/03 
If 


8000070306 Responds to IE Bulletin 00-00 ro containment line 
penetration welds Applicant uses fkued head design for 
containment penetration connections Specified radiographs 
performed w/no defects requiring repair 
MULLER, Q E Illinois Power Co 80/07/03 2pp 


G 009270637 Forwards IE Insp Rept 50-461/80-12 on 800601-30 No 
noncompliance noted 

FIQRELLtiO Region 3. Chicago, Reactor Construction & Engineering 
Support Branch 80/07/16 2 pp 


—8008270639 IE Insp Rept 50-461/90-12 on 800601-30 Ho noncompllapc » 
noted Major areas Inspected safety-related const activities 
Including concrete p lac omen t. mat 1 laydown St itorage areas 
4 welder qualifications 

LIVERMORE, H H , KMOP, R C Region 3, Chicago, Office of the 
Director 80/07/13 6pp 


9008070136 Forwards Buppl 1 to IE Bulletin 80-17, "Failure of 76 of IBS 
Control Rods to Fully Insert During Scram at HtfR " No 
written response required 

KEPPLER, J 0 Region 3, Chicago. Office of the Director 90/07/18 
IP 


9000070263 Forwards 8uppl 2 to IE Bulletin 80-17, "Failure of 76 of 183 
Control Rods to Fully Insert During Scram at BMR " 

No written response required 

KEPPLER, J 0 Region 3, Chicago, Office of the Director 00/07/22 

2pp 


0OOB1BO12O Forward s IE Bulletin 80-20, "Failures of Meetinghouse Type 
M-2 Spring Return to Neutral Control Switches " Action 
required 

KEPPLER. J Q Region 3, Chicago, Office of the Director B0/07/31 
lP- 


9008200486 Forwards IE Bulletin 80-19, "Failure* of Her cury-Hetted 
Matrix Relays in Reactor Protective 8y s of Operating Nuclear 
Power Plants Designed by Combustion Engineering " Action 
required by facilities w/OLs or CPs 

KEPPLER, J O Region 3, Chicago. Office of the Director 00/07/31 

lp 


8000160126 Forwards IE Bulletin 80-20, "Failures of Westinghous* Type 
W-2 Spring Return to Neutral Control Switches, 11 sent to 
listed licensees for action on 900731 

PAPPAS, M Region 3. Chicago, Office of the Director 80/08/01 lp 


8000180229 Forward* IE Info Notice BO-29, "Broken Studs on Terry 
Turbine Steam Inlet Flange " No specific action or response 
reques ted 

KEPPLER, J. O Region 3, Chicago, Office Of the Director 00/00/07. 


S Reportable occurrences, LERs 4- related correspondence 


8000080460 Aek receipt of 800714 interim deficiency rept re suspected 
nonconforming elbow installed in 2-inch drain lines from 
reactor pressure vessel Mill review final rept upon receipt 
FICRELLl.O Region 3, Chicago, Reactor Construction it Engineering 
Support Branch, 80/07/29 lp 
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0008050044 Interim deficiency rep t re suspect cracking in electrical 
tanker hardware support?. Matl supplier preliminary test? 
proved Inconclusive 8 more are scheduled within month Ninety 
days needed to complete investigation 
KOCH. L J Illinois Power Co 00/07/23 lp 


8008090368 Final interim deficiency rept re welds on hangers supporting 
RliR spray piping containment dome One inspector terminated 6 
second inspector retrained & recertirleil Addl defective 
wolds repaired Verification program implemented 
KOCH. L J Illinois Power Co 80/07X28 2pp 


8008050446 Final interim deficiency rept re RHR heat esehanger lateral 
support provisions Non-s tandar dl embed plates selected for 
re-in*p Addl instructions provided to appropriate const 
supervisory 8< OC irisp personnel Insp criteria stressed 
KOCH. L J Illinois Power Co 80/07/28 3pp 


6008180599 Act receipt of 800718 final deficiency rept re control rod 
drive penetrations through drywell wall 

FIQRELLI.O Region 3. Chicago. Reactor Construction t< Engineering 
Support Branch 80/07/28 Ip 


F Security, medical, emergency f> fire protection plans 


0000050102 Requests all applicants for CPs i. OLs submit info rt 
proposed nuclear power plant vicinity evacuation estimates 
Info requested by 800601 for NRC to identify evacuation 
con? tre in t s. spec ia 1 planning measures t< passible mods 
EISEHHUT.DG Division of Licensing 80/07/02 lp 


fi Inspection, reports* IE Bulletins it correspondence 


8000060508 Forwards IE Bulletin 80-17. "Failure of 76 of 188 Control 
Rods to Fully Insert During Scram at BWR " (do written 
response required 

KEPFLER, U 0 Region 3. Chicago. Office of the Director 00/07/03 

lp 


80OBO7O5O6 Reiponds to IE Bulletin 80-08 re containment line 
penetration welds Applicant utei flued head design for 
containment penetration connections Specified radiographs 
performed w/no defects requiring repair 
WULLER.0 E Illinois Power Co 00/07/03 2pp 


8008130229 Act receipt of 800728 interim deficiency rept re suspect 
cracking in electrical hanger harduare support? 

FIORELLI.G Region 3. Chicago* Reactor Construction ft Engineering 
Support Branch 30/08/07 Ip 


8008070136 Forwards Sup pi I to IE Bulletin 80-17. "Failure of 76 of 185 
Control Rods to Fully Insert During Scram at BWR " No 
written response required 

KEPPLEfl. J 0 Region 3. Chicago. Office of the Director 80/07/18 
If 


8008190054 Part 21 rept re inadequate electrical separation in nuclear 
sys protection sy? power distribution panels Schedule for 
rectification will be presented 300822 
SHERWOOD, 0 0 General Electric Co 80/08/07 3pp 


8008290537 Provides addl info to 800728 deficiency rept re RHR heat 
etchanger lateral support provisions Design change to 
lateral support steel attachments completed Undersite embed* 
not changed 

KOCH. L J Illinois Power Co BO/OB/ 15 2pp 


8008250775 Corrects 800728 interim deficiency rept re defective weld* 
on containment spray piping ( RHR ) hangers Addl defective 
weld? identified in reinsp have not been repaired Repair 
work still in progress 

KOCH.L J Illinois Power Co 60/08/15 lp 


8008260518 Advises that final deficency rept re thin-walled elbow in 
reactor pressure vessel drain line will be filed about mid 
to late Oct 1980. rather than Aug 1980 Describes events which 
occurred subsequent to last interim rept on 8007J4 
KOCH. L J Illinois Power Co 80/08/19 lp 


8008070263 Forward* Suppi 2 to IE Bulletin 80-17, "Failure of 76 of 185 
Control Rods to Fully Insert During Scram at BWR “ 

No written response required 

KEPPLER, «J 0 Region 3, Chicago, Office ofi the Director 80/07/22 

2pp 


8008J80120 Forwards IE Bulletin 80-20. "Failures of Wsstinghouse Type 
W-2 Spring Return to Neutral Control Switches " Action 
required 

KEPPLER. J Q Region 3, Chicago. Office of the Director 00/07/31 
tp- 


8008200486 Forwards IE Bulletin 80-19. "Failures of Mercury-Wetted 
Matrii Relays in Reactor Protective Bys of Operating Nucl?ar 
Power Plant! Designed by Combustion Engineering " Action 
required by facilities w/OL* or CPs 

KEPPLEfi, J 0 Region 3. Chicago, Office of the Director. 80/07/31 

Ip 


0003180186 Forwards IE Bulletin 80-20. "Failures of Westinghouse Type 
W-2 Spring Return to Neutral Control Switches. " sent to 
listed licensee* for action on 800731 

PAPPAS. H Region 3, Chicago. Office of the Director 30/08/01 Ip 


DOCKET 50-462 CLINTON POWER STATION, l/NIT 2 


A Application/construction stage documents ft correspondence 


8008060024 Forwards FR notice re ©00714-17 regional meetings to address 
portion of Commission 900523 memorandum 6 order describing 
requirement? of environ qualification of electrical 
equipment installed in safety sys 

EISEHHUT. D 0 Division of Licensing 80/06/30 Ip. 


— 800B060189 Notice of 000714—17 regional meetings to address portion of 
Commission S00823 memorandum J. order describing requirements 
of environ qualification of electrical equipment installed 
in safety sys Svc lists end 

EISENKUT, D 0 Division of Licensing 80/06/27 i 17pp 


8008100228 Forwards IE Info Notice 80-29, "Broken Stud* on Terry 
Turbine Steam Inlet Flange " No specific action or response 
requested 

KEPPLER, J 0 Region 3. Chicago, Office of the Director 80/08/07 
*P 


8 Reportable occurrences. LERs & related correspondence 


8008080460 Ac k receipt of 800714 interim deficiency rept re suspected 
noneonPorming elbow installed in 2-inch drain lines from 
reactor pressure vessel Will review final rept upon receipt 
FIORELLI i 0 Region 3, Chicago. Reactor Construction l< Engineering 
Support Branch 80/07/25 lp 


8000080010 Requmts that all applicants far OLs and CP holders provide 
up-to-date completion schedule* St fuel load target dates so 
that NRC .nay establish licensing priorities Forwards list 
of target schedules for plants to be completsd within 3 yrt 
EISEHHUT. D 0 Division of Licensing 80/07/11 tOpp 


8000150060 Submit? Interim criteria for shift staffing to all OL ft CP 
SicsnSees & app i i can ts , p«t NRC 800SD7 Itr Discusses 
administrative provision* for emergency it overtime wort 
Development 4. implementation to be reviewed within 90 days 
EIBENHUT.D O Division of Licensing 60/07/31 lOpp 


Q008I50333 Confirms comments L commitment* trade during recent 
conversations re 0L application Special attention 
paid to licensing reviews 6 maintaining cognitance of NRC 
licensing reviews of other BWR plants 
KOCH. L J Illinois Power Co B0/03/I1 3pp 


DOCKET 50-463 FULTON OENERATINO STATION. UNIT i 


C Adjud icatory correspondence 


8008080286 Informs that WJ Sidebettom bat been removed It PK Allison 
added to official svc list for facility in response to 
S0Q7Q0 request 

CLARK.H H Atomic Safety and Licensing Board Panel 80/00/01. lp. 


—8008080291 Requests placement of PK Allison on official svc list as 
representative of Fulton Township WU Bidsbottom no longer 
represents township Certificate of 8ve end 
ALLISON, P K Allison «- Pyfer. 00/07/08 4pp, 


1003250676 Responds to NRC 800711 requests for info re const schedule 
Const completion t. fuel loading date for Unit 1 Is 820401, 
w/c oimar i cal operation scheduled for 321201 Scheduled 
completion Pf Unit 2 has been deferred 
KOCH. L J Illinois Power Co 80/09/14 lp 
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DOCKET 50-464 FULTON GENERATING STATION. UNIT 2 


0 Adjudicatory correspondence 


B0OBO0O286 Inform! that WJ Sidobottom has been removed & PK Allison 
•dded to official ivc list for facility in response to 
800708 request 

CLARK,H K Atomic Safety and Licensing Board Panel 80/00/01 Ip 


— 3009080291 Requests placement of PK Allison on official svc list ai 
representative of Fulton Township WJ Sidebottnm no longer 
represents township Certificate of Svc end 
ALLISON. P K Allison 4. Pyfer 80/07/03 4pp 


DOCKET 50-466 ALLENS CREEK NUCLEAR STATION, UNIT i 


A Application/construction stage documents 4 correspondence 


B 003000010 Requests that all applicants for QLs and CP holders provide 
up-to-date completion schedules 4, fuel load target dates so 
that NRC may establish licensing priorities Forwards list 
of target schedules for plants to be completed within 3 yrs 
£ ISENHUT, D 0 Division of Licensing 80/07/11. lOpp 


0008150060 Submits interim criteria for shift staffing to all OL 4. CP 
licensees 4. appl icants. per NRC 800507 Itr Discusses 
administrative provisions for emergency 4, overtime wort 
Development St implementation to be reviewed within 90 days. 
eiBENHLST, D 0 Division of Licensing 30/07/31 lOpp 


F Security, medical, emergency Si fire protection plans 


0003050102 Requests all applicants for CPs S< CLs submit info re 
proposed nuclear power plant vicinity evacuation estimates 
Info requested by 000301 for NRC to Identify evacuation 
constraints, special planning measures S< possible mods 
EISENHUT.D 0 Division Pf Licensing 80/07/02 Ip. 


O Adjudicatory correspondence 


aOQ0Oa(J49Q Response to first sft of interrogatories Lists documents 
relied upon in study of effect of power transmission lines 
on migratory waterfowl 4, identifies expert* Affidavit, 
resume 5, Certificate of five end. Related correspondence 
CGPELAND# J 0 r NEWMAN, J R Houston Lighting 4, Power Co 
COPELAND, J Q Belier 4, Botts 80/07/09 ltpp 


0008110203 FOIA request for 64 documents for use In facility 
proceeding Descriptive list end 
DOHERTT, JF Doherty. JF 80/07/09 lOpp 


3003010099 Motion requesting postponement of prehearing conference 
schedule 4, other dates Suggests 801012 for motion for 
summary disposition, 801201 for responses to motion & 310207 
for prehearing conference Certificate of Svc encl 
MARRACK, D Merrack.D 80/07/21 3pp 


8003140144 Forwarde NRC responses to 800708 first set of 
Interrogatories from financial qualif ications interveners 
SAUTiMAN , J Utility Finance Branch 80/07/23 lp 


— 8008 1 40149 Responds to 800708 first set of Interrogatories from 
financial qualif ications intervener* 

PETERSON, J C Utility Finance Branch 80/07/25. 3pp 


8008050002 Motion to compel applicant answers to 800611 
interrogatories Responses were unresponsive to questions 
Certificate of Svc encl Related correspondence 
HARRACK, D Merrack.D 80/07/26 4pp 


8008010302 Responee to financial qua 1 i f i cation* interveners fourth set 
of interrogator iee Discusses program improvements mad* es 
result of South TX Project incidents, pref 11 ing package & 

H D*an testimony Affidavit 1, Certificate of BVc encl 
COPELAND, J G , NEWMAN, J R Houston Lighting S, Power Co 
COPELAND, J 0 Baker l< Botts 80/07/28 17pp 


0008050021 Order denying D Marrack 800723 (, JF Doherty 000714 motions 
for scheduling prehearing conference A5L8 800722 order 
scheduled 800813-14 prehearing conference R8 Framson 800724 
request for withdrawal is granted 

H0LFE, 8 J Atomic Safety and Licensing Board Panel, 80/07/29 3pp 


00OB04OO92 Forwards Ofc of Nuclear Reactor Regulation 791116 denial to 
issue order to show cause & other related metis, in response 
to 000509 request for documents W /0 ends 
BLACK, Ft. L, Hearing Branch I 80/07/31 2pp. 


0008060035 Oi der granting eitenslon until 300912 for Potthoff to 
complete discovery re Contention 6 Potthoff responses to 
applicant first set of interrogatories shall be served by 
800819 

WOLFE, S J Atomic Safety and Licensing Board Panel 80/07/31 2pp 


— 8008060040 Order granting JF Doherty 300717 amended motion for 
financial assistance to extent permitted by CLI-76-23 
Other parties may request same Ffi notice dtd 800725 re 
procedural assistance in proceedings L Cert of Svc encl 
WOLFE, 3 J Atomic Safety and Licensing Board Panel 80/07/31 
9pp 


8008070433 Order requesting applicant 4. NRC to present testimony re 
lignite availability Reminds applicant to testify on intent 
to comply u/requirement* re ATW3 Updates other questions 
Certificate of Svc and 

WOLFE, B J Atomic Safety and Licensing Board Panel 80/07/31 9pp 


8008060279 Response to applicant first set of interrogatories 
Inteeverior has no intention to call expert witnesses at 
present time 

POTTHOFF, F Jl Affiliation Unknown 80/00/01 2pp 


— 8OO9O602B4 Second set of interrogatories directed to applicant 
Questions feasability of marine biomass farm as alternative 
to facility Certificate of Svc encl 
POTTHOFF, F H Affiliation Unknown 80/08/01 4pp 


8008110197 Partial response to FDIA request for 64 documents for use 
in facility proceeding Forwards documents listed in App A 
Search for remaining documents underway W/o eneli 
FELTON. JM Division of Rules and Records aO/OS/O! 7pp 


800803 04B0 Motion for summary disposition of TX PIRG addl Contention 
50 Evidence that aircraft has ever crashed due to latching 
phenomenon does not exist Related correspondence 
HANCOCK, D , NEWMAN. J R Houston Lighting S< Power Co HANCOCK, D 
Baker 4- Botts B0/0B/04 7pp 


— 80080B04BB Statement of matl facts to which there is no issue to be 
heard Scientific literature fc NRC publications contain no 
support of air crashes due to latching phenomenon Eecerpts 
of CL Johnson deposition encl 

a Houston Lighting & Power Co a Baker 4, Botts * 

Louenstein. Neuman, Re is . Ax e 1 rad 4, Toll 80/08/04 lApp 


— BDOB0805Q2 Affidavit re TX PJRO Contention 50 Concern re effects of 
ionisation on aircraft guidance sys unfounded par elementary 
physical laws Prof qual i f i cat ion i , a f f i dav i t. sup por t i ng 
documentation 6 Certificate of Svc encl 

SUMPTER. J R Houston Lighting * Power Co 80/00/04 15pp 


800B0B04S6 Order denying tntervenors D Marrack 4, U ftentfro S00726 
motion to compel applicant answers to 800508 interrogatories 
4< request for production of documents Certificate of Svc 
encl 

WOLFE, 8 J Atomic Safety and Licensing Board Panel 80/03/04 4pp, 


B009QB0492 Motion for summary disposition of FH Potthoff Contention 6 
re marine biomass farm as superior alternative Feasability 
of biomass conversion needs more RID Related correspondence 
COPELAND, J 0 , NEWMAN. J R Houston Lighting J> Power Co 
COPELAND, JO Baler 4, Botts 80/03/04 9pp 


— 3008080496 Statement of matl facts to which no genuine issue exists 
RID Ts feasability of biomass production 1 conversion 
technologies not yet accomplished Affidavit encl 
WOODSON, H H Houston Lighting ir Power Co 80/03/01 4pp 


—8008000500 Affidavit in support of applicant 800804 motion for summary 
disposition of FH Potthoff Contention 6 Marine biomass farm 
is remote $, speculative alternative energy source whose 
feasibility 4, economics not assured W/Cert 1 f lea te of Svc 
WOODSON. H H Houston Lighting * Power Co WGODSOM.H H Texas 
Tech Ur i v 80/OB/04 14pp 


3000030495 Response in apposition to D Marrack H00726 4, 23 motions to 
compel answers to 800611 4, 0508 interrogatories A3LB 80 0627 
order absolved util of response to 800508 request Other info 
nonexistent W/Cert i # i c a te of Svc Related correspondence 
COPELAND. J 0 , NEWMAN, J R Houston Lighting fr Power Co 
COPELAND, JO Baker 4, Botte 80/08/04 6pp 


80001 90042 Memorandum of law in support of motions for summary 
disposition of certain contentions intervenars attempted to 
challenge tss t*. ana lyse s !< calculations re allegations of 
deficiencies in GE BWR-6 4- Mark III containment Pp 1-10 
BIDDLE, C T > NEWMAN, J fi Houston Lighting Pouer Co 8IDDLE.C T 
Baker 4, Botts 80/08/04 I2p p 
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•0008190048 Motion for summary disposition of JF Doherty Contention 3 re 
suppression pool swell Phenomenon has been studied A 
documented in considerable detail over many yrs Facility 
designed to withstand worst case P p 11—14 
* Houston Lighting A Power Co * OakeT A Dotts * 

Lowe nste i n p Newma n> fie is . A i e I rad A- Toll 00/08/04 4pp 


— 800B190Q53 Statement of matl facts as to which there it no genuine 
issue to be heard re summary disposition of JF Doherty 
Contention 3 alleging suppression pool swell Eicerpts of JF 
Doherty deposition encl Pp 15-37 

a Houston Lighting A Power Co « Baker A Botts * 

Louens te in* Neuman, Reit> Aselrad A Toll 80/00/04 23pp 


B008190057 Affidavit in support of summary disposition of JF Doherty 
Contention 5 re supresslon pool swell Sys protected from 
loads by cantilever structures designed to absorb loading. 

Prof qualifications encl Pp 30-51 

STANCAVAQE.P P General Electric Co 00/07/29 14pp 


— 80QBI90061 Affidavit m support of summary disposition of JF Doherty 
Contention 5 re supression pool swell Platform will only 
experience L0CA bubble pressure w/drag forces 
Prof qualifications encl Pp 52-60 

BULL IVAN, R A , CHENS, R C Ebasco Services, Inc fiubs of Enserch 
Corp ) 00/07/29 Bpp 


■0009190066 Motion for summary disposition of JF Doherty Contention 13 
alleging unreliability of rod pattern control sys Alleged 
failures of various Instruments do not relate to purpose of 
sys Bys is self-checking A immune to failure Pp 61-64 
* Houston Lighting 8 Power Co * Baker A Botts * 

Lowe ns tein, Newman, Re is, Aie 1 rad A Toll 80/00/04 4pp 


— 8008190069 Statement of mail facts as to which there is no genuine 
issue to be heard re summary disposition of JF Doherty 
Contention 12 alleging unreliable rod pattern control sys. 
Eicerpts of JF Doherty deposition encl Pp 65-91 
a Houston Lighting A Power Co a Baker A Botts * 

Lowenstein, Newman, Re l s, Axe 1 rad A Toll 90/00/04 17pp 


— 8008190076 Affidavit in support of summary disposition of JF Doherty 
Contention 12 alleging unreliability of rod pattern control 
sys. Specific cone erne, inc lud Ing redundacy of signals, 
incorporated in design U/prof qualifications Pp 82-93 
LE0YNA, J F General Electric Co 80/07/29 12pp 


— 8008190000 Motion for summary disposition of JF Doherty Contention 13 
re operation of ECC3 pump strainer assemblies Metallic 
reflective insulation least likely to break during LOCA wilt 
be used for drywell piping Pp 94-96 

• Houston Lighting A Power Co * Baker A Botts * 

Lowenstein, Newman, Re is, Axe Irad A Toll S0/0B/04 3pp 


— SQ05190086 Statement of matl facts as to which there it no genuine 
issue to be heard re summary disposition of JF Doherty 
Contention 13 on operation of ECC8 pump strainer assemblies 
Eicerpts of JF Doherty deposition, encl Pp 97-115 
• Houston Lighting A Power Co * Biker A Botts e 
Lowenstein, Newman, Reis, Axe lrad A Toll 80/09/04 19pp 


■0008190000 Affidavit in support of summary disposition of JF Doherty 
Contention 13 re operation of ECC5 pump strainer assemblies 
Drywell metallic reflective insulation will not result In 
strainer blockage Prof qualifications encl Pp 116-123 
MALEC.U F Ebasco Services, Inc (subs of Enterch Corp ) 

80/07/29 Bpp 


■8008190074 Motion for summary disposition of JF Doherty Contention 15 
re use of WI6LE computer cede Test results relied on by 
intervenor do not provide relevant info re reactivity 
calculations Pp 124-127 

■* Houston Lighting A Power Co * Baker A Botts • 

Lowenstein, Newman, Reis, Aie Irad A Toll 80/09/04 4pp 


— 8008190093 Statement of matl facts as to which there is no genuine 
issue to be heard re summary disposition of JF Doherty 
Contention 15 on use of WIGLE computer code Eicerpts of JF 
Doherty deposition encl Pp 129-14? 

a Houston Lighting & Power Co * Baker A Botts * 

Lowenste t n, Newman, Rei s, Aie Irad A Toll 80/09/04 22pp 


— BQQ8I90103 Affidavit in support of summary disposition of JF Doherty 
Contention 13 re use of HEGLE computer code Criteria of 
SPERT rept <IN-1370) irrelevant to scram reactivity 
calculations Prof qua) if ications enci Pp 150-155 
SCHARDT, J F General Electric Co a0/07/29 6pp 


■8009190100 Motion for summary disposition of JF Doherty Contention 24 
re control rod drop accident Analysis shows reactivity 
insertion from dropped rod under adverse circumstances will 
be within peak energy yield limits Pp 156-138 
* Houston Lighting A Power Co * Baker A Botte * 

Lowenstein, Newman, Reis. Aielrad A Toll 80/08/04 3pp 


— 8000190111 Statement of matl facts as to which thore is no genuine 
issue to be heard re summary disposition of JF Doherty 
Contention 24 an control rod drop accident Excerpts of 
JF Doherty deposition encl Pp 159-173 
* Houston Lighting A Power Co * Baker A Botte * 

Lowenstein, Newman, Re is, Aselrad A Toll 80/00/04 19pp 


— 9009190115 Affidavit in support of summary disposition of JF Doherty 
Contention 24 re control rod drop accident Highly reliable 
rad pattern control sys has been designed td minimile effect 
of rod drop es'ent Prof qual 1 f ications encl Pp 174-101 
STIRN.R C General Electric Co 00/07/29 8pp 


— 8008190120 Motion for summary disposition of JF Doherty Contention 2fl 
re control rod ejection accidents Worst rod ejection event 
can produce two ft per second withdrawal speed whereas 
analysis conservatively uses five ft per second Pp 182-04 
* Houston Lighting A Power Co e Baker A Dotts * 

Lowenste in, Newman, Re it, Aselrad A Toll 80/09/04 3pp 


— 8008190124 Statement of matl facts at to which there is no gsnuine 
issue to be heard re summary disposition of JF Doherty 
Contention 28 on control rod ejection accident* Excerpts of 
JF Doherty deposition encl Pp 105-200 
* Houston Lighting A Power Co * Baker A Botts * 

Lowenstein, Newman, Re is, Aselrad A Toll, BQ/Q8/G4 i6pp 


— 0000190130 Affidavit in support of summary disposition of JF Doherty 
Contention 20 re control rod ejection accident* Consequences 
of design basis rod drop event are bounding Prof 
qual iflcations encl Pp 201-213 

PETERSON, D L General Electric Co 80/07/29 13pp 


— 0008190159 Motion for summary disposition of JF Doherty Contention 33 
re Doppler effect GE Doppler reactivity model Is fully 
supported by other than SPERT test* Pp 216-219, 
s Houston Lighting A Power Co * Baker A Botts » 

Lowenstein, Neuman, Reis, Aselrad A Toll 80/08/04 4pp 


— E900B190168 Statement of matl facts as to which there is no genuine 
issue to be heard re summary disposition of JF Doherty 
Contention 33 on Doppler effect Eicerpts of JF Doherty 
deposition encl Pp 220-234 

* Houston Lighting A Power Co * Baker A Bbtts a 
Louenstein, Newman, Re is, Aielrad A Toll 80/08/04 i3pp 


•B00B190177 Affidavit In support of summary disposition of JF Doherty 
Contention 33 Te Doppler effect GE mathematical model used 
to calculate Doppler effect doe* not rely on 8PERT test 
data Prof qualifications encl Pp 239-241 
* Houston Lighting A Power Co * Baker A Botts « 

Louens tein, Newman, Re is, Aselrad A Toll 80/07/29 7pp 


-0009190181 Motion for summary disposition of JF Doherty Contention 3BB 
re cold shutdown Facility designed to bring reactor to cold 
shutdown within 24-h Pp 242-243 

* Houston Lighting A Power Co * Baker A Botts * 

Lowenstein, Neuman, Reis, Aselrad A Toll 80/08/04 2pp 


■900819018? Statement of matl facts as to which there it no genuine 
issue to be heard re summary disposition of JF Doherty 
Contention 30B on cold shutdown within 24-h Eicerpts of JF 
Doherty deposition encl Pp 244-252, 

* Houston Lighting A Power Co a Baker A Botts * 

Louens tein, Neuman, Re is, Asa Irad A Toll 00/08/04 ?pp 


-9008190198 Affidavit in support of summary disposition of JF Doherty 
Contention 3QB re cold shutdown within 24-h Reactor can 
achieve cold shutdown in Its* than 24-h Prof qualifications 
encl Pp 233-260 

FRAVj J General Electric Co 00/07/29 8pp 


— 8008190206 Motion for summary disposition of JF Doherty Contention 43 
re use of certain coating A cleaning compounds, App 1 leant has 
committed nab to use compounds that could contribute to 
stress corrosion or intergranular cracking Pp 261-263. 
n Houston Lighting A Power Co a Baker A Both* a 
Louenstein, Neuman, Rs is, As* Irad A Toll 80/08/04 3pp 


— 9008190236 Statement of matl fact* as to which ther# is no genuine 
issue to be heard re summary disposition of JF Doherty 
Contention 43 on use of certain coating A cleaning 
compounds Excerpts of JF Doherty deposition encl Pp 264-273, 

* Houston Lighting A Power Co * Baker A Botts * 

Louens tain, Neuman, Rsls, Aselrad A Toll 80/00/04 12pp 
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6008190239 Affidavit In support of summary disposition of JF Doherty 
Contintion 43 re use of certain coating 4 cleaning 
compounds QE 4 applicant committed to follow Reg Guide 1 37 
ra stainless steel cleaning requirements Pp 276-279 
WILEY. J 8 , SHELTON, W R General Electric Co 80/07/29 4pp 


8008190245 Submits alternate position to June 1973 Reg Guide 1 54, "’GA 
Requirements for Protective Coating Applied to Water-Cooled 
Nuclear Power Plants “ Comparative listing cnc 1 Pp 280-320 
BTUART, I F Oeneral Electric Co , Nuclear Energy Producte Dlv 
76/07/13 50pp 


■8008190326 Affidavit in support of summary disposition of TX PIRG 
Contention 38 re use of float type switches in scram 
discharge vot tank Differential pressure level transmitter 
sys eliminated problem Prof qualification end Pp 482-490 
HE IDT i J D General Electric Co 80/07/29 9pp 


— S00B190331 Motion for summary disposition of McCorkle Contention 14 re 
fuel hgdrldsng 4 densif lea 1 1 on Two mfg changes prevent 
hydrogen contamination inside fuel rod Pp 491-493 
* Houston Lighting t Power Co •* Baler 4 flotts » 

Lowenste i n, Newman, Reis, A* e 1 rad S' Toll 80/08/04 3pp 


8QQB190252 Motion for summary disposition of JF Doherty Contention 44 
re intergranular stress corrosion cracking Matls used will 
eliminate cause of corrosion 4 will decrease likelihood 
of phenomenon Pp 321-324 

* Houston Lighting S' Power Co * BakeT St Butts * 

Lowenstein, Newman, Re is, Axe lrad 4 Toll 80/0B/O4 4pp 


--0OOB19O337 Statement of matl facts as to which there is no genuine 
issue to be heard re summary disposition of McCorkle 
Contention 14 on fuel hydrlding 4 dens l f ication Eicerpts 
of B McCorkle deposition end Pp 494-517 
* Houston Lighting 4 Power Co •* Baker S< Botts • 

Lowensto 1 n, Newman, Re l s, Ax e 1 rad Sc Toll 80/08/04 24pp 


8000190257 Statement of matl facts as to which there is no genuine 
Issue to be heard re summary disposition of JF Doherty 
Contention 44 on intergranuler stress corrosion cracking 
Excerpts of JF Doherty deposition end Pp 325-339 
a Houston Lighting 4 Power Co * Baker 4 Botts a 
Lowenstein, Newman, Re i s, Axe lrad 4 Toll 80/08/04 15pp 


8008190263 Affidavits in support of summary disposition of JF Doherty 
Contention 44 re intergranular stress corrosion cracking 
Use of carbon steel demonstrating high resistance renders 
allegations groundless W/prof qualifications Pp 350-333 
GUNTHER. L A , MALEC, W F Ebasco Services, Inc (sub*. of Enserch 
Corp 1 00/07/29 14pp 


8003190272 Motion for summary disposition of JF Doherty Contention 31 It 
TX PIFIQ Contention 11 re flow-induced vibration on reactor 
components Effects have been adequately considered through 
ana 1 y set, test ing it subsequent design changes. Pp 354-357 
* Houston Lighting 6 Power Co * Baker 4 Botts * 

Lout ns tein, Newman. Re i s, Axelrad 4 Toll BO/OB/G4 4pp 


0000190284 Statement of matl facts as to which there is no issue to be 
heard re summary disposition of JF Doherty Contention 31 & 

TX P IRQ* Content i on 11 on flow-induced vibration W/e*c«rpt* 
of Doherty it Johnson depositions Pp 358-403 
a Houston Lighting it Power Co * Baker it Botts * 

Lowsnstein, Newman, Reis, Axe lrad it Toll 60/08/04 46pp 


8000190207 Affidavit in support of summary disposition of JF Doherty 
Contention 31 it TX PIRG Contention 11 re f low-induced 
vibration on reactor components Necessary mods implemented 
In OMR-6 design Certificate of Svc end Pp 404-415 
TORRES, K R General Electric Co 00/07/29 12pp 


— 8008190343 Affidavit in support of summary disposition of HcCorkle 
Contention 14 re fuel hydridlng 4 dens i f ication Extensive 
testing has shown potential for fuel failure 
inconsequential Prof qualifications end Pp 518-526 
GHIRLEY, N C General Electric Co 80/07/29 9pp 


8009190349 Motion for summary disposition of McCorkle Contention 17 re 
containment leakage Unfiltered containment leakage is 
expected to be far below alleged percentage Pp 527-329 
* Houston Lighting 4 Power Co a Baker & Botts * 

Lowenste in, Neuiman, Rb) s, Axe lrad 4 Toll 80/09/04 3pp 


— B00819O35S Statement of matl facts as to which there is no genuine 
Issue to be heard re summary disposition of McCorkle 
Contention 17 on containment leakage Excerpts of McCorkle 
deposition encl Pp 530-539 

* Houston Lighting l Power Co * Baker It Butts • 

LouellSte i n, Newman, Reis, Axe 1 rad l Toll 00/08/04 lOpp 


— B008190361 Affidavits in support of summary disposition of McCorkle 
Contention 17 re containment leakage Leakage util be limited 
to O 5 percent per day at calculated peak pressure Prof 
qua i i f i ca t ions & Certificate of Svc encl 

MARTIN. 0 , MALEC, W F Ebasco Services, Inc (subs of Enserch 
Corp > 80/07/29 20pp 


8008110501 Response In opposition to TX PIRO 800724 motion seeking 
supgl to EtS re Class 9 accidents NflC statement of interim 
policy & NEPA do not require such issuance No special 
circumstances shown Certificate of Svc end 

NEWMAN, J R , COPELAND, J G Houston Lighting it Power Co NEWMAN, J R 
Low* ns tei n, Newman, Re is, Axe 1 rad 4 Toll 30/08/07 2lpp 


8008190292 Motion for summary disposition of TX PIRG Contention 10 re 
intergranular stress corrosion cracking Leak detection sy* 
provides conservative assurance that cracking will not 
present safety haxards Pp 416-418 

a Houston Lighting 4, Power Co * Baker 4 Botts * 

Lowenstein, Newman, Re i s, Axe lrad 6 Toll 0O/OB/O4 3pp 


0000110510 Motion for schedule of prehearing procedures & commencement 
of evidentiary hearings Urges adoption of NflC recommendation 
to hold hearings during Oct S9E0 Intervenor arguments 
al levi ated , moot it unjustifiable Certificate of Svc end 
NEWMAN, J R , COPELAND, J 0 Houston Lighting 4 Power Co NEWMAN, J R 
Lowenste in, Newman, Reis. Are lrad 4 Toll 80/08/07 10pp 


OQOB19G29B Statement of matl facts as to which there Is no genuine 
issue to be heard re summary disposition of TX PIRG 
Contention 10 on intergranular corrosion cracking Excerpts 
of C Johnson deposition end Pp 419-450 
** Houston Lighting 4 Power Co e Baker 4 Botts e 
Lowenstein, Newman, Reis, Axelrad 4 Toll 80/08/04 32pp 


8008190303 Affidavit in support of summary disposition of TX PIRO 
Contention 10 re Intergranular corrosion cracking Matl used 
for piping fully complies w/NRC regulations Prof 
■qualifications end Pp 451-458 

GORDON, G M General Electric Co 80/07/29 0pp 


8008190307 Affidavit in support of summary disposition of TX PIRO 
Contention 10 re intergranular corrosion cracking Facility 
will be provided w/positive leak detection!) sys which will 
prevent safety hazards W/pvof qual i f lea t ions Pp 459-467 
GUNTHER, L A , MALEC, W F Ebasco Services, Inc (subs of Enserch 
Corp > 00/07/29 9pp 


B00BI9O3I! Motion for summary disposition of TX PIRO Contention 38 re 
use of float type switches in scram discharge vo 1 tank 
Facility will use differential pressure level transmitter 
*ys to eliminate float sinking Pp 468-469 
» Houston Lighting 4 Power Co ■* Baker 4 Botts, e 
Lowenstein, Newman, Reis, Axelrad 4 Toll 80/08/04 2pp, 


8008190320 Statement of matl facts- as to which there is no issue to be 
heard re summary disposition of TX PIRO Contention 38 on use 
of float type switches in scram discharge vo 1 tank W/ 
excerpts of Johnson deposition Pp 470-481 
* Houston Lighting 4 PoweT Co * Baker 4 Betts, e 
Lowenstein, Newman, Reis, Axelrad 4 Toll 00/08/04 t2pp 


0008130384 Forwards motion for summary disposition of certain 
c ontentlons 

B0HINK.I, 9 M Hearing Branch 3 80/08/08 Ip 


— 8008130455 Motion for summary disposition of Doherty Contentions 11,35, 
45 4 46, Framson Contention 1 4 TX PIRG Contentions A-6 4 34 
Litigation not warranted 

8QIUNHI.3 M Hearing Branch 3 BLACK. R L Hearing Branch 1 

00 / 0B/08 18p p 


--8008130460 Statement of matl facts as to which there are no issues to 
be heard Supports motion for summary disposition of Doherty 
Contentions 11,35, 45 4 46, Framson Contention i 4 TX PIRG 
Contentions A-6 4 34 

SDH INK I, 3 M Hearing Branch 3 BLACK, R L Hearing Branch 4 

80/08/08 Bp p 


- - BOOB 1 30463 Affidavit in support of motion for summary disposition of 
Framson Contention 1 4 Doherty Contention 11 Design 
characteristics 4 operating safeguards to protect stored 
spent fuel adequate M/resume 4 transcript excerpts 
WERHIEL, J S Auxiliary Systems Branch 80/08/06 24pp 


--800B13Q479 Affidavit in support of motion for summary disposition of 
Doherty Contention 35 Conduct of safe welding operations 
will be assured by regu lati tins, t-es ting , examination 4 audit 
requirements H/prof qua 1 i f i cat ions 4 transcript excerpt 
LITTON. F 0 Materials Engineering Branch 80/08/06 ISpp 
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— 0008130497 Affidavit in support of notion for summary disposition of 
Doherty Contention 43 Flashing loads do not apply tD BUR 
LQCA Util compiled w /requ 1 remen t s re ability to ui til stand 
lateral seismic forces Resume l transcript eicerpts end 
MEYEfl.R O Core Performance Branch 80/09/09 22pp 


— 6009130495 Affidavit in support of motion for summary disposition of 
Doherty Contention 4-6 Control rod drop accident is not posed 
as issue due to fact that major reductions in margins are 
unlikely W/prof qualifications *, transcript eicerpts 
3RQOXS, W L Core Performance Branch 00/00/07 29 p p 


— 0QOB13O513 Affidavit in support of motion for summary disposition of 
TX PIRQ Contention A-6 Intervenor Incorrectly applied 
Manning equation by omission of imposed pressure drops 
U/resume t, receipts of C Johnson deposition 
FIELDS, M B Containment Systems Branch 30/09/06 38pp 


— 800=9130529 Affidavit in support of motion for summary disposition of 
TX PIRQ Contention A-34 No basis for requiring design to 
withstand hydrogen eipolsions due to presence of criteria 
that limit hydrogen concentrations faeloui flammable limit 
FIELDS, M B Containment Systems Branch 80/08/06 4pp 


0OOBI3O5OD Forwards corrected Page 14 to applicant 900007 response in 
opposition to TX PIRQ Class 9 motion 

RASKIN. D B Lowens t sin. Neuman, Re l s, Ai e 1 rad 6 Toll 90/09/03 lp 


— 3009130511 Corrected Page 14 to B00807 response in opposition to TX 
PIRO Class 9 motion 

4 Houston Lighting X Power Co ■» L owe ns tein, Newman, Flei s, Aie Irad 
i Toil 80/08/0B Ip 


0008190357 Forwards rules re untimely intervention U limited 
app earanc e, in response to 800801 1 tr urging consideration of 
Class 9 accident tJ/o enc 1 

WOLFE, S J Atomic Safety and Licensing Board Panel BO/OB/OS lp 


— 8009190421 Advises of desire to intervene in proceeding Urges 
consideration of Class 9 accident 
COLDDEftO, C Affiliation Unknown BO/09/fH lp 


8008200045 Responds to 800522 ltr urging issuance of supp 1 to EIS 
addressing Class 9 accidents Facility does not fall within 
Commission 000613 statement of interim policy NRC util take 
steps to Identify addl cases that may warrant consideration 
DENTON, H R Office of Nuciear Reactor Regulation, Director 
00/09/00 2pp 


9009210063 Response In opposition to applicants' objection to 
intervenor motion to compel re Interrogatories l production 
of documents concerning Rentfr o-Marrac k contention 
Certificate of Svc end 
MARRACK. D Marrack, D 60/08/10 2pp 


9009130370 Forwards procedural assistance rule change in adjudicatory 
licensing proceedings 

60HlNttI,S M Hearing Branch 3 9D/0B/11 2pp 


6009140345 Response in opposition to TX PIRQ B00724 motion requesting 
suppl to EI3 addressing Class 9 accidents Suppl not prepared 
for reassessing conclusions already reached Detailed 
analysis of Class 9 will expand case M/Certificate of Svc 
50H1NKI, S K Hearing Branch 3 80/09/13 12pp 


0009200179 Updated request for production of documents directed to 
applicant Addresses suppression pool swell, steel shell 
buck 1 ing, spent fuel pool accident & other issues 
W/cer ti f ice 1 1 on of svc 

D0HERTY, J F Doherty. JF. 90/03/13 20pp 


8009220056 Advises that ASLD B00727 order has not been received by 
intervenor Appeal from order becomes untimely 
MARRACK, D Marrack, D 00/00/14 lp 


8009150334 Consol i da t ton of contentions re emergency evacuation plans 
Alleges failure of environ rept, PSAR, FES SER to comply w/ 
regulations re evacuation during Class 9 accidents. 

Designates W J Schuasslar as lead party 

SCHUESSLER, W J Affiliation Unknown DOOGETT, S A Doggett. S A, 
SCOTT. J Texas Public Interest Research Group 80/08/15 2pp 


8008260200 Forwards applicant BOO610 response to Intervenor Potthoff 
second set of interrogatories Related correspondence 
COPELAND, J 0 Baker 8- Botts BO/00/ 19 lp 


— 9008260206 Response to Potthoff second set of interrogatories 
Percentage of electric generation by natural gas will be 
£8X & 21X by 19B5 & 1 990, re sp ec 1 1 ve 1 y Objects to remaining 
Interrogatories Certificate of 9vc end 
COPELAND, 0 Q , NEWMAN. J R Houston Lighting fc Power Co 
COPELAND, J Q Baker 4 Botts 90/08/18 7pp 


9006260322 Informs of unanswered interrogatories still under summary 
judgment attack 6 those unanswered but not under summary 
judgment attack Related correspondence 
DOHERTY, J F Doherty. J F 00/08/20 lp 


8003260504 Order summer! ling actions taken at 000813 prehearing 
conference ASLD denied D Marrack 800726 motion to compel. 

800B03 motion for contention wording correction & 900305 

request for order requiring unilateral consultations 

WOLFE. S J Atomic Safety and Licensing Board Panel 90/09/21 3pp 


8009260516 Order ruling on TX PIRQ request that NRC 6 applicant b t 
compel lad to respond to 000709 interrogatories Twenty-eight 
requests denied L 13 granted Motion to compel P0AR denied 
Document available in LPDR 

WOLFE. 8 J Atomic Safety and Licensing Board Panel 00/00/21 6pp, 


9006260044 Ack receipt of 900015 ltr Name of V Eldman ii on svc list as 
1 (ml ted ut tnes s 

E0HINK1, S H Hearing Branch 3 80/08/22 lp 


8009260217 Urges reconstitution of ASLB to commence hearings due to 
unavailability of present Board Fair weight must be given 
to interests of app 1 icant, ratepayers, shareholders S, rati 
energy policy Certificate of Svc end 

NEWMAN, J R Lo wens tein, Newman, Reis, Axeli'bd & Toll 00/03/22 Sp p 


9006270474 Informs that on 800813 chair denied applicant motion to 
establish schedule for commencement of evidentiary hearings 
Applicant urges that members of A9LB assigned for proceeding 
be relieved of conflicting responsibilities 

NEWMAN, J R Lowens tein. Newman, Rets, Axelrad it Toll 00/00/22 3pp, 


— 8008270477 Applicant motion to set sehodulo for commencing evidentiary 
hearings Requests that ASLB adoptiat upcoming prehearing 
conference, schedule proposed by staff it begin hearings In 
Oct 1980 Certificate of Svc end 

NEUMAN, JR Lowenstein, Newman, Reis, Axelrad it Toll, 00/03/07 
7pp 


800B280335 Request* proposed wording of 800718 submittal he designated 
official wording of Contentions 6,0,9,14 which now Includes 
2Sa t 25b, 17,24,27.29, 30,32, 3Bb, 39 It 42 
DOHERTY, J F Doherty, J F 00/00/23 lp 


B008280259 Memorandum 4, order, ALAB-609, dismissing D Marrack 900818 
appeal from ASLB 800627 order re discovery requests Appeal 
impermissible due to Interlocutory character of order Appeal 
not feasible prior to initial decision 

BISHOP, C J Atomic Safety and Licensing Appeal Panel 80/08/29. 

3pp 


H General correspondence 


8000210071 Responds bo 300926 ltr to J Ahearns Interim policy is NRC 
position that EIS shall Include consideration of site 
specific environ Impacts attributable to accident sequences 
that result in inadequate cooling of reactor fuel, 

DEN10H, H R Office of Nuclear Reactor Regulation, Director, 
90/08/06 2pp 


9000270396 Requests info in response to C Johnson concerns rs Impact 
of Class 9 accident Requests Class 9 aeddant ravlaw 
ECHHARDT, B House of Rep , Interstate 6 Foreign Commerce 00/00/20 

3pp 


T Hearing transcripts on nan-anti trust matters 


800SI90167 Commission determination statement withholding entire 
transcript of 800610 discussion of SECY-A-00-60 
HOYLE, J C Office of the Secretary of the Commleelon 00/07/09 
lp 


8000210171 Transcript of 000013 hearing in Houston, TX Pp 1,627-1,802. 
» Commission GO/OB/13 I7fcpp 
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DOCKET 30-467 ALLENS CREEK NUCLEAR STATION. UNIT 2 


A App I i cat! on/con* true t ton stage documents t correspondence 


8006060024 Forwards FR notice ro B00714-17 regional meetings to address 
portion at Commission 800333 memorandum & order describing 
requirements of environ qualification of electrical 
equipment installed in safety sy« 

HlfiENHUT.D 0 Division of Licensing 80/06/30 Ip 


— — 8-00906018? Notice of 800714-17 regional meetings to address portion of 
Commission 800523 memorandum t order describing requirements 
of environ qua 1 i f i ca t i on of electrical equipment installed 
in safety sys Bvr lists enc 1 

EIBENWJT.D 0 Division of Licensing 80/06/27 117pp 


0. Adjudicatory correspondence 


6008110203 FOIA request for 64 documents for use In facility 
proceeding Descriptive list encl 
DOHERTY, J F Doherty, J F 80/07/09 lOpp 


8008110197 Partial response to FQIA request for 64 documents for use 
In facility proceeding Forwards documents listed in App A 
Search for remaining documents underway N/o ends 
FELTON. J M Division of Rules and Records 80/00/01 7pp 


H General correspondence 


30-08210071 Responds to 800526 1 tr to J Ahearne Interim policy Is NRC 
position that EIS shall include consideration of site 
specific environ impacts attributable to accident sequences 
that result in inadequate cooling of reactor fuel 
DENION.H R Office of Nuclear Reactor Regulation. Director 

00/00/06 2pp 


6008270386 Requests info in response to C Johnson concerns re impact 
of Class 9 accident Requests Class 9 accident review 

ECKHARDT. B House of Rep . Interstate U Foreign Commerce 80/00/20 
Opp 


T. Hearing transcripts on non-antitrust matters 


8OOS10O167 Commission determination statement withholding entire 
transcript of 800610 discussion of SECY-A-80-68 

HdYLE. J C Office of the Secretary of the Commission 80/07/07 

lp 


DOCKET 5D-471 PILGRIM NUCLEAR POWER STATION, UNIT 2 


A App 1 i cation/construc t ion stage documents & correspondence 


£3000060024 Forwards FR notice re B00714-17 regional meotings to addrees 
portion of Commission 800523 memorandum & order describing 
requirements of environ qualification of electrical 
equipment installed in safety tys 

EIBENHUT, D 0 Division of Licensing 00/06/30 lp 


■BOO0O6O1S? Notice of 000714-17 regional meetings to address portion of 
Commission 800523 memorandum & order describing requirements 
o f environ qualification of electrical equipment Installed 
In safety sys Bvc lists encl 

EIEENHJT, D 0 Division of Licensing 80/06/27 U7pp 


6003080010 Requests that all applicants for OLs and CP holders provide 
up — to-date completion schedules 6 fuel load target dates so 
that NRC may establish licensing priorities Forwards list 
at target schedules for plants to be completed within 3 yre 
eiSEUHUT, D 0 Division of Licensing 80/07/11 lOpp 


0008150060 Submits interim criteria for shift staffing to all 0L V CP 
licensees tt app 1 i cants, per NRC 800307 ltr Discusses 
administrative provisions for emergency !■ overtime wort 
Development 6 implementation to be reviewed within 70 days 
EI6ENHUT, D G Division of Licensing 80/07/31 lOpp 


F 6*curlty« medical, emergency 4. fire protection plans 


3006050102 Requests all applicants for CPs U OLs submit info re 
proposed nuclear power plant vicinity evacuation estimates 
Info requested by B00801 for NRC to identify evacuation 
constraints, special planning measures 6 possible mods 
EISENKJT, D 0 Division of Licensing 80/07/02. lp 


8008280097 Notification of 800819.20 6 22 workshops in Valley Forge, PA. 
Chicago, 1L ' Atlanta, GA.iespcctiuely. to solicit public 
comment re NUREQ-0696, ’Functional Criteria for Emergency 
Response Facilities " 

GRIER,B H Region l, Philadelphia, Office or the Director 

00/08/11 2pp 


Q Inspection i eports. IF Bulletins i correspondence 


0006080073 Responds to- [C Bulletin 80-1 1, “Masonry Nall Design “ 
Inaccessible block walls suiveycd 6 program to re-evaluate 
walls near sa f e ty-T e 1 a fed sys developed Justification for 
re-»va lua 1 1 on criteria to be submitted by 801108 
ANOaGNINI.CC Boston Edison Co 80/07/14 4pp 


DOCKET SO-479 til bit -TRIOA 


Q Inspection reports. IF Bulletins 1 correspondence 


0008270686 Forwards IE info Notice 80-24, "Low Level Raduiaste Burial 
Criteria 11 No written response required JH Snieiek 800330 
memo encl 

O'REILLY. J P Region 2, Atlanta, Office of the Director 80/00/14 
tp 


DOCKET STN-50-4Q2 WOLF CREEK GENERATING STATION 


A App 1 i cat ion/cont true t ion stage documents 4. correspondence 


8008060024 Forwards FR notice re 800714-17 regional meetings to address 
portion of Commits ion 000523 memorandum 6 order describing 
requirements or environ qua 1 i Pica t f on o.f electrical 
equipment installed in safety sys 

EISENHITF, D 0 Division of Licensing 80/06/30 ip 


•0008060109 Notice of 000714-17 regional meetings to address portion of 
Commission 800323 msmorandum I order describing requirements 
of environ qual i f icatlon of electrical equipment installed 
in safety sys Sve lists encl 

EJSEMHUT, 0 G Division of Licensing 80/06/27 117pp 


8008080010 Request* that all applicants for OLs and CP holders provide 
up-to-date completion schedules 6 fuel load target dates so 
that NRC may establish licensing priorities Forward* list 
of target schedules for plants to be completed within 3 yr* 
EtSENHUT, DO Division of Licensing 80/07/11 lOpp 


8003150060 Submits interim criteria for shift staffing to all QL 1 , CP 
licansees 6 applicants , per NRC 600S07 ltr Discusses 
admin i s tratlve provi* tens foT emergency fr overtime work 
Development U imp l emen ta tton to be reviewed within 90 days 
EISENHlfT, D 0 Division of Licensing 00/07/31 lOpp 


8008200013 Informs that util 000219 application for OL sufficiently 
complete & permits safety review initiation Facility F8AR 
should be amended to include NUHE0-0694 requirements Accepts 
application for OL for docketing 

EISENHUT, DO Di vi i i on of L i c ens i ng 80/07/31 4pp 


8000130363 Requests expediting technical review of OL applications 
Suggests interbranch review meetings to expedite matters 
PETRICK, N A Standardiied Nuclear Unit Power Plant Bystern 

80/08/11 2pp 


900B190S64 Responds to 600711 ltr requesting fuel load It commercial 
operating schedule Dates unchanged pending schedule review 
Accurate foiecast projected by Oc t 1980 
K0E3TER.G L Kansas Oas ti Electric Co B0/0B/I2 lp 


0008190448 Forwards affidavit for distribution of licensing documents, 
in response to NRC 600731 request 

KQESTER.O L Kansas Gas l. Electric Co 80/08/14 3pp 


8008270097 Advises that "accepted" application for CL will be forwarded 
under separate cover 4, will include license application, 

SNUPPs FSARj Veil 1-9 & util F6AR ad d endum. Vo 1 s 1-3 Lists 

previously submitted info that may be discarded 

SQUDER, J L Division of Rules and Records 80/00/14 lp 


800B2B0181 Inform* Coffey County Courthouse that accepted version of 
util OL application will be sent under separate cover Lists 
components of accepted application 1 previous documents 
which can be discarded 

SaODER.J L Division of ffules and Records 80/00/14 lp 
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DOCKETED ITEMS 


1 ronmenta ) Ropoi t (ER ) , amends 6 correspondence 


Q00B260:i'ia Forwarde "WoJ f Creek Generating Station Environ Rept-OL 
ent Affidavit of distribution encl 
KDESTER.G L Kansas Cos u Electric Co 80/00/19 3pp 


— 0000280328 Responds to NRC 00061*? Itr re violations noted In IE Insp 
Rept 30-402/00-12 Corrective actions five fighting 
provisions made, reactor refueling area assigned ion# 
des Ignat Ion K access controls established 
K0E8TER.G L Kansas Oas t< Electric Co 00/07/02 3pp 


F Security, mod lea), emeigency > fire piotectian plans 


0006050102 Requests all applicants for CPs t QLs submit Info re 
proposed nuclear power plant vicinity evacuation estimates 
Info requested by BOO0OI For me to identify evacuation 
constraints, special planning measures l possible mods 
EISENHUT, D G Division of Licensing 00/07/02 Ip 


3009150453 Forwards 10 Info Notice 80-29, "Broken Studs bn TarTy 
Turbine Steam Inlet Flange " No specific action or reiponse 
requested 

SEVFflITiKV Region 4, Dallas, Office of the Director 80/00/07 
lf> 


S Reportable occurrences. LERs 4- related correspondence 


HO 030 50393 Forward* response to NRC 791226 U 800702 r equests for info 
re evacuation times Evaluations offered for planning 
purposes only 

KOE0TER. <3 L Kansas Gas v Electric Co 90/07/31 25pp 


8009000441 Final deficiency rept re concrete damage In refueling pool 
adjacent to reactor cavity A£ evaluation indicated damaged 
c oner at e, if left uncorrec ted, would not have become 
significant safety problem 

K0E5TER.0 L Kansas Gas 4, Electric Co 00/06/23 Ip 


H Utility Final Safety Analysis Report IFSAR1 fc amends 


8009070461 Forwards addl copies of SNUFFS FEAR, Vais 1-9 

PETRIcKiN A Standard 1 ted Nuclear Unit Powbr Plant System 
80/08/04 Ip 


DO 000704 66 Forwards addl copies of Wolf Creek 1 OL appj nation, general 
info portion of license application t FSAR addendum 
K0E8TCR, 0 L Kansas Gas ft Electric Co 80/0B/03 2 pp 


M Antitrust correspondence 


U00B1 10124 Responds to NFC 000700 request for addl antitrust info by 
forwarding documentation 6 addl discussions 
KOESTCR, 0 L Kansas Qas i< Electric Co 00/08/06 BOOpp 


0 Inspection reports, IE Bulletins < Correspondence 


GOOD 0703 59 Forwards IE Info Notice 00-13, "GE Type 0BK Control Switches 
Defective CAN Follower# " No written response required 
BEVFRIT, K V Region 4, Dallas, Office of the Director 80/04/02 
ip 


DQO02-6O672 Forwards IE Circular 00-17, "Fuel Pin Damage Due to Water 
Jet from Baffle Plate Corner '• Hu written response required 
SEYtRtT.K 1 / Region 4, Dallas, Office of the Director 00/07/23 
IP 


3000200397 Forwards IE Bulletin 80-10, "Maint of Adequate Min Flow 
Through Centrifugal Charging Pumps Following Secondary Side 
High Energy Line Rupture " No written response required 
SEYF01T.K V Region 4, Dallas, Office of the Director 00/07/24 
IP 


1000180420 Forwardi supplemental IH Info Notice 00-06, "Notification of 
Significant Event! at Operating Power Reactor Facilities ’’ 

No written responte required 

8 EY 1 -RIT.K V Region 4, Dallas, Office of the Director 00/07/29 
If 


00QL4Q542 Forward# IE Dulletin 00-20, ‘Failures of West inghou* e Type 
W-2 Spring Return to Neutral Control Switches " Requests 
info re estimate of manpower associated w/cor rec t ive 
actions ne tided after Identifying problem 

BE/miTiK V Region 4, Dallas, Office of tji e Director 00/07/31 
IP 


008200425 Forwards IE Bulletin 90-19, "Failure* of Mercury-Matted 
Matrix Belays in Reactor Protective Sys of Operating Nuclear 
Power Plants Designed by Combustion Engineering " Action 
required by facilities w/OL* ot CP* 

SEYfRITiK V Region 4, Dallas, Office of the Director 80/07/31 
tp 


6009030431 First deficiency rept re ultimate heat sink dam Soils 
originally thought tp be nond 1 sper s 1 v» Testing Indicates 
dispersive soil Dam will function sa t is fat tori ly 
KOEBTER, 9 L Kansas Gas t, Electric Co 00/06/26 Ip 


B00GD90435 Final deficiency rapt re ineorTeet concrete mix used in 
auxiliary bldg roof Concrete used is of substantially 
greater strength No significant safety problem exists 
KOESTER, G L Kansas Oa* t, Electric Co 00/06/86 lp 

#4 

0008000445 Interim deficiency rept re concrete block walls in control 
bldg Affected walls removed except main east-west walls, 
whoso replacement determined not necessary if addl 
stiffeners added Nall const to bp completed by 001001 
KOESTER.O L Kansas Gas ft Electric Co 00/06/27 lp 


0000140596 Interim deficiency rept re 800329 loose sway strut bushing* 
Extent of problem not known due to incomplete!) insp Effects 
an ability function not yet determined Further development 
will be reported by B00901 

KOESTER.O L Kansas Gas 4, Electric Co 00/06/27 lp 


8009080426 Interim deficiency rept re Industrial Mechanics, Inc nut# V 
bolts Min t, max diameters do not conform w/ANBI tolerance 
limitation spec Three months needed for analysis 
K0E9TER, Q L Kansas Gas U Electric Co 00/07/03 tp 


0009060386 9up p 1 omenta ry Part 21 rept re hangers. Bubml ts revised list 
of items a t f ec te d , con ta i n ing corrections Significant 
revisions include hangar Mark FC02-R508/ 123(0) which was 
omitted from Ho 1 f Creak listing 

EJECK 8 TED, N F 0 e r geit-Pa t ter son pipe Support Corp 00/07/14 3pp 


0008070422 Final deficiency rept re interference problem between pip* 
clamps &. mechanical shock arrestors supplied by Bergen-* 

Paterson Cause not stated Snubbers will be rotated end for 
end 

KOE 8 TER.G L Kansas Gas St Electric Co 00/00/04 6 pp. 


DOCKET STff-SO-403 CALLOWAY PLANT. UNIT 1 


A Appl icati on/construc 1 1 on stage documents *< correspondence 


9009060024 Forwards FR notice re 600714-17 regional meetings to address 
portion of Commission 900S23 memorandum & order describing 
requirement* of environ qualification of electrical 
equipment installed in safety sys 

EIEEHHUT.D 0 Division of Licensing 00/06/30 ip 


■0000060109 Notice of 000714-17 regional meeting* to address portion of 
Commi**ion 000333 memorandum *. order describing requirements 
of environ qualification of elec tr leal equipment installed 
in safety sys Eve list* end 

EISENHUT, D 0 Division of Licensing 80/06/27 U7pp 


0QGIS0I4? Ac k receipt of 900/16 Itr informing NRC of steps taken to 
correct violation* noted in IE Insp Rept 5Q-402/6O- 1 1 
SEIDLE, W C Region 4, Dallas, Reactor Construction k Engineering 
Support Branch 00/09/01 Ip 


-8008150146 Responds to NRC 000617 Hr re violations noted In IE Insp 
Rept 80- 482/80 • 1 l Corrective action* welding of electrical 
penetration* halted Completed welds checked for accuracy 
KOESTER.O L Kansas Gas >/ Electric Co 80/07/16 2fp 


308200323 Aek receipt of 00071.2 Itr informing NRC of step# taken to 
correct violations noted in IE Insp Rept 50-482/80-13 
SEIDLE, W C Region 4, Dallas, Reactor Construction ft Engineering 
Support Branch 00 / 08 /oi l p 


8OO0O0OO1O Requests that all applicants for OLs and CP holdsT* jvi-ovlde 
up-to-date completion schedules i, fuel load target dates so 
that NRC may establish licensing priorities Forwards list 
of target schedules for plants to be completed within 3 yrs 
EISENHUT, D. C Division of Licensing 80/07/11 10pp 


9D091S0060 Submits interim criteria for shift staffing to all 0L fc CP 
licensees t app 1 lean ts. p er NRC 800507 Itr Discusses 
administrative provisions for emergency & overtime work 
Development l implementation to be reviewed within 90 days 
EISENHUT.D.O Division of Licensing 80/07/31 lOpp 
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6008210933 Inform* that util 791019 application for OL li * of f 1 c 1 »ntl y 
tompltte U permi-ts safety review Initiation Facility FBAR 
should be amended to Include NUREQ-0694 requirement* Accepts 
application for 0L for docketing 

EtSENHUT. D 0 Division of Licensing 60/07/31 4pp 


8000190363 Request* expediting technical review of OL application* 
Suggests Interbranch review meeting* to expedite matters 
PETRICKrN A Standard i led Nuclear Unit Punier Plant System 

80/08/11 2pp 


6008260373 Notifies of distribution of app I icat i on. SAP U amends t-o 
appropriate parties, in response to NRC 600731 request 
Affidavit end 

BRYAN. J K Union Electric Co 00/08/11 3pp 


6008280194 Informs Fulton City Library that accepted version of util DL 
application will be sent under separate cover Lists 
components of accepted application 6 previous documents 
which can be discarded 

90UDER. U L Division of Rules and Records SO/OS/14 Ip 


800B2B0218 Informs Olin Library that accepted version of util DL 
application will be sent under separate cover Lists 
component* of accepted application & previous documents 
which can be discarded 

eaUDER. J L Divieion of Rules and Records BO/OB/14 lp 


600B260374 Advises that applications for licenses to operate facilities 
have been docketed Display ads re application placed In 
listed newspapers FR notice re receipt of DL application 
cone ideration of OL issuance Si opportunity for hearing enc 1 
YOUNGBLOOD, B J Licensing Branch 1 60/08/19 2pp 


— 6000260456 Notice of receipt of application for facility OLs.of 
eon* l d orat Ion of Issuance of facility OLs Si of opportunity 
for hearing 

YOUNGBLOOD. B J Licensing Branch l 60/09/19 3pp 


8003260620 Responds to NRC 800711 ltr requesting OL applicants to 
update const completion dates for use in establishing 
licensing review priorities Estimated completion date is 
620430. Recent strike Si other factors could delay fuel load 
BRYAN. J K Union Electric Co 0O/OB/2O Ip 


C Utility Environmental Report (ER>. amends & correspondence 


8009280423 Forwards environ rtpt.OL stage, per request Six addl copies 
sent to ANL by DF Schnell 000629 ltr to JE Carson 
BRYAN. J K Union Electric Co 80/06/22 lp 


F Security, medical, emergency b fire protection plans 


6008030102 Requests all applicants for CPs & OLs submit Info re 
proposed nuclear power plant vicinity evacuation estimates 
Info requested by 600801 for NRC to identify evacuation 
constraints. special planning measures & possible mods. 
EI8ENHUT. D G Division of Licensing 80/07/02. Ip 


BC06030445 Provides info re evacuation times, in response to NRC 800703 
request Evacuation time estimates include peak population 
estimates whether day or night. to assure conservative 

estimates 

BCIINELL.DF Un i on El ec tr i c Co 80/07/32 llpp 


B008270720 Notification of 800819.20 It 23 workshops in Valley Forge. PA, 
Chicago. IL S> Atlanta. GA. respective ly, to solicit public 
comment re NUREQ-0696. "Functional Criteria for Emergency 
Response Facilities " 

KEPPLER, J G Region 3. Chicago. Office of the Director 80/08/11, 

app 


K Utility Final Safety Analysis Report (FSAR) & amends 


GOO0O7O461 Forwards addl copies of SNUPPS FBAR. Vo Is 1-9 

PETRICK.N A Standard lied Nuclear Unit Power Plant System 
80/08/04 ip 


G00B07045G Forwards addl copies of OL application b Calloway 1 U 2 
FSAR ad dendum, Vol s 1-5 

SR VAN. J K Union Electric Co, 80/06/06 3pp 


G Inspection reports, IE Bulletins J. correspondence 


800B200549 Forwards IE Insp Rept 30-493/80-17 on 000626 6 27 & notice 
of violation 

DAVIS, A 8 Region 3, Chicago, Fuel Facility V Materials Safety 
Branch 80/07/11 2pp 


— BOO02OO55O Notice of violation from insp on 000626 A 27 

* Region 3. Chicago, Office of the Director 00/07/09 2pp 


•8008200552 IE Insp Rept 50-4S3/BO- 1 7 on 000626 6 27 Noncompliance 
noted unauthor 1 1 ed burning at sanitary landfill.no settling 
pond water level readings or flow calculations It incomplete 
water quality records 

ESSIG.r H . GRANT.W B , PHILLIPS, 11 P Region 3, Chicago, Office of 
the Director 80/07/09 4pp 


8008210116 Forwards IE Insp Rept 50-483/80-18 on B0060S-30 No 
noncompliance noted 

FIDRELLI.G Region 3, Chicago, Reactor Construction It Engineering 
Support Branch 80/07/16 2pp 


8008210134 IE Insp Rept 50-483/80-18 an 800602-30 No noncomp 1 lance 
noted Major areas inspected saf e ty— re 1 ated const activities, 
reactor vessel p r otec 1 1 a it, NNSS component protection 4 mail 
lay dawn V storage areas 

K HOP ■ R C , HANSEN, W A Region 3. Chicago. Office of the Director 
80/07/16 8pp 


8006110116 Forwards Bechtel Power Corp “Detailed Procedure for Test 
Program to Evaluate Welds of Anchor Rods & Studs to 
Embedded Plates “ Requests comment by 0CO725 Forwarding 
ltr end 

SCHNELL, D F Union Electric Co 80/07/17 2pp 


— 800 9110118 "Detailed Procedure for Test Program to Evaluate Helds of 
Anchor Rods H Studs to Embedded Plates “ 

PARIKH.K Bechtel Power CoTp (subs of Bechtel Corp ) 80/07/11 

3pp 


6008120090 Forwards IE Circular 80-17. "Fuel Pin Damage Due to Water 
•Jet From Raffle Plate Corner “ No written response required 
KEPPLER. J G Region 3, Chicago, Qftlce of the DiTectoT 60/07/23 

lp 


80QB200529 Forwards IE Bulletin 80— IB. 'Kaint of Adequate Min Flow 
Through Centrifugal Charging Pumps Following Secondary Side 
High Energy Line Rupture " No action required 

KEPPLER. J G Region 3, Chicago, Office of the Director 00/07/24 

IP 


8008180097 Forwards TE Bulletin 80—20. "Failures of Nestlnghouse Type 
W-2 Spring Return to NautTal Control Switches 1 Action 
requl red 

KEPPLER. J G Region 3, Chicago, Office of the Director 00/07/31 

lp 


0008200472 Forwards IE Bulletin 80-19, "Failures of Mercury-Wotted 
Matrix Relays in Reactor Protective Sys of Operating Nuclear 
Power Plants Designed by Combustion Engineering " Action 
required by facilities w/OLs or CPs 

KEPPLER. J <3 Region 3, Chicago, Office of the Director 00/07/31 

Ip 


8000180126 Forwards IE Bulletin 80-20. "Failure* of Westlnghous* Type 
14-2 Spring Return to Neutral Control Switches. " sent to 
listed licensees for action on 600731 

PAPPAS, H Region 3, Chicago, Office of the Director 80/07/31 lp 


8008200475 Ack receipt of 800711 ltr informing NRC of step* taken to 
correct violations noted in IE Insp Rept 50-483/80-15' 

FIORELLI.G Region 3, Chicago. Reactor Construction It Engineering 
Support Branch 60/00/06 lp 


— 0000200523 Responds to NRC S00624 ltr re violations noted in IE Insp 
Rept 5O-483/0O-S5 Corrective actions program implemented to 
monitor Class IE electrical equipment to assure that 
protective covering is in place 
BRYAN, J K Union Electric Co 80/07/11 3pp 


8O081B0213 Forwards IE Info Notice 00-29, "Broken Studs on Terry 
Turbine Steam Inlet Flange " No specific action or response 
reques ted 

KEPPLER, J* Region 3, Chicago, Office of the Director 80/09/07 
IP 


8 Reportable occurrences, LERs b related correspondence 


B00S0603B6 Supplementary Part 21 rept re hangers Bubmits revised list 
ofitem* affected. containing corrections Significant 
revlsio-ns include hanger Mark FC02-R50B/1 25(0 ) which was 
omitted from Wolf Creek listing 

BECK8TED.W F B e rgen-Pat te r sen Pipe Support Corp 00/07/14 3pp 
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BOOS 1 40293 Ac k receipt of B0071S interim deficiency rept re 
on t-of -tol eraiu e conditions or anchor bolts t nuts 

FICRELL1.G Region □. Chicago, Reactor Construction 4 Engineering 
Support Branch 80/07/28 ip 


8000030461 Interim deficiency rept re improper preheat of heavy 
structural membets prioi to- molding Requests entension until 
SQ112B to submit final rept, due to performance of add! test 
BRYAN, J K Union Electric CO BD/07/29 Ip 


800B050298 Deficiency rept re potential bolt head-pipe clamp 
interference arfecfeing Dergen-Paterson pipe support strut 
assemblies containing Pacific Scientific mechanical shod 
arrestors Final rept util he submitted by 900930 
BRYAN, J K Union Electric Co 90/07/30 !p 


8008050466 Final deficiency Tept ti du t-o f-t o 1 eranc a threads within 
HESS lateral support anchor bolt nuts Reins p ec ti on !< test 
program completed Withdraws items as significant deficiency 
BRYAN, J K Union Electric Co 30/07/31 ip 


B008050419 Interim deficiency rept re adequacy of application t* insp of 
structural steel fireproofing matls Preliminary review 
indicates deficiencies are probably not significant Addl 
evaluation required Final rept will be submitted by 600929 
BRYAN, JX Union Electric Co 80/09/01 lp 


8003310142 Ac! receipt or BOOSOl interim deficiency rept re application 
4 insp of structural steel fireproofing 

FIDRELLI.G Region 3, Chicago, Reactor Construction tt Engineering 
Support Branch 60/03/12 Ip 


— B008210154 Interim deficiency rept re application t irisp of structural 
steel rirepro-ofing Final rept expected to be submitted 
by B00829 

BRYAN, JK Union Electric Co BO/OB/Ol lp 


DOCKET STN-50-4B4 TYRONE ENERQY PARK, UNIT I 
F Security, medical, emergency t fire protection plans 


8008050102 Requests all applicants for CPs 4 OLs submit info re 
proposed nuclear power plant vicinity evacuation estimates 
Info requested by 0OOGOI for NRC to identify evacuation 
cons tra ints, f p ec ia l planning measures 4 possible mods 
EISENHUT, D a Division of Licensing 60/07/02 lp 


0 Adjudicatory correspondence 


8003110521 Preliminary response to PSC of ND % SD Public Utils 
Commission motion to defer NRC action 4 petition for late 
intervention Counsel uiil ascertain opposition after 
returning from vacation W/Cer 1 1 f i c a te of Svc 

I HR t<5, R Badger Safe Energy Alliance, Inc IHRIO, R Ihrig, R 
80/08/03 2pp 


8009220167 Response in opposition to NRC reply to ND 4 SC Commi id ions ' 
B00711 petition to intervene 4. request for hearing 
Ascertains interests 4 standing as matter of right Enormous 
costs may be avoided If action delayed If/Certificate of Svc 
FRANCES,F E . ADRAONA, J 11 North Dakota, State of FRANCES, F E 
South Dakota, State of 80/OB/1S 19pp 


DOCKET STN-50-485 STERLING POWER PROJECT NUCLEAR. UNIT 1 


A Application/construction stage documents 4, correspondence 


8008080010 Requests that all applicants for OLs and CP holders provide 
up-to-date completion schedules 4. fuel load target dates so 
that NRC may establish licensing priorities Forwards list 
of target schedules for plants to be completed uithin 3 yrs 
EISENHUT, D 0 Division of Licensing 80/07/li lOpp 


8008150040 Submits interim criteria for shift staffing to all OL 4 CP 
licensees 4, app I ic ants , per NRC SC0507 ) tr Discusses 
administrative provisions for emergency b overtime work 
Development 4 implementation to be reviewed within 90 days 
EISENHUT, D G Division of Licensing 80/07/31 lOpp 


’ieai, emergency 4 fire protection plans 


all applicants for CPs 4 OLs submit info re 
power plant vicinity evacuation estimates. 

BOOSOl for NRC to identify evacuation 
al planning measures 4 possible mods 
vision of Licensing 80/07/02 Ip 


S0O828OO86 Notification of 000819,20 4 22 workshops in Valley Forge, PA, 
Chicago, IL 4 At lan ta, OA, resp ec t i ve 1 y , to solicit public 
comment re NUREG-0696, "functional Criteria for Emergency 
Response Facilities " 

GRIER, D H Region 1, Philadelphia, Office of the Director 
BO/03/11 2pp 


0 Adjudicatory correspondence 


8008040128 Fonuard* HR Denton 000725 order revoking CP per ALAB-596 
SOHIKM.S M Hearing Branch 3 00/07/31 lp 


— 8008040129 Forwards HR Denton B0072S order revoking CP per ALAB-596 
Order sent s imu 1 ta needs 1 y to FR for publication 
YOUNGBLOOD, B J Licensing Branch 1 80/07/25 3pp 


— 8008040132 Order revoking CP per ASLAB 800617 order, ALAB-596, uih ich 
terminated proceeding 4 instructed Director of Nuclear 
Reactor Regulation to revoke issuance Application far 
environ compatibility denied 

DENTON, H R Office of Nuclear Reactor Regulation, Director 
00/07/25 2pp 


0 Inspection reports, IE Bulletins 4 correspondence 


0004230472 Forwards IE Bulletin 79-03A, "Longitudinal Held Defects in 
A SHE BA-312, Type 304 Stainless Steel Pipe " Action required 
GRIER, B H Region 1, Ph i lade 1 phi a, Office of the Oirector 
80/04/04 Ip 


8008070341 Forwards IE Circular 80-17, "Fuel Pin Damage Due to Hater 
Jet From Baffle Plats Corner " No written response required 
GRIER.fi H Region i, Philadelphia, Office of the Director 
80/07/23 lp 


9000220114 Forwards IE Bulletin 00-10, "Maint of Adequate Min Flaw 
Through Centrifugal Charging Pumps Following Secondary Side 
High Energy Line Rupture " No action required 
GRIER, BH Region l, Philadelphia, Office of the Director 
80/07/24 lp 


BOO0I4O-529 Forwards IE Bulletin 80-20, "Failures of Meetinghouse Type 
W-2 Spring Return to Neutral Control Switches " Requests 
info re estimate of manpower associated w/corracti ve 
actions needed after identifying problem 

GRIER, B H Region 1, Philadelphia, Office of the Director 
80/07/31 tp 


0008180035 Forwards IE Bulletin 00-19, "Failures of Mercury-Wetted 
Matrii Relays in Reactor Protective Sys of Operating Nuclear 
Power Plants Designed by Combustion Engineering," Action 
required by facilities w/CJLs or CPs 

GRIER, B H Region 1, Philadelphia, Office of the Director 
80/07/31 lp 


0008260414 Forwards IE Info Notice 00-29, "Broken Studs on Terry 
Turbine Steam Inlet Flange " No specific action or response 
reques ted 

OR 1ER, B K Roglan t, Philadelphia, Office of the Oirector 
00/08/07 lp 


DOCKET 8TN-50-4B6 CALLOWAY PLANT, UNIT 2 


A App 1 icallon/construc t Ion stage documents 4 correspondence 


9008060024 Forwards FR notice re 800714-17 regional meetings to addresa 
portion of Commission 800523 memorandum 4 order describing 
requirements of environ qua 1 1 f icatlon of electrical 
equipment installed in safety sys 

EISENHUT, D G Division of Licensing 80/06/30 lp 


— -0008060189 Notice of 800714-17 regional meetings to address portion of 
Commission 800523 memorandum 4 order describing requirements 
of environ qualification of electrical equipment installed 
in safety sys Svc lists end 

EISENHUT, DO Dt vi ■ i a n 0 f L 1 c ens i ng 80/06/27 117pp 


8008090010 Requests that all applicants for OLs and CP holders provide 
up-to-date completion schedules 4 fuel load target dates so 
that NRC may establish licensing priorities Forwards list 
of target schedules for plants to be completed within 3 yrs 
EISENHUT, D 0 Division of Licensing 80/07/11 lOpp 


BOQBt 50060 Submits interim criteria for shift staffing to all OL 4 CP 
licensees 4 app 1 lean ts, per NRC 800507 Itr Discusses 
admini t tra t i ve provisions for emergency 4 overtime work, 

Development l implementation to be reviewed within 90 days, 

EISENHUT, D 0 Division of Licensing 80/07/31 lOpp 
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BO0B210555 Inform! that util 791019 application for OL Is sufficiently 
complete t< permits safety rovlewi initiation Facility FBAfl 
should be amended to Include NUREQ-0694 r equ i r ement* Accepts 
application for QL for docketing 

EISENHVT.D 0 Division of Licensing 00/07/31 4 pp 


0000130363 Requests eipediting technical revieui of QL applications 
Bujgesti Interbranch review meetings to eipedite matters 
PETRICKiN A Standard 1 1 ed Nuclear Unit Power Plant Bystdm 

00/00/11 2pp 


000-0260373 Notifies of distribution of ap p 1 1 c at i on, BAR i amends to 
appropriate parties. In response to NRC 800731 request 
Affidavit end 

BRYAN, JK Union Electric Co 80/08/11 3pp 


□008280194 Informs Fulton City Library that accepted version of util OL 
application will be sent under separate cover Lists 
components of accepted application i previous documents 
which can be discarded 

SQUDER.J L Division of Rules and Records 00/00/14 Ip 


8O0Q26O21Q Informs Olln Library that accepted version of util OL 
application will be sent under separate cover Lists 
components of accepted application & previous documents 
which can be discarded 

OOUDERr J L Division of Rotes and Records 00/08/ 1 4 lp 


0008260374 Advises that applications for licenses to operate facilities 
have been docketed Dilplay ads re application placed in 
listed newspapers Ffl notice re receipt of OL application 
consideration of OL Issuance & opportunity for hearing enc 1 
YOUNGBLOOD, D J Licensing Branch 1 BO/00/19 2pp. 


0000260456 Notice of receipt of application for facility OLs, of 
c one ideratlon of Issuance of facility OLs t, of opportunity 
for hearing 

YOUNGBLOOD, B J Licensing Branch 1 00/09/19, Spp 


0000260620 Respond* to NRC 800711 Hr requesting OL applicants to- 
update const completion dates for use In establishing 
licensing review priorities Estimated comp loti on date is 
820430, Recent strike h other factor* could delay fuel load 
BRYAN, J, K Union Electric Co 80/08/20 lp 


C Utility Environmental Report (ER), amends tt correspondence 


0OOB2BO428 Forwards environ rept,OL stage, per request BI« add 1 copies 
sent to ANL by DF Bchnell 800B2S itr to JE Carson 
BRYAN, J, K Union Electri-c Co eo/OB/22 lp 


F Security, medical, emergency & fire protection plans 


80OBO9O1O2 Requests all applicants for CPs 6 QL* submit Info re 
proposed nuclear power plant vicinity evacuation estimates 
Info requested by 8008D1 for t IRC to identify evacuation 
Constraints, spec lal planning measures U possible mods 
EI8ENHUT, D 0, Division of Licensing 00/07/02 lp 


8008090445 Provides info re evacuation times, In response to NRC 000702 
request Evacuation time estimates Include peek population 
estimates whether day nr night, to assure conservative 

estimates 

8CHNELL, D. F. Union Electric Co 80/07/22 llpp 


8008270720 Notification of 000819,20 It 32 workshops in Valley Forge, PA. 
Chicago, IL V Atlanta, GA, respectively, to solicit public 
comment rs NUREG-0696, "Functional Criteria for Emergency 
Response Facilities " 

KEPPLER , J 0. Region 3, Chicago, Office of the Director 00/08/11 

SPP- 


K Utility Final Safety Analysis Report (F3AR) Ji amends 


8000070461 Forwards addl copies of SNUPP8 FEAR, Vo Is 1-9. 

PETRICK.N.A Standardiied Nucloar Unit power Plant System 
00/00/04 lp. 


BOO0O7O45S Forward* »ifdl copies of OL application U Calloway 1 & 2 
FSAR addendum, Vol* 1-5 

9RYAN, tJ K Union Electric Co 00/08/06 3pp 


Q Inspection reports. IF Bulletins 4. correspondence 


80081 10116 Forwards Bechtel Power Coip Detailed Procedure for Test 
Program to Evaluate Welds of Anchor Rods 6 Studs to 
Embedded Plates ’■ Requests comment by 800725 Forwarding 
Ur end 

SCHNELL, D F Union Electric Co 80/07/17 2pp 


— '0003110116 "Detailed Procedure for Test Program to Evaluate Welds of 
Anchoi Rods 6 Studs to embedded Plates “ 

PAR1KM.K Bechtel Power Corp (subs of Bechtel Carp ) 80/07/11 

0PP 


8000120090 Forwards IE Circular 00-17, "Fuel Pin Damage Dire to Water 
Jet From Baffle Plate Corner " No written response required 
KEPPLER , J G Region 3. Chicago, Office or the Director 80/07/23 
IP 


8008200529 Forwards IE Bulletin 80-18, '(taint of Adequate Min Flow 
Through Centrifugal Charging Pumps Falioulng Secondary Side 
High Energy Line Rupture " No action required 

KEPPLER, J Q Region 3, Chicago, Office of the Director 90/07/24 

lp 


8000190097 Forwards IE Bulletin 80-20, "Failures of West ingh ouse Type 
W-2 Spring Return to Neutral Control Switches ' Action 
required 

KEPPLER, J 0 Region 3. Chicago, Office of the Director B0/07/31 

• p 


8008200472 Forwards IE Bulletin 80-19, ‘Failures of Mercury-Wetted 
Matrix Relays in Reactor Protective Sys of Operating Nuclear 
Power Plants Designed by Combustion Engineering " Action 
required by facilities w/QLs or CPs 

KEPPLER, J 0 Region 3, Chicago, Office of the Director B0/07/3! 

ip 


8000180126 Forwards IE Bulletin 80-20, “Failures of Hestinghouse Type 
W-2 Spring Return to Neutral Control Switches," sent to 
listed licensees for action on 800731 

PAPPAS, -H Region 3, Chicago. Office of the Director 00/07/31 lp 


8006180213 Forwards IE Info Notice 80-29, "Broken Studs on Terry 
Turbine Steam Inlet Flange " No specific action or response 
requested 

KEPPLER, J 0 Region 3, Chicago. Office of the Director 00/08/07 
IP 


3 Reportable occurrences, LER* It related correspondence 


8008060-386 Supplementary Part 21 rept re hangers Submits revised list 
of items a f f oc t ed. c onta ining corrections Significant 
revisions include hanger Hark FCO-2-R508/125CQ ) which was 
omitted from Wolf Creek listing 

BECK9TED.W F Berg en-Pa t teT s oh Pipe Support Cdrp 80/07/14 3pp 


□008140293 Act receipt of 800718 interim deficiency rept re 
out-of-tolerance conditions of anchor bolts *< nuts 
FIOREl.LIrO Region 3, Chicago, Reactoi Construction 6 Engineering 
Support Branch 80/07/28 Ip 


8006210142 Ac k receipt of 800001 interim deficiency rept re application 
6 Insp of structural steel fireproofing 

FIORELLI, 0 Region 3- Chicago, ReactoT Construction fc Engineering 
Support Branch 00/08/12 Ip 


— 0008210156 Interim deficiency rept re application L Imp of structura 
steel fireproofing Ftnal rept expected to be submitted 
by 900029 

BRYAN, J K Union FlectTic Co 80/00/01 lp 


DOCKET 8TN-50-488 PERKINS NUCLEAR STATION, UNIT 1 


A App 1 i ca t ion/con* t rue 1 1 an stage documents 4 correspondence 


8000060024 Forwards FR notice re 800714-17 regional meetings to address 
portion of Commission 800523 memorandum 4 order describing 
requirements of environ qualification of electrical 
equipment installed In safety- sys 

E1SENHUT. D 0 Division of Licensing 00/06/30 Ip 


— Q0p8060iB-9 Notice of 800714-17 regional meetings to address portion of 
Commission 800523 memorandum >, order describing requirements 
of environ qualification of electrical equipment installed 
in safety sys 8vc lists end 

EISENHUr, 0 0 Division of Licensing 80/06/27 117pp 
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8008030010 Requests that all applicants for DLs and CP holders provide 
up-to-date completion schedules ft fuel load target dates so 
that NRC may establish licensing priorities Forwards list 
of target schedules for plants to he completed within 3 yr* 

EISENHUT. D 0 Division of Licensing BO/07/11 lOpp 


0OOB15OO4Q Submits interim criteria for shift staffing to- all QL *c CP 
licensees ft app l icants. p er NRC 800907 Itr Discusses 
administrative provisions for emergency ft overtime work 
Development ft implementation to bo reviewed within 90 days 
EISENHUT, D 0 Division of Licensing 80/07/31 lOpp 


F Sceurity< modical. emergency ft fire protection plans 


B0QB05O102 Requests all applicants for CPs ft OLs submit info re 
proposed nuclear power plant vicinity evacuation estimates 
Info requested by B00801 for NRC to identify evacuation 
c ons tralnts, spec tal planning measures & possible mods 
EISENHUT, D 0 Division of Licensing 00/07/02 lp 


BOO8Q6035O Responds to 80D7D2 request for info re evacuation times for 
power plants w/currenfc or pending CPs Chero-kee ft PeTtlns 
Stations pose no population density situation which would 
cause long evacuation times 
DAIL.L C Duke Power Co 80/07/31 Ip 


0 Adjudicatory correspondence 


8008010095 Order granting 20-day eitenslon from 800310) for Springer to 
reply to NRC B0070B comments on Springer 800321 affidavit 
BOWERS) E S Atomic Safety and Licensing Board Panel 80/07/28 lp 


9008130478 Brief in support of 800415 petition to intervene Relies on 
Appalachian vs Train re finding that cooling lakes are bast 
technology available per ERA Urges participation as matter 
□ f discretion Certificate of Svc end 
SPRINGER, D Affiliation Unknown 00/08/04 I4pp 


BQ08180614 Order advising parties to file except ions to ASLB 800222 
partial initial decision by B0C829 

BISHOP, C J Atomic Safety and Licensing Appeal Panel 30/08/14 

app 


DOCKET 3TN-50-4B9 PERKINS NUCLEAR STATION, UNIT 2 


A Application/construction stage documents ft correspondence 


800S060024 Forwards FR notice re 800714-17 regional meetings to address 
portion of Commission B00523 memorandum ft order describing 
requirements of environ qualification of electrical 
equipment installed in safety sys 

E1SENHUT) D 0 Division of Licensing 00/06/30 Ip 


— 80030601S? Notice of 800714-17 regional mratings to address portion of 
Commission 800S23 memorandum ft order describing requirements 
of environ qualification of electrical equipment installed 
In safety sys Svc lists enc 1 

EISENHUT, D G Division of Licensing 80/06/27 U7pp 


SOOBOaOOlO Requests that ail applicants for OLs and CP holders provide 
up-to-date completion schedules ft fuel load target dates io 
that NRC may establish licensing priorities Forwards list 
of target schedules for plants to be completed within 3 yrs 
EISENHUT, DO Division of Licensing 80/07/il lOpp 


3008150060 Submits interim criteria for shift staffing to all OL ft CP 
licensees ft applicants, per NRC 000507 ltr Dlscussts 
administrative provisions for emergency ft overtime work 
Development ft implementation to bo reviewed within 90 daye 
EI8ENHUT.D0 Division of Licensing 80/07/31 lOpp 


F Security, medical, emergency ft fire protection plans 


8008050102 Requests all applicants for CPs ft OLs submit info re 
proposed nuclear power plant vicinity evacuation estimates 
Info requested by 800801 for NRC to identify evacuation 
c ons train ts, spec ial planning measures ft possible mods 
EISENHUT, DO Division of Licensing 00/07/02 ip 


0008060350 Responds to 800702 request for info re evacuation timas for 
power plants w/currant or pending CPs Cherokee ft Perkins 
Stations pose no population density situation which would 
cause long evacuation times 
DAIL.L C Duke Power Co 80/07/31 Ip 


0 Adjudicatory correspondence 


B00B180646 Order denying D Springer 800415 petition to Intervene as out 
of time w/o jus t it lea t ion, Teques t i ng unavailable relief ft 
inadequate support for allegations of misconduct ft denying 
i nter venors ' B006Q6 motion for reconsideration 

DONERS, E S Atomic Safety and Licensing Board Panel BO/OS/14 

1 Ipp 


i Inspection reports, IE Bulletins ft correspondence 


300312005+ Forwards IE Circular 80-17, "Fuel Pin Damage Due to Hater 
Jet From Baffle Plate Corner " No written response required 
O'REILLY.J P Region 2. Atlanta- Office of the Director 80/07/23 

If 


I008260H2 Forwards IE Bulletin 80-18. "Maint of Adequate Kin Flow 
Through Centrifugal Charging Pumps Following Secondary Side 
High Energy Line Rupture 11 No action required 

D 'REILLY, J P Region 2. Atlanta, Office of the Director 30/07/24 
lp 


1000140607 Forwards IE Bulletin 00-20, "Failures of West inghous e Type 
W-2 Spring Return to Neutral Control Switches 11 Requests 
info re estimate of manpower associated w/corrective 
actions needed after identifying problem 

Q'REILLV-J P Region 2. Atlanta, Office of the DirectoT 80/07/31 
lp 


003180079 Forwards IE Bulletin 80-19, "Failures uf Mercury-Wetted 
Matrix Relays in Reactor Protective Bys of Operating Nuclear 
Power Plants Designed by Combustion Engineering “ Action 
required by facilities u/OLs or CPs 

O'REILLY, JP Region 2, Atlanta, Office of the Director 80/07/31 
If 


303150496 Forwards IE Info Notice BO-29, "Broken Studs on Tarry 
Turbine Steam Inlet Flange " No specific action or response 
requested 

G'ftEILLY, JP Region 2, Atlanta. Office of the Director 00/08/07. 
IP 


308 270666 Forwards IE Info Notice BO-24, "Low Level Radwaste Burial 
Criteria " No written response required JH Gnleeek 800930 
mamo enc 1 , 

O'REILLV, J P Region 2, Atlanta- Office of the Director BO/O0/I4 
If 


6009010095 Order granting 20-day extension from 800510, for Springer to 
reply to NRC 000708 comments on Springer 800521 affidavit 
BOWERS, E 8 Atomic Safety and Licensing Board Panel 80/07/20, Ip 


8008130678 Brief in suppoTt of 800415 petition to intervene Relies on 
Appalachian vs Train re finding that cooling lakes are best 
technology available per EPA Urges participation as matter 
of discretion Certificate of Svc end 
SPRINGER- D Affiliation Unknown 00/08/06. 14pp 


0008180614 Order advising parties to file exceptions to A6LB 800222 
partial Initial decision by 800629 

BISHOP, C J Atomic Safety and Licensing Appeal Panel. 0O/OB/14 

2pp 


0008180666 Order denying D Springer 800415 petition to intervene as out 
of time w/o ju* fcif ication, requesting unavailable relief ft 
inadequate support for allegations of misconduct ft denying 
intervenors' 800606 motion for reconsideration 

BOWERS, E 6 Atomic Safety and Licensing Board Panel 80/06/14. 

1 lpp 


Q Inspection reports, IE Bulletins ft correspondence 


8000120054 Forwards IE Circular 80-17, "Fuel Pin Damage Due to Water 
Oct From Baffle Plate Corner " No written response required 
O'REILLY, J p Region 2- Atlanta, Office of the Director B0/07/23 
lp 


8006260142 Forwards IE Bulletin 80-18, "Maint of Adequate Min Flow 
Through Centrifugal Charging Pumps Following Secondary Side 
High Energy Line Rupture 11 No action required 

0 'REILLY, J P Region 2, Atlanta. Office of the Director. 00/07/24 
>P 


BOOB 1 40607 Forwards 1E Bulletin 80-20, "Failures of Westlnghouse Type 
H-2 Spring Return to Neutral Control Switches " Requests 
info re estimate of manpower associated w/corrective 
action* needed after identifying problem 

O'REILLY, J P Region 2, Atlenta, Office of the Director, 00/07/31 
IP 
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8008180079 Forward*' IE Bulletin 80-19. "Failures of Mercury-Ue tte d 
Matrix Relay* in Reactor Protective Sys of Operating Nuclear 
Power Plant* Designed by Combustion Engineering " Action 
required by facilities w/OL* or CPs 

O'REILLY, JP Region 2, Atlanta. Office of the Director 80/07/31 
>P 


0008190496 Forwards IE Info Notice 80-29, "Broken Studs on Terry 
Turbine Steam Inlet Flange “ No specific action or response 
requested 

O'REILLY, J P Region 2, Atlanta. Office of the Director 80/00/07 
»P 


8008270606 Forwards IE Info Notice GO-24, "Low Level Radwaste Bursal 
Criteria " No written response required JH Sniesek 800530 
memo encl 

D'REILLY, J P Region 2, Atlanta. Office of the Director 00/03/14 

ip 


DOCKET STN-50-490 PERKINS NUCLEAR STATION, UNIT 3 


A Application/construction stage documents & correspondence 


8008000010 Requests that all applicant* for OLs and CP holders provide 
up-to-date completion schedules b fuel load target datBs sd 
that NRC may establish licensing priorities Forwards list 
of target schedules far plants to be completed within 3 yrs 
EISENHUT, D 0 Division of Licensing 00/07/11 lOpp 


8008190060 Submits interim criteria for shift staffing to alt QL t< CP 
licensees b app 1 i cants, per NRC 800S07 itr Discusses 
admini strati ve provisions for emergency (< overtime work 
Development *< Implementation to be reviewed within 90 days 
EISENHUT, D 0 Division of Licensing B0/07/31 lOpp 


F Security, madieali emergency it fire protection plan* 


8008050102 Request* all applicant* for CP* b 0L« submit info re 
proposed nuclear power plant vicinity evacuation estimates 
Info requested by 800801 for NRC to Identify evacuation 
con* tra int *, spac ial planning measures b possible mod* 
EISENHUT, D 0 Division of Licensing 80/07/02 Ip 


8QO0O6O35O Respond* to 600702 request for info re evacuation time* for 
power plant* w/current or pending CP* Cherokee tt Perkins 
Stations pose no population density situation which would 
cauie long evacuation times 
DAIL.L C Duke Power Co. BO/07/31 Ip 


0. Adjudicatory correspondence 


800B01009S Order granting 20-day extension from 800518. for Springer to 
reply to NRC 600708 comments on Springer 800521 affidavit 
BOWERS, E 0 Atomic Safety and Licensing Board Panel 80/07/20 lp 


0OOB13O670 Grief In support of 800415 petition to intervene Relies on 
Appalachian vs Train re finding that cooling lakes are best 
technology available per EPA Urges partic i pa t i on as matter 
of d 1 icretion. Certl f icate of Svc encl 
aPRINOERiD, Affiliation Unknown 80/08/06 14pp 


6008180614 Order advising parties to file exceptions to ASLB 800222 
partial Initial decision by 800029 

BISHOP. C. J Atomic Safety end Licensing Appeal Panel B0/08/14 

app 


8008180666 Order denying D Springer 000415 petition to intervene as out 
of time w/o justification, requesting unavailable relief & 

Inadequate support for allegations of misconduct b denying 

interveners' 800606 motion for reconsideration 

BOWERS, E 8 Atomic Safety and Licensing Board Panel - 80/08/14 

ttpp 


Q Inspection reports, IE Bulletins b correspond enco 


8000120054 Forwards IE Circular 80-17, "Fuel Pin Damage Due to Water 
Jet From Baffle Plate Corner " No written response required 
O'REILLY, J P Region 2, Atlanta, Office of the Director 80/07/23 
lp 


8000260142 Forward* IE Bulletin 60-18, "Maint of Adequate Min Flow 
Through Centrifugal Charging Pump* Following Secondary Bide 
High Energy Line Rupture " No action required 

0 'REILLY, J P Region 2, Atlanta, Office of the Director 80/07/24 
lp. 


0000140607 Forwards IE Bulletin 80-20, 'Failures of Uestlnghouse Type 
W-2 Spring Return to Neutral Control Switches " Requests 
info re estimate of manpower associated u/correc 1 1 vo 
action* needed after identifying problem 

Q ' REIl-LY, J P Region 2, Atlanta, Office of the Director 80/07/31 
lp 


8000180079 Forwards IE Bulletin 00-19, "Failures pf Mercury-Wetted 
Matrix Relays In Reactor Protective Sys of Operating Nuclear 
Power Plants Designed by Combustion Engineering " Action 
required by facilities w/OLs or CPs 

O’REILLY, J P Region 2. Atlanta, Ofrice of the Director 80/07/31 
lp 


8009150496 Forwards IE Info Notice 00-29, "Broken Studs on Terry 
Turbine Steam Inlet Flange " Ho specific action or response 
requested 

O'REILLYiJ P Region 2, Atlanta, Office of the Director 00/08/07 
IP 


DOCKET STN-50-491 CHEROKEE NUCLEAR STATION, UNIT 1 
A App 1 1 cat l on/cons true t ion stage documents i. correspondence 


0008060024 Forwards FR notice re 000714-17 regional meetings to addrefs 
portion of Commission 000523 memorandum b order describing 
requirement* of environ qualification of electrical 
equipment installed in safety eye 

EISENHUT, D 0 Division of Licensing 00/06/30 Ip 


•0000060109 Notice of 800714-17 regional meetings to addreis portion of 
Commission 800523 memorandum b order describing requirements 
of environ qualification of electrical equipment installed 
in safety sys Svc lists encl 

E1SENHUT, D 0 Division of Licensing 80/06/27 I17pp 


80080000 iO Requests that all applicants for OLs and CP holders provide 
up-to-date completion schedules b fuel toad target dates so 
that NRC may establish licensing priorities Forwards List 
of target schedules for plants to be completed within 3 yrs 
EISENHUT. D 0 Division of Licensing 80/07/11 lOpp 


BOO01SOO6O Submits interim criteria for shift staffing to all OL b CP 
licensees b app 1 (cants, p er NRC B00507 Itr Discusses 
administrative provisions for emergency b overtime work 
Development t< implementation to bo reviewed within 90 days 
EISENHUT, D O Division of Licensing 80/07/31 lOpp 


8008120496 Submits const completion 4, fuel load target dates, in 
response to NRC 000711 Itr For Unit Lconit completion & 
fuel load target dates are Jul 1900 6 Ju 1 1991 for Unit 2 OL 
application to be submitted by Sept 1906 
DAIL.L C Duke Power Co 80/00/04 lp 


F Security, medical, emel gency K fire piotectfon plans 


0008050102 Requests all applicants for CPs b OLk submit info re 
proposed nuclear power plant vicinity evacuation estimates 
Info requested by 800801 for NRC to identify evacuation 
constraint s, spec ial planning measures b passible mods 
EISENHUT, D 0 Division of Licensing 80/07/02 lp 


8008060350 Responds to 800702 request for info re evacuation times for 
power plants w/current or pending CPs Cherokee b Perkin* 

Station* pose no population density situation which would 

cause long evacuation times 

DAIL.L C Duke Power Co 80/07/31 lp 


Q Inspection reports, IE Bulletins t correspondence 


8000010041 Ack receipt of 800625 Itr informing NRC of iteps taken to 
correct violations noted in IE Insp Repts 50-491/79-10# 
50-492/79-10 b 50-493/79-10 

MURPHY, C E Region 2, Atlanta. Reactor Construction b Engineering 
Support Branch 80/07/15 lp 


— 0008010044 Responds to NRC 790627 Itr re violation noted In IE Insp 
Repts 50-491/79-10,50-492/79-10 b 50-493/79-10 Corrective 
action* corrected procedure for determining bulk density 
of test sand i increased testing of filter matl 
DAIL.L C Duke Power Co 30/06/25 3pp 


8000120054 Forwards IE Circular 80-17, "Fuel Pin Damage Due to Uater 
Jet From Baffle Plate Corner “ No written response required 
□ 'REILLY. J P Region 2, Atlanta. Office of the Director 80/07/23 
lp 
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3006260142 Forwards IE Bulletin BO-18, Hatnt of Adequate Min Flow 
Through Centrifugal Charging Pumps Following Secondary Side 
High Energy Line Suptuie " No action l eqoired 

O'REILLY, J P Region 3, Atli>n*-a. Office of the Director 80/07/24 
lp 


3006140475 Ack receipt of IE Insp Repte 50-491780-06.50-492760-07 & 
50-493/60-07 on 6 00624 -25 flu proprietary info 
DAIL. L C Duke Fouler Co BQ/07/2B lp 


-B00B14O4S2 Forwards IE lnsp Repts 50-491780-06,50-492/60-07 8. 50-493/B0 
07 on 600624-25 No noncomp 1 i anc e noted 
H'JRPHY, C E Region 2, Atlanta Reactor Construction St Engineering 
Support Branch 80/06/16 2pp 


-0OOBI4O497 IE Imp Repts 50-491780-03.50-492/80-07 it 50-493/00-07 on 
800624-25 No noncosp 1 tance noted Major areas inspected 
safety-related structures, review of quality records, audi is t< 
corrective action on followup items 

HEHDT.fi R Region 2. Atlanta. Reactor Construction It Engineering 
Support Branch ECONCMQS. II Region 2. Atlanta. Office of the 
Director BO/07/16 4pp 


008140607 Forwards IE Bulletin 80-20, "Failures of Mestinghouse Type 
14-2 Spring Return to Noutral Control Switches “ Requests 
info re estimate ot manpower associated u/corrective 
actions needed after identifying problem 

O'REILLY.J P Region 2, Atlanta, Drfice of the Director B0/07/31. 
lp 


008100079 Forwards IE Bulletin BO-19. “Failures of Mercury-Wetted 
Hatri i Relays in Reactor Protective Sys of Operating Nuclear 
Power Plants Designed by Combustion Engineering " Action 
required by facilities w/OLs or CPs 

O'REILLY. 0 P Region 2, Atlanta. Office of the Director BQ/07/31 
lp 


303150 1 70 Ac l receipt of IE Insp Repts SO-491 760-09, 50-4927B0-06 S. 
50-493/60-08 on 800611-13 flo proprietary info 
DAIL.L C Dote Power Co 80/06/04 lp 


-8OOB15O106 Forwards IE Insp Repts 50-491/80-09,50-492/80-06 (< 50-493/ 
BO-OB on 800611-13 No noncompliance rioted 

STOHR, J P Region 2, Atlanta, Fuel Facility 6 Materials Safety 
Branch B0/O7/P2 2pp 


BOOB1S0233 IE Insp Repts 30-49 1 760- 09i 50-492/80-08 6 5C-493/a0-OB on 
800611-13 No noncomp 1 iance noted Major areas inspected mgt 
contro is i s ta t us review of environ protection program, 
reporting requirements J, site insp 

JENK1N9.G R Region 3. Atlanta. Fuel Facility t< Materials Safety 
Branch CUNNINGHAM. A L Region 2, Atlanta, Office of the 
Director 80/07716 4pp 


08150496 Forwards IE Info Notice 80-29. “Broken Studs on Terry 
Turbine Steam inlet Flange ” No specific action or response 
r equested 

R 'REILLY* J P Region 2, Atlanta. Office of the Director B070B/07 

lp 


09270686 Foi wards IE Info Notice 60-24, "Low Level Radwaste Burial 
Criteria " No written response required JH Snieiek S00530 
nemo encl 

'REILLY.JP Region 2, Atlanta, Office of the Director BQ/OB/14 
>P 


IKET STN-50-492 CHEROKEE NUCLEAR STATION. UNIT 2 


App 1 lea t i on/cons true t ion stage documents 8. correspondence 


18060024 Forwards Ffi notice re 800714-17 regional meeting* to address 
ortion of Comiussion 000323 memorandum L order describing 
equirements or environ qua I i t i c a 6 ion of electrical 
quipment installed in safety sys 

ISENHUT.D Q Division of Licensing 80/06/30 lp 


003060169 Notice of 800714-17 regional meeting! to address portion of 
Commission 800523 memorandum 4 order describing requirements 
of environ qualification of electrical equipment installed 
In safety sys Svc lists encl 

EISENHUT. D G Division of Licensing 80/06/27 1 1 7pp 


80B0010 Requests that all applicants for OLs and CP holders provide 
i-to-dafce completion schedules it Fuel load target dates so 
at NRC may establish licensing priorities Forwards list 
f target schedules for plants to be completed within 3 yrs 
I8ENHUT. T) C Division of Licensing 80/07/11 lOpp 


0000150060 Submits interim criteria for shift staffing to all OL it CP 
licensees it app 1 icants, per NRC B00507 ltr Discusses 
admin i strati ve provisions for emergency it overtime work 
Development V implementation to be reviewed within 90 days 
EISENHUT, D 0 Division of Licensing 60/07/31 iOpp 


6009120496 Submits const completion it fuel load target dates, in 
response to NRC 800711 ltr For Unit 1, const completion it 
fuel toad target dates are Jul 1980 i> Jul 1991 for Unit 2 OL 
application to be submitted by Sept 1966 
DAIL.L C Duke Power Co 00/08/04 lp 


F Security, medical, emergency it fire protection plans 


8008050102 Reouests all applicants for CPs it OLS submit info r» 
proposed nuclear power plant vicinity evacuation estimates 
Info requested by 80OBO1 for NRC to identify evacuation 
cons tra ints. spec lal planning measures i. possible mods 
EISENHUT, D 0 Division of Licensing 80/07/02 lp 


60QB060350 Responds to B00702 request for info re evacuation tlmas for 
power plants w/current or pending CPs Cherokee it Perkins 
Stations pose no population density situation which would 
cause long evacuation times 
DAIL.L C Dole Power Co 8Q/07/31 ip 


0 Inspection reports, IE Bulletins &. correspondence 


B008010Q41 Ack receipt of B00625 ltr informing ‘NRC of steps taken to 
correct violations noted in IE Insp Repts 50-491/79-10, 
50-492/79-10 It 50-493/79-1 0 

MURPHY, C E Region 2. Atlanta, Reactor Construction St Engineering 
Support Branch 80/07715 Ip 


— 8008010044 Responds to NRC 790627 ltr re violation noted In IE Insp 
Repts 50-491/79-10,50-492779-10 it 50-493/79-10 Corrective 
actions corrected procedure for determining bulk density 
of test sand U increased testing of filter matl 
DAIL.L C Duke Power Co 80/06/29 3pp 


8006120084 Forwards IE Circular 80-17. “Fuel Pin Damage Due to Water 
Jet From Baffle Plate Corner “ No written response required 
□ 'REILLY, J P Region 2. Atlanta, Office of the Director 80/07/23 
IP 


6006260142 Forwards IE Bulletin 60-18. "Maint of Adequate Min Flow 
Through Centrifugal Charging Pump* Following Secondary Side 
High Energy Line Rupture " No action required 

O'REILLY. J P Region 2, Atlanta, Office of the Director 00/07/24 
Ip 


BOO9140475 Ack receipt of IE Insp Repts 50-491/00-08, 50-492/60-07 ii 
50-493/90-07 on 600624-25 No proprietary info 
DAIL.L C Duke Power Co 90/07/20 lp 


— 800BI40462 Forwards IE Insp Repts 50-491/80-03,50-492/60-07 i< 30-493/60 
-07 on 600624-25 No nunc omp l i ante noted 

MURPHY, C E Region 2. Atlanta, Reactor Construction fc Engineering 
Support Branch 90706/16 2pp 


— 6000140437 IE Insp Repts 50-491/80-03, 50-492/00-07 U 80-493/00-07 on 
800624-25 No noncomp l i ance noted Major areas inspected 
safety-related s true tores, revi eur of quality records, aud 1 ts & 
corrective action on followup Items 

HERDT, A R Region 2, Atlanta, Reactor Construction it Engineering 
Support Branch EC0NQM03, N Region 2, Atlanta. Office of the 
Director 30/07/16 4pp 


0006140607 Forwards IE Bulletin 80-20, “Failures of Mestinghouse Type 
W-2 Spring Return to Neutral Control Switches “ Requests 
info re estimate of manpower associated w/corrective 
actions needed after identifying problem 

O'REILLY, J P Region 2. Atlanta, Office of the Director 00707/31 

Ip. 


8008180079 Forwards IE Bulletin 60-19, “Failure* of Mercury-Netted 
Matrix Relays in Reactor Protective Sy* of Operating Nuclear 
Power Plants Designed by Combustion Engineering “ Action 
required by facilities w/OLs or CPs 

O'REILLY, J P Region 2, Atlanta. Office of the Director 00/07731 
»P 


9006150170 Ack receipt of IE Insp Repts 50-491/80-09, 50-492/00-08 *< 
50-493/90-08 on 600611-13 No proprietary info. 

DAIL.L C Duke Power Co 80/03/04 ip 


—6003150106 Forwards IE Insp Repts 50-491/60-09,50-492/00-06 «< 50-493/ 
30-08 on 800611-13 No noneomp 1 iance noted, 

STOHR, J P. Region 2, Atlanta, Fuel Facility it Materials Safety 
Branch 60/07/32 2pp 
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—8003150533 IE Insp Repts 50-49 1 < 80-09, 50- 492/80-08 t, 30-493/00-00 on 
800611-13 Mo none orrp 1 1 d nc e noted Major areas inspected mgt 
control s, s tatus review of environ protection program, 
reporting requirements 6 site insp 

JENKINS G R Region 2, Atlanta, Fuel Facility 6 Materials Safety 
Branch CUNNINGHAM, A L Region 2, Atlanta, Office of the 
Director 80/07/10 4pp 


8DGB150496 Forwards IE Info Notice BO-29, "Broken Studs on TeTry 
Turbine Steam Inlet Flange " No specific action or response 
requested 

0 'RE1LLV, J P Region 2, Atlanta Office of the Director BO/OB/07 
IP 


BQQ92706B6 Forwards [E Info Notice 0O-2 1 ), "Low Level Raduasto Burial 
Criteria " No written response lequircd JH Snietek 800530 
memo encl 

O'REILLY. J P Region 2, Atlanta. Office of the Director 80/03/14 
IP 


DOCKET STN-50-493 CHEROKEE NUCLEAR STATION, UNIT 3 


A Application/construction stage documents 5. correspondence 


8006060024 Forwards FR notice re 800714-17 regional meetings to address 
portion of Commission 800523 memorandum 6 ordor describing 
requirements or environ qual 1 f lea t ion of electrical 
equipment installed in safety sgs 

EISENHUT, n 0 Division of Licensing BO/06/30 lp 


— 8008060109 Notice of 000714-17 regional meetings to address portion of 
Commission S00523 memorandum it order describing requirements 
of environ qualification of electrical equipment installed 
in safety tgs Svc lists encl 

EISENHUT, D 0 Division of Licensing 80/06/27 I!7pp 


□008000010 Requests that all applicants for OLs and CP holders provide 
up-to-date completion schedules 4 fuel load target dates so 
that NRC may establish licensing priorities Forwards list 
of target schedules for plants to be completed within 3 yn 
EISENHUT, DG Division of Licensing B0/07/11 lOpp 


F Security, medical, emergency 6 fire protection plans 


0OOBO5O1O2 Requests all applicants for CPs & OLs submit info re 
proposed nuclear power plant vicinity evacuation estimates 
Info requested by 800801 for NRC to identify evacuation 
c on* traints, spec i a 1 planning measures 6 possible mods 
EISENHUT, D G Division of Licensing 80/07/02 lp 


8008060330 Responds to 800/02 request for info re evacuation timet for 
power plants ui/currcnt or pending CPs Cherokee It PeTkins 
Stations pose no population density situation which would 
cause long evacuation times 
DAIL, L C Duke Power Co 80/07/31 lp 


0 Inspection reports, IE Bulletins 4 correspondence 


8QDB010041 Ack receipt of 600623 Hr informing NRC of steps taken to 
correct violations noted in IE Insp Repts 50-491/79-10, 
50-492/79-10 L 50-493/79-10 

MURPHY, C E Region 2, Atlanta, Reactor Construction It Engineering 
Bupport Branch 80/07/19 lp 


■0008010044 Responds to NRC 790627 1 tr re violation noted in IE Insp 
Repts 30-491/79-10, 30-493/79-10 t< 50-493/79-10 Corrective 
actions corrected procedure for determining bulk density 
of test sand 4. increased testing of filter matl 
DAIL, L C Duke Power Co 80/06/25 3pp 


800B120Q54 Forwards IE Circular S0-t7. "Fuel Pin Damage Due to Hater 
Jet From Baffle Plate Corner 11 No written response required 
O'REILLY, J P Region 2, Atlanta, Office of the Director 60/07/23 
Ip 


0006260142 Forwards IE Bulletin BO-18, "tfalnt of Adequate Min Flow 
Through Centrifugal Charging Pumps Following Becondary Side 
High Energy Line Rupture " No action required 

O'REILLY, J P Region 2, Atlanta, Office of the Director B0/07/24 
•P 


800BJ40475 Ack receipt of IE Insp Repts 50-491/80-08,50-492/80-07 4 
30-493/80-07 on 800624-25 No proprietary info 
DAIL.L C Duke Power Co, 80/07/28 lp 


— BOOS 140 482 Forwards IE Insp Repts 30-491/80-08,50-492/00-07 i< 30-493/80 
-07 on 800624-25 No noncompl iance noted 

MURPHY, C E Region 2, Atlanta, Reactor Construction b Engineering 
Support Branch 80/06/16 2pp 


—8008140487 IE Insp Repts 50-49 1 /BO- 08, 50-492/80-07 U 50-493/80-07 on 
800624—25 No noncompliance noted Major areas inspected 
safety-re lated s true tures, rev lew of quality records, audits & 
corrective action on followup Items 

HERDT, A R Region 2, Atlanta, Reactor Construction !< Engineering 
Support Branch ECONQM05, N Region 2, Atlanta, Office Of th*> 
Director 00/07/ 16 4pp 


BQD8140607 Forwards IE Bulletin 00-20, "Failures of Wes tinghouse Type 
W-2 Spring Return to Neutral Control Switches " Requests 
info re estimate of manpower associated w/corrective 
actions needed after identifying problem 

O'REILLY, J P Region 2, Atlanta- Office of the Director 80/07/31 
IP 


G0081S0079 Forwards IE Bulletin 80-19, "Failures of Mercury-Wetted 
Matrii Relays in Reactor Protective Sys of Operating Nuclear 
Paoior Plants Designed by Combustion Engineering “ Action 
required by facilities w/GLs or CPs 

O'REILLY. J P Region 2. Atlanta, Office of the Director 80/07/31 
IP 


8008150170 Ack recespt of IE Insp Repts 50-491/00-09. SO-492/0O-OB 4. 
50-493/8O-OB on B00611-13 No proprietary info 
DAIL, L C Duke Power Co 80/09/04 lp 


■80081 501 B6 Forwards IE Insp Repts 50-491/80-09, 50-492/80-00 (, 50-493/ 
80-08 on 800611-13 No none omp 1 ianc e noted 

STOHR-J P Region 2, Atlanta, Fuel Facility 4, Materials Safety 
Branch 80/07/22 2pp 


— 8008150233 IE Insp Repts 50-491/80-09,50-492/80-08 U 50-493/80-08 on 
800611-13 No noncompliance noted Major areas Inspected' mgt 
c ontrols, s tatus review of bnviron protection program, 
reporting requirements U site insp 

JENKINS, G.R Region 2, Atlanta. Fuel Facility U Materials Safety 
Branch CUNNINGHAM, A L Region 2, Atlanta, Office of the 
Director 00/97/18 4pp 


8009130496 Forwards IE Info Notice 80-29, "Broken Studs on Terry 
Turbine Steam Inlet Flange “ No specific action or response 
requested 

O'REILLY, J P Region 2, Atlanta, Office of the Director S0/0B/07 
lp 


0000270686 Forwards IE Info Notice 80-24, "Low Level Raduaite Burial 
Criteria ’’ No written response required JH Snleaek 800930 
memo encl 

O'REILLY, J P Region 2, Atlanta, Office of the Director B0/08/14 

Ip 


DOCKET 50-496 MONTAQUE NUCLEAR POWER STATION, UNIT i 


A Application/construction stage documents t, correspondence 


8008080010 Requests that all applicants for OLs and GP holders provide 
up-to-date completion schedules & fuel load target dates so 
that NRC may establish licensing priorities Forwards list 
of target schedules for plants to be completed within 3 yrt 
EISENHUT, D G Division of Licensing 80/07/il 10pp. 


0008150060 Submits Interim criteria for shift staffing to all OL b CP 
licensees 6 appl leant s, per NRC 900507 ltr Discusses 
administrative provisions for emergency it overtime work 
Development J, Implementation to be reviewed within 90 days 
EISENHUT, D 0 Division of Licensing 80/07/31 iOpp. 


F Security, medical, emergency 4 firs protection plans 


8008030102 Requests all applicants for CPs 4 OLs submit info re 
proposed nuclear power plant vicinity evacuation estimates 
Info requested by 800801 for NRC to identify evacuation 
cons traints, spec ia 1 planning measures it possible mods 
EISENHUT, D 0 Division of Licensing 80/07/02 lp 


DOCKET 50-497 MONTAGUE NUCLEAR POWER STATION, UNIT 2 


A Application/construction stage documents 4, correspondence 


BOO 80 BOO 10 Requests that all applicants for OLs and CF holders provide 
up-to-date completion schedules J, fuel load target dates so 
that NRC may establish licensing priorities Forwards list 
of target schedules for plants to be completed within 3 yrt 
EISENHUT, D, G, Division of Licensing 80/07/il IOpp 



DOCKETED ITEMS 


OOO a 150060 Submit* interim criteria for ibift staffing to oil DL S> CP 
Ucintu^ t appl i cent*, per NRC 000507 ttr Discusses 
admin i ■ tret 1 ve provisions for emergency 4 overtime work 
Development 4 imp I mentation to be reviewed within 90 day* 

EISENHOT, D O Diviticn of Licensing 80/07/31 10pp 


"F Security, evedtcali emergency & fire protection plant 


8008050102 Requests ell applicant* for CPe 4 DL* submit info re 
proposed nuclear power plant vicinity evacuation eitimetee 
Info requeet e d by 600801 for NRC to identify evacuation 
conftra intii i pedal planning measure* t< poitible mode 
EIBENHUT, D, 0 Divilion of Liceniing 80/07/02 ip 


DOCKET 8TN-50-499 8 DUTH TEXAS PROJECT, LIMIT 1 


A Ap p 1 ice t ion/c on* true t ion ttage documents 4 correspondence 


0008(160024 Forwards FR notice re 000714-17 regional meatlngi to address 
portion of Commission 800523 memorandum & order describing 
requirements of environ qualification of electrical 
equipment installed in safety *y* 

EI 8 ENHUT, D 0 Division of Licensing 80/06/30 lp 


— 600506018? Notice of 800714-17 regional meetings to address portion of 
Commission 600523 memorandum & order daecribing requirements 
of environ qualification of electrical equipment installed 
in safety sy* Bvi list* enc 1 

EIBENHUT, D.O Division of Licensing 80/06/27 U7pp 


8008050010 Requests that ait applicants for DL* and CP holders provide 
up-to-date completion schedules 4 fuel load target dates sn 
that NRC may eetablish licensing priorities Forward* list 
of target schedules for plants to be completed within 3 yrs 
EIBENHUT, DO Division of Licensing 90/07/11 lOpp 


8000040077 Forwards response to 800430 order to show cause re status of 
soi 1 s. we Id tng 4 concrete wort U organ! sa tinnal, personnel 4 
administrative measures 

OPREAi 0 U Houston Lighting 4 Power Co 00/07/29 lp 


— B00604Q031 Response to 800430 order to *houi cause re IE 791 1 10-600207 
insp Test data 4 analysis confirm adequacy of backfill it 
compaction activities Certificate of Svc 4 supporting 
documentation end 

OPflEAi 0 U Houston Lighting U Power Co 80/07/20 230pp 


6008190060 Submits interim criteria for shift staffing to all OL Si CP 
llcsnsee* i< appl lcantti per NRC 800507 Itr Discusses 
adminis trati v* provision* for emergency 4 overtime work 
Development 4 implementation to be reviewed within 90 days 
EIEENHUT.D 0 Division of Licensing 60/07/31 10pp. 


8008130491 Advises that addl info 4 drawings to verify piping analysis 
has bsen provided to ANL. in response to NRC request 
BARKER) D 0 Houston Lighting 4 power Co 80/08/03 3pp 


8008150375 Advises of Sept i?0O 4 1985 estimated fuel load dates 
for Units 1 4 2 respectively Commercial dates are estimated 
far Feb 1984 4 1936) respectively 

DPREA) 0 W Houston Lighting 4 Power Co. 80/08/12 3pp 


F. Security, medical, emergency 4 fire protection plans 


8009050102 Requests all applicants for CPs 4 DL* submit info re 
proposed nuclear power plant vicinity evacuation estimates 
Info requested by 8D0B01 for NRC to identify evacuation 
c one tra ints, spec i a 1 planning maasuret 4 poseible mods 
ElSENHUTi D 0 Divilion of Licensing 80/07/02 ip 


5 Adjudicatory correspondence 


8009070317 Notifies thet resumption of deposition indefinitely 
postponed 4 will be rescheduled. Svc list end 
HUOBON, T B Bektr 4 Botts 00/08/01 2pp. 


9008070426 Hemorendum 4 order ruling on discovery motions Extension 
until 601201 for Citizens Concerned About Nuclear Power 4 
Citizens far Equitable Utils granted. No action taken on 
applicants' motions to compel Certificate of Svc end 
BECHMOEFERi C. Atomic Safety end Licensing Board Panel 80/08/01 
*PP 


H (General correspondence 


8008250406 Responds to 800709 Itr re safety of nuclear power plant* 4 
insp problems at facility Corrective actions by util to 
resol/d problems will be subj of future NRC insp 
STELLCJ,V Office of Inspection $ Enforcement, Office of the 
Director BO/03/OB 2pp 


— 8003250410 Expresses concern over insp of nucloar p lan ts, Inc lud ing 
South TX project Inspectors should run tests on equipment 
each month 

GILLEN, R Affiliation Unknown 60/07/09 lp 


8005290001 Responds to end 800529 ltr to President Carter expressing 
concern on safety of nuclear power 4 protesting completion 
of facilities Corrective actions to resolve probloma at 
facility will be objective of future NRC Insp 
6 TELLQ,V Office of Inspection 4 Enforcement, Office of the 
Director 30/OB/OS 3pp 


8003230356 Respond* to ltr to President Carter expressing concerns over 
safety of nuclear power 4 protesting treatment of inspectors 
at facility Corrective actions to resolve problems at 
facility will be subj of future NRC insp 

BTELLO, V Office of Inspection 4 Enforcement, Office of the 
Director 80/00/08 3pp 


8006280419 Discusses 600819 meeting w/HftC Welcomes good working 
relationship w/everyone concerned w/const of facility 
3AYLES.W P Central Power 4 Light Co 80/08/20 2pp 


M Antitrust correspondence 


0008050096 Notification of contract e xecution, Mod 3 to "Engineering 
Assistance Re Hearings for South TX Antitrust 4 Comanche 
Peak Antitrust Proceedings " Contractor RH Beck 4 
Associate* 

<3LA<5DLA< A F Technical Assistance Contracts Branch 80/07/21 lp 


— 6003050123 Mod 3. modifying work scope to "Engineering Assistance Re 
Hearings for South TX Antitrust 4 Commanche Peak Antitrust 
Proceedings " 

JORGENSEN, 0 D It W Beck 4 Associates 80/07/21 2pp 


6008140449 Forwards proposed set of license conditions for settlement 
of antitrust proceedings 

CHANANIA, F D Antitrust Division 80/07/24 6 pp 


8008140314 Forwards proposed set of license conditions for settlement 
of antitrust licensing proceedings 
CHANANIA, F 0. Antitrust Division 80/07/24 6 pp 


8008050456 Advises on behalf of Public Utils Board of City of 
Brownsvi 1 1 e, TX that city will consider individual case 
settlements on mutually agreed basis re referenced 
outstanding FERC & NRC proceeding 
8PEE0EL, 0 Spiegel 4 McDiarmid 80/07/20 2pp 


8008080357 Clarifies City of Brownsville position re drafts of possible 
transmission provisions included In overall or separate 
settlement agreement Meeting of all partiee to reach 
agreement on transmission arrangements urged 
SPIEGEL, 0 Spiegel 6 McDiarmid 80/07/28 ip 


80090400B4 Objections to 4 motion for revision of ABLE B00717 
prehearing conference order 4 notice of final prahearing 
conference Order reintroduced trial preparation obligations 
into period of issue settlement Certificate of 3vc end 
CHANANIAiF Antitrust Division 00/07/31 lDpp 


8008040093 Notice of appearance on behalf of li cooperatives in 
proceeding Certificate of Svc end 

O'NEIL, fl A Midwest Electric Cooperative O'NEIL, R A Miller, Belie 
4 O'Neil 80/07/31 4pp 


8006050090 Petition for untimely intervention Petitioners had reason to 
believe that interests would be adequately protected by 
other utils, but significant developments created concern* re 
dc interconnections Certificate of Svc end 

O'NEILpR A Southwest Texas Electric Cooperative. Q'NEIL.R A 
Miller, Balls 4 O'Neil 80/07/31 13pp 


8003060293 Notice of 800-808 hearing in 9etbesda,MQ re pending motions 
Certificate of 6 vc end 

MILLER, M E Atomic Safety and Licensing Board Panel 80/07/31 
5pp 



DOCKETED ITEMS 
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6008070298 Response in opposition to NRC U DPJ 800725 joint motion re 
clarification of ASLB BO0716 decision to reconiider ASLB 
800307 ruling an production of settlement documents Urges 
stag pending appeal if motion granted W/Certlf lcate of 6vc 
KNOTTS, J B Tern Utilities Generating Co KNOTTS, J B Debevoise & 
Liberman 60/08/04 6pp 


800B11050S Notice of appearance in proceeding Certificate of Bvc end 
MCMILLEN, N H Justice, Dept of 80/OS/O5 4pp 


6008110555 Notice of appearance in proceeding Certificate of Svc encl 
CALHOUN, M C Justice, Dept of 80/08/05 4pp 


8008110526 Motion for extension until 800007 to respond to TX Border 
Cooperatives 800801 petition to intervene DOJ presently 
engaged In proposod license conditions preparation for South 
TX Project Certificate of Svc encl 

PARHENTER.F H , CALHOUN. M C Justice, Dept of 80/CB/O6 Spp 


8Q0BQBO562 Response in opposition to TX Border Cooperative petition to 
intervene Good cause not shoun Cooperative interests can be 
protected in pending FERC hearing Petitioners failed to show 
participation would assist in development of record 
FLYNN, P.Q Houston Lighting 4< Power Co 80/08/07 13pp 


— B0080B0567 Response in opposition to DOJ/NRC joint motion for schedule 
for document production Determination of document 
necessity must be made prior to production Certificate of 
Svc enc 1 

GREEN, D 0 Houston Lighting 4, Power Co 00/08/07 Spp 


800B140278 Advises that all efforts will be made to respond to TX 
Border Cooperatives petition for late intervention by 
800815 

LEWIS, 6, if Hearing Branch 2 80/08/12 ip 


8008150372 Response in support of TX Border Cooperatives petition to 
Intervena Nexus requirement for util operations affected by 
de interconnection satisfied Untimeliness is measured by 
necessity to preservs rights Certificate of Svc sncl 
POIRIER, M R Brownsvl I le< TX 80/08/13 13pp 


8008130377 Response in opposition to TX Border Cooperatives untimely 
petition to intervene Current assertion re impact of 800101 
negotiations contradicts encl 790330 petition to intervene 
in FERC antitrust proceeding Certificate of Svc encl 
STAHL, D M Central L South Meet Corp STAHL, D M Central * 8outh 
Witt Services, Inc STAHL, D M Central Power L Light Co 80/06/13 
I3pp 


8008150383 Response in opposition to TX Border Cooperatives 800731 
untimely petition to intervene Factors beyond usual criteria 
for intervention must bs considered per ALAB-279 Certificate 
of Svc encl 

KNOTTS, J B , AHEARNiC D Texas Utilities Generating Co KNOTTS, J. 0 
Debevoise L Liberman 80/08/13 20pp 


8008160676 Answer in support of TX Border Cooperatives 800731 petition 
to intervene, Good cause shown for late filing No other means 
exist to protect interests Intervention would assist in 
development of sound record Certificate of Svc encl. 

FABR IKANT, R , MCMILLEN, N H , PARMENTER. F H Justice, Dept of 
00/08/13 19pp 


8008190309 Order adhering to ABLB 800307 discovery rul ing, Document! may 
be subj of protective order if confidentiality appropriately 
shown Settlement repts ih*ll be filed on 0OO912, prehear ing 
will be held on 0OO9i9 {- evidentiary hearing on 801103 
MILLER, M E Atomic Safety and Licensing Board Panel 80/00/13. 

3pp 


0000190309 Memorandum advising parties that ASLB 000307 oral discovery 
ruling wilt be aqtamat ice i ly stayed pending disposition of 
directed certif ication petitions or further ASLB order 
BISHOP, C J Atomic Befety and Licensing Appeal Fenel 00/08/14. 

3pp. 


8008210476 Renews util B00312 petition for directed certification of 
800307 A8LAB ruling requiring production of settlement 
documente Production would have detrimental effect on 
negotiations Certificate of Svc. encl 

KNOTTS, J, B < AHEARNiC 0 Debevoise 4, Liberman BO/OS/19 Spp 


8008220096 Renewal of 800312 petition for certification of ASLB B00307 
6 0813 orders re production of settlement documents Urges 
reverse] of orders t staying effectiveness of same, pend ing 
resolution Certificate of Svc end 

STAHL, 0 M Central t South West Services, Inc STAHL, D M Ishem, 
Lincoln 4< Beale 80/09/19 7pp 


8006260166 Renewal of petition for certification of ASLB 600307 6 0814 
orders re production of settlement documents Compromise 
reached should not be undermined due to Commission policy 
encouraging settlements Certificate of Svc encl 
GREEN, D 0 Houston Lighting t. Power Co » Baker b Betts * 

Lowens te in , Newman, Re i s, Ax e trad 6 Toll 80/08/19 19pp 


8008250700 Response in support of TX Border Cooperatives 000731 
petition to intervene Petition satisfies stds set forth in 
ALAB-279 Circumstances changed since intervention deadline 
passed Certificate of Svc sncl 

CHANAMIA.F 0 , BLUME. M 8 Antitrust Division 80/0B/20 23pp 


B0092B0666 I nterrogator ios 4 request for production Of documents 
directed to Central Power U Light re communication w/WB 
Sayies.M Borchelt.WC Price, T Russell 6 D Chalker 
W/Ctr t if 1 c a te of Eve 4t cover Jtr urging response In 14 days 
SPIEOEL.G , POIRIER. M R Browns vi i 1 e, TX SPIEOEL.O Spiegel U 
McDiarmid 80/09/25 I5pp 


N Antitrust hearing transcripts 


0009260014 Transcript of 8C08QQ morning hearing in Bethesda, MD Pp 969- 
i, 077 

■» Atomic Safety and Licensing Board Panel 80/06/00 USpp 


Q Inspection reports, IE Bulletins 6 correspondence 


0009070351 Forwards IC Info Notice 80-13, “GE Type 9BM Control Switches 
Defective CAM Followers " No written response required 
8EVFRIT, K V Region 4, Dallas, Office of the Director B0/04/Q2 

lp 


0008060036 Responds to IE Bulletin 80-06, "Exam of Containment Liner 
Penetration Welds " Evaluations are being conducted to 
determine impact on facility Results of review will be 
submitted by 600004 

OPREA, G W Houston Lighting 6 Power Co 30/07/03 ip 


8008060044 Confirms 600715 discussion re actions to be taken re 000415 
Stop-Work Order S21A Util intends to verify radiographic 
process for determining whether AWS welder qualifications 
are adequately controlled 

8EYFRIT, K V Region 4, DalLas. Office of the Director B0/07/17 
IP 


B00826063S Forwards IE Circular 60-17, “Fuel Pin Damage Due to Hater 
Jet from Baffle Plate Corner " No written response required 
SEYFR IT, K V Region 4, Dallas, Office of the Director 00/07/23 
lp 


6009280300 Forwards IE Bulletin 60-18, “Maint of Adequate Min Flaw 
Through Centrifugal Charging Pumps Following Secondary Side 
High Energy Line Rupture " No written response required 
SEYFR IT, K V Region 4, Dallas, Office of the Director 80/07/24 
IP 

0009040077 Forwards response to 800430 order to show cause re status of 
s ol Is , weld ing 8i concrete work 4. organi i a t i onal, personne 1 Si 
a ifmini s tra t i ve measures 

OPREA, 0 U Houston Lighting & Power Co 80/07/29 Ip 


— 800B0400B1 Response to B00430 order to show cause T» IE 791110-B0020", 
insp Test data 4» analysis confirm adequacy of backfill Si 
compaction activities Certificate of Svc 4c supporting 
documentation encl 

OPREA, 0. W Houston Lighting 4. Power Co 80/07/28 250pp. 


8008150425 Forwards supplemental IE Info Notice 80-06, “Notification o' 
Significant Events at Operating Power Reactor Facilities 11 
No written response required 

SEYFR IT, K V Region 4, Dallas. Office of the Director 00/07/29 

Ip 

800614054? Forwards IE Bulletm 60-20, “Failures of Westinghouse Typs 
H-2 Spring Return to Neutral Control Switches “ Requests 
info re estimate of manpower associated w/correetlve 
actions needed after identifying problem 

SEYFR IT, K V, Region 4, Dallas, Office of the Director 80/07/31 

ip 


8009200432 Forwards IE Bulletin 60-19, "Failures of Mercury-Wetted 
Matrix Relays in Reactor Protective Sys of Operating Nuclear 
Power Plants Designed by Combustion Engineering ” Action 
required by facilities w/OLs or CPs 

SEYFR IT, K V Region 4, Dallas, Office of the Director 80/07/31 
lp. 
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DOCKETED ITEMS 


B000270509 Forwards signature page for IE 
30-499/(10- i 7 Original sheet m 1 sd j rec ted 
signature* 

REIBLE.WC Region 4, Dallas, Reactor 
Support Drench Q0/O7/31 Ip 


Irtsp Rapt* 30-493/80-17 k 
in routing far 

Construction U Engineering 


— 8008040081 Response to 800430 order to show cause re IE 791110-8002(1!' 
insp Test data l analysis confirm adequacy of backfill k 
compaction activities Certificate of Bvc it supporting 
documentation end 

0PREA, 0 H Houston Lighting 4 Power Co 80/07/28 2S0pp 


(1008270514 ii j gna tore page for IE Insp Rept* 50-490/80-17 *- 30-499/00- 

ItALL, (J E , TrtPJA.J I , CRCJSSKAN, |f A Region 4. Dallas, Reactor 
Construction < Engineering Support Drench 80 / 07/31 ip 


80001804 38 Forwards IT Info Notice 80-29. ‘'Broken Studs on Terry 
urbine Steam Inlet Flange “ No specific action or response 
requested 

UCVFRlTiK V Region 4, Dallas, Office of the Director 60/00/07 
If 


w Reportable occur rent e s , LERs 2a related correspondence 


□009080419 Interim deficiency rept ro essential cooling water gantry 
crane seismic analysis Caused by design error Ma mods 
•ipetted since anticipated load combinations are more severe 
than eipeeted seismic loads 

OPREA. 0 W Houston Lighting t. Power Co B0/06/26 4pp 


D008080431 Interim deficiency rept re breakdown in quality program for 
concrete placement C I I-U90, i team generator secondary shield 
wall AE conducted audit t- is continuing investigation 
OPREA. 0 U Houston Lighting k Power Co 00/07/03 2pp 


G0QC140393 Final deficiency r«pt re excessive lift thickness of 
concrete Evaluation concludes condition i* not reportable 
per lOCfftSO 39e 

OPREA, O W Houston Lighting t Power Co 00/07/03 3pp 


D008060I 12 Requests clarification of penetration details In Figure i of 
800530 final deficiency rapt re safety injection sy« piping 
deficiency Info should he provided within 30 days 
SElDLEiW C Region 4, Dallas, Reactor Construction li Engineering 
Support Branch 00/07/17 Ip 


0009060332 Final deficiency rept re AI8I 1035 piping supports 
Evaluation of condition Indicates item not reportable under 
10CFR30 SSlel 

OPREA, 0 W Houston Lighting k Power Co 80/07/31 3pp 


8000060309 Second interim deficiency rept re quality program for 
concrete placement CI1-W90 Initiated actions to evaluate 
ai-bullt conditions of reactor containment bldg concrete 
pour CI1-U90 Third interim rept will be submitted by SQ0905 
OPREA i 0 W Houston Lighting t. Power Co 00/08/01 Spp 


0008110424 Interim deficiency rept re polar crane rail tie down stds 
Drawn k Root review shewed failures not caused by inadequate 
design Deviation from design alignment observed in as-built 
curvature of rails Next rept will be submitted 800917 
OPREA- 0 W Houston Lighting & Power Co B0/08/GI 4pp 


DOCKET BTH-SO-499 COUTH TEXAS PROJECT, UNIT 2 


A Application/construction stage documents k correspondence 


DOOGO6G024 Forwards FR notice re 800714-17 regional meeting* to adldress 
portioh of Commiaiion 800323 memorandum t order describing 
requirements of environ qualification of electrical 
equipment Installed in safely sys 

E 1 &ENHUT , 0 0 Division of Licensing 80/06/30 Ip 


— 8009060109 Notice of 000714-17 regional meetings to address portion of 
•Commission 000323 memorandum 6 order describing requirement* 
of environ qualification of electrical equipment installed 
In safety *y» five lists end I 

EI8ENHUT, D 0 Division af Licensing 00/06/27 U7pp 


0008080010 Requests that all applicants for OLs and CP holder* provide 
up-to-date completion schedules k fuel load target date* so 
that MRC may *stabli*h licensing priorities Forward* list 
of target schedules for plants to be completed within 3 yrs 
E16EHHUT«D 0 Division of Licensing 80/07/11 10pp 


9009040077 Forward* response to 800430 order to show cause re statu* of 
noils, weld inj t> epnereto work 6 organisational, personnel 8- 
administrative measure*. 

OPREA- 0 II Houston Lighting *< Power Co 80/07/28 ip 


8008130060 Submits interim criteria for shift staffing to ail CIL & CP 
licensees 4 app i leants, per NRC 800307 Itr Discusses 
administrative provisions for emergency k overtime work 
Development k implementation to be reviewed within 90 day* 

EISENNlir, D 9 Division of Licensing 00/07/31 iOpp 


BCOB130481 Advises that addl info k drawings to verify piping analysis 
has been provided to ANL, in response to NRC request 
BARKER, D 0 Houston Lighting k Power Co 00/08/00 3pp 


8000130375 Advises of Sept i960 Jt 1988 estimated fuel load date* 
far Units i k 2 respectively Commercial dates are estimated 
for Feb 1984 &t 1936, respect! vdy 

CPtfEA. 0 W Houston Lighting t Power Co 80/08/12 3pp 


F Security, medical, emergency Si fire protection plans 


0008030102 Request* all applicants for CPs Si OLs submit info re 
proposed nuclear power plant vicinity evacuation estimate* 
Info requested by 800801 far NRC bo identify evacuation 
con* traint*, spec ial planning measure* S< possible mod* 
EISENKUT, D, 0 Division of Licensing 80/07/02 ip 


0 Adjudicatory correspondence 


8008070317 Notifies that resumption of deposition indefinitely 
postponed Se will be rescheduled Bvc list end 
HUDSON. T 0 * Baker & Uotts 80/00/01 2pp 


8008070426 Memorandum 4 order ruling on discovery motion* Extension 
until 801201 for Citiiens Concerned About Nuclear Power Si 
Citizens for Equitable (Mils granted No action taken on 
applicants' motion* to compel Certificate of Svc end 
0ECHHOEFER, C Atomic Safety and Licensing Hoard Panel 00/08/01. 
it? 


H General correspondence 


8008230406 Responds to 800709 ltr re safety of nuclear power plants tt 
insp problems at facility Corrective actions by util to 
resolve problems will be sub j of future NRC insp 
STELLO, V Office of Inspection 6 Enforcement, Office of the 
Director BO/OS/OS 2pp 


— 8009250410 Express** concern over in*p of nuclear plants, Including 
Sputh T< project Inspectors should run tests on equipment 
each month 

OII.LEN, R Affiliation Unknown 00/07/09. Ip 


0QOS28OQO1 Responds bo end 800929 ltr to President Carter expressing 
concern on safety of nuclear power k protesting completion 
of f a ci 1 1 tie*. Corrective actions to resolve problem* at 
facility will be objective of future NRC insp 
9TEL-LQ, V Office of Inspection k Enforcement, Office of the 
Director 0O/OB/O8 3pp. 


8008280356 Responds to ltr to President Carter expressing concerns over 
safety of nuclear power t< protesting treatment of inspector* 
at facility Corrective actions to resolve problems at 
facility will be subj of future NRC insp 

STELLQiV Office of Inspection k Enforcement, Office of the 
Director 80/08/0B 3pp 


8009290419 Discusses 800919 meeting w/NRC Welcomes good working 
relationship w/everyone concerned w/const of facility 
GAYLES, W P Central Power Si Light Co 80/08/20 8pp. 


M Antitrust correspondence 


8008030096 Notification of contract execution, Mod 3 to "Engineering 
Assistance Re Hearing* foT South TX Antitrust k Comanche 
Peek Antitrust Proceed ing s. " Contractor RW Beck 6 
Associate s 

OLAOQLA, A F Technical Assistance Contracts Branch 80/07/21 »f 


— 8008050123 Mod 3, modi fy lug work scope to "Engineering Assistance R* 
Hearings for South TX Antitrust k Cammanche Peak Antitrust 
Proceedings " 

JORGENSEN, 0 D « U Beck & Associates 80/07/21 2pp. 
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S0Q81 40449 Forward* proposed set of license conditions for settlement 
of antitrust proceedings 

CHANANIA, F D Antitrust Division 00/07/24 6 p p 


0000030456 Advise* on behalf of Public Utils Board of City of 
Srownsvi 1 1 e, TX that city will consider Individual case 
settlements on mutually agreed basis re referenced 
outstanding FERC 6 NRC proceeding 
SP IEQEL, 5 Spiegel *> McDiarmirf 00/07/20 2pp 


0000000357 Clarifies City of Brownsville position re drafts of possible 
transmission provisions Included in overall or separate 
settlement agreement Meeting of all parties to reach 
agreement on transmission arrangements urged 
SPrEGELiQ Spiegel t McDiarmid 00/07/20 ip 


8009040004 Objections to *• motion for revision of ASLB B00717 
prehearing conference order t notice of final prehearing 
conference Order reintroduced trial preparation obligations 
into period of issue settlement Certificate of Svc enc 1 
CHANANIA, F Antitrust Division 00/07/31 lOpp 


8008040095 Notice of appearance on behalf of 11 cooperatives in 
proceeding Certificate of Svc end 

O'NEIL, R A Midwest Electric Cooperative 00/07/31 4pp 


0000080090 Petition for untimely intervention Petitioners had reason to 
believe that interests would be adequately protected by 
other utils, but significant developments created concerns re 
dc interconnections Certificate of Svc end 

Q'NEILiR A Southwest Texas Electric Cooperative 80/07/31 13pp 


00QBQ6Q293 Notice of 000800 hearing in Be thesda, MD re pending motions 
Certificate of Svc end 

MILLER, M E Atomic Safety and Licensing Board Panel 80/07/31 
5pp 


8000070290 Response in opposition to NRC DOJ 000725 joint motion ra 
c la r 1 f ice t i on of A 8 LD 800716 decision to reconsider ASLB 
800307 rul'ing on production of settlement documents Urges 
stay pending appeal if motion granted W/Cer t i f ica fce of 8 vc 
KNOTTS, J B Affiliation Unknown 80/08/04 6 pp 


60081 10509 Notice of appeeiance in proceeding Certificate of Bvc encl 
MCMILLEN, N H Justice, Dept of 60/00/05 4pp 


0009110556 Notice of appearance in proceeding Certificate of Svc encl 
CALHOUN, M C Justice, Dept of 00/00/05 4pp 


8000110326 Motion for extension until 600007 to respond to TX Border 
Cooperatives 000801 petition to intervene DOJ presently 
engaged in proposed license conditions preparation for South 
TX Project Certificate of Svc encl 
PARMENTER, F H Justice, Dept of. 00/08/06 5pp 


Q0080BQ562 Response in opposition to TX Border Cooperative petition to 
intervene Good cause not shown Cooperative interest! can be 
protected in pending FERC hearing Petitioner* failed to show 
participation would assist in development of record 
FLYNN, P 0 Houston Lighting t Power Co 80/00/07, 13pp 


— - 0000000567 Response in opposition to DOJ/NRC joint motion for schedule 
for document production Determination of document 
necessity must be made prior to production Certificate of 
Bvc encl 

GREEN, D 0 Houston Lighting tt Power Co, 00/00/07 Bpp 


8000140270 Advlsq* that all efforts will be made to respond to TX 
Bordsr Cooperatives petition for late Intervention by 
BOOB 1 5 

LEWIS, B H Hearing Branch 2 80/00/12 Ip 


8008150372 Response in support of TX Border Cooperatives petition to 
Intervene Neiu* requirement for util operations affected by 
dc interconnection satisfied Untimeliness is measured by 
of Svc encl 

POIRIER, II R Browns vi I J e, TX 80/08/13 13pp 


8008150377 Response in opposition to TX Border Cooperatives untimely 
petition to intervene Current assertion re Impact of 800101 
negotiations contradicts encl 790330 petition to intervene 
in FERC antitrust proceeding Certificate of Svc encl 
STAHL, D M Central «, South West Corp STAHL, D M West Texas 
Utilities Co STAHL, D M Isham, Lincoln L Beale. 00/00/13. i3pp 


0000 1 50383 Response in opposition to TX Border Cooperatives 000731 
untimely petition to intervene Factors beyond usual criteria 
for intervention must be considered per ALAB-279 Certificate 
a t Svc encl 

KNOTTS. J 0 Texas Utilities Generating Co AHEARN, C D Debevoise 6 
Liberman 80/03/13 20 p p 


B00B1B0676 Answer in support of TX Border Cooperatives 800731 petition 
to intervene Good cause shown for late filing No other means 
exist to protect interests Intervention would assist in 
development of sound record Certificate of Svc encl 
F ADR I KAN T,R , DQPSOVIC, D A , C ALHOUM, M C Justice, Dept of 
80/08/13 19pp 


8003190309 Order adhering to ASLB 000307 discovery ruling Documents may 
be tubj of protective order if confidentiality approprla te ly 
shown Settlement repts shall be filed on 8009 1 2, pr e h ear i n g 
will bo held on 800915 S evidentiary hearing on 801109 
MILLER, M E Atomic Safety and Licensing Board Panel 00/00/13 
3pp 


0008190385 Memorandum advising parties that ASLB 800307 oral discovery 
ruling will be automa t ica 1 1 y stayed pending disposition of 
directed certification petitions or further ASL0 order 
BISHOP, C J Atomic Safety and Licensing Appeal Panel 80/08/14 
3pp 


8008210476 Renews util 000312 petition for directed certification of 
800307 ASLAD ruling TequiTing production of settlement 
document* Production would have detrimental effect on, 
negotiations Certificate of Svc encl 
KNOTTS, J B Debevoise t Liberman 80/08/19 5pp 


8008220096 Renewal of 800312 petition for certification of A9LB 000307 
t, 0813 orders re production of settlement documents Urges 
reversal of order* & staying effectiveness of s ape, p ending 
resolution Certificate of Svc encl 

STAHL, D H Central b South West Services, Inc aO/OB/19 7pp 


8008260166 Renewal of petition for certification of ASLB 800307 8 , 0814 
orders re production of settlement documents Compromise 
reached should not be undermined due to Commission policy 
encouraging settlement* Certificate of Svc encl 
GREEN, D 0 Houston Lighting t> Power Co 80/08/19 iSpp 


0009250700 Response in support of TX Border Cooperatives 800731 
petition to intervene Petition satisfies stds set forth in 
ALAQ-279 Circumstances changed since intervention deadline 
passed Certificate of Svc encl 

CHANANIA, F D Antitrust Division 80/08/20 23pp 


8000280666 Interrogatories 8 , request for production of documents 
directed to Central Power h Light re communication w/WB 
Sayles.M BorcheltiWC Price.T Russell L D Chalker 
W/Cert i f Icato of Svc K cover Itr urging response in 14 days 
BPIEOEL.O Brownsvil le, TX POIRIER, MR Spiegel «- McDiarmid 
80/00/25 1 Spp 


N Antitrust hearing transcripts 


900B260014 Transcript of BQQ80B morning hearing in Be the sda, MO Pp 965- 
1,077 

* Atomic Safety and Licensing Board Panel 80/09/08 115pp 


Q Inspection reports, IF Bulletins L correspondence 


8008070351 Forwards IE Info Notice 90—13, “G£ Type SQM Control Switches 
Defective CAM Followers 11 No written response required 
8 EYFRIT 1 K V Region 4, Dallas, Office of the Director 80/04/02 

ip 


80QB060036 Responds to IF. Bulletin 00-08, “Exam of Containment Liner 
Penetration Welds " Evaluations are being conducted to 
determine impact on facility Results of review will be 
submitted by 800804 

OPREA.G M Houeton Lighting V Power Co 80/07/03 Ip 


0008060044 Confirms 000715 discussion re actions to be taken re 800415 
Stop-Wort Order 621A Util intends to verify radiographic 
process for determining whether AW9 welder qualifications 
are adequately controlled 

SEYFRIT, K V. Region 4, Dallas, Office of the Director 80/07/17 

lp 


8008260655 Forwards IE Circular 80-17, "Fuel Pin Damage Due to Water 
Jet from Baffle Plate Corner * No written response required 
SEYFRITjX. V Region 4. Dallas, Office of the Director 80/07/23 
lp 
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0006280300 Forward* IE Bulletin 80-ia, "Maint of Adequate Min Flow 
Through Centrifugal Charging Pump* Following Secondary Side 
High Enargy Line Rupture “ No written response required 
SEVFRIT, XV Region 4, Dallas, Office of the Director BO/07/24 
IP 


B0Q6D4Q077 Forward* response to 000430 order to show cause re status of 
sol 1 s, ue 1 d 1 ng b concrete work l organ! lat i ona l , personnel U 
administrative measure* 

OPREA. G W Houston Lighting t> Power Co 30/07720 lp 


■9009040061 Response to 300430 order to- show cause re IE 791 1 10-600207 
insp Test data t analysis confirm adequacy of backfill b. 
compaction activities Certificate of Svc !« supporting 
documenta 1 1 on encl 

OPREA, 0 M Houston Lighting t. Power Co 00/07/20 250pp 


8008190425 Forwards supplemental IE Info Notice 80-06, "Notification of 
Significant Events at Operating Power Reactor Facilities ” 

No written response required 

SEVFRIT. K V Region 4. Dallas, Office of the Director 00/07/29 
If 


8008140549 Forward* IE Bulletin 00-20, "Failures of Meetinghouse Type 
W-2 Spring Return to Neutral Control Switches “ Requests 
info re estimate of manpower associated ^/corrective 
actions needed after Identifying problem 

SEVFRIT, K V Region 4, Dallas, Office of the Director 00/07/31 
IP 


0OOS2OO432 Forwards IE Bulletin 80-19, "Failures of Mercury-Wetted 
tfatrii Relays in Reactor Protective Sys of Operating Nuclear 
Power Plants Designed by Combustion Engineering " Action 
required by Facilities w/DLs or CPs 

SEVFRIT, X V Region 4, Dallas, Office of the Director 00/07/31. 

ip 


800B270508 Forwards signature page for IE Insp Rept* 50-490/00-17 6 
50-497/60-17 Original sheet misdirected In routing for 
s {{natures 

SEJDLE.W C Region 4, Dallas, Reactor Construction & Engineering 
Support Branch 80/07/31 lp 


— 8Q0927OS14 Signature page for JE Insp Rept* 30-490/00-17 It 30-499/80- 
17 

HALL, R E , TAPIA. 0 I , CROSBMAN.U A Region 4. Dallas, Reactor 
Construction & Engineering Support Drench 00/07/31 lp 


800815045B Forwards IF Info Notice 80-29, "Broken Studs on Terry 
Turbine Steam Inlet Flange " No specific action or response 
requested 

SEVFRIT, « V Region 4, Dallas, Office of the Director 80/00/07 

ip 


S Reportable occurrences, LERs K related correspondence 


9008080419 Interim deficiency rept re essential cooling water gantry 
crane seismic analysis Caused by design error No mods 
expected since anticipated load combinations are more severe 
than eipected seismic loads 

OPREA, 0 U Houston Lighting & Power Co 00/06/26 4pp 


8000080491 Interim deficiency rept re breakdown in quality program for 
concrete placement Cl I-VJ90, steam generator secondary shield 
wall AE conducted audit U is continuing investigation 
OPREA, 5 W Houston Lighting t, Power Co 00/07/03 Bpp 


800B140395 Fina I deficiency rept re excessive lift thickness of 
concrete Evaluation concludes condition Is not reportable 
per 1QCFR30 S5e 

OPREA, 0 W Houston Lighting !< Power Co 80/07/03 3p p 


8000060112 Requests clarification af penetration details in Figure 1 of 
300530 final deficiency rept re safety injection sys piping 
deficiency Info should be provided within 30 days 
SEIDLE.W C Region 4, Dallas, Reactor Construction l« Engineering 
Support Branch 00/07/17 lp 


9000060352 Final deficiency rept re AI6I 1035 piping supports 
Evaluation of condition indicates item not reportable under 
10CFR50 53(0) 

OPREA, 0 H Houston Lighting It Power Co 90/07/31 3pp 


800B06030S Second interim deficiency rept re quality program for 
concrete placement CI1-W90 Initiated actions to evaluate 
as-built conditions of reactor containment bldg concrete 
pour CI1-N90 Third interim rept will be submitted by B009Q5 
OPREA, 0 W Houston Lighting L Power Co B0/08/01 3p p 


9000060311 Interim deficiency rept re design of seal wator injection 
sys for essential cooling water pumps Deficiency stems from 
lack of continuous water Injection to cooling water pump 
seals & bearings Alternate design solutions being evaluated 
OPREA, 0 tJ Houston Lighting 6 Power Co 80/08/01 4pp 


0000110424 Interim deficiency rept re polar crane rail tie down ltd* 
Drown b Root review showed failures not caused by Inadequate 
design Deviation from design alignment observed in ae-built 
curvature of rails. Nest rept will be submitted 800917 
OPREA. 0 U Houston Lighting 6 Power Co 80/00/01 4pp 


DOCKET 50-300 DAVI8-9ESSE NUCLEAR POWER STATION, UNIT 2 


A Appiicatlon/cons true t ion stage documents & correepondence 


8008030010 Requests that all applicant* for QL* and CP holder* provide 
up-to-date completion schedules b fuel load target date* so 
that NRC may establish licensing priorities Forward* list 
of target schedules for plants to be completed within 3 yr# 

EISENHUT, D 0 Division of Licensing 80/07/11 tOpp 


8000130060 Submits interim criteria for shift staffing to all QL t, CP 
licensees U app 1 leant* , per NRC 800307 ltr Discusses 
administrative provisions for emergency ti overtime work 
Development *• implementation to be reviewed within 90 days 
EISENHUT, DO Division of Licensing 00/07/31 lOpp 


F Security, medical, emergency fc fire protection plans 


8009050102 Requests all applicant* for CPs & OL* submit info re 
proposed nuclear power plant vicinity evacuation estimates 
Info requested by 800801 for NRC to identify evacuation 
constraint*, spec ial planning measure* t possible mods 
EISENHUT, D 0 Division of Licensing 80/07/02 lp. 


DOCKET 50-501 DAVI B-8E8SE NUCLEAR POWER STATION, UNIT 3 


A Applicati on/construc tton stage documents i> correspondence 


8008080010 Requests that all applicants for QL* and CP holder* provide 
up-to-date completion schedules Si fuel load target dates so 
that NRC may establish licensing priorities Forward* list 
of target schedule* for plants to be completed within 3 yr* 

EISENHUT, D 0. Division of Licensing 90/07/11 lOpp 


0000150060 Submits Interim criteria for shift staffing to all OL t< CP 
llcaniees b app 1 ic an ts , per NRC 900307 ltr Discusses 
administrative provision* for emergency Si overtime work 
Development 6 implementation to be reviewed within 90 days 
EfBENHJT, D 0 Division of Licensing 90/07/31 lOpp 


F Security, medical, emergency b fire protection plant 


90080S0102 Request* all applicants for CPs b OLs submit info re 
proposed nuclear power plant vicinity evacuation estimates 
Info requested by 600801 for NRC to identify evacuation 
constraints, special planning measures S, possible mods 
EISENHUT, D 0 Division of Licensing 60/07/02 lp 


DOCKET 8TN-50-902 HAVEN NUCLEAR PLANT, UNIT t 


A App 1 ica t ion/cons true t ion stage document* Si correspondence 


6006080010 Requests that all applicants for OL* and CP holders provide 
up-to-date completion schedule* * fuel load target dates so 
that NRC may establish licensing priorities Forwards list 
of target schedules for plant* to be completed within 3 yr* 

EISENHUT! D 0 Division of Licensing 80/07/11 lOpp 


BOO015OO6O Submit* interim criteria far shift staffing to all QL Si CP 
licensees s> app 1 1 cant s, per NRC 8D0307 ltr Discusses 
administrative provisions for emergency Si overtime work 
Development Si implementation to be reviewed within 90 day*, 
EISENHUT, D 0 Division of Licensing 80/07/31 10pp. 


9008110428 Reapprise* NRC of withdrawal of CP application for 
fee i 1 i ties 

FAY, C W Wisconsin Electric Power Co. 80/08/04 lp 
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F Security, medical, emergency 4 fin protection plane 


8008050102 Request* all applicant* for CP* 4 OL* submit info re 
propoied nuclear power plant vicinity evacuation estimate* 
Info requested by 800001 for NRC to identify evacuation 
com traint«> sp tc ial planning measure* 4 possible mod* 

EISENHUT r 0 G Divitlon of Liceming 80/07/02 lp 


9000040035 Request* raturn of 781220 preliminary physical security 
plan.per 000517 withdrawal of application to construct & 
operate facility 

BUHBTEIN. 0 Ul icgm i n Electric Power Co BO/O7/Z0 lp 


0 Adjudicatory correspondence 


8008040113 Order dismissing proceeding due to 800517 application 
withdraw* 1 

BOWERBi E 8 Atomic Safety and Licensing Board Panel 80/07/30 lp 


DOCKET BTN-50-S03 HAVEN NUCLEAR PLANT, UNIT 2 


A AppUcation/eonstructlon stage documents 4 correspondence 


9008110428 Reapprlsss NRC of withdrawal of CP application for 
f ac 1 1 i t i et 

FAV, C W Wisconsin Electric Power Co 00/08/04 Ip 


DOCKET 8TN-50-5O4 K08HKDN0N0 NUCLEAR PLANT, UNIT 1 


A Application/construction stage documents 4; correspondence 


8008110428 Reapprises NRC of withdrawal of CP application for 
facilities 

FAY.C W Wisconsin Electric Power Co 80/00/04 Ip 


DOCKET STN- 50-505 KQSHKONONG NUCLEAR PLANT, UNIT 2 


A Application/construction stage documents 5 correspondence 


8008110420 Reapprises NRC of withdrawal of CP application for 
facilities 

FAY, C W Wisconsin Electric Power Co 80/08/04 ip 


DOCKET 8TN-50-306 KOSHKQNQNG NUCLEAR PLANT- UNIT 3 


A Applieatlon/construction stag* documents 4 correspondence 


8009110428 Reapprlset NRC of withdrawal of CP application for 
facilities 

FAY, C W Wisconsin Electric Power Co 00/08/04 lp 


DOCKET STN-50-50B WPPSS NUCLEAR PROJECT, UNIT 3 


A Application/construction stage documents 4 correspondence 


0000060024 Forwards FR notice re B00714-17 regional meetings to address 
portion of Commission 800523 memorandum 4 order describing 
requirement* of environ qualification of electrical 
equipment installed in safety sys 

E IEENHUT i D, 0 Division of Licensing 00/06/30. lp 


S0OB12O4B2 Comment* on NUREG-0577, l rt r««pon*« to NRC B0OS2O 1 fcr Basis 
for roquired margin* above nil ductility transition temp 
should be provided Definition of operating temp 4 scope 
needed 

RENBERGER, D L Washington Public Power Supply System B0/0B/06 
4pp 


8008190421 Provide* estimated dates for OL ap p 1 1 ca 1 1 on, c on* t completion 
4 fuel load, in response to NRC B00711 request Single 
application will be submitted 36 month* prior to fuel 
loading date* 

RENBERGER. D L Washington Public Power Supply System SO/08/08 
2PP 


9008260594 Advises that response to NRC 800731 request for info re Kt 
3t Helens eruption will be transmitted by 000930 
RENBERGER, D L Washington Public Power Supply System 00/00/19 
*P 


F Security, medical, emergency 4 fire protection plans 


8009050102 Requests all applicants for CPs 4 OLs submit info re 
proposed nuclear power plant vicinity evacuation estimate* 
Info requested by 600801 for NRC to identify evacuation 
constra in t Si spec ia 1 planning measures 4 possible mod* 

EISENHUT , 0 0 Division of Licensing 90/07/02 lp 


H Oeneral correspondence 


0008260471 Discusses neu) responsibility as managing director of supply 
sys, assumed on 800804 All correspondence previously 
addressed to Strand should now be directed to RL Ferguson 
FERGUSON, R L Washington Public Power Supply System 60/00/14 lp 


0 Inspection reports, IE Bulletins A correspondence 


0000120141 Forwards IE Circular 80-17, "Fuel Pin Damage Due to Meter 
Jet From Baffle Plate Corner " No written response required 
ENOELKEN. R H Region 3. Sen Francisco. Office of the Director 
80/07/23 lp 


0000200546 Forwards IE Bulletin 00-10, "Maint of Adequate hin Flow 
Through Centrifugal Charging Pumps Following Secondary Side 
High Energy Line Rupture 11 No action, required 

CMOELKEN.R H Region 3. San Francisco, Office of the DiTectOT 
80/ 07/24 lp 


8000140503 Forwards IE Bulletin 00-20, ''Failure* of Westlnghaus* Type 
W-2 Spring Return to Neutral Control Switches “ Request* 
info re estimate of manpower associated w/corrective 
actions needed after identifying problem 

ENGEL KEN. R H Region 5, San Francisco. Office of the Director 
B0/07/31 ip 


80 00200409 Forwards IE Bulletin 00-19. "Failures of Mercury-Wetted 
Hatrix Relay* in Reactor Protective Sys of Operating Nuclear 
Power Plant* Designed by Combustion Engineering " Action 
required by facilities w/OL* or CPs 

ENCELKEN.R H Region 3, San Francisco, Office Df the Director 
00/07/31 lp 


8008270432 Ack receipt of 000711 Itr informing NRC of step* talen to 
correct violations noted in IE Insp Rept* 90-508/BQ-04 4 
30-509 /B0-04 

SPENCER, 0 S Region 3, San Francisco, Reactor Construction. 4 
Engineering Support Branch 80/0B/I5 lp 


— 0008060189 Notice of 000714-17 regional meetings to address portion of 
Commission 800523 memorandum 4 order describing requirements 
of environ qua 1 if ication of electrical equipment installed 
in safety sy> 8vc lists end 

EISENHUT, D 0 Division of Licensing 80/06/27 117pp 


8008000010 Requests that all applicants for OLs and CP holders provide 
up-to-date completion schedules l fuel load target dates so 
that NRC may establish licensing priorities Forwards lift 
of target schedules for plants to be completed within 3 yr* 

EISENHUT, D 0. Division of Licensing BO/07/11 10pp 

0000140327 Forward* request for ad dl geologic info resulting from Mount 
8t Helens volcanic explosion 

TEDESCO, R L Assistant Director for Licensing, B0/07/3i 3pp 

0000150060 Submits Interim criteria for shift staffing to all OL 4 CP 
licensee* 4 app 1 leant*, per NRC 000507 ltr Discusses 
administrative provisions far emergency 4 overtime work 
Development 4 implementation to be reviewed within 90 days 
EISENHUT, D G Division of Licensing 80/07/31 10pp 


—0009270448 Forwards JE Insp Rept* S0-508/S0-04 4 50-309/00-04 on 
000520-23 4 notice of violation 

SPENCER, G S Region 9. San Francisco. Reactor Construction 4 
Engineering Support Branch 60/06/09 2pp 


—8009270454 Notice of violation from insp on 900520-23 

* Region 5, San Francisco, Office of the Director, 00/06/06 

2pp 


— B 009270 468 IE Insp Repts 50-508/80-04 4 50-309/80-04 on 800520-83 
Noneampliance noted incomplete root penetration In weld of 
two piping subassemblies 4 excess alignment offset on five 
welds of four piping subassemblies 

DODDS, R T Region 5. San Francisco, Reactor Construction 4 
Engineering Support Branch KIRSCH.D F , WAGNER, W J Region 9, 
San Francisco, Office of the Director 90/06/06 tipp 
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DOCKET STN-SO-309 WPPSS NUCLEAR PROJECT. UNIT 5 


A App 1 1 cat i on/construe t i on -stage documents 6 correspondence 


6008060024 Forwards Fft notice re 900714—17 regional meetings to address 
portion of Commission BD0323 memorandum b order describing 
requirements of environ qualification of electrical 
equipment installed in safety sys 

EISENHUT.OO Division of Licensing 80/06/30 Ip 


— SDCB060189 Notice of 600714-17 regional meetings to address portion of 
Commission 800523 memorandum L order describing requirements 
of environ qua 1 i f i ca 1 1 on of electrical equipment installed 
in safety sys Svc lists enc 1 

EISENHUT, DU Division of Licensing 80/06/27 1 1 7pp 


80030B0010 Requests that all applicants for OLs and CP holders provide 
up-to-date completion schedules Sc fuel load target dates so 
that NRC may establish licensing priorities Forwards list 
of target schedules for plants to be completed within 3 yrs 
E I SENHJT < D 5 Division of Licensing 90/07/11 lOpp 


8000200409 Forwards IE Bulletin 00-19. "Failures of Mercury-Wetted 
Matrii Relays in Reactor Protective Bys of Operating Nuclear 
Power Plants Designed by Combustion Engineering " Action 
required by facilities w/OLs or CPs 

ENQELKEN, R H Region 5. San Francisco. Office of the Director 
90/07/31 Ip 


8000270432 Ac k receipt of 000711 Itr informing NRC of steps taken to 
correct violations noted in IE Insp Repts SO-SO0/8O-O4 b 
50-909/60-04 

SPENCER. 0 6 Region 5. San Francisco. Reactor Conetruc fcion It 
Engineering Support Branch B0/08/15 ip 


— 8000270443 Forwards IE Insp Repts 90-509/00-04 b S0-3O9/B0-O4 on 
800320-23 b notice of violation 

SPENCER. 0 3 Region 5. San Francisco. Reactor Construction It 
Engineering Support Drench 00/06/09 2pp 


— 0006270454 No-tice of violation from insp an 000520-23 

» Region 9. Sen Francisco. Office of the Director. 80/06/06 
2pp 


8008140327 Forwards request for add! geologic info resulting from Mount 
St Helens volcanic explosion 

TEDESCQ.R L Assistant Director for Licensing 00/07/31 3pp 


3008130060 Submits interim criteria for shift staffing to all OL & CP 
licensees b app 1 1 c ant s. p e r NRC S00S07 ltr Discusses 
administrative provisions for emergency fe overtime work 
Development 6 implementation to be reviewed within *70 days 
EIBENHJT.D 0 Division of Licensing 0O/O7/3J lOpp 


0009120492 Comments on Nl/REG-0577, l n response to NRC 800520 Itr Basis 
for required margins abo-ve nil ductility transition temp 
should be provided Definition of operating temp & scope 

needed 

RENBEROER, D L Washington Public Power Supply System 00/09/06 
4pp 


B00B18042I provides estimated dates for OL app 1 ica 1 1 on. c onst completion 
£. fuel load.ln response to NRC 00071 1 request Single 
application will be submitted 36 months prior to fuel 
loading date 

RENBEROER. D L Washington Public Power Supply System 60/03/08 

app 


5008260394 Advises that response to NRC 000731 request for info re Mt 
St Helens eruption will be transmitted by 800930 
RENBEROER. D L Washington Public Power Supply System 00/09/19 
1 P 


Security, medical, emergency b fire protection plans 


006050105 Requests all applicants fo-r CDs b OLs submit Info re 
proposed nuclear power plant vicinity evacuation estimates 
Info requested by 000801 for NRC to identify evacuation 
cons tra in ts> sp ec ial planning measures & possible muds. 
EISENHUT.OO Division of Licensing 60/07/02 lp 


— 8000270468 IE Insp Repts 50-500/80-04 b 50-509/80-04 on 800520-23. 
Noncomp 1 lance noted Incomplete root penetretian in u*ld of 
two piping subassemblies & excess alignment offset on five 
welds of four piping subassemblies 

DODDS, R T Region 5, San Francisco, Reactor Construction t 
Engineering Support Branch KIRSCH, D F , WAQNER, W J, Region 9. 
San Francisco. Office of the Director 80/06/06 11pp. 


DOCKET 50-513 WPPS5 NUCLEAR PROJECT, UNIT 4 


A Application/cons true t iort stage documents K. correspondence 


8000060024 Forwards FR notice re 800714-17 regional meetings to address 
portion of Commission B0D523 memorandum b order describing 
requirements of environ qualification of electrical 
equipment installed in safety sys 

EISENHUT, D 0 Division of Licensing S0/O6/3O lp 


--90080601B9 Notice of 800714-17 regional meeting* to address portion of 
Commission 000523 memorandum b order describing requirements 
of environ qual i f (cat i on of elec trical, equipment installed 
in safety sys Svc lists end 

EISENHUT. D 0 Division of Licensing 80/06/27 117pp. 


9008080010 Requests that all applicants for OLs and CP holders provide 
up-to-date completion schedules fc fuel load target date* to 
that NRC may establish licensing priorities Forwards list 
of target schedules far plants to be completed within 3 yrs 
EISENHUT.OO Division of Licensing 90/07/11. 10pp. 


0008150060 Submits interim criteria far shift staffing to all OL b CP 
licensees b applicants, per NRC 800307 ltr Discusses 
administrative provisions for emergency & overtime work. 

Development & implementation to be reviewed within 90 days. 
EISENHUT, D G Division of Licensing 80/07/31 lOpp 


General correspondence 


108260471 Discusses new responsibility as managing director of supply 
sys, assumed on 800004 All correspondence previously 
addressed to Strand should now be directed to RL Ferguson 
FERGUSON, R L Washington Public Power Supply System, B0/QS/14 ip 


Inspection reports. IE Bulletins b correspondence 


00120141 Forwards IE Circular 00-17, "Fuel Pin Damage Due to Water 
Jet From Baffle Plate Corner 11 Nd written response required 
ENCELKEN, R H Region 5. San Francisco. Offica of the Director 
80/07/23 Ip 


00200546 Forwards IE Bulletin BO-10, "Meint of Adequate Min Flow 
Through Centrifugal Charging Pumps Following Secondary Side 
llgh Energy Line Rupture “ No action required 

oNQELKEN.R M Region 5, San Francisco., Office of the Director 
30/07/24 ip 


>8140503 Forwards IE Bulletin 80-20, “Failures of lies t i nghouie Type 
J -2 Spring Return to Neutral Control Bvltche* " Requests 
nfo re estimate of manpower associated w/correctiv* 
iction* needed after identifying problem 

NOELKEN, R H Region 5, San Francisco. Office of the Director 
0/07/31, Ip 


BO 08120402 Comment* on NUHEO-OS77, in response to NRC 800520 ltr, Basis 
for required margins above nil ductility transition temp 
should be provided Definition of operating temp b scope 
needed 

RENBEROER. D L Washington Public Power Supply System 80/08/06. 
4pp 


0008270134 Forwards util risk analysis an lots of feedwater event It 
related correspondence Since applicant commitment was met. 
const should be permitted to continue, Any eddl analysis 
should be requested as soon as possible W/o encl. 

TEDESCO. R L Assistant Director for Licensing 80/08/06 lp. 


8008100421 Provides estimated dates for OL application, const completion 
b fuel load, in response to NRC 800711 request. Single 
application will be submitted 36 months prior to fuel 
loading date 

REN0ERCER. D L Washington Public Power Supply System 80/08/08 

2pp 


8008190434 Requests NRC concurrence w/util plans to perform scale 
model recirculating pump tests in lieu of in-plant tests. 
RENBEROER, D L Washington Public Power Supply System 80/08/14, 
lp 


F Security, medical, emergency t fire protection plans 


80000501 02 Requests all applicants for CPs & OLs submit info re 
proposed nuclear power plant vicinity evacuation estimate* 
Info requested by 800801 far NRC to identify evacuation 
cons traints, spec iai planning measures b possible mods 
EI6ENHUT.D 0 Division of Licensing 80/07/02 lp. 
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8008180262 Advises that NRC wilt advise util when review of 
proposed neat-site emergency c tr can be scheduled Util may 
not assume approval in absence of negative comment within 30 

days 

YOUNGBLOOD, B J Licensing Branch I 0O/GB/I2 3p p 


H General correspondence 


8006260471 Discusses new responsibility as managing director of supply 
sys. assumed on B00B04 All correspondence previously 
addressed to Strand should now be directed to RL Ferguson 
FERGUSON, R L Washington Public Power Supply System B0/08/14 lp 


0 Inspection reports- IE Bulletins 6 correspondence 


G009Q10094 Forwards IE Insp Repts 50-460/80-09 l 50-513/00-09 on 
B0QS01-30 No noncompliance noted 

SPENCER- 0 S Region 5. San Francisco- Reactor Construction U 
Engineering Support Branch 00/07/09 2pp 


— BOOBOIOIOO IE Insp Repts 50-460/00-0? r, 50-513/80-09 on 800501-30 No 
noncompliance noted Major areas Inspected const activities 
re equipment storage & preventive main t- we 1 d ing matl t< tool 
control & water shortage tank foundations 

TOTH- A D - DODDS- R T Region 5- San Francisco- Office of the 
Director 60/07/07 I6pp 


B008120141 Forwards IE Circular 80-17- "Fuel Pin Damage Due to Water 
Jet From Baffle Plate Corner " No written response required 
ENOELKEN, R H Region 5- San Francisco- Office of the Director 
80/07/23 ip 


8008200546 Forwards IE Bulletin 80-18. "rtaint of Adequate Min Flow 
Through Centrifugal Charging Pumps Following Secondary Side 
High Energy Line Rupture " No action required 

ENOELKEN- R H Region 5- Ban Francisco. Office of the Director 
80/07/24 lp 


0OO814OSO3 Forwards IE Bulletin 0O-2-O- "Failures of Westinghouse Type 
W-2 Spring Return to Neutral Control Switches " Requests 
info re estimate of manpower associated w/correctlve 
actions needed after identifying problem 

ENOELKEN- R H Region 5, Ban Francisco. Office of the Director 
80/07/31 lp 


900B200409 Forwards IE Bulletin 80-19- 'rallures of Mercury-Wetted 
Matrix Relays In Reactor Protective Sys of Operating Nuclear 
Power Plant* Designed by Combustion Engineering " Action 
required by facilities u/OLs or CPs 

ENOELKEN. R H Region 5- San Francisco, Office of the Director 
80/07/31 lp 


8009270546 Forwards response to NRC 800717 ltr re Unit 1 violation 
found in IE insp on 000602-09 Corrective actions relnsp of 
all structural steel members in Unit 1 b 2 storage areas All 
defective welds will be Identified 6 appropriately tagged 
RENBEROER- D L Washington Public Power Supply System 80/08/19 
3pp 


S Reportable occurrences- LERi K. related correspondence 


B007230239 Part 21 rept re cracked steam generator manway studs 
Satisfactory operating experience forms constitute 
reasonable basis for continued operation while 
investigations proceed 

TAYLOR, J H Babcock Jt Wilcox Co 80/07/11 Spp 


8008070375 Supplementary Part 21 rept re possibility that replacement 
of buffer card PN66246I0 far both power trains in Bailey 
Control Co buffer module 824 may result in loss of 24 volt 
control powor i. safety-related instrumentation 
BALDWIN, T L Babcock b Wilcox Co 80/07/10 2pp 


8009280248 Part 21 rept re discrepancy in response spectra used In 
design of certain heating ventilation & air conditioning 
equipment Corrective action Includes stiffening concrete 
floor tlab on which equipment is mounted. 

8ARSTEN-0 E United Engineers V Cons true tors, Inc fsubs of 
Raytheon Co. ) 80/08/08 5pp 


DOCKET 50-514 PEBBLE SPRINGS NUCLEAR PLANT, UNIT 1 


A Appl ication/constructton stage documents 4i correspondence 


8008060024 Forwards FR notice re 800714-17 regional meetings to addreee 
portion of Commission 800323 memorandum 6 order describing 
requirements of environ qualification of electrical 
equipment installed In safety sys 

EISENHUT, D 0 Division of Licensing B0/06/30 lp. 


•8008060189 Notice of 600714-17 regional meetings to address portion of 
Commission 800523 memorandum V order describing requirements 
of environ qua 1 1 f i c at i on af electrical equipment installed 
in safety sys Svc lis«-s enc 1 

EISENHUT. DG Division of Licensing 60/06/27 U7pp 


BOOaOBOOtO Requests that all applicants for OLs and CP holders provide 
up-to-date completion schedules t- fuel load target dates so 
that NRC may establish licensing priorities Forwards list 
of target schedules for plants to fce completed within 3 yrs 
EISENHUT, 0 G Division of Licensing 60/07/11 lOpp 


8008150060 Submits interim criteria tor shirt staffing to alt OL V CP 
licensee* !■ appl lcants- per NRC 000507 ltr Discusses 
adnin i stra tive provisions for emergency h overtime work 
Development t implementation to be reviewed within 90 days 
EISENHUT, D G Division of Licensing 80/07/31 lOpp 


F Security, medical, emergency t fire protection plans 


80000501 02 Requests all applicants foi CPs t- OLs submit info re 
proposed nuclear powei plant vicinity evacuation estimates 
Info requested by 600001 for NRC to identify evacuation 
c onstra i nts- spec la t planning measures i< possible -nods 
EISENHUT, DO Division of Licensing 00/07/02 lp 


0 Adjudicatory correspondence 


8008150430 Status rept in response to ASLB B00721 order NRC has 
initiated discussions re identification of environ site 
3 U i tab 1 i I » ty issues for partial initial decision prehearing 
conference in near future would not bo fruitful 
OQRDENICK, B M Hearing Branch 4 60/09/13 4pp 


S Reportable occurrences- LFRs V related correspondence 


B008070375 Supplementary Part 21 rept re possibility that replacement 
of buffer card PN6624610 for both power trains in Dailey 
Control Co buffer module 924 nay result in loss af 24 volt 
control power i ■ safety-related instrumentation 
BALDWIN, T L Babcock b WiLcox Co 90/07/16 2pp 


DOCKET 90-515 PEBBLC SPRINGS NUCLEAR PLANT, UNIT 2 


A App 1 icat i on/e onstruc tion stage documents b correspondence 

8000060024 Forwards FR notice id 600714-17 regional meetings to addrei* 
portion of Commission 600323 memorandum b order describing 
requirements of environ qua 1 1 f l ca 1 1 on of electrical 
equipment installed in safety sys 

EISENHUT, D G Division of Licensing 60/06/30 lp 


— 0008060109 Notice of 000714-17 regional meetings to address portion of 
Commission 000523 memorandum b order describing requirements 
ot environ qualification of electrical equipment installed 
in safety sys Svc lists oncl 

EISENHUT, DO Division of Licensing 00/06/27 117pp 


8009080010 Requests that all applicants for 0L-s and CP holders provide 
up-to-date completion schedules U fuel load target dates so 
that NRC may establish licensing priorities Forwards list 
of target schedules for plants to be completed within 3 yrs 
EISENHUT, 0 0 Division of Licensing 60/07/11 lOpp 


8009150060 Submits interim criteria for shift staffing to all OL & CP 
licensees applicants, per NRC 600507 ltr Discusses 
admini t trat i ve provisions for emergency & overtime work 
Development L implementation to be reviewed within 90 days 
EISENHUT, D 0 Olvlsion of Licensing 60/07/31 lOpp 


F Security, medical, emergency & fire protection plans 


0006050102 Requests all applicants for CPs & OLs submit info re 
proposed nuclear power plant vicinity evacuation estimates 
Info requested by 600901 for NRC to identify evacuation 
con* tra 1 nts* spec ia 1 planning measures h possible mods 
EISENHUT, D 0 Division of Lieemlng 90/07/02 lp 


G Adjudicatory correspondence 


6000150430 Status rept in response to ASLB 600721 order NRC has 
initiated discussions re identification of environ site 
lUi tab I i I i ty issues for partial initial dec 1 slon Prehear Ing 
conference in near future would not be fruitful 
BORDENICK, BM Hearing Branch 4 90/09/13, 4pp 
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S Reportable occurrences. LERs 4 related correspondence 


8003070375 Supplementary Part 21 rept re possibility that replacement 
of buffer card Pt)66246i0 for both power trains in Dailey 
Control Co buffer module B24 may result in loss of 24 volt 
control power 4 safety-related instrumentation 
BALDWIN. T L Babe oc 1 4 Wilcox Co 80/07/18 2pp 


SOCKET STN-SO-516 JAMESPQRT NUCLEAR STATION. UNIT l 


A Applsca t lon/cons true 1 1 on stage documents U correspondence 


800S080010 Requests that all applicants for Q-Ls anil CP holder* provide 
up-to-date completion schedules 4 fuel load target defces so 
that NRC may establish licensing priorities Forwards list 
of target schedules for plants to be completed within 3 yrs 
EISENHUT. J> 0 Division of Licensing 90/07/11 lOpp 


6009150060 Submits interim criteria for shift staffing to alt OL 4 CP 
licensees 4 app 1 icants. per NRC 600507 ltr Discusses 
administrative provisions for emergency k overtime work 
Development 4 implementation to be reviewed within 90 days 
EISENHUT, D 0 Division of Licensing 60/07/31 lOpp 


F Security, medical, emergency & fire protection plans 


6006050102 Requests ail applicants for CPs 4 QLs submit info re 
proposed nuclear poweT plant vicinity evacuation estimates 
Inro requested by 600801 for NRC to identify evacuation 
coni braints. spec ial planning measures & possible mods 
EiSENHUT, 0 8 Division of Licensing 80/07/02 lp 


8008090216 Responds to D Eisenhut 800702 Ht re estimates of evacuation 
time for site Info will be developed upon receipt of NY 
State Board pn Electric Oeneration Siting t Environ 
certification 

PLASKON.R E Long Island Lighting Co 80/09/01 lp 


8008280053 Notification of 600819,20 4 22 workshops In Valley Forge, PA, 
Chicago. (L 6 Atlanta, QA, respectively, to solicit public 
comment re NVREC-0696, “Functional Criteria for Emergency 
Response Facilities “ 

GRIER 0 H Region 1, Ph i ladelph la. Office of the Director 

80/08/1 1 2pp 


<1 Inspection reports, IE Bulletins t- correspondence 


9008070524 Forwards l£ Circular 80-17. "Fuel Pin Damage Due to WateT 
Jet From Baffle Plate Corner ' No written response required 
CRIER, B H Region l, Philadelphia, Office of the Director 
80/07/23 lp 


8008220123 Forwards IE Bulletin 80-18. "Haint Of Adequate Min Flow 
Through Centrifugal Charging Pumps Following Secondary Side 
High Energy Line Rupture “ No action required 
0R3ER.B H Region 1, Phi lade 1 ph la. Office of the Director, 
80/07/24 lp 


6008140550 Forwards IE Bulletin 00-20. "Failures of Uesttnghouee Type 
W-2 Spring Return to Neutral Control Switches " Request* 
info re estimate of manpower associated w/cor rec t i ve 
actions needed after identifying problem 

CRIER, B H Region 1. Philadelphia. Office of the Director 
60/07/31 Ip 


8QOS10OO19 Forwards IE Bulletin 80-19. "Failures of Mercury-Wetted 
Matrix Relays In Reactor Protective Sys of Operating Nuclear 
Power Plants Designed by Combustion Engineering " Action 
required by facilities w/OLs or CPs 

GRIER, D H Region 1. Philadelphia, Office of the Director 
80/07/3J lp 


8006260432 Forwards 1£ Info Notice 80-29, ''Broken Studs on Terry 
Turbine Steam Inlet Flange " No specific action or response 
requested 

GRIER, B H Region i, Phi ladelphia, Office of the Director 
B0/O8/07 tp 


DOCKET STN- 50-51 7 JAMESPORT NUCLEAR STATION, WJIT 2 
A App 1 icafclon/cons true t ion stage documents & correspondence 


8008090010 Requests that all applicants for QLs and CP holders provide 
up-to-date completion schedule* 4 fuel load target dates so 
that NRC may establish licensing priorities Forwards list 
of target schedules for plants to be completed within 3 yrs 
EISENHUT, D 0 Division of Licensing 80/07/11 lOpp 


8008150060 Submits interim criteria for shift staffing to all OL & CP 
licensees 4 applicants, per NRC B00907 ltr Discusses 
administrative provisions for emergency & overtime work 
Development 4> imp 1 ementation to be reviewed within 90 days 
EISENHUT . 0 Q Division of Licensing 80/07/31 iOpp 


F Security, medical, emergency & fire protection plans 


8008060102 Bequests all applicants for CPs It Ol.s submit info r» 
proposed nuclear power plant vicinity evacuation estimates 
Info requested by 800S01 for NRC to identify evacuation 
constraints, spec ial planning measures & possible mods 
EISENHUT , V 0 Division of Licensing 80/07/02 Ip 


8008080216 Responds to D Eisenhut B00702 ltr re estimates of evacuation 
time for site Info will be developed upon receipt of NY 
State Board on Electric Oeneration Siting & Environ 
certification 

PLASKON.R £ Long Island Lighting Co B0/Q8/OI lp 


800B280053 Notification of 800819,20 k S3 workshops In Valley Forge. PA, 
Chicago, XL It Atlanta, &A, respectively, to solicit public 
comment re NVREC-0696. “Functional Criteria for Emergency 
Response Facilities " 

CRIER, B H Region £, Phi ladelphia, Office of tha Director 

60/08/11 2pp 


6 Inspection reports, IE Bulletins 4 correspondence 


8000070524 Forwards IE Circular BO-17, "Fuel Pin Damage Due to Water 
Jet From Baffle Plate Corner * No writteVi response required 
QRIER.B H Region I. Ph 1 ladelph i a, Office of the Director 
80/07/23 lp 


6008220123 Forwards IE Bulletin 80-18, "Maint of Adequate Min Flow 
Through Centrifugal Charging Pumps Following Secondary Sid# 

High Energy Line Rupture " No action required 

GRIER. 0 H Region 1, Philadelphia, Office of the Director 

00/07/24 lp 


8008140650 Forward* IE Bulletin B0-20, "Failures of Westlnghouse Type 
W-2 Spring Return to Neutral Control Switches " Requests 
info re estimate of manpower associated w/eorr*ctlve 
actions needed after identifying probleqt 
GRIER. B H Region 1, Philadelphia, Office at the Director 
B0/07/31 lp 


8008130019 Forward* IE Bulletin 80-19, “Failures of Mercury-Wetted 
Matrix -Relays in Reactor Protective Sys of Operating Nuclear 
Power Plants Designed by Combustion Engineering 11 Action 
required by facilities w/OLs or CPs 

GRIER. B H Region 1, Phi ladelphia. Office of the Director 
80/07/3! lp 


8008260432 Forwards IE Info Notice 60-29, "Broken Studs on Terry 
Turbine Steam Inlet Flange " No specific action or response 
requested 

GRIER, D H Region 1, Philadelphia. Office of the Director 
B0/0B/07 lp. 


DOCKET Bill- 50-518 HARTSV1LLE NUCLEAR PLANT, UNIT 1 


A Application/construction stage document* it correspondence 


BOO8O4O0P4 Forwards FR notice re S00714-17 regional meetings to address 
portion of Commission 800323 memorandum ft order describing 
requirements of environ qualification of electrical 
equipment installed in safety sys 

EfSENHVr, B 0 Division of Licensing 80/06/30 tp. 


— 6008060189 Notice of B00714-17 regional meetings to address portion of 
Commission 800523 memorandum t order describing requirements 
of environ qualification of electrical equipment installed 
in safety sys 8vc lists one l 

EISENHUT. D O Division of Licensing 80/06/27 117pp 


800B08Q010 Requests that all applicants for OLs and CP holders provide 
up-to-date completion schedules k fuel load target dates so 
that NRC may establish licensing priorities Forwards list 
of target schedules for plants to be completed within 3 yrs 
EISENHUT. D 0 Division of Licensing 00/07/11 10pp. 


6Q08OIO174 Confirms 800714 telcon w/CE Murphy re 800729 meeting w/ 

GH Kimmons 4. other util personnel at regional ofc to discuss 
000707-11 0A audit findings 

(I 'RE ILLY, J P Region 2. Atlanta. Office of the Director, 80/07/17 
3pp. 
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90Q8070058 Forward* .summary of 800723 meeting w/util In Atlanta, <3A to 
ditto** finding* identified during NRC QA audit of Ofc of 
Engineering Design 4 Const on 000707-11 

O'REILLY, J P Region 2, Atlanta, Office of the Director 00/07/28 
Spp 


SOQ013OO6O Submit* interim criteria for shift staffing to all DL !< CP 
licensees 8, spp 1 leant*, per NRC 800307 itr Discusses 
• dial nis tra t 1 ve provisions for emergency L overtime work 
Development 4. Implementation to be reviewed within 90 day* 

EIEENHUT, D 0 Division of Licensing BO/07/31 10pp 


B0Q926O567 Forwards best estimate of const completion dates t, fuel load 
target dates for Se quoyah. Wa t ts Bar 4 Bellefonte Also 
provides estimated date* for tendering OL applications for 
Her t i vi 1 1 e, Ph 1 pps Bend 4 Yellow Creek 

HILLS, L M Tennessee Valley Authority 00/08/19 Spp 


F Security, medical, emergency 4 fire protection plans 


BQD8050102 Request* all applicants for CPs St OLs submit info re 
proposed nuclear power plant vicinity evacuation estimates 
Info requested by 000001 for NRC bo identify evacuation 
cons tra Ints, spec ial planning measures 4 possible mod* 
EISENHUT, D 0 Dtvi s ion of Li censing 80/07/02 Ip 


0 Inspection reports, IE Bulletins & correspondence 


0008060497 Forward* IE Bulletin 00-17, "Failure of 76 of 183 Control 
Rods to Fully Insert During Scram at BWR “ No written 
response required 

O'REILLY, J P Region 2, Atlanta, Office of the Director 60/07/03 
If 


8000110062 Ack receipt of 800630 Itr informing NRC of stops taken to 
correct violations noted In IE tnsp Repts 30-318/00-07, 
30-319/00-07,50-520/80-07 4 50-521/00-07 

HLfRPHY, C E Region 2. Atlanta, Reactor Construction 4 Engineering 
Support Branch 80/07/16 Ip 


--0OOB1 10065 Responds to NRC 800611 telcon re violations noted in IE Insp 
Rep ts 50-518/60-07,30-319/80-07,50-520/80-07 S< 30-321/80-07 
Corrective actions special task force formed to investigate 
welding program 

MILLS, L M Tennessee Valley Authority 60/06/30 2pp 


— B008110069 Ack receipt of 800604 Itr Informing NRC ef steps taken to 
correct violations noted in IE Insp Repts 30-518/80-07, 
30-319/00-07,50-320/00-07 & 50-321/00-07 Request* addl Info 
MURPHY, C E Region 2, Atlanta, Reactor Construction *< Engineering 
Support Branch 80/06/13 lp 


— 3008110074 Responds to NRC 800509 Itr re violation* noted in IE Insp 
Repts 50-518/80-07,50-319/80-07,50-520/00-07 4 50-521/60-07 
Corrective actions welders will be Issued temp indicating 
device to measure preheat temp 

MILLS, L M Tennessee Valley Authority 00/06/04 4pp 


— 30081 10077 Forward* IE Insp Repts 50-518/60-07,90-319/00-07, 
30-320/00-07 Si 50-321/80-07 on 800413-10 S, notice of 
violation 

□ 'REILLY, J P Region 2, Atlanta, Office of the Director. 
BO/03/09 2pp 


— 8000110079 Notice of violation from Insp on 800415-18 

* Region 2, Atlanta, Office of the Director 60/05/00 2pp 


—80001 10087 IE Insp Repts SO- 310 / 8 O-O 7 , 50-S 19/00 -07. 50-320 /S0-07 & 
30-321/80-07 on 800415-18 Noncompliance noted failure to 
follow welding procedure preheat requirement* S< procedure In 
welding filler matl control 

HERDT.A R Region 2, Atlanta, Reactor Construction 4 Engineering 
Support Branch KLEINSORQE, W P Region 2. Atlanta, ' Of flee of the 
Director 00/05/03 Spp 

BOO 01 20060 Forwards Suppl 1 to IE Bulletin 80-17, “Failure of 76 of 1B5 
Control Rod* to Fully Insert During Scram at BWR " No 
written response required 

O'REILLY, J P Region 2, Atlanta, Office of the Director 00/07/16 
If 

0009070242 Forward* Suppl 2 to IE Bulletin BO-17, "Failure of 76 of 185 
Control Rods to Fully Insert During Scram at BWR " 

No written response required 

O'REILLY, J P Region 2, Atlanta, Office of the Director B0/O7/22 
Spp 


3006280144 Ack receipt of 000709 Itr informing NRC of iteps taken to 
correct violations noted in Insp Repts 50-316/80-09. 
50-519/60-09,50-520/00-09 4 30-321/60-09 

MURPHY, C E Region 2, Atlanta. Reactor Construction 6 Engineering 
Support Branch 60/07/25 lp 


--8008280174 Responds to NRC 800617 Itr re violation* noted in IE Insp 
Repts 50-510/80-09.50-519/80-09,50-520/80-09 6 50-521/00-09 
Corrective actions SOP-30 revised to require quarterly 
surveillance insp of inplant pipe storage 
MILLS, L M Tennessee Valley Authority 80/07/09 4pp 


— 8008280301 Forwards IE Insp Repts 50-510/80-09,50-519/80-09. 
50-520/80-09 4 50-521/00-09 on 600520-23 It notice of 
vi o lat i on 

MURPHY, C E Region 2, Atlanta, Reactor Construction 6 Engineering 
Support Branch 60/06/17 2pp 


— 0006200187 Notice of violation from insp on 800320-23 

* Region 2, Atlanta, Office of the Director 80/06/10 lp 


—9000200204 IE Imp Rept 50-518/60-09.50-519/80-09,50-520/60-09 4 
50-521/60-09 on 000520-23 None omp 1 l anc e noted inadequate 
measures to control storage i preservation of mat! 4 
equipment 

VAMDODRH, P K Region 2. Atlanta, Office of the Director 
80/06/10 Spp 


0006200394 Forward* IE Bulletin 00-19. 'Tai lures of Mer c ury-He tte d 
Matrit Relays in Reactor Protective Sys of Operating Nuclear 
Power Plants Designed by Combustion Engineering ” Action 
required by facilities w/CLs or CPs 

O'REILLY, 0 P Region 2, Atlanta, Orftce of the Director 80/07/31 
lp 


BOO018O197 Forwards IE Info Notice 80-29, "Broken Studs on Terry 
Turbine Steam Inlet Flange " No specific action or response 
requested 

O'REILLY, J P Region 2. Atlanta, Office of the Director BQ/0B/07 
lp 


800B270676 Forwards IE Info Notice 60-24, "Low Level RaduastP Burial 
Criteria * No written response required JK Snieiek 000530 
memo one 1 

O'REILLYiJ P Region 2, Atlanta, Office of the Director 00/09/14 

lp 


S Reportable occurrences, LERs S related correspondence 


0006190054 Part 21 rept re inadequate electrical separation In nuclear 
sys protection sys power distribution panels Schedule for 
rectification will be presented 800822 
SHERWOOD, 0 0 General Electric Co 60/00/07 3pp 


0000190611 Final deficiency rept i« anchor spacing on surface-mounted 
plates Util will remount all nonconforming plates u/anchors 
which meet spacing requirements of Spec 300-06, Revi s ion 6 
All work will be completed by 801114 

HILLS, L 11 Tennessee Valley Authority 80/08/11 2pp 


8000200352 Final deficiency rept re inadequate design of condensate 
header line support Condensate header line was designed on 
steel beams w/o local reinforcing at pip* wall Pipe support 
design revised by adding spreader to pipe wall support 
MILLS, L II Tennessee Valley Authority 00/00/15 3pp 


8000260508 Supplemental deficiency rept re anchor spacing on surface 
mounted plates Error was made In deficiency description in 
000711 final rept Fifty-sii plates were installed w/o 
meeting CF Braum specs 

MILLS, L 11 Tennessee Valley Authority 00/00/20 lp 


8000260536 Second Interim deficiency rept re standby gas treatment sys 
charcoal adsorber CTI Nuclear investigations Sc determination 
of corrective actions 6 subsequent CF BTaun approval have 
not been completed Final rept will be provided by GO-1126 
MILLS, L II Tennessee Valley Authority 00/08/20 lp 


DOCKET 8TN-30-S19 HART SV ILLS NUCLEAR PLANT, UNIT 2 


A App 1 ica t ion/cons true t ion stage documents S. correspondence 


800BQ60024 Forwards FR notice re G00714-I7 regional meetings to address 
portion of Commission 800323 memorandum S order describing 
requ 1 remen t* of environ qua! i f 1 cat 1 on of electrical 
equipment installed in safety sys 

EIEENHUT, D 0 Division of Licensing 00/06/30 lp 
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DOCKETED ITEMS 


— 8003060 IB? Notice of 000764-17 regional meetings to addren portion of 
Co-imiis s ion 800523 memorandum 4 order describing requirements 
of environ qua 1 jf icat i on of electrical equipment installed 
in safety *ys Svc Lists one 1 

EISENHUT, D 5 Pivlsior of Licensing 80/06/27 117pp 


9008080010 Requests that all applicants for OLs and CP holders provide 
up-to-date completion schedules 4 fuel load target dates so 
that NRC may establish licensing priorities Forwards list 
of target schedules for plants to be completed within 3 yrs 
EISENHJT.D G Division of Licensing 6D/07/1I lOpp 


0OOBO1O174 Confirms 800714 telcon w/CE MuTphy re B00725 meeting w/ 

GH Kimions 4 other util personnel at regional ofc to discuss 
900707-11 GA audit findings 

O’REILLY, J P Region 2 Atlanta; Office of the Director B0/07/17 

3pp 


B008Q700S8 Forwards summary of 800725 meeting w/vtil In Atlanta, GA to 
discuss findings identified during NRC OA audit of Ofc of 
Engineering Design 4 Const on 800707-11 

O'REILLY. JP Region 2, Atlanta. Office of the Director 80/07/28 
Spp 


3OO015DO&D Submits interim criteria for shift staffing to all OL 4 CP 
licensees 4 appl It ants, per NRC 800507 1 tr Discusses 
administrative provisions for emergency 4 overtime work 
Development 4 implementation to be reviewed within 90 days 
EISENHUT > D 0 Division of Licensing 00/07/31 lOpp 


1008240567 Forwards best estimate of const completion dates U fuel load 
target dates for Sequoyah # Wa t ts Bar 4 B el le f ante. Al SO 
provides estimated dates for tendering OL applications for 
Har t svi I 1 e, ph ipps pend 4 Yellow Creek 

HILLS. L H Tennessee Valley Authority 00/00/19 Spp 


Security, medical, emergency 4 fire protection plans 


— 80081100B7 IE ln*p Repts 50-518/00-07.50-519/80-07.30-520/80-07 4 
90-521/00-07 on 800415-18 None omp 1 1 anc e noted failure to 
follow welding procedure preheat requirements & procedure in 
welding filler matl control 

HERDT.A R Region 8, Atlanta. Reactor Construction 4 Engineering 
Support Branch KLCINSOftGE, W P Region 2. Atlanta. Office of the 
Director 80/05/00 Spp 


8008120060 Forwards Suppl 1 to IE Bulletin 00-17. "Failure of 76 of 193 
Control Rods to Fully Insert During Scram at BWR " No 
written response required 

0 'REILLY. J P Region a. Atlanta. Office of the Director 80/07/18 
lp 


8008070242 Forward* Suppl 2 to IE Bulletin 00-17. "Failure of 76 of 183 
Control Rods to Fully Insert During Scram at BWR " 

No written response required 

O'REILLY, J P Region 2, Atlanta, Office of the Director BO/07/22 

8pp 


0OOS2SG144 Ack receipt of 000709 1 tr informing NRC of steps taken to 
correct violations noted in Insp Repts 30-518/00-09, 
50-319/80-07,50-920/80-09 4< 50-521/00-09 

MORPHY. C E Region 2. Atlanta, Reactor Construction 4 Engineering 
Support Branch 80/07/25 tp 


— 8000200174 Responds to NRC 000617 ltr re violations noted in JE Insp 
Repts 50*518/80-09, 1)0-319/80-09, 30-320/00-09 4 30-321/00-09 
Corrective actions SOP-30 revised to require quarterly 
surveillance insp of inplant pipe storage 
MILLS, L Pi Tennessee Valley Authority 80/07/09 4pp 


— 8000280301 Forwards IE Insp Repts 50-518/80-09,50-519/80-09, 
5O-52O/BO-0? 4- 30-521/80-09 on 800520-23 4 notice of 
violation 

MURPHY, c E Region 2. Atlanta, Reactor Construction 4 Engineering 
Support Branch 80/06/17 2pp 


008050102 Requests al) applicant* for CPs 4. OL* submit info re 
proposed nuclear power plant vicinity evacuation estimates 
Info requested by 800801 for NRC to Identify evacuation 
C Ons t ra in ts. spec j al planning measures 6 passible mods 
EI5ENHUT. D 0 Division of Licensing BO/07/02 J p- 


Inspection report*. IE Bulletins 4 correspondence 


--8008280I87 Notice of violation from insp on 800520-23 

* Region 2, Atlanta, Office of the Director 80/06/10 lp 


— 9008280204 IE Insp Rept 50-510/80-09,50-319/80-09,30-520/80-094 
50-521/80-0? on 300520-23 Moncompliance noised Inadequate 
measures to control storage 6 preservation of matl 4 
equipment 

VANOOORN, P K Region 2, Atlanta, Office of the Director 
80/06/ iO Spp 


008060497 Forwards IE Bulletin 80-17, "Failure of 76 of 185 Control 
Rods to Fully Insert During Scram at BWR " No written 
response required 

Q'RElwLY, J P Region 2, Atlanta, Office of the Director 80/07/03 
lp 


10B1IQQ62 Ack receipt of 800630 ltr informing NRC of steps taken to 
correct violations noted in IE Insp Repts 39-3 10/80-07, 

SO- 319/B0-07, 50-520/80-07 4, 50-521 /80-07 

hURPHY.C E Region 2. Atlanta, Reactor Construction 4 Engineering 
Support Branch B0/07/14 Ip 


8008110065 Responds to NRC 800611 telcon re violations noted in IE Insp 
Repts 50-51B/B0-07. 50-519/80-07, 50-520/80-07 4 50-321 /BO-07 
Correc 1 1 vs 1 ac 1 1 on* special tasi force formed to investigate 
welding program 

MILLS, L M Tennessee Valley Authority 80/06/30 2pp 


0009110069 Ack receipt of 800604 ltr informing NRC of steps taken to 
correct violations noted In IE Insp Repts 50-518/30-07, 
50-519/80-07.50-520/80-07 4 50-321/80-07 Requests addl info 
HURPHY.C E Region 2. Atlanta, Reactor Construction tt Engineering 
Support Branch 60/06/13 lp 


90081 10074 Responds to NRC 800509 ltr re violations noted in IE Insp 
Rapt* 50-518/80-07,58-519/00-07.50-520/60-07 4 50-521/80-07 
Corrective actions welders will be issued temp indicating 
device to measure preheat temp 

MILLS, L M Tennessee Valley Authority 00/06/04 4pp 


B008IIG077 Forwards IE Insp Repts 50-510/80-07.50-5(9/00-07, 
50-520/00-07 4 50-321/30-07 on 800415-1B 4 notice of 
vi olation 

O'REILLY, J P Region 2. Atlanta. Office of tha Director, 
BO/OS/O? 2p p 


300B1 10079 Notice of violation from Insp on 800415-18 

• Region 5, Atlanta, Office of the Director 00/05/00 2pp 


800BI40578 Forwards IE Bulletin BO-20. "Failures of Westinghouse Type 
U-2 Spring Return to Neutral Control Switches " Requests 
info re estimate of manpower associated w/correctlv* 
actions needed after identifying problem 

O'REILLY, J P Region 2, Atlanta, Office of the Director BO/07/31 
lp 


8000200394 Forwards IE Bulletin BO-19, "Failures of Mercury-Wetted 
Matrix Relays in Reactor Protective Sys of Operating Nuclear 
Power Plants Designed by Combustion Engineering " Action 
required by facilities w/OLs or CPs 

O'REILLY, J P Region 2, Atlanta, Office of the Director 80/07/31 

lp 


8DO810D197 Forwards IE Info Notice 80-29, "Broken Studs on Terry 
Turbine Steam Inlet Flange " No specific action or response 
requested 

O'REILLY, J P Region 2. Atlanta, Office of the Director B0/08/07 
If 


9008270678 Forwards IE Info Notice 80-24. "Low Level Radwaetf Burial 
Criteria " No written response required JH anieiek 800330 
memo end 

O'REILLY, J P Region 2, Atlanta, Office of the Director BO/08/14 

lp 


0 Reportable occurrences, LERs 4 related correspondence 


0008190611 Final deficiency rept re anchor spacing on surfaca-mountad 
plates Util will remount all nonconforming plates w/anchors 
which meet spacing requirements of Spec 300-06. Revision 6 
Alt work will be completed by 001114 

MILLS, L M Tennessee Valley Authority 80/00/11 2pp 


8006200052 Final deficiency rept re Inadequate design of condensate 
header line support Condensate header line was designed on 
steel beams ui/o local reinforcing at pipe wall Pip# support 
design revised by adding spreader to pipe wall support. 

MILLS, L M Tennessee Valley Authority 80/08/15 Spp 



docketed items 


28 


0008260300 Supplemental deficiency rept r e 

mounted plate* Error wa f> made in dep i c j B c "Pacing 

000711 final rept Fifty-six plates were in* t « I crlp * 1Dfl 
meeting CF Braum spec* u/o 

MILLS. L M Tennessee Valley Authority 


d u/o 

SO/On/3n 


i ut fat* 


— 8008110069 Act receipt of 8-006Q4 1 fcr informing NRC of steps taken to 
correct violation* noted in IE Insp Rept* 50-31 S/00-07, 
30-319/00-07. 50-520/00-07 t. 50-521/80-07 Requests addl info 
MORPHY, C E Region 2 Atlanta. Reactor Construction & Engineering 
Support Branch 00/06/13 Ip 


8000260536 Second interim deficiency rep 
charcoal adsorber CTI Nuclear Investig 
of corrective action* fa subsequent CF 
not been completed Final rept will he 
MILLS, L M Tennossee Valley Authority 


e standby gas treatmen 
tioeis t, determination 
" aun approval have 
provided by 001126 

eo/oe/so lp 


t 


ay* 


--8003110074 Responds to NRC 000309 ltr re violations noted in IE Insp 
Repfcs 30-310/00-07, 50-319/00-07, 50-520/00-07 6 50-521/00-07 
Corrective action* welders will be issued temp indicating 
device to measure preheat temp 

MILLSiL (1 Tennessee Valley Authority 80/06/04 4pp 


DOCKET 8TN-SQ-520 MARTS'/ ILLE NUCLEAR PLANT, UM IT 3 
■A Application/constructi en stage documents & c or r espondenc 


— 8008 1 1 007 7 FoTuards IE Insp Repts 50-510/80-07,50-519/00-07, 
50-920/00-07 * 50-521/80-07 on 8004S5-18 t notice of 
violation 

O'REILLY, J P Region 2. Atlanta. Office of the Director 
00/03/09 2pp 


6008060024 Fgrwardi FR notice re 00071 4-17 r ( g, on .| 
portion of Commission 800523 memorandum 4 . ord er a 
requirements of environ qualification of electric 
equipment installed in safety sys 

EI 8 ENHUT, D 0 Division of Liceniing BQ/O&/30 


meeting* 
escrib ing 
al 

lp 


to 


address 


—0000060109 Notice of 000714-17 regional 
Commieiion 800533 memorandum 4 order 
of environ qualification of elrctrlca 
in safety sys Bvc lists end 
EISENHUT, D i> Division of Licensing 


meetings ta address portion 
describing requirements 
1 equipment installed 

BO/Oi/27 1 17pp 


o f 


— 8008110079 Notice of vSulation from Insp on 000415-18 

* Region 2. Atlanta. Office of the Director 80/05/09 2pp 


— 00091 100B7 IE Insp Repts 50-518/80-07,50-519/80-07,50-530/00-07 4 
50-521/80-07 on 8(504 1 5-18 None omp 1 i anc e noted failure to 
follow welding procedure preheat requirements it procedure in 
welding filler matl control 

HERDT.A R Region 2, Atlanta, Reactor Construction U Engineering 
Support Branch KLE1N50KGE. W P Region 2, Atlanta, Office of the 
Director 90/03/00 6 pp 


3000090010 Requests that all applicant* fcr OL* and CP holders providi 
up-to-date completion schedules it fuel load target dates so 
that NRC may establish licensing priorities Forwards list 
of target schedules for plants to be completed within 3 urs 
EISENHUT, D 0 Division of Licensing. SO/07/U 10pp 


0000120060 Forwards Supp 1 1 to IE Bulletin 00-17, ‘Tallur* D f 76 of 105 
Control Rods to Fully Insert During Scram at QNR " Ho 
written response required 

O'REILLY, J P Region 2, Atlanta, Office of the Director 00/07/10 
lp 


3000010174 Confirm* BQQ714 telcon w/CE Murphy re 800725 meeting u/ 

OH Kimmon* 4 other util personnel at re-Bi&nal o-F C to discuss 
800707-1 1 “OA audit findings 

O'REILLY, J P Region 2, Atlanta, Office o-f the Director 00/07/17 

3pp. 


8000070242 Forwards Supp 1 2 to IE Bulletin 80-17, "Failure of 76 of 105 
Control Rods to Fully Insert During Scram at BUR * 

No written response required 

O'REILLY, J P Region 2. Atlanta, Office of the Director 00/07/22 

2pp 


3009070050 Forwards summary of 830725 meeting u/util in Atlanta, OA te 
discuss findings identified during NWC Qa audit of Ofc of 
Engineering Design I* Const on 300707-11 

C 'REILLY, J P Region 3, Atlanta, Office of the Director 00/07/23 
Spp 


8008280144 Act receipt oh 000709 ltr informing NRC of steps taken to 
correct violations noted In Insp Repts 50-510/80-09, 

50-919/00-09. 30-320/80-09 4 50-521/80-09 

MORPHY, C E Region 2, Atlanta. Reactor Construction 4 Engineering 
Support Branch 80/07/25 lp 


1000150060 Submits interim criteria far shift staffing to all OL & CP 
licensees & applicants, par NRC BOOS 07 ltr Discusses 
administrative provision* for emergency 4 over t ime work 
Development 4 implementation to be reviewed within 90 days 
EISENHLfT, D 0 Division of Licensing 60/07/31 lOpp 


— 0000280174 Respond* to NRC 0CO617 ltr re violations noted in IE Insp 
Repts 50-310/80-09. 50-519/00-09. 50-520/00 09 4 50-521/80-09 
Corrective actions S0P-3Q revised to require quarterly 
surveillance insp of inplant pipe storage 
MILLBiL M Tennessee Valley Authority 00/07/09 4pp 


1008260567 Forwards best estimate of cons-fc completion date* 4 fuel load 
target dates for Sequoyah, Matt* Bar V Bellefonte Also 
provide* estimated date* for tenderins 01 - applications for 
Har tsvi 1 1 e, Phipp * Bend 4 Yellow Creek 

MILLS, L M Tennossee Valley Authority eO/OB/19 2pp 


— 8006280301 Forwards IE Insp Rept* 50-510/00-09, 50-519/00-09. 
80-320/00-09 4 50-521/00-09 on 000520-23 4 notice of 
violation 

MORPHY. C E Region 2. Atlanta, Reactor Construction 4 Engineering 
Support Dranch 80/06/17 2pp 


- Becurity, medical, emergency 4 fire protection plans 


— 0OO028OIB7 Notice of violation from insp on 000520-23 

* Region 2, Atlanta. Office of the Director 00/06/10 lp. 


009090102 Request* all applicants for CP* 4 OL* submit info re 
proposed nuclear power plant vicinity evacuation est mite* 
Info requested by SOO0O1 for NRC to identify avacuation 
constraints, spec ial planning measure* 4 possible mod* 

EIBENHUT, D Q, Division of Licensing 90/07/02, Ip 


Inspection reports, IE Bulletin* l correspondence 


000060497 Forwards It Bulletin 80-17, "Failure of 76 of 185 
Rods to Fully Insert During Scram at BUR '* No, written 

response required „ . . _ , 

O'REILLY, J P Region S, Atlanta, Office of th* Direct . 
lp. 


Centro 1 

80/07/03 


— 0008280204 IE Insp Rept 50 - 910 / 00 - 09 , 50-31 9/80-0-9, 50-520/00-09 4 
30-521/00-09 on 800520-23 None omp 1 lance noted inadequate 
measure* to control storage 4 preservation of matl 4 
equipment 

VAND0DRN, P K Region 2, Atlanta, Office of the Director 
80/06/10 Spp 


8000140370 Forwards IF Bulletin 80-20. "Failures of W«*tinghouie Type 
H-2 Spring Return to Neutral Control Switches " Requests 
Info re estimate of manpower associated w/corrective 
actions needed after Identifying problem 

O'REILLY. J P Region 2. Atlanta, Office of the Director 80/07/31 
IP 


0001 10062 Act receipt of 800630 ltr inf ormi r*Qj tal,n to 
correct violations noted in IE Insp R«pt* so 

50-319/80-07,50-520/80-07 4 50-521/80-07. . Ena Ineer i na 

MURPHY. C E Region 2. Atlanta, Reactor Con* tr uc t ion 4 Eng ineer i ng 


Support Dranch 80/07/16 Ip, 


0006200394 Forwards tr Bulletin 80-19. "Failure* of Mercury-Wetted 
Matrix Relay* In Reackot Protective Sys of Operating Nuclear 
Power Plants Designed by Combustion Engineering " Action 
required by facilities w/OLs or CPs 

O'REILLY, J P Region 2. Atlanta, Office of the Director 00/07/31 

If 


-0008110065 Respond* to NRC B006U teleon n? *1* 50-521/80- 07 ^ ^ Ir '*P 

Repts 30-518/60-07, 50-319/80-07, 50-93O/SO-D7 ^ jBVtf „^ t# 

Corrective actions special ta*k fore*' 1 for 1 " 


welding program 

MILL0.L M Tennessee VaUay Authority 


00/06/3° 2 pp 


0000180197 Forwards IE Info Notice 90-29, "Broken Stud* on Terry 
Turbine Steam Inlet Flange " No specific action or response 

O'REILLY, J P Region 2. Atlanta, Office of the Director 00/09/07 

If 



288 


DOCKETED ITEMS 


8008270670 Forward* IE Info Notice 80-24. "Lou Level Raduaste Burial 
Criteria 11 No written response required JH Snieiek 800330 
memo end 

O'REILLY, J P Region 2. Atlanta, Office of the Director 80/08/14 
IP 


S Reportable occurrences. LERs 4 related correspondence 


8008190611 Final deficiency rept re anchor spacing an t ur Pat e -moun t ed 
plates Util will remount all none onf omi ng plates w/anchors 
which meet spacing requirements of Spec 300-06, Revis ion 6 
All work will be completed by 801114 

WILLS. L M Tennessee Valley Authority BO/08/li 2pp 


8000200352 Final deficiency rept re inadequate design of condensate 
header line support Condensate header line was designed on 
steel beams w/o local reinforcing at pipe wall Pipe support 
design revised by adding spreader to pipe wall support 
HILLS, L M Tennessee Valley Authority 80/08/15 3pp 


8000260508 Supplemental deficiency rept re anchor spacing on surface 
mounted plates Error uias made in deficiency description in 
800711 final rept Fifty-sii plates uere installed ui/o 
meeting CF Braum specs 

HILLS, L 11 Tennessee Valley Authority 80/03/20 ip 


0008260536 Second interim deficiency rept re standby gas treatment sys 
charcoal adsorber CTI Nuclear investigations U determination 
of corrective actions 4 subsequent CF Braun approval have 
not been completed Final rept will be provided by 801126 
MILLS. L M Tennessee Valley Authority 80/03/20 ip 


0 Inspection reports, IE Bulletins £ correspondence 


8008060497 Forwards IE Bulletin 00-17, "Failure of 76 of 183 Control 
Rods to Fully Insert During Scram at BUR “ No written 
response required 

O'REILLY. J P Region 2, Atlanta. Office of the Director 80/07/03 
lp 


8000110062 Ac k receipt of 800630 ltr informing NRC of steps taken to 
correct violations noted in IE Insp Repts 30-510/80-07, 
50-319/80-07,50-320/80-07 4 50-321/80-07 

MURPHY. C E Region 2, Atlanta. Reactor Construction ft Engineering 
Support Branch 80/07/i6 ip 


— 8008110063 Responds to NRC 800611 telcon re violations notad in IE Inep 
Repts 30-310/80-07,50-519/80-07,30-520/80-07 £ 30-321/00-07 
Corrective actions special task force formed to investigate 
welding program 

MILLS, L M Tennessee Valley Authority 80/06/30 2pp 


— GOO011OO69 Atk receipt of 800604 ltr informing NRC of eteps taken to 
correct violations noted in IE Insp Repts 30-318/80-07, 
30-519/80-07,30-320/00-07 4 90-321/00-07 Requests addl info 
MURPHY, C E Region 2, Atlanta, Reactor Construction & Engineering 
Support Drench 00/06/13 ip 


—0003110074 Responds to NRC 000509 ltr re violations notad in IE Insp 
Repts 50-318/00-07,30-519/00-07,30-520/80-07 ft 30-321/80-07 
Corrective actions welders will be issued temp Indicating 
device to measure preheat temp * 

MILLS, L M Tennessee Valley Authority 80/06/04, 4pp 


DOCKET STN-50-521 HARTSVILLE NUCLEAR PLANT, UNIT 4 


A App 1 icat i on/corvstruc t ion stage documents ft correspondence 


8008060024 Forwards FR notice re 800714-17 regional meetings to address 
portion or Commission B00523 memorandum 6 order describing 
requirements of environ qualification of electrical 
equipment Installed in safety sys 

EISENHUT, D G Division of Licensing 80/06/30 lp 


— 80080601B? Notice of B00714-17 regional meetings to address portion of 
Commission 800523 memorandum 4 order describing requirements 
of environ qualification of electrical equipment installed 
in safety sys Svc lists cncl 

EISENHUT, DO Division of Licensing 80/06/27 l!7pp 


—8008110077 Forwards IE Insp Repts 50-518/80-07,50-519/80-07, 
50-520/B0-07 ft 30-321/80-07 on 800415-18 6 notice of 
violet 1 on 

O'REILLY , xt P Region 2, Atlanta, Office of the Director 
80/05/09 2pp 


— 8008110079 Notice of violation from insp on 800415-18 

* Region 2, Atlanta, Office of the Director 80/05/08 2pp 


—0000110037 IE Insp Repts 50-318/80-07, 30-5|9/80-07, 50-520/80-07 fc 
50-321/80-07 on 800413-18 Noneomp liance noted failure to 
follow welding procedure preheat requirements 6 procedure in 
welding filler matl control 

HERDTt A R Region 2, Atlanta, Reactor Construction Si Engineering 
Support Branch, 80/03/03 0pp 


8000000010 Requests that all applicants for OLs and CP holders provide 
up-to-date completion schedules i fuel load target dates so 
that NRC may establish licensing priorities Forwards list 
of target schedules for plants to be completed within 3 yrs 
EISENHUT, D 0 Division of Licensing 00/07/11 lOpp 


8003120060 Forwards Suppl 1 to IE Dulletin BO-17, "Failure of 76 of 109 
Control Rods to Fully Insert During Seram at BUR " No 
written response required 

O'REILLY, J P Region 2, Atlanta, Office of the Director 00/07/18 
lp 


8008010174 Confirms B00714 telcon w/CE Murphy re 000725 meeting u/ 

OH Kimmons 4 other util personnel at regional ofc to discuss 
800707-11 <3A audit findings 

O'REILLY, V P Region 2, Atlanta, Office of the Director 00/07/17 
3pp 


6008070242 Forwards Suppl 2 to IE Bulletin 00-17, "Failure of 76 of 109 
Control Rods to Fukly Insert During Scram at BWR. " 

No written response required 

O'REILLY, J P Region 2, Atlanta, Office of the Director 80/07/22 

2pp 


B008070058 Forwards summary of 800725 meeting w/util in Atlanta,OA to 
discuss findings identified during NRC QA audit of Dfc of 
Engineering Design 4 Const on BQ0707-i I 

O'REILLY, J P Region 2, Atlanta, Office of the Director 80/07/28 
5pp 


6008280144 Ac k receipt of 000709 ltr informing NRC of steps taken to 
correct violations noted in Insp Repts 50-518/80-09, 
50-919/80-09,50-520/00-09 4 50-921/80-09 

NURPHYjC E Region 2, Atlanta, Reactor Construction & Engineering 
Support Branch 80/07/25 lp 


8008150060 Submits interim criteria for shift staffing to all 0L 4, CP 
licensees t app 1 i cants, per NRC 600507 ltr Discusses 
atfmi ni i tra t i ve provisions for emergency ft overtime work 
Development 6 implementation to be reviewed within 90 days 
EISENHUT, D G Division of Licensing BO/07/31 iOpp 


8003260567 Forwards best estimate of const completion dates 4 fuel load 
target dates for Sequoyah, Watts Bar 4 Uellefonte Also 
provides estimated dates for tendering OL applications for 
Hartsvi 1 1 e, Phipps Bend 6 Yellow Creek 

HILLS, L M Tennessee Valley Authority 00/08/19 2pp 


F Security, medical, emergency 4 fire protection plans 


—8000280174 Responds to NRC 000617 Hr re violations noted In IE Insp 
Repts 50-918/00-09,90-519/90-09,50-520/80-09 4 30-321/80-09 
Corrective actions 80P-30 revised to require quarterly 
surveillance insp of inplant pipe storage 
MILLS, LM Tennessee Valley Authority 00/07/09 4pp 


—8008280301 Forwards IE Insp Repts 30-518/00-09,30-919/80-09, 
50-520/80-09 ft 50-321/80-09 on 800520-23 ft notice of 
viola t i on 

MURPHY, C E Region 2, Atlanta, Reactor Construction 4 Engineering 
Support Branch, 80/06/17 2pp 


—0008280187 Notice of violation from Insp on 800520-23 

* Region 2, Atlanta, Office of the Director 80/06/10 lp 


300B050102 Requests all applicants for CPs ft GL* submit info re 
proposed nuclear power plant vicinity evacuation estimates 
Info requested by 600801 for NRC to identify evacuation 
c o ns t ra int s, spec ia 1 planning measures 4 possible mods 
EISENHUT, DG Division of Licensing 80/07/02 lp. 


—0000280204 IE Insp Rept 50-518/80-09,30-919/80-09,30-520/80-09 4 
50-521/80-09 on 800520-23 Noncompliance noted inadequate 
measures to control storage 4 preservation of matl ft 
equipment 

VANOODRN»P K Region 2, Atlanta, Office of the Director, 
80/04/10 5pp 



DOCKETED ITEMS 


0QOB14O570 Forwards I£ Bulletin 80-20, 'Failures of lies t i ngh ous e Type 
W-2 Spring Return to Neutral Control Switches " Requests 
Info re estimate of manpower associated u/correc t I ve 
actions needed after identifying problem 

□ 'REILLY. J P Region 2, Atlanta, Office of the Director BO/07/31 

lf> 


800B200394 Forwards IE Bulletin BO-19. "Failures of Mercury-Wetted 
Matrix Relays In Reactor Protective Sys of Operating Nuclear 
Power Plants Designed by Combustion Engineering " Action 
required by facilities w/QLs or CPs 

O'REILLY, J P Region 2, Atlanta. Office of the Director 80/07/31 
if 


SO 08100197 Forwards IE Info Notice BO-29, "Broken. Studs on Terry 
Turbine Steam Inlet Flange " No specific action or response 
requested 

O'REILLY, J P Region 2, Atlanta Office of the Director BO/O0/O7 

ip 


8008270678 Forwards IE Info Notice 80-24, "Low Level Radwasto Burial 
Criteria " No written response required JH Snieiek 000530 
memo end 

O'REILLY, J P Region 2, Atlanta. Office of the Director 80/09/14 

ip 


S Reportable occurrences, LERs & related correspondence 


8008190611 Final deficiency ropfc re anchor spacing on surface-mounted 
plates Util will remount all nonconforming plates u/anchors 
which meet spacing requirements op Spec 300-06, Revi s ion 6 
All work will be completed by BOUI4 

MILLS, L M Tennessee Valley Authority 80/08/11 2pp 


8009200392 Final deficiency rept re inadequate design of condensate 
header line support Condensate header line was designed on 
stael. beams u/o local reinforcing at pipe wall Pipe support 
design revised by adding spreader to pipe wall support 
MILLS, L M Tennessee Valley Authority BO/OB/15 3pp 


0008260508 Supplemental deficiency rept re anchor spacing on surface 
mounted plates Error was made in deficiency description in 
800711 final rept Fifty-si* plates were installed w/o 
meeting CF Braun specs 

MILLS, L M, Tennessee Valley Authority 80/00/20 lp 


8008260936 Second Interim deficiency rept re standby gas treatment sys 
charcoal adsorber CTI Nuclear Investigations & determination 
of corrective action* 6 subsequent CF Braun approval have 
not been completed Pinal rept will be provided by 801126 
MILLS, L M Tennessee Valley Authority 80/OB/20 lp 


DOCKET STN-50-522 BKAOIT NUCLEAR POWER PROJECT. UNIT 1 


A App 1 lcatlon/construct ton stage documents & correspondence 


8008060024 Forwards FR notice re 800714-17 regional meetings to address 
portion of Commission 800923 memorandum It order describing 
requirements of environ qua 1 if ication of electrical 
equipment Installed In safety sys 

EI0ENHUT, D 0 Division of Licensing 80/06/30 ip 


■0000060189 Notice of 800714-17 regional meetings to address portion of 
Commission 800S23 msmorandum 4 order describing requirement* 
of environ qualification of electrical equipment installed 
in safety sys Svc lists encl 

EI8ENHUT i D 0 Division of Licensing 80/06/37 117pp 


0008080010 Requests that all applicants for OLs and CP holders provide 
Up-to-date completion schedules 8, fuel load target" dates so 
that NRC may establish licensing priorities Forwards list 
of target schedules for plants to be completed within 3 yrs 
EISENHUT, D 0 Division of Licensing ao/07/ii IOpp 


0008150060 Submits interim criteria for shift staffing to all OL «t CP 
licensees it app 1 leant*, per NRC 800507 Itr Discusses 
administrati ve provision* for emergency it overtime work 
Development fc implementation to be reviewed within 90 day* 

EISENHUT, DO Division of Licensing 00/07/31 lOpp 


F Security, medical, emergency Sr fire protection plans 


8008050102 Requests all applicants for CPs U OLs submit info re 
proposed nuclear power plant vicinity evacuation estimates 
info requested by BOOBOl for NRC to identify evacuation 
constraints, spec la) planning measures 8, possible mods 
EISENHUT, D 0 Division of Licensing 00/07/02 lp 


G Adjudicatory c or r e spon done e 


B00B04009B Response in support of applicants' 000716 motion requestin 
establishment of schedule re proposed site change NRC will 
Stop review of outstanding g eo 1 og y /se l smo 1 ogy issues 
Certificate of Svc enc ] 

BLACK, R L Hearing Branch 1 60/08/01 App 


DOCKET 5TN- 50-523 SKAGIT NUCLEAR PGUER PROJECT. UNIT 2 


A App 1 icst lon/constTuct ion stage documents 5 c orre s pond enc e 


8008060024 Forwards FR notice re 800714-17 regional meetings to addre< 
portion of Commission 800923 memorandum U order describing 
requirements or environ qua 1 1 r i cat i on of electrical 
equipment installed in safety sys 

EISENHUT. D 0 Division of Licensing 60/06/30 Ip 


— 8009060189 Notice of 000714-17 regional meetings to address portion 
Commission 600533 memorandum i order describing requirements 
of environ qualification of electrical equipment installed 
in safety sys Svc lists enc 1 

EISENHUT, D O Division of Licensing 80/06/27 t 17pp 


8009080010 Requests that all applicants for OLs and CP holders provide 
up-to-date completion schedules i< fuel load target date* so 
that NRC may establish licensing priorities Forward* list 
of target schedules for plants to be completed within 3 yr* 

EISENHUT, DO Division of Licensing 80/07/tl iOpp 


8008150060 Submits Interim criteria for shift staffing to ail CL tt CP 
licensees S app i l c ants, per NRC 800S07 Itr Discusses 
adroi n i s trat i ve provisions for emergency 6 overtime work 
Development 4 1 mp 1 emen l a t i on to be reviewed within 90 days 
EISENHUT. D 0 Division of Licensing 80/07/31 lOpp 


F Security, medical, emergency 8- fire protection plans 


0000050102 Requests all applicants for CPs 8 QLs submit info re 
proposed nuclear power plant vicinity evacuation estimates 
Info requested by 80080i for NRC to identify evacuation 
constraints, special planning measures 4c possible mods 
EISENHUT. D G Division of Licensing 80/07/02 lp 


0 Adjudicatory correspondence 


8008040090 Response in support o-f applicants' 800716 motion requesting 
establishment of schedule re proposed site change NSC will 
stop review of outstanding geo logy / seismology issues 
Certificate of Svc enc] 

BLACK, R L Hearing Branch l 80/03/01 App 


DOCKET STN-30-528 PALO VERDE NUCLEAR STATION. UNIT t 


A Application/construction stage document* & correspondent e 


8000060024 Forwards FR notice re 800714-17 regional meeting* to addr 
portion tf -Comm i as ion 800923 memorandum U order describing 
requirements of environ qualification of electrical 
equipment installed in safety sys 

EISENHUT, D G Division of Licensing 00/06/30 lp 


■8008060109 Notice of 800714-17 regional meetings to addre** portio 
Commission 800523 memorandum 4- order describing requirements 
of environ qualification of electrical equipment installed 
In safety sys Svc lists end 

EISENHUT, D 0 Dl vi f i on of Licensing 00/06/27 117pp 


0OO0OBOO1O Requests that all applicants for OLs and CP holders provi 
up-to-date completion schedules 8c fuel load target dates so 
that NRC may establish licensing priorities Forwards list 
of target schedule* for plants to be completed within 3 yrs 
EISENHUT, D 0 Division of Licensing 80/07/11 IOpp 


0008050332 Submits const completion date 8, fuel load target date 
estimates, in response to 600711 Itr Unit 1 scheduled for 
821101. Unit 2 scheduled for 331101 it Unit 3 scheduled for 
051 10« 

VAN BRUNT, E E Ar i i ona Public Service Co 30/07/30 lp 


0008150060 Submits interim criteria for shift staffing to all OL it CP 
licensees it app 1 ic ants, per NfiC 000307 itr Discusses 
administrative provisions for emergency 6 overtime work 
Development 4 i mp ] emanta t Ion to be reviewed within 90 days 
EISENHUT. D 0 Division of Licensing 80/07/31. IOpp 
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DOCKETED ITEMS 


6 008110403 Extends invitation to attend ramluriietion couru re 
f at l 1 i ty s i mul a t or 

VAN ERUMT.E E Amona Public Service Co 00/08/04 lp 


8008280365 Summary of 800815 meeting w/utll «, Bechtel in Defchesda, MD 
re reliability of auxiliary feedwater sys Viewgraphs enc l 
HQUBTON. II D Licensing Branch 2 80/08/21 37pp 


F Security, medical, emergency 5 fire protection plans 


0OQQO5O1O2 Requests all applicants for CPs 6 GLs submit info re 
proposed nuclear power plant vicinity evacuation estimates 
Info requested by 000801 for IJRC to identify evacuation 
coni tra in t s. spec la 1 planning measures 4 passible mods 
EIEENHJT, [> 0 Division of Licensing 00/07/02 lp 


0008110388 Respond s to 800702 icqupst re evacuation time estimates for 
facility by 800801 Meaningful evacuation time estimates 
to be provided by Dec 1980, along u/revlied emergency plan 
VAN BRUNT. E E Amona Public Service Co 80/07/31 lp 


<5 Adjudicatoiy correspondence 


—0008070492 IE Insp Rep ts 50-528/80-07,50-529/80-07 &■ 50-S30/BO-07 on 
800401-30 No noncompliance noted Major areas inspected Unit 
1 spray pond piping installation it reactor internals storage 
t Unit 2 reactor vessel /steam generator storage 

VORDERBRUEGGEN, DODDS, R T Region 5, Son Francisco, Office of the 
Director 80/07/10 5pp 


0008120116 Forwards IE Circular 80-17, "Fuel Pin Damage Due to Water 
■Jet From Baffle Plate Corner " No written response required 
ENGELKEN, R H Region 5, 9an Francisco, Office of the Director 
80/07/23 lp 


8008200541 Forwards IE Bulletin 80-18, "Maint of Adequate Min Flow 
Through Centrifugal Charging Pumps Following Secondary Sid* 

High Energy Line Rupture " No action required 

ENGELKEN, R H Region 5, San Francisco, Office of the Director 
80/07/24 lp 


0008140496 Forwards IE Bulletin 80-20, "Failures of Wesfclnghouse Type 
W-2 Spring Return to Neutral Control Switches “ Requeits 
info ro estimate of manpower associated w/correctlve 
actions needed after identifying problem 

ENGELKEN, R H Region 5, San Francisco, Office of the Director 
80/07/31 Ip 


BQOB010075 Clarification of notice of receipt of application for CLs, 
availability ot applicant environ r ep t, c ons i d era 1 1 on of 
Issuance of facility OLs 6 notice of opportunity for 
hearing Interested parties must file petitions by BQ08U 
BCHWENCER , A Operating Reactors Branch 3 00/07/23 6pp 


8QQB080485 Order granting extension until 800B11 foT Commission to 
review Directoi's decision under 10CFR2 206. DD-80-22 
Certificate of Svc end 

CHILK. S J Office of the Secretary of the Commission 90/08/04 

2pp 


8008220092 Petition to intervene t request for hearing Explains 
interests adversely affected by operation 

HODRIHAN, P L , DAHL , K - SHUEY, C Affiliation Unknown 80/08/11 

3pp 


--8008220093 Requests date of prehearing conference Listing petitioners 
on svc list requested Af f i da vi t • s ta lemen t of standing S. 
certification of svc enc 1 

HOUR I HAN, P L Affiliation Unknown BO/QB/ll 3pp 


8000220152 Order advising of Coe ml ss i on 000811 refusal to review 
Director's decision denying Friends of The Earth request for 
enforcement action 

CHILK, S -J Office of the Secretary of the Commission B0/08/20 

tp 


0OOB26OQ36 Forwards ivies of piactice ft, 800725 FR notice re procedural 
assistance change in adjudicatory licensing proceedings H/o 
enc 1 s 

MCOURREM, H J Hearing Dianch 1 SO/OB/22 ip 


0009280184 Forwards regulations 6 instructions in response to 000620 
request for info on intervention in proceeding ll/o end 
MCOURREM, H J Hearing Branch 1 80/08/25 2pp 


0009280239 Foiwards regulations re untimely interventinn in proceeding 
W/o end 

KCOURREN,M J Hearing Branch l BO/OG/23 Lp 


H General corresp ohd ence 


8008 1 50387 Supports moratorium on plant const until potentially 
haiardoui problems are solved 

KLEHR.A 8 Af f i 1 i a t i On Unknown 00/OB/QB 3pp 


8000150400 Inquires whether facility will conduct evacuation exercise* 
for cltiiens living within 50 miles Also eipi esses concern 
re water contamination in Phoenix it other nearby areas 
ENNA.V J Affiliation Unknown B0/08/0B ip 


8008200418 Forward* IE Bulletin 80-19, "Failures of Mercury-Wetted 
Matrix Relays in Reactoi Protective Sys of Operating Nuclear 
Power Plants Designed by Combustion Engineering " Action 
required by facilities w/GLs or CPs 

ENGELKEN. R H Region 5, 8an Francisco. Office of the Director 
80/07/31 lp 


8008250062 Forwards IE Info Notice 80-29, "Broken Studs on Terry 
Turbine Steam Inlet Flange " No specific action or response 
reques ted 

ENGELKEN. R. H Region 5, San Francisco. Office of the Director 
80/08/07 lp 


6 RepoTtable occurrences, LERs 4 related correspondence 


800827O4B4 Ac k receipt of 800623 final rept per 10CFR50 55<e) re 
deficient welds on s a f ety -re 1 a ted sway strut assemblies 
ENOELKEN, R H Region 5, San Francisco, Office of the Director 
00/07/09 ip 


— BOO027O492 Final deficiency rept re safety-related sway strut 
assemblies found to have welds failing to meet ASHE Section 
III code Stop Work Notice 80-H-3 issued to prevent further 
installation of discrepant struts 

VAN BRUNT, E E Arizona Public Service Co B0/06/25 3pp 


8008270496 Ack receipt of 800626 preliminary deficiency rept per 
10CFR80 55<el rs undersiied structural steel fillet welds 
ENGELKEN, R H Region S, Ban Francisco, Office of the Director 
60/07/09 Lp 


500927050 1 Interim deficiency rept re undersiied structural steel 
fillet welds Evaluation will be done to determine if 
adequate margins of safety exist Evaluation to be completed 
by ©00901 

VAN BRUNT, E E Ariiona Public Service Co 80/06/26. 4pp 


8009070087 Part 21 rept re testing failure of safety-related pressure 
switches in toxic gas monitors for chloride Dwyer 
I ns trument s, Inc notified of potential defect ft, safety 
analysis requested 

DENENBURO. B A , GUTMAN. D L Affiliation Unknown 80/07/20 3pp 


0000050472 Interim deficiency rept re reinforcing steel const 
discrepancy between drawing 4 actual design Blight stress 
redistribution due to excessive stress in local areas 
anticipated FINEL computer analysis underway. 

VAN BRUNT. £ E. Ariiona Public Service Co B0/07/2B 5pp 


0008030416 Final interim deficiency rept re discovery that stem 
extension for Dorg-Warner valves could loosen after cycles, 
Cause not stated C-E will coordinate valve mod rework 
VAN BRUNT, E E Ariiona Public Service Co 00/07/29 2pp 


0 Inspection reports, IE Bulletins 4 coi respondent* 

8009130590 Interim deficiency rept re Class IE, 600 volt, power ceble 

qualification testing due to difficulties in implementation 

8000070494 Forwards IE Insp Rept* 50-520/00-07.50-529/80-07 ft, Final rept will be forwarded by 001115 

50-530/80-07 on 800401-30 No noncompliance noted VAN BRUNT. E E. Ariiona Public Service Co B0/0B/04 4pp 

SPENCER. 0 9 Region 5, San Francisco, Reactor Construction 4, 

Engineering Support Branch 80/07/10 2pp 

0000270216 Ack receipt of 800721 deficiency rept re inadequately 
designed reinforcing steel, main steam support structure 
walls 

ENGELKEN, R H Region 5, San Francisco, Office of the Director 

ao/oe/oa lp 


DOCKETED ITEMS 


•8000270226 Final rept of deficiency re inadequately designed 
reinforcing steel, main steam support structure ua II » Design 
change package util be implemented so that design meets all 
eitablishad criteria Steel beam will be added under wall 
VAN BRUNT, C E Ariiona Public Service Co 00/07/81 4pp 


0000220192 Order advising of Commission 000311 refusal to tevieu 
Director's decision denying Friends of The Earth request for 
enf ore emen t action 

CHILK.S J Office of the Secretary of the Commission 80/08/20 

IP 


0000270504 Ac k receipt of B0072B 1 tr re deficiency rept re 
discrepancy in reinforcing steel segments of c ircumf erontta 1 
joint between containment shell & basemat 

ENOELKEN, R H Region 5. San Frenuscn, Office of the Director 
SO/OB/12 ip 


3000260038 Forwards rules of practice t< 000725 FR notice re procedural 
assistance change in adjudicatory licensing proceedings U/o 
enc Is 

MCGURREN, H J Hearing Branch 1 80/00/22 lp 


DOCKET STN-50-529 PALO VERDE NUCLEAR STATION, UNIT 2 


A App 1 1 cat i on/cons true ti on stage documents h c orr espondonce 


9008060024 Forwards FR notice re 800714-17 regional meetings to address 
portion of Commission 800533 memorandum it order describing 
requirements of environ qualification of electrical 
equipment installed in safety sys 

E1SENHUT, D 0 Division of Licensing 00/06/30 lp 


■8008060189 Notice of 800714-17 regional meetings to address portion of 
commission 800323 memorandum it order describing requirements 
of environ qua 1 i f icati on of electrical equipment installed 
in safety sys Bvc lists encl 

ETSENHUTi D 6 Division of Licensing 00/06/27 1 1 7p p 


8008080010 Requests that all applicants Fot OLs and CP holders provide 
up-to-date completion schedules tt fuel load target dates so 
that NRC may establish licensing priorities Forwards list 
of target schedules for plants to be completed within 3 yrs 
EISENHUT, D 0 Division of Licensing 80/07/11 10pp 


8008150060 Submits interim criteria for shift staffing to all OL tc CP 
licensees tt appl icants, per NRC 800507 Itr Discusses 
admlnistrati ve provisions for emergency it overtime work 
Development tt implementation to be reviewed within 90 days 
EISENHUT, D 0 Division of Licensing 00/07/31 lOpp 


8008110403 Extends invitation to attend f ami 1 lar i lation course re 
facility simulator 

VAN BRUNT, E E Ariiona Public Service Co 00/08/04 lp 


8008280365 Summary of 800915 meeting ui/util tt Bechtel in Bethesda.MD 
re reliability of auxiliary feedwater sys Viewgraphs encl 
HOUSTON, M D Licensing Branch 2 00/08/21 37pp 


F Security, medical, emergency tt fire protection plans 


8008050102 Requests all applicants for CPs t> OLs submit info re 
proposed nuclear power plant vicinity evacuation estimates 
Info requested by 000001 for NRC to identify evacuation 
constraints, special planning measures 4, possible mods 
EISENHUT, D 0 Division of Licensing 80/07/02 lp 


0OQB11O388 Responds to 800702 request re evacuation time estimates for 
facility by 000801 Meaningful evacuation time estimates 
to be provided by Dec 1900, along ui/revised emergency plan 
VAN BRUNT, E E. Ariiona Public Service Co 80/07/31 lp 


0 Adjudicatory correspondence 


8008010075 Clarification of notice of receipt of application for OLs, 
availability of applicant environ rept, cons id oration of 
issuance of facility OLs tt notice of opportunity for 
hearing Interested parties must file petitions by 800811 , 

SCHWENCER, A Operating Reactors Branch 3 00/07/23 6pp 


B0080B0495 Order granting extension until 00001 1 for Commission to 
review Director's decision under 10CFR2 206, DD-80-22 
Certificate of Svc encl 

CHILK, 8 J Office of the Secretary of the Commission 00/08/04 

2pp 


8008220092 Petition to intervene t/ request for hearing Explains 
interests adversely affected by operation 

HOUR I HAN, P L , OAHL, K , SHUEV, C Affiliation Unknown 80/00/11 
3pp 


■0008220093 Requests date of prehearing conference Listing petitioners 
on svc list requested Aff Idavi t, statement of standing & 
certification of svc encl 

HOUR I HAN, P L Affiliation Unknown 80/00/11 5pp 


0008200104 Forwards regulations 6 instructions in response to 000620 
request for info on intervention in proceeding U/o encl 
MCGURREN, H J Hearing Branch 1 80/00/25 2pp 


800828023? Forwards regulations re untimely intervention in proceeding 
W/o encl 

MCGURREN, H J Hearing Branch 1 00/08/25 lp 


!< General correspondence 


3008150400 Inquires whether facility will conduct evacuation exercises 
for cittiens living within 50 miles Also expresses concern 
re water contamination in Phoenix 4 other mearby areas 
ENNA.V J Affi 1 lation Unknown BO/08/00 Ip 


8 Inspection reports, IF Bulletins A correspondence 


8008070484 Forwards IE Insp Rept* 50-528/80-07,50-529/90-07 it 
50-330/80-07 on 900401-30 No noncompliance noted 
SPENCER, 0 S Region 5, San Francisco, Reactor Construction tt 
Engineering Support Branch 80/07/10 2pp 


—8008070492 IE Insp Repts 50-523/80-07. S0-529/Q0-07 it 30-530/80-07 ox 
800401-30 No noneomp 1 lance noted Major areas inspected Unit 
1 spray pond piping installation tt reactor Internals storage 
t Unit 2 reactor vessel/steam generator storage 

VORDERBRUEOGEN, DODDS, R T Region S. San Francisco, Office of thi 
Director 80/07/10 5pp 


0008120116 Forwards IE Circular 80-17, “Fuel Pin Damage Due to (later 
Jet From Baffle Plate Corner 1 No written response required 
ENOELKEN, FI H Region S, San Francisco. Office of the Director 
80/07/23 ip 


BOO 8 2005 41 Forwards IE Bulletin 80-18, “Malnt of Adequate Min Flow 
Through Centrifugal Charging Pumps Following Secondary Bide 
High Energy Line Rupture " No action required 

ENOELKEN, R H Region 5, San Francisco, Office of the Diroctor 
80/07/24 ip 


6009140496 Forwards IE Bulletin 80-20, “Failures of Westinghouse Typt 
W-2 Spring Return to Neutral Control Switches " Requests 
info re estimate of manpower associated w/correctlve 
actions needed after identifying problem 

ENCELKEN, R H Region 5, San Francisco, Office of the Director 
B0/07/31 lp 


B00920041S Forwards IE Bulletin BO-19, “Failures of Mercury-Netted 
Matrix Relays in Reactor Protective By < of Operating Nuclear 
Power Plant* Designed by Combustion Engineering 11 Action 
required by facilities u/OLs or CPs 

ENOELKEN, R H Region 5, San Francieco. Office of the Director 
80/07/31 lp 


BOO 0250062 Forwards IE Info Notice 80-29, "Broken Studs on Terry 
Turbine Steam Inlet Flange " No specific action or response 
re-ques ted 

ENOELKEN, R H Region S, San Francisco, Office of the Director 
80/OB/Q7 lp 


S Reportable occurrences, LERs l related correspondence 


0008270496 Ac k receipt of 800626 preliminary deficiency rapt per 
10CFR50 55<e) re undersited structural steel fillet welds 
ENOELKEN. R H Region 5, San Franc l see. Office of the Director 
80/07/09 tp 


— 8008270901 Interim deficiency rept re undersiled structural sfcee* 
fillet welds Evaluation will be done to determine If 
adequate margins of safety exist Evaluation to be completed 
by 800901 

VAN BRUNT, E E Ariiona Public Service Co 80/06/26 4pp 


B00B050472 Interim deficiency rept re reinforcing steel const 
discrepancy between drawing l actual design Slight stress 
redistribution due to excessive stress in local areas 
anticipated FINEL computer analysis underway 
VAN BRUNT, E E Ariiona Public Service Co B0/07/2B 5pp 
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DOCKETED ITEMS 


BD08050416 Final interim deficiency rep t re discover, j that item 
extension for Borg-Uarner velvet could loosen after eyelet 
Cause not stated C-E ini ] 1 coordinate valve mod rework 
VAN DRUNT.EE Arizona Public Service Co 00/07 /29 2pp 


900B130590 Interim deficiency rept re Class IE. 600 volt.pouer cable 
qualification testing due to difficulties In Implementation 
Final rept will be forwarded by BQ11I5 

VAN BRUNT. E E Arliona Public Service Co B0/0B/04 4pp 


B00B270504 Act receipt of B0072B Str re deficiency rept re 
discrepancy in reinforcing steel segments of circumferential 
joint between containment shell A basemat 

E NOEL KEN. R H Region S. San Francisco. Office of the Director 

BO/OB/12 lp 


8009220092 Petition to Intervene A request for hearing Eipleins 
interests adversely affected by operation 

HOUR IRAN, P L . OAHL. H , SHUEV, C Affiliation Unknown 0O/OB/11 
3pp 


— 0000220093 Requests date of prehearing conference Listing petitioners 
on sve list requested Af fidavi t. statement of standing A 
certification of sve end 

HQURI RAN. P L Affiliation Unknown 80/00/11 5pp 


8008220152 Order advising of Commission 800011 refusal to review 
Director's decision denying Friends of The Earth request for 
enforcemen t action 

CHILK.S J Office of the Secretary of the Commission 80/0B/20 

Ip 


DOCKET 5TN-5Q-530 PALO VERDE NUCLEAR STATION. UNIT 3 


A Application/construction stage documents A correspondence 


800B060024 Forwards FR notice n 800714-17 regional meetings to address 
portion of Commission SC0523 memorandum & order describing 
requirements of environ qual i f ica t i on of electrical 
equipment installed In safety sys 

EISElfHUT, D 0 Division of Licensing BQ/0A/3D lp 


— 0008060109 Notice of B00714-17 regional meetings to address portion of 
Commission 800523 memorandum A order describing requirements 
of environ qualification of electrical equipment installed 
in safety sys Sve lists end 

E1SENHUT. D 0 Division of Licensing 80/06/27 I17pp 


B0QBD800L0 Requests that all applicants for QLs and CP holders provide 
up-to-date completion schedules A fuel load target dates so 
that NRC may establish licensing priorities Forwards list 
of target schedules for plants to be completed within 3 yrs 
EISENKUT. D 0 Division of Licensing 80/07/11 lOpp 


B00805D332 Submits const completion date A fuel load target date 
estimates, in response to B00711 Itr Unit 1 scheduled for 
921101. Unit 2 scheduled for B31 101 U Unit 3 scheduled for 
951101 

VAN BRUNT. E E Arliona Public Service Co B0/O7/3Q lp 


8000150060 Submits interim criteria for shift staffing to all OL A CP 
licensees A app 1 1 cants, per NRC B0Q5O7 itr Discusses 
administrative provisions for emergency A overtime work 
Development A implementation to be reviewed within 90 days 
EISENKUT. D 0 Division of Licensing 80/07/31 lOpp 


8006110403 Extends invitation to attend f ami 1 1 ari la 1 1 on course re 
facility simulator 

VAN BRUNT. E E Arliona Public Service Co 80/08/04 Ip 


800B280365 Summary of 900815 meeting lu/util A Bechtel in Bethssda.MD 
re reliability of auxiliary feedwater sys Vlewgraphs end 
HOUSTON, H D Licensing Branch 2 80/00/21 37p p 


F Security, medical, emergency A fire protection plans 


8008050102 Requests all applicants for CPs A Oi_s submit info re 
proposed nuclear power plant vicinity evacuation estimates 
Info requested by BOOBOl for NRC to Identify evacuation 
cons traints. spec ial planning measures A possible mods 
EI6ENHUT. D 0 Division of Licensing 80/07/02 lp 


800B110339 Responds to B00702 request re evacuation time estimates for 
facility by BOOBOl Meaningful evacuation time estimates 
to be provided by Dec 1980.atong u/revlsed emergency plan 
VAN BRUNT. E E Arliona Public Service Co 80/07/31 lp 


S Adjudicatory correspondence 


8008010075 Clarification of notice of receipt of application for OL*. 
availability of applicant environ rept. c onsiderat i on of 
issuance of facility OLs A notice of opportunity for 
hearing Interested parties must file petitions by 000811 
SCHWENCER. A Operating Reactors Branch 3 80/07/23 App 


60090B04B5 Order granting extension until 80081 i for Commission to 
review Director's decision under 10CFR2. 206. DD-80-22 
Certificate of Sve end 

CH1LK.S J Office of the Secretary of the Commission 00/00/04 
2pp 


8009260036 Forwards rules of practice A 000725 FR notice re procedural 
assistance change in adjudicatory licensing proceedings U/o 
ends 

MCOURREN, H J Hearing Branch 1 00/00/22 lp 


6009200104 Forwards regulations A instructions in response to 000620 
request for info on intervention in proceeding W/o end 
MCOURREN. H J Hearing Branch i 00/00/29 2pp 


8009280239 Forwards regulations re untimely intervention in proceeding 
If/a enc 1 

MCGURREN, H J Hearing Branch 1 00/00/25 lp 


H General correspondence 


0009150307 Supports moratorium on plant const until potentially 
haiardou* problem* are solved 

KLEHR.A S Affiliation Unknown BO/OB/OB 3pp 


80 00150400 Inquires whether facility will conduct evacuation exercises 
for citlien* living within 50 miles Also expresses concern 
re water contamination, in Phoenix A other mearby areas 
ElMAill J Affiliation Unknown 00/00/09 lp 


0 Inspection reports. IE Bulletins A correspondence 


0009970494 Forwards IE Insp Repts 50-529/00-07.50-529/80-07 A 
50-530/00-07 on 900401-30 No none amp 1 ianc e noted 
SPENCER. 0 B Region 5, San Francisco. Reactor Construction A 
Engineering Support Branch 80/07/10 2pp 


— B 009070492 IE Insp nepts 50-52B/B0-07. 50-529/60-07 A 50-530/00-07 on 
900401-30 No noncomp t iance noted Major areas Inspected Unit 
1 spray pond piping installation A reactor internals storags 
i. Unit 2 reactor vessel/steam generator storage, 

V0ROERBRUE8QEN, DODDS. R T Rtgion 3. Ban Francisco, Office of the 
Director 60/07/10 5pp 


6009120116 Forwards IE Circular 80-17, “Fuel Pin Damage Due to Hater 
Jet From Baffle Plate Corner " No written response required 
ENOELKEN, R H Region 5. San Francisco, Office of the Director 
B0/07/23, lp 


6000200541 Forwards IE Bulletin 80-10. "liaint of Adequate Min Flow 
Through Centrifugal Charging Pumps Following Secondary Slda 
High Energy Line Rupture " No action required 
ENQELKENiR H Region 5, San Francisco, Office of the Director 
80/07/24 lp 


a009140496 Forwards IE Bulletin 80-20, "Failures of Westinghouse Type 
W-2 Spring Return to Neutral Control Switches " Requests 
Info re estimate of manpower associated u/corrective 
actions needed after Identifying problem. 

ENOELKEN. R. H Region 5. San Francisco. Office of the Director 
80/07/31 lp 


0OD82OO41S Forwards IE Bulletin 80-19, “Failures of Mercury-Wetted 
Matrix Relays in Reactor Protective Sys of Operating Nuclear 
Power Plants Designed by Combustion Engineering " Action 
required by facilities ul/OLt or CPs 

ENOELKEN, R H Region 9. San Francisco, Office of the Director 
80/07/31 lp 


0009250062 Forwards IE Info Notice 80-29, "Broken 8tuds on Terry 
Turbine Steam Inlet Flange " No specific action or response 
requested, 

ENQELKEN.R H Region 5, San Francisco, Office of the Director 

eo/oa/07 lp 


DOCKETED ITEMS 


29: 


8 Reportable occurrences, LERs U related corre tp ondence 


8008270496 Ac k receipt of 800626 preliminary deficiency rapt per 
10CFR50 39(e) re underslied structural steal fillet welds 
ENOELKEN, R H Region 3, San Francisco. Office of the Director 
60/07/09 ip 


'8008270301 Interim deficiency rapt re underslied structural steal 
fillet uelds Evaluation will be done to determine if 
adequate margins of safety eiist Evaluation to be completed 
by 800901 

VAN BRUNT, E E Ariiona Public Service Co 80/06/26 4pp 


8008050472 Interim deficiency rept re reinforcing steel const 
discrepancy between drawing It actual design Slight stress 
redistribution due to excessive stress in local areas 
anticipated FINEL computer analysis underway 
VAN BRUNT, E t Ariiona Public Service Co 80/07/28 5pp 


8008090416 Final interim deficiency rept re discovery that stem 
eitension for Borg-Warner valves could loosen after cycles 
Cause not stated C-E will coordinate valve mod rework 
VAN BRUNT, E E Ariiona Public Service Co 80/07/29 2p p 


800813OS9O Interim deficiency rept re Class IE, 600 volt, power cable 
qualification testing due to difficulties in implementation 
Final rept will be forwarded by 801119 

VAN BRUNT, E E Ariiona Public Service Co 0O/OS/O4 4pp 


8008270504 Ack receipt of 0OO72B Itr re deficiency rept re 
discrepancy in reinforcing steel segments of circumferential 
joint between containment shell i< basemat, 

ENOELKEN, R H Region 9, San Francisco, Office of the Directnr 
80/08/12 lp 


DOCKET 50-937 CLINCH RIVER BREEDER REACTOR 


A App 1 lcation/canstruc tlon stage documents li correspondence 


8008080010 Requests that all applicants for OLs and CP holders provide 
up-to-dete completion schedules it fuel load target dates so 
that NRC may establish licensing priorities Forwards list 
of target schedules for plants to be completed within 3 yrs 
E18ENHUT, D 0 Division of Licensing 80/07/11 tOpp 


8008190060 Submits Interim criteria for shift staffing to all DL It CP 
licensees It appl leant t< per NRC 800307 ltr Discusses 
administrative provisions for emergency 6 overtime work 
Development 6 implementation to be reviewed within 90 days. 

EIBENHUT, D 0 Division of Licensing 80/07/31 lOpp 


DOCKET 50-930 MEMPHIS STATE UNIV RESEARCH REACTOR 


8 Inspection reports, TE Bulletins & correspondence 


8008270662 Forwards IE Info Notice 80-24, "Low Level Radwaste Burial 
Criteria " No written response required JH Snieiafc 800930 
memo end 

O'REILLY, J P Region 2, Atlanta, Office of the Director 80/08/14 
IP 


DOCKET 8TN-90-946 MARBLE HILL NUCLEAR STATION, UNIT 1 


A Application/construction stage documents It correspondence 


8008060024 Forwards FR notice re 800714-17 regional meetings to address 
portion of Commission 900923 memorandum it order describing 
requirements of environ qualification of electrical 
equipment Installed In safety sys 

EI8ENHUT , D 0 Division of Licensing 80/06/30 Ip 


—8008060189 Notice of 800714-17 regional meetings to address portion of 
Commission 800523 memorandum L order describing requirements 
of environ qualification of electrical equipment Installed 
in safety sys Bvc lists end 

EIBENHUT, D 0 Division of Licensing 00/06/27. U7pp 


8008080010 Requests that all applicants for OLs and CP holders provide 
up-to-dete completion schedules li fuel load target dates so 
that NRC may establish licensing priorities Forwards list 
of target schedules for plants to be completed within 3 yrs 
EIBENHUT, D 0 Division of Licensing 00/07/11 lOpp 


8008220234 Forwards Bectlon 3. "Concrete Surface Irregularities" of 
util const verification program per util B00228 commitment 
SHIELDS, B W Public Service Co. of Indiana, Inc B0/07/1S lBpp 


8008110109 Forwards const verification program Section 4 0, "In-Place 
Safety Category- 1 Piping 6 Hangers," it excerpts from 
Procedure SPP-4, "Physical In*p *, Verification of In-Place 
Safety Category 1 Piping it Hangers " 

SHIELDS, 5 H Public Service Co of Indiana, Inc 80/07/21 21pp 


BOOB1 50060 Submits interim criteria for shift staffing to all OL & CP 
licensees !■ app 1 leant 8. p er NRC BC0507 ltr Discusses 
administrative provisions for emergency it overtime work 
Development & implementation to be reviewed within 90 days. 
EIBENHUT, D G Division of Licensing SO/07/31 lOpp 


800B260528 Responds to NRC 800711 ltr re licensing reviews of OL 
applications Facility fuek load is scheduled for June, 1906 
Util will provide updated version of DL application Revised 
FSAR will be resubmitted in 1962 

SHIELDS, B W Public Service Co of Indiana, Inc 00/00/05 


F Security, medical, emergency It fire protection plans 


8008050102 Requests all applicants for CPs L OLS submit info re 
proposed nuclear powe-r plant vicinity evacuation estimates 
Info requested by B0D801 for NRC to identify evacuation 
cons traints, spec i al planning measures fc possible mods 
EIBENHUT, D 0 Division of Licensing 80/07/02 lp 


8008270722 Notification of 800819,20 it 22 workshops in Valley Forge.PA. 
Chicago, IL & A t lanta. BA, r espec t i ve ly , to solicit public 
comment re NUREG-0696, 'Functional Criteria for Emergency 
Response Facilities " 

KEPPLER. J 0 Region 3, Chicago, Office of the DirectOT SO/OB/11 

2pp 


H General correspondence 


8008130099 Ack receipt of 800326 ltr enclosing Hudgins statement which 
will be placed in 600325 meeting record in Dr Cassaro prof 
qua 1 if icat Ians which will be considered in selection process 
for independent engineer 

8TELLQ, V Office of Inspection 4- Enforcement, Office of the 
Director BO/OS/23 lp 


8006280590 Forwards taped transcript of 000329 public meeting in 
Madison, IN per 800702 request W/o end 

S7ELLO.V Office of Inspection l< Enforcement, Office of the 
Director 80/08/06 tp 


■BOO02BO551 Requests transcript of 600325 public meeting per B0O4O6 
request & 800523 ltr promising tTanscTipt upon issuance 
Discusses public concerns J< suggestions re nuclear issue I* 

NRC 

BUTLER, P Aff illation Unknown 80/07/02 lp 


Q Inspection reports, IE Bulletins 6 correspond once 


8 DOB 1 20104 Forwards IE Circular 60-17, 'Tuel Pin Damagt Due to Hater 
Jet From Baffle Plate Corner “ No written response required, 
KEPPLER, J 0 Region 3, Chicago, Office of the Director 80/07/23 
lp. 


SO 08200531 Forwards IE Bulletin 60-18, "Maint of Adequate Min Flow 
Through Centrifugal Charging Pumps Following Secondary Side 
High Energy Line Rupture " No action required 

KEPPLER, J 0 Region 3. Chicago, Office of the Director 80/07/24 

lp 


6000110431 Ack receipt of 000616 !< 0710 Uts informing NRC of stops 
taken to correct violations noted in IE Imp Repti 
50-546/B0-D6 it 50-947/80-06 

FI0RELL1.0 Region 3, Chicago. Reactor Construction it Engineering 
Support Branch 00/07/20 Ip 


■0000110436 Respond* to NRC 900319 ItT re violations noted in IE Insp 
Reptm SO-S46/0O-O6 it 30-947/80-06 Corrective actions Spec 
Y-2850 will be revised to delete Section 411 7A 

SHIELDS, 8 W Public Service Co of Indiana. Inc BO/06/16 4pp 


■8006110439 Provides addl info in response to NRC 800515 ltr re 
Violations noted in IE Insp Repts 50-546/00-06 6 
90-347/80—06 Corrective actions currently evaluating effect 
of Initial curing of compressive strength specimens 
SHTELD8, S W Public Service Co of Indiana. Inc 60/07/18 2pp 


8000070251 Ack receipt of 800710 ltr informing NRC of steps taken to 
correct violations noted in IE Insp Repts 50-946/79-02, 
50-946/79-25, 30-S47/79-02. 90-547/79-29, 50-546/60-03 it 
90-347/80-03 

F I OR ELL 1 , 8 Region 3, Chicago. Reactor Construction U Engineering 

Support Branch 80/07/30 Ip 
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DOCKETED ITEMS 


--0000070261 Respondi to NRC Itr re violations noted in IE In»p Kept* 
30-546/79-02, 50-547/77-03. 50-546/79-25,50-547/79-25. 

50-546/00-03 4 50-547/00-03 Corrective actions matl ngt 
program Initiated t storage areas, reieventcried 

SHIELDS. S W Public Service Co of Indiana. Inc 8O/07/1B 3pp 


HOO01SOO7B Forwards IE Bulletin 80-20, "Failures of Westlnghouse Type 
W-2 Spring Return to Neutral Control Switches ‘ Action 
requ Ired 

KEPPLER. J Q Region 2, Chicago. Office of the pirector 00/07/31 
IP 


8008200474 Forwards IE Bulletin BO-19, "Failures of Mercury-Wetted 
Matrii Relays in Reactor Protective Sys of Operating Nuclear 
Power Plants Designed by Combustion Engineering “ Action 
•required by facilities w/OLs or CPs 

KEPPLER, J Q Region 3, Chicago. Office of the Director 80/07/31 

lp 


6009180126 Forwards IE Bulletin BO-20. "Failures of Westlnghouse Type 
W-2 Spring Return to Neutral Control Switches. '• sent to 
listed licensees for action on S00731 

PAPPAS. H Region 3. Chicago. Office of the Director 90/07/31 Ip 


B0QB1B02I7 Forwards IE Info Notice 80-29. "Broken Studs on Terry 
Turbine Steam Inlet Flange " No specific action or response 
requested 

HEPPLEfl.J 0 Region 3, Chicago. Ofrice of the Director BO/09/07 
IP 


8008250011 Responds to IE Bulletin 79-03A. "Longitudinal Held Defects 
in ASHE BA-312, Type 304 Stainless Steel Pipe " Requests 
eitension until B0110I to complete review U necessary action 
re SA-312 fusion welded pipe 

SHIELDS. S W Public Service Co of Indiana. Inc 60/08/07 2pp 


8Q0B19Q436 Act receipt of 600725 Itr informing NRC of steps taken to 
correct violations noted In IE Insp Repts 50-546/00-03 fc 
50-547/80-03 

FICRELLI.C Region 3. Chicago. Reactor Construction h Engineering 
Support Branch 80/08/08 Ip 


■8Q0B190639 Responds to NRC B00321 Itr re violations noted in IE Insp 
Repts 50-546/60-03 & 50-547/80-03 Corrective actions 
tracking It trending program is being implemented ti follewup 
is being performed on ovei due responses 

SHIELDS.S W Public Service Co of Indiana, Inc 80/07/25 3pp 


Reportable occurrences. LERs It related correspondence 


30 00040090 Discusses potentially reportable event re failure by 
Neuberg-HarbLe Hill (N-MH) to incorporate contractor change 
request N-flH QA program deficiencies corrected Incident not 
reportable under requirements of 10CFRSO 55(e) 

SHIELDS. S W Public Service Co of Indiana. Inc 00/07/25 2pp 


1008050034 Advises that ultrasonic testing of repair welds on 
containment sump recirculation piping sleeve showed no 
defects Walds noted as potential deficiency in util 790403 
1 tr 

SHIELDS. S W Public Service Co of Indiana. Inc 00/07/28 Ip 


008140449 Ac k receipt of B0072I interim deficiency rept re 
Westlnghouse Type W-2 switches Awaits final rept for review 
FIORELLl.O Region 3, Chicago, Reactor Construction it Engineering 
Support Branch 60/07/29 Ip 


IOOBO 60270 Interim deficiency rept ro nonconformances in mechanical 
splices ( endue Ids) Reinspectlon indicates that 530 caduelds 
do not conform to SPP-6 requirements All nonconformances 
will be evaluated Final rept will be provided by 800910 
SHIELDS.S W Public Service Co of Indiana, Inc 80/07/29 £p 


008050359 Interim deficiency rept re missing Westlnghouse quality 
verification doc umentat i on Equipment util be evaluated upon 
receipt of Westlnghouse records Final rept to b* filled 
0012 1 5 

SHIELD3.S U Public Service Co of Indiana, Inc B0/07/30 2pp. 


009140162 Ac k receipt of 800724 interim deficiency rept re 
reinforcement of steel installation which fails to meet spec 
r equi r emeu t s 

F10RELLI.0 Region 3, Chicago, Reactor Construction It Engineering 
' Branch 00/07/31 Ip 


ipt of 600725 final deficiency rept re concrete pour 
ion 383 ft in aunt iary bldg using 3,500 
ad of 5,500 psi concrete 

n 3, Chicago. Reactor Construction t Engineering 
9/08/A7 lp 


— B00H19O0B3 Final deficiency rept re concrete pour of llab at elevation 
383 ft in auiiliary bldg using 3,500 psi concrete instead of 
5.500 psi concrete Contractor QA personnel must now be 
immediately notified of change request initiation 
SHIELDS.S W Public Service Co of Indiana, Inc 00/07/25 2pp 


8006200332 Interim deficiency rept re notification by Lakeside Bridge 
It Steel Co that certain radiographs of steam generator upper 
lateral support embedments did not meat density 
requirements Cause unstated Embedments r erad i ograp h ed 
SHIELDS.S U Public Service Co of Indiana. Inc 00/09/13 lp 


U Congressional/Executive Coi respondence 


8008010272 Responds to 000625 Itr re uso of independent engineer to 
periodically review const activities Consultants used to 
assist In determining adequacy of eiisting concrete work, but 
not on regular basis 

DIRCKG-.W J Office of the Executive Director for Operations 
80/07/ 1 7 4pp 


•8000010274 Urges NRC to reconsider request for use of independent 
engineer to perform periodic reviews of const activities 
FORD, 11 H Senate. C ommerc a, 8c i enc e I. Transportat ion 80/06/25 

2pp 


DOCKET 5TN- 50-547 MARBLE HILL NUCLEAR STATION, UNIT 2 


A App I ica tion/construc t ion stage documents & correspondence 


8008060024 Forwards PR notice re 800714-17 regional meetings to address 
portion of Commission B00523 memorandum b order describing 
requirements of environ qualification of electrical 
equipment installed in safety sys 

EISENHUT, D 0 Division of Licensing 00/06/30 lp 


— 900806018? Notice of 800714-17 regional meetings to address portion of 
Commission 000523 memorandum t order describing requirement* 
of environ qualification of electrical equipment installed 
in safety sys five lists enc 1 

EISENHUT, D O Division of Licensing 00/06/27 U7pp 


800B080010 Requests that all applicants for OLs and CP holders provide 
up-to-date completion schedules & fuel toad target date* so 
that NRC may establish licensing priorities Forwards list 
of target schedules for plants to be completed within 3 yrs 
EISENHUT. D 0 Division of Licensing 00/07/11 lOpp 


8008220234 Forwards Section 5, "Concrete Surface Irregularities" of 
util const verification program per util 800220 commitment, 
SHIELDS.S W Public Service Co of Indiana. Inc 80/07/18 ISpp 


0008110107 Forwards const verification program Section 4 0, "In-Place 
Safety Category t Piping it Hanger*, 11 & excerpts from 
Procedure SPP-4. "Physical Insp & Verification of In-Place 
Safety Category t Piping It Hanger* " 

SHIELDS. S H Public Service Co of Indiana. Inc 00/07/21 SI PP 


8008 1 50060 Submits interim criteria for shift staffing to all OL 1 CP 
licensees & app 1 i cants, per NRC 800S07 Itr Discusses 
administrative provisions for emergency 4< overtime work 
Development t> implementation to be reviewed within 90 days 
EISENHUT. D 0 Division of Licensing 80/07/91 10pp. 


8009260529 Responds to NRC 800711 Itr re licensing reviews of OL 
applications Facility fuel load is scheduled for June, 1906 
Util will provide updated version of OL application Revised 
F8AR will be resubmitted in 1982 

SHIELDS, S W Public Service Co of Indiana, Inc 80/08/05 


F Security, medical, emergency & fire protection plans 


0008030102 Requests all applicants for CPs & OL* submit Info re 
proposed nuclear power plant vicinity evacuation estimate* 
Info requested by 800801 fur NRC to identify evacuation 
cons traints. *p ec lal planning measures t- possible mods 
EISENHUT, D 0 Division of Licensing 80/07/02 lp. 


0008270722 Notification of 000819.20 t< 22 workshops in Vallay Forge. PA, 
Chicago, IL U Atlanta. DA, respectively, to solicit public 
comment re NURE0-0696, "Functional Criteria for Emergency 
Response Facilities " 

KEPPLER, J Q Region 3, Chicago, Office of the Director 80/00/11 

2pp, 
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H Oeneral correspondence 


0009130099 Ack receipt of 000326 Itr enclosing Hods ins statement which 
will be placed In 800329 nesting record 4 Dr Cassaro prof 
qualifications which will be considered In selection process 
for Independent engineer 

STELLD. V Office of Inspection 6 Enforcement. Office of the 
Director 00/05/23 Ip 


8008200550 Forwards taped transcript of 000325 public meeting in 
Madison. IN per 000702 request W/n end 

8TELL0, V Office of Inspection U Enforcement. Office of the 
Director 80/08/00 Ip 


— 8008280551 Requests transcript of 000325 public meeting per B00406 
request t> 800523 Itr promising transcript upon issuance 
Discusses public concerns 4 suggestions re nuclear Issue U 
NRC 

BUTLER, P Affll Iatlon Unknown 80/07/02 Ip 


0 Inspection reports, IE Bulletins l correspondence 


800B120I04 Forwards IE Circular 80-17. "Fuel Pin Damage Due to Water 
Jet From Baffle Plate Corner *' No written response required 
KEPPLER, J 0 Region 3, Chicago, Office of the Director, B0/O7/S3 
lp 


8006200331 Forwards IE Bulletin 00-10, "Malnt of Adequate Min Flow 
Through Centrifugal Charging Pumps Following Secondary Bide 
High Energy Line Rupture " No action required 

KEPPLER, J, 0 Region 3. Chicago, Office of the Director 80/07/24 

lp 


8009110431 Ack receipt of 800616 i 0718 Itrs informing NRC of stops 
taken to correct violations noted in IE Insp Repte 
30-546/80-06 t< 50-547/80-06 

FIORELLl. 0 Region 3. Chicago, Reactor Construction & Engineering 
Support Branch 80/07/20 lp 


— 8008110436 Responds to NRC 000515 Itr re violations noted in IE Insp 
Rapts 50-546/80-06 4 50-947/90-06 Corrective actions Spec 
V-2830 will be revised to delete Section 411 7A 

SHIELDS, S W Public Service Co of Indiana- Inc 80/06/16 4pp 


--80081 10439 Provides addl info in response to NRC 800515 Itr r» 
violations noted In IE Insp Repts 30-546/80-06 U 
50-547/80-06 Corrective actions cunently evaluating effect 
of initial curing of compressive strength specimens 
SHIELDS, S W Public Service Co of Indiana, Inc B0/07/1B 2pp 


8008070251 Ack receipt of B0071B Itr Informing NRC of steps taken to 
correct violations noted In IE In9p Repts 50-546/79-02, 
50-546/79-25, 50-547/79-02, 30-547/79-25, 50-346/80-03 it 
30-547/80-03 

FrORELLI.O Region 3, Chicago, Reactor Construction l< Engineering 
Support Branch B0/07/3O lp 


-0008070261 Responds to NRC Itr re violations noted in IE Insp Repts 
50-546/79-02, 50-547/79-02, 50-546/79-25, 50-547/79-25, 

50-546/80-03 6 50-347/80-03 Corrective actions matl mgt 
program initiated 4 storage areas re inventoried 

SHIELDS, S W Public Service Co of Indiana, Inc 80/07/10 3pp 


8008180090 Forwards IE Bulletin 80-20, "Failures of Westinghouse Type 
W-2 Spring Return to Neutral Control Switches " Action 
required. 

KEPPLER, J (5 Region 3, Chicago. Office of the Director 00/07/31 

lp 


0000200474 Forwards IE Bulletin 80-19, "Failures of Mercury-Wetted 
MafcriJi Relays in Reactor Protective 8ys of Operating Nuclear 
Power Plants Designed by Combustion Engineering 11 Action 
required by facilities w/OLs or CPs 

KEPPLER, J 0 Region 3. Chicago. Office of the Director 80/07/31 
IP 


8008160126 Forwards IE Bulletin 30-20, "Failures of Westinghouse Type 
14-2 Spring Return to Neutral Control Switches," sent to 
listed licensees for action on 8C0731 

PAPPAS. H Region 3, Chicago, Office of the Director 80/07/31 lp 


8009180217 Forwards 1E Info Notice 80-29, "Broken Studs on Terry 
Turbine Steam inlet Flange " No specific action or response 
requested 

KEPPLER, J Q Region 3, Chicago, Office of the Director BO/O0/O7 

ip 


BO0B250OH Responds to It Bulletin 79-03A "Longitudinal Weld Defects 
in ASME SA-312, Type 304 Stainless Steel Pipe * Requests 
eitenslon until 001 101 to complete review 4 necessary action 
re SA-312 fusion welded pipe 

SHIELDS, S hi Public Service Co of Indiana, Inc 90/08/07 2pp 


8000190636 Ack receipt ot BC0725 Itr informing NRC of steps taken to 
correct violations noted In IE Insp Repts 50-546/80-03 4 
50-547/80-03 

FIORELLl. 0 Region 3, Chicago. Reactor Construction It Engineering 
Support Branch BO/OB/OB lp 


— 8009 l 90639 Responds to NRC 800321 Itr re violations noted In IE Insp 
Repts 5 7-546/80-03 4 50-547/80-03 Corrective actions 
tracking 4 trending piogiam is being implemented & followup 
is being performed On overdue responses 

SHIELDS. S W Public Service Cd or Indiana, Itic 80/07/23 3pp 


S Reportable occurrences. LFRs 4 i elated correspondence 


8008040090 Discusses potentially reportable event re failure by 
Neuiberg-Mar 6 I e Hill (N-MK) to incocpprate contractor change 
request N-MH QA program deficiencies corrected Incident not 
reportable under requirements of 10CFR50 55(e) 

SHIELDS'S W Public Service Co ot Indiana. Ind 00/07/25 2pp 


8008050034 Advises that ultrasonic testing of repair welds on 
containment sump recirculation piping sleeve showed no 
defects Welds noted as potential deficiency in util 790403 
Itr 

SHIELDS, S W Public Service Co or Indiana, Inc 00/07/28 lp 


0008140440 Ack receipt of SuQ72i interim deficiency rept re 
Westinghouse Type W-2 switches Awaits final rept for review 
FIORELLl, 0 Region 3. Chicago. Reactor Construction t, Engineering 
Support Branch 80/07/20 lp 


B008060290 Interim deficiency i *p t re nonconformances in mechanical 
splices icaduields) Re i n s p ec 1 1 ori indicates that 530 caduelds 
do not conform to SPF-6 requirements All nonconformances 
wilt be evaluated Final rept will be provided by 000918 
SHIELDS, S W Public Service Co of Indiana, Inc 80/07/29 Ip 


3000050356 Interim deficiency rept re missing Westinghouse quality 
verification documentation Equipment will be evaluated upon 
receipt of Westinghouse records Final rept to be filled 
801215 

SHIELDS, S W Public Service Co of Indiana, Inc S0/07/30 2pp 


8000140162 Ack receipt of 000724 interim deficiency rept re 
reinforcement of steel installation which fails to meet spec 
requirements 

FIORELLl, O Region 3, Chicago, Reactor Construction 6 Engineering 
Support Branch 80/07/31 ip 


0008190070 Ack receipt of 800725 final deficiency rept re concrete pour 
of slab at elevation 383 ft in auxiiisiy bldg using 3,500 
pel concrete instead of 5,500 p s t concrete 

FIORELLl. 0 Region 3 Chicago. Reactor Construction 6 Engineering 
Support Branch 00/00/07 tp 


■B0031900B3 Final deficiency rept re concrete pour of slab at elevation 
3S3 ft in euilliary bldg using 3,500 psi concrete instead of 
5, S00 psi concrete Contractor OA personnel must nou be 
immediately notified of change request initiation 
SHIELDS, 3 W Public Service Co of Indiana, Inc 30/07/25 Sp p 


0008200332 Interim deficiency rept re notification by Lakeside Bridge 
V Steel Co that certain radiographs of steam generator upper 
lateral support embedments did not meet density 
requirements Cause unstated Embedments roradiograp hed 
SHIELDS, 6 W Public Service Co of Indiana, Inc 00/00/13 lp 


If Congress ional/Ei ecut i vc Correspondence 


9000010272 Respcnds to 800625 itr re use of independent engineer to 
periodically review conet activities Consultants used to 
assist in determining adequacy uf existing concrete work, but 
not on regular basts 

DIRCKS, IJ J Office of the Eiecutive Director for Operations 
00/07/17 4pp 


■8000010274 Urges NRC to reconsider Tequest for use of independent 
engineer to perfoim periodic reviews of const activities 
FORD, W H Senate, C o inner c e- Si. i enc e 0 Transportation 80/06/25 
2pp 
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DOCKETED ITEMS 


DOCKET 50-54? GREENE COUNTY NUCLEAR POWER PLANT 


A App 1 1 cat icn/c on* true t ion stage documents 5 correspondence 


8008080010 Requests that all applicants for OLs and CP holders provide 
up-to-date completion schedules 5 fuel load target dates so 
that NRC nay establish licensing priorities Foruards list 
of target schedules for plants to be completed within 3 grs 
EISEfIMUT. D 0 Division of Licensing 80/07/11 lOpp 


8008150060 Submits interim criteria for shift staffing to all OL A CP 
licensees A app 1 1 c ant s, per NRC 800507 1 tr Discusses 
administrative provisions for emergency A. overtime work 
Development A imp 1 emen ta 1 1 on to be reviewed uithin 90 days 
EIBENHUT, D G Division of Licensing 80/07/31 lOpp 


F Securlty> medical, emergency & fire protection plans 


8008030102 Requests all applicants for CPs A OLs submit info re 
proposed nuclear power plant vicinity evacuation estimates 
Info requested by BOOBQ1 for NRC to identify evacuation 
constraints. spec i al planning measures A possible mods 
EISENKUT.D 0 Division of Licensing 80/07/02 lp 


DOCKET STN-50-553 PHIPPS BEND NUCLEAR PLANT, UNIT 1 


A App 1 1 cat lon/cons truct ion stage documents £ correspondence 


9008060024 Forwards FR notice re 800714-17 regional meetings to address 
portion of Commission 800523 memorandum A order describing 
requirements of environ qualification of electrical 
equipment installed in safety sys 

EIBENHUT. D 0 Division of Licensing 80/06/30 ip 


8008060139 Notice of B00714-17 regional meetings to address portion of 
Commission 000523 memoiandum 6 order deset ibing requirement* 
of environ qua 1 i f ication of electrical equipment Installed 
in safety sys Svc lists one I 

EISENHUT, D G Division of Licensing 80/06/27 117pp 


8000000010 Requests that all applicants for OLs and CP holders provide 
up-to-date completion schedules 5 fuel load target dates so 
that NRC may establish licensing priorities Forwards list 
of target schedules for plants to be completed uithin 3 yrs 
E I5ENHUT, D 0 Division of Licensing 80/07/11 lOpp 


80080J0174 Confirms 800/14 telcon w/CE Murphy re 600723 meeting u/ 

CH Kimmons A other util personnel at regional ofc to discuss 
800707-1 1 OA audit findings 

O'REILLY. J P Region 2. Atlanta, Office of the Director 80/07/17 
3pp 


B008070058 Forwards summary of 800725 meeting w/uti l in Atlanta. GA to 
discuss findings identified during NRC BA audit of Ofc of 
Engineering Design A Const on 800707-11 

O'REILLY. J P Region 2, Atlanta, Office of the Director 80/07/20 
5pp 


B008I5G06Q Submits interim criteria for shift staffing to all DL A CP 
licensees 8, app 1 l cants, per NRC 800507 1 tr Discusses 
administrative provisions for emergency 6 overtime work 
Development A implementation to be reviewed uithin 90 days 
EIBENHUT. D 0 Division of Licensing 80/07/31 lOpp 


8008260367 Foruards best estimate of const completion dates A fuel load 
target dates for Sequoyah, Watts Dar A Bellefonte Also 
provides estimated dates for tendering OL applications for 
Har ts v i 1 le. Ph I pp s Bend A Yellow Creek 

MILLS, L Id Tennessee Valley Authority 80/08/1? 2pp 


F Security, medical, emeigency £ fire protection plans 


8000050102 Requests all applicants for CPs A OLs submit info re 
proposed nuclear pouer plant vicinity evacuation estimates 
info requested by 800801 for NRC to Identify evacuation 
constraints. spec lal planning measures £ possible mods 
EISENHUT, D G Division oP Licensing B0/O7/02 lp 


Q. Inspection reports. IF Bulletins A correspondent e 


B00BD60497 Foruards IE Bulletin 80-17. ’Failure of 76 of 185 Control 
Rods to Fully Insert Duiing Sciam at BUR " No written 
response required 

O'REILLY, J P Region 2. Atlanta, Office of the Director 80/07/03 
If 


0008180221 Forwards IC Insp Repts 50-553/80-09 & 50-334/80-00 on 
000617-20 No noncompliance noted 

MURPHY, C E Region 2, Atlanta Reactor Construction A Engineering 
Support Branch 90/07/10 2pp 


— 800aiB0226 IE Insp Repts 90-553/80-09 A 50-554/00-08 on 800617-20 
No noncompl iance noted Major areas inspected steel 
structures A supp or ts, us 1 d i ng . we 1 d er qualification, 
containment radiographs A previous insp findings 

HERDT. A R Region 2, Atlanta, Reactor Construction A Engineering 
Support Branch VAN DOOR N, P K. Region 2, Atlanta, Office of the 

Director 00/07/09 5pp 


8008060199 Ac k receipt of 600612 Ir informing NRC of steps taken to 
correct violation noted in IE Insp Repts 50-593/00-07 A 
30-554/80-06 

MURPHY, C E Region 2, Atlanta. Reactor Construction A Engineering 
Support Branch 80/07/16 lp 


—8008060202 Forwards IE Insp Repts 90-553/80-07 A 50-554/80-06 on 
000429-0502 A notice of violation 

MURPHY. C E Region 2, Atlanta, Reactor Construction A Engineering 
Support Branch 00/05/21 2pp 


•8008060204 Notice of violation from insp on 800429-0502 

# Region 2, Atlanta, Office of the Director 00/05/20 lp 


—8008060210 IE Insp Repts 50-553/80-07 A 50-554/80-06 on 800429-0502 
Noncompliance noted failure to control welding matls 
KLEINSQRGE, U P Region 2, Atlanta, Office of the Director 
HERDT, A R Region 2, Atlanta, Reactor Construction A Engineering 
Support Branch 00/05/20 9pp 


8000120060 Forwards Suppl t to IE Bulletin 80-17. ’’Failure of 76 of 105 
Control Rods to Fully Insert During Scram at 8 HR " No 
written response required 

O'REILLY, J P Region 2, Atlanta, Office of the Director 80/07/18 
IP 


800S070242 Forwards Suppl 2 to IE Bulletin 80-17, "Failure of 76 of 181 
Control Rods to Fully Insert During Scram at BHR " 

No written response required 

O'REILLY. J P Region 2, Atlanta, Office of the Director 80/07/22 

2pp 


0008140578 Forwards IE Bulletin 80-20, "Failures of Westinghouse Type 
W-2 Spring Return to Neutral Control Switches " Requests 
info re estimate of manpower associated w/correctlve 
actions needed after identifying problem 

O'REILLY, J P Region 2 Atlanta, Office of the Director 80/07/31 

Ip 


9008200394 Forwards IE Bulletin 00-19, "Failures of Mercury-Wetted 
Matrii Relays in Reactor Protective Sys of Operating Nuclear 
Power Plants Designed by Combustion Engineering " Action 
required by facilities w/QLs or CPs 

O'REILLY, J P Region 2, Atlanta. Office of the Director 80/07/31 
IP 


8008180197 Torwards IE Info Notice 00-29. "Broken Studs on Terry 
Turbine Steam Inlet Flange " No specific action or response 
requested 

O'REILLY, J P Region 2, Atlanta, Office of the Director 00/08/07 

lp 


9008270679 Forwards IE Info Notice 80-24, "Lou Level Radwaste Burial 
Criteria, " No written response required JH Sniezek 800930 
memo enci 

O'REILLY, JP Region 2, Atlanta, Office of the Director 00/08/14 
ip 


S Reportable occurrences, LERs A related correspondence 


800B050452 Final deficiency rapt re improper insp records Audit by util 
showed inspectors not performing all work Indicated on QA 
documents Lead inspector signing forms upon verbal 
confirmation only Review underway 

MILLS, L 14 Tennessee Valley Authority 80/07/28 10pp 


8008200352 Final deficiency rept re inadequate design of condensate 
header line support Condensate header line was designed on 
steel beams u/o local reinforcing at pipe wall Pipe support 
design revised by adding spreader to pipe wall support 
MILLS, L M Tennessee Valley Authority 00/00/15 3pp. 


8008260536 Second interim deficiency rept re standby gas treatment sys 
charcoal adsorber CT1 Nuclear investigations A determination 
of corrective actions A subsequent CF Braun approval have 
not been completed Final rept will bo provided by 801126 
MILLS, L 14 Tennessee Valley Authority 80/08/20 Ip 


DOCKETED ITEMS 


29: 


DOCKET 8TN-50-S54 PHIPPS BEND NUCLEAR PLANT, UNIT 2 


A Ap p 1 i ca t i on/c one tru c b 1 on stage document* 1a c orre ap and one e 


8008060024 Forward* FR notice re 800714-17 regional meetings to address 
portion of Commission 800323 memorandum L order describing 
requirements of environ qualification of electrical 
equipment installed in safety sys 

EI6EHHUT, D 0 Division of Licensing B0/06/30 lp 


— 800806018? Notice of 800714-17 regional meetings to address portion of 
Commission 800323 memorandum t< order describing requirements 
of environ quel 1 flea 1 1 on of electrical equipment installed 
in safety sys Svc lists end 

EISENHUT.D 6 Division of Licensing 80/06/27 H7pp 


8008080010 Requests that ell applicants for OLs and CP holders provide 
up-to-date completion schedules & fuel load target dates so 
that NRC may establish licensing priorities Forwards list 
of target schedules for plants to be completed within 3 yrs 
EISENHUT, D 0 Division of Licensing 80/07/11 lOpp 


8008010174 Confirms 800714 telcon w/CE Murphy re 800723 meeting w/ 

OH Kimmons t, other util personnel at regional ofc to discuss 
800707-11 QA audit findings 

O'REILLY, J P Region 2. Atlanta, Office of the Director BO/07/17 
3pp 


8008070058 Forwards summary of 800723 meeting w/uti 1 in AtlantaiOA to 
discuss findings identified during NRC OA audit of Ofc of 
Engineering Design &t Const on 000707-11 

O'REILLY, J P Region 2, Atlanta, Office of the Director 80/07 /20. 
Spp 


8000130060 Submits interim criteria for shift staffing to all OL & CP 
licensees & app 1 ieanti, per NRC 800507 lfcr Discusses 
administrative provisions for emergency it overtime work 
Development U implementation to be reviewed within 90 days 
EISENHUTiD 0 Division of Licensing 80/07/31 lOpp 


8008260567 Forwards best estimate of const completion dates & fuel load 
target dates for Sequoyah, Matts Bar & Relief out e Also 
provides estimated dates for tendering OL applications for 
Hartsvi 1 le, Ph ipps Betid t Yellow Creek 

MILLS, L M Tennessee Valley Authority 80/08/1? 2pp 


F Security, medical, emergency It fire protection plans 


800B030I02 Requests all applicants for CPs b OLs submit info re 
proposed nuclear power plant vicinity evacuation estimates 
Info requested by 800B01 for NRC to identify evacuation 
constraints, spec ial planning measures & possible mods 
EISENHOT, D 0 Division of Licensing 80/07/02 lp. 


Q Inspection reports, IE Bulletins & correspondence 


8008060497 Forwards IE Bulletin 00-17, "Failure of 76 of 183 Control 
Rods to Fully Insert During Scram at BUR," No written 
response required , 

□ 'REILLY.JP Region 2, Atlanta, Office of the Director 80/07/03 
lp 


8008180221 Forwards IE Insp Rep ts 50-333/80-09 b 30-354/00-08 on 
000617-20 No noncompliance noted 

MURPHY, C E Region 2, Atlanta, Reactor Construction & Engineering 
Support Branch. 60/07/10 2pp 


— 8008180226 IE Insp Repts 30-553/80-09 U 50-534/80-08 on 800617-20, 
No noncompliance noted Major areas inspected steel 
structures & supports, we lding, we Ider qualification, 
containment radiographs It previous insp findings 

HERDT.A R Region 2, Atlante, Reactor Construction & Engineering 
Support Branch VANDOORhl, P. K Region 2, Atlanta, Office of the 
Director 80/07/09 Spp 


8000060199 Ack receipt of 000612 ir informing NRC of steps taken to 
correct violation noted in IE Insp Repts 50-553/80-07 & 
50-854/80-06 

MURPHY, C E Region 2, Atlanta, Reactor Construction t. Engineering 
Support Branch 80/07/16 ip 


— 9008060202 Forwards IE Insp Repts 50-553/80-07 b 50-554/00-06 on 
800429-0502 U notice of violation 

MURPHY, C E Region 2, Atlante, Reactor Construction U Engineering 
Support Branch 80/09/21 2pp 


•8008060204 Notice of violation from insp on 800429-0502 

# Region 2, Atlanta, Office of the Director 80/05/20 lp 


— 8008060210 IE Insp Repts 30-553/80-07 * 50-554/80-06 on 800429-0502 
Noncompliance noted failure to control welding mails 
KLEiNSORGE. (J P Region 2, Atlanta, Office of the Director 
HERDT.A R Region 2, Atlanta, Reactor Construction b Engineering 
Support Branch 80/05/20 9pp 


8008120060 Forwards Supp 1 I to JE Bulletin 80-17, "Failure of 76 of 105 
Control Rods to Fully Insert During Scram at CUR " No 
written response required 

O'REILLY, J P Region 2. Atlanta. Office of the Director 80/07/18 

lp 


8008070242 Forwards Supp 1 2 to IE Bulletin 80-17. "Failure of 76 of 195 
Control Rods to Fully Insert During Scram at DWR “ 

No written response required 

O'REILLY. J P Region 2, Atlanta. Office of the Director BO/07/22 

2pp 


8009140578 Forwards IE Bulletin 80-20, "Failures of Meetinghouse Type 
W-2 Spring Return to Neutral Control Switches 1 Requests 
info re estimate of manpower associated w/c orrectiVe 
actions needed after identifying problem 

O'REILLY, J P Region 2, Atlanta, Office of thB Director 80/07/31 
If 


8008200394 Forwards IE Bulletin B0-19, "Failures of Mercury-Uetted 
Mabrii Relays in Reactor Protective Sys of Operating Nuclear 
Power Plants Designed by Combustion Engineering " Action 
required by facilities w/OLs or CPs 

O'REILLY, J P Region 2, Atlanta, Office of the Director 80/07/31 

lp 


8008100197 Forwards IE Info Notice 80-29, "Broken Studs on Terry 
Turbine Steam Inlet Flange " Ho specific action or response 
requested 

O'REILLY, J P Region 2. Atlanta. Office of the Director 00/08/07 

tp 


8008270670 Forwards IE Info Notice 80-24. "Lou Level Raduaste Burial 
Criteria •* Ho written response required JH Snieiek B00930 
mans enc 1 

O'REILLY, JP Region 2, Atlanta, Office of the Director 80/08/(4 
lp 


3 Reportable occurrences, LERs i related correspondence 


8006050452 Final deficiency rept re improper insp records Audit by util 
showed inspectors not performing all work indicated on QA 
documents Lead inspector signing forms upon verbal 
confirmation only Review underway 

KILLS, L M Tennessee Valley Authority 80/07/28 lBpp 


8006200352 Final deficiency rept re inadequate design of condensate 
header line support Condensate header line was designed on 
steel beams w/o local reinforcing at pipe wall Pipe support 
design revised by adding spreader to pipe wall support 
MILLSiL M Tennessee Valley Authority 80/08/15 3pp 


8008260536 Second interim deficiency rept re standby gas treatment sys 
charcoal adsorber CTI Nuclear investigations U determination 
of corrective actions b subsequent CF Braun approval have 
not been completed Final rept will be provided by 801126 
MILLS. L 11 Tennessee Valley Authority 00/08/20 lp 


DOCKET 6TN-50-35* BLACK FOX STATION, UNIT l 


A Application/construction stage documents i correspondence 


8000060024 Forwards FR notice re 0OO7ljl-17 regional meetings to address 
portion of Commission 800523 memorandum i order describing 
requirements of snviTon qua! if i cat ion of electrical 
equipment installed in safety sys 

EISENMUT, DC Division of Licensing 80/06/30 lp 


— BG0B06018? Notice of 800714-17 regional meetings to address portion of 
Commission 800323 memorandum b order describing requirements 
of environ qualification of electrical equipment installed 
in safety sys Svc lists encl 

E 1 SENHVT, D O, Division of Licensing 80/06/27 I17pp 


8008080010 Requests that all applicants for OLs and CD holders provide 
up-to-date completion schedules b fuel load target dates so 
that NRC may establish licensing priorities Forwards list 
of target schedules for plants to be completed within 3 yrs 
EtSENHUT, DO Division of Licensing 00/07/11 lOpp 



’98 


DOCKETED ITEMS 


100BI 50060 Submit! interim cnteria Fot shift staffing to alt OL 4 CP 
licensee* 4 app ] i c ant*, per NRC 000507 1 tr Discusses 
administrative provisions for emergency 4 overtime mark 
Development U imp 1 ernes tat ion to be reviewed within 90 dag* 

EISENHUT, D 0 Division of Licensing 80/07/31 lOpp 


1009120520 Submits info re Category I masonry walls- in response to NRC 
800421 itr All masonry jails designed as nonload bearing 
Solid grouted concrete block Drawing* available in Central 
Files only 

MUEHCH , 0 W Public Service Co of Oklahoma 00/00/05 4pp 


Security- medical- emergency 4 fire protection plans 


1009050102 Requests all applicants for CPs 4 OLs submit Info re 
proposed nuclear power plant vicinity evacuation estimates 
Info requested by BOOBOl for NRC to Identify evacuation 
c onstr a tnt s- s p ec la 1 planning measures 4 possible mods 
EI8ENHUT, D 0 Division of Licensing 80/07/03 Ip 


Ad judicatory correspondence 


100B26GQ40 Forwards 300725 FR notice re procedural assistance change 
in adjudicatory licensing proceedings 
PAT ON- Id D Hearing Branch A 80/03/15 4p p 


1009250494 Notice of withdrawal in proceeding Certificate of mailing 
anc 1 

BERGER - R F Oklahoma. State of 80/00/18 5pp 


1008260499 Notice of appearance in proceeding Certificate of mailing 
sne 1 

BARDRICK.M L Oklahoma- State of B0/0B/1B 5pp 


008290253 Motion for appearance of Fid Taykor 5 withdrawal of RF Berger 
in Civil Action 80-1556 before US Court of Appeals for DC 
C i rcu 1 1 

BERGER. R F . CARTL'R 1GHT , J E Oklahoma, State of aO/OB/25 Ip 


Genoral c oi r espond enc e 


OQB050096 Forwards K Malone 800505 Itr containing allegations re 
competence of Radiological Health Svc of OH State Dept Of 
Health Request* response 

DENTOII, H R Office of Nuclear Reactor Regulation- Director 
B0/07/23 ip 


lOCKET BTN-50-557 BLACK FOX STATION UNIT 2 


Appl icat lon/c onstruc t ion stage documents * correspond ence 


009060024 Forwards FR notice re 900714-17 regional meetings to address 
portion of Commission 800523 memorandum 5* order describing 
requirements of environ qualification of electrical 
equipment installed in safety sys 

EISENHUT. D G Division of Licensing 80/06/30 Ip 


-8009060199 Notice of 300714-17 regional meetings to address portion of 
Commission 800523 memorandum t order describing requirements 
of environ qualification of electrical equipment Installed 
in safety sys Svc lists encl 

EISENHUT, D G Division of Licensing 80/06/27 117pp 


008090010 Requests that all applicants for OLs and CP holders provide 
up-to-date completion schedules t fuel load target dates so 
that NRC -nay establish licensing priorities Forwards list 
of target schedules for plants to be completed within 3 yrs 
EISENHUT, D G Division of Licensing 80/07/11 lOpp 


008150060 Submits interim criteria foT shift staffing to all OL 4 CP 
licensees U app 1 icants, per NRC 800507 Itr Discusses 
admimstra t i va provision* for emergency 4 overtime work 
Development 5< implementation to be reviewed within 90 day* 

EISENHUT, D G Division of Licensing 80/07/31 10pp 


Security, medical, emetgency 4 fire protection plan* 


008050102 Requests all applicant* for CPs 4 OLs submit Info re 
proposed nuclear power plant vicinity evacuation estimates 
Info requested by 800901 for NRC to identify evacuation 
constraints - spec iat planning measures U possible mods 
EISENHUT, D C Division of Licensing 00/07/02 lp 


G Adjudicatory correspondence 


8008260040 Forwards 000725 FS notice re procedural assistance change 
in adjudicatory licensing proceedings 
PATON, W D Hearing Branch 4 80/0B/15 4pp 


8000260494 Notice of withdrawal m proceeding Certificate of mailing 
enc 1 

BERGER. R F Oklahoma, State of 80/00/18 Spp 


8008260499 Notice of appearance in proceeding Certificate of mailing 
enc 1 

BARDRICHiM L Oklahoma, State of 80/00/18 Spp 


B008260233 Motion for appearance of FW Taylor 4 withdrawal of RF Barger 
in Civil Action 00-1566 before US Court of Appeals for DC 
Circuit 

BERGER, R F , CARTWRIGHT, J E Oklahoma, State of 80/08/25 lp 


H General correspondence 


8008060096 Forward* K Malone 0OO5OS Itr containing allegations re 
competence of Radiological Health Svc of OK State Dept of 
Health Requests response 

DENION, H R Office of Nuclear Reactor Regulation, Director 
aO/07/23 lp 


OOCKET 50-564 NUCLEAR FUELS RECOVERY & RECYCLE CENTER 


O Ad jud lea tory correspondence 


8000120441 Order inviting parties to submit views re reopening of 
OESM0 proceed ings. Commi ss i on action re license applications 
4 possible consideration of other actions 

CH1LK, 3 J Office of the Secretary of the Commission 80/08/07 

2pp 


— 0000120456 Responds to G00502 Itr re administration of nonprol i f era tlon 
policy change Confirm* positions set in White House 301004 
Itr GESMO proceedings should remain terminated It closed 
Certificate of Svc encl 

EIZENSTAT, 8 E President of U8 4 Executive Offices 80/07/14 

6pp 


DOCKET STM-50-566 YELLOW CREEK NUCLEAR PLANT, UNIT I 


A Appl i cat ion/coTis true t ion stage documents 4 correspondence 


8008060024 Forwards FR notice re 000714-17 regional meetings to address 
portion of Commission 800523 memorandum 4 order describing 
requirements of environ qua 1 i f 1 cat ion of electrical 
equipment installed in safety syt 

EISENHUT, D 0 Division of Licensing 80/06/30 ip 


— 8008060109 Notice of 000714-17 regional meetings to address portion of 
Commission 900523 memorandum 4 order describing requirements 
of environ qualification of electrical equipment installed 
in safety sys Svc lists onel 

EISENHUT. D G Division of Licensing 80/06/27 U7pp 


B0080S0010 Requests that all applicants for DLs and CP holders provide 
up-to-date completion schedules 4 fuel load target date* so 
that NRC may establish licensing priorities Forward* list 
of target schedules for plants to be completed within 3 yrs. 

EISENHUT, D G Division of Licensing 00/07/11 lOpp 


8008010174 Confirms 800714 telcon w/CE Murphy re 800725 meeting w/ 

GH Kimmons 4 other util personnel at regional ofc to discuss 
000707-11 QA audit findings 

O'REILLY, U P Region S, Atlanta, Office of the Director 80/07/17. 

3pp 


0008070058 Forwards summary of 800725 meeting w/util in Atlanta, GA to 
discus* findings identified during NRC GA audit of Ofc of 
Engineering Design 4 Const on 800707-11 

0 'REILLY, -J P Region 2, Atlanta, Office of the Director 30/07/23 
Spp 


8000150060 Submit* interim criteria for shift staffing to all OL 4 CP 
licensee* t app 1 j cants, per NRC 000507 Itr Discusses 
administrative provision* for emergency 4 overtime work. 

Development i implementation to be reviewed within 90 days 
EIBENHUTr D G Division of Licensing 80/07/31 lOpp 


DOCKETED ITEMS 


0000260567 Forwards best: estimate of const completion dates 6 fuel load 
target dates for Sequoyah. Matts Bar $■ Bellefonte Also 
provides estimated dates far tendering 0L applications for 
Hartsvi U e . Ph ipR.s Bend J< Yellow Creek 

MILLS. L H Tennessee Valley Authority BO/OB/19 2pp 


F Security, medical, emergency & fire protection plans 


8000030102 Requests all applicants for CPs & DLs submit info re 
proposed nuclear power plant vicinity evacuation estimates 
Info requested by 000801 for NRC to identify evacuation 
constra Ints, spec ia I planning measures 4, possible mods 
EI8ENHJT.D 0 Division of Licensing 00/07/02 Ip 


Q Inspection reports. IE Bulletins 4- correspondence 


8008070592 Forwards IE Circular 80-17, “Fuel Pin Damage Due to Water 
Jet From Baffle Plate Corner 1 Mo written response required 
Q'REILLV.J P Region 2. Atlanta, Office of the Director 80/07/23 
Ip 


8008260193 Forwards IE Bulletin 80-18. 'Maint of Adequate Min Flow 
Through Centrifugal Charging Pumps Following Secondary Side 
High Energy Line Rupture 11 No action required 

O'REILLV.J P Region 2. Atlanta, Office of the Director 80/07/24 
IP 


8008140578 Forwards IE Bulletin 00-20. “Failures of Westinghouse Type 
W-2 Spring Return to Neutral Control Switches " Requests 
info re estimate of manpower associated w/corrective 
actions needed after identifying problem 

O'REILLV.J P Region 2. Atlanta Office of the Director 80/07/31 
IP 


8008200394 Forwards IE Bulletin 80-19. "Failures of Mercury-Wetted 
Katri* Relays in Reactor Protective 8ys of Operating Nuclear 
Power Plenfci Designed by Combustion Engineering " Action 
required by facilities w/OLs or CPs 

O'REILLV.J P Region 2, Atlanta, Office of the Director 80/07/31 
IP 


8008180197 Forwards JE Info Notice 80-29, "Broken Stud* on Terry 
Turbine Steam Inlet Flange " No specific action or response 
requested 

O'REILLY, J P Region 2, Atlanta, Office of the Director 80/08/07 
>P 


800S270369 Forwards revised final response to IE Insp Repts 30-966/ 
80-03 4 30-567/80-03 Response reflects util decision to 
radiograph addl seven welds Rept will be submitted by 
001027 re film darkening problem, per NRC request 
MILLS, L M Tennessee Valley Authority 80/08/18 3p p 


S Reportable occurrences, LERs 4 related correspondence 


8004290431 Forwards first interim deficiency rept re defective concrete 
pour in autiliary bldg Next rept will bo submitted by 
800613 

MILLS, L.M Tennessee Valley Authority 80/04/21 ip 


— 8004290432 First interim deficiency rept re defective concrete pour In 
auxiliary bldg Concrete samples have been sent to 
Singleton Lab for testing 

* Tennessee Valley Authority 80/04/21 4pp 


8008110414 Third interim deficiency rept re improper documentation S, 
utilisation of computer program INERTIA Documentation 
revised to restrict use to closed sections New structural 
responses supplied 4 verified 

MILLS. L M Tennessee Valley Authority 00/08/01 2p p 


8008260452 Second interim deficiency rept re structural steal framing 
for control bldg Deficiency considered reportable under 
IQCFR21, Rework of fillet wald has been performed by vendor 
Next rept will be submitted by 801106 
MILLS, L M Tennessee Valley Authority 80/03/15 lp 


0008260497 Third interim deficiency rept re const QA audit Util is in 
final stages of evaluating resolution for Item 2 Next 
rept wilt be provided by 801020 

MILLS, L M Tennesiee Valley Authority BO/OB/20 lp 


DOCKET STM-50- 567 YELLOW CREEK NUCLEAR PLANT, UNIT 2 


A Ap p 1 i ca t > on /con s true t i on stage documents 4 correspondence 


8008060024 Forwards FR notice re B00714-I7 regional meetings to adders 
portion of Commission 800523 memorandum 4 order describing 
requirements of environ qualification of electrical 
equipment installed in safety sys 

EiSENHVTiD G Division of Licensing 80/06/30 Ip 


— BQ080601C9 Notice of 800714-17 regional meetings to address portion , 
Commission 000323 memorandum 4 order describing requirements 
of environ qualification of electrical equipment installed 
In safety sys Svc lists enc 1 

EISENHJT.D & Division of licensing 80/06/27 1 !7pp 


80080B0010 Requests that all applicants for QLs and CP holders provide 
up-to-date completion schedules 4 fuel load target dates so 
that NRC may establish licensing priorities Forwards list 
of target schedules for plants to be completed uithin 3 yrs 
EI5ENHVT. D Q Division of Licensing 80/07/1 1 lOpp 


8008010174 Confirms COD714 telcon w/CE Murphy re 800725 meeting w/ 

OH K unions 4 other utli personnel at regional ofc to discuss 
800707-11 QA audit findings 

O'REILLV.J P Region 2, Atlanta. Office of the Director 80/07/17 
3pp 


8008070058 Forwards summary of 800725 meeting uz/util in Atlanta, OA to 
discuss findings identified during NRC aft audit of Ofc of 
Engineering Design 4. Const on 800707-51 

O'REILLY. J P Region 2. Atlanta. Office of the Director 80/07/20 
5pp 


8008150040 Submits interim criteria for shift staffing to all OL 4 CP 
licensees 4, app 1 i cants, per NRC BC0507 (tr Discusses 
administrative provisions for emergency 4 overtime wort 
Development S, implementation to be reviewed uithin <70 days 
EISENHUT, D 0 Division of Licensing 60/07/31 lOpp 


8008260567 Forwards best estimate of const completion dates 4« fuel load 
target dates for Sequoyah, Matts Bar 4 Bellefonte Also 
provides estimated dates for tendering OL epplications for 
Har t s vi 1 1 e, Ph i p p s Bend 4 Yellow Creek 

MILLS, L M Tennessee Valley Authoiity GO/00/19 2pp 


F Security, medical, emergency 4 fire protection plans 


8008050102 Requests ail applicants far CPs t> OLs submit info re 
proposed nuclear power plant vicinity evacuation estimates 
Info requested by 800901 foi NRC to Identify evacuation 
constraints, special planning measures 4. possible mads 
EISEMHVT, D G Division of Licensing 80/07/02 ip 


0 Inspection reports. IF Bulletins 4 correspondence 


□008070592 Forwards IE Circular 60-17, 'Fuel Pin Damage Due to Mater 
Jet From Baffle Plate Corner " No written response required 
O'REILLV.J P Region 2 Atlanta. Office of the Director 80/07/23 
If 


8008240153 Forwards IE Bulletin 80-18 ’’Maint of Adequate Min Flaw 
Through Centrifugal Charging Pumps Following Secondary Side 
High Energy Line Rupture " No action required 

O'REILLY. JP Region 2, Atlanta. Office of the Director 00/07/24 
If 


8008140578 Forwards IE Bulletin 80-20, "Failures af Westinghouse Type 
U-2 Spring Return to Neutral Control Switches " Requests 
info re estimate of manpower associated w/corrective 
actions needed after identifying problem 

Q 'REILLY. J p Region 2. Atlanta, Office of the Director BO/07/31 

ip 


800B2Q0394 Forwards IE Bulletin 80-19, "Failures of Mercury-Wetted 
Matrix Relays in Reactor Protective Sys af Operating Nuclear 
Power Plants Designed by Combuitlon Engineering " Action 
required by facilities w/OLs or CPs 

O'REILLY. J V Region 2, Atlanta. Office of the Director BO/07/31 
ip 


8008180197 Forward i IE info Notice 00-29. “Broken Studs on Terry 
Turbine Steam Inlet Flange " No specific action or Tesportie 
requested 

O'REILLV.J P Region 2. Atlanta. Office of the Director. SO/O0/O7 
IP 



00 


DOCKETED ITEMS 


0CB270369' Forwards revised final response to IE Intp Repts 50-566/ 
80 03 4 50-5.67/80-03 Response reflects util decision to 
radiograph addl seven welds Rept Will tie submitted by 
801027 re film darkening problem per NRC request 
MILLS. L M Tennessee Valley Authority 80/08/18 3pp 


Reportable occurrences. LERs 4. related correspondence 


008110414 IhiT d interim deficiency rept re Improper documentation fc 
uti Illation of computer program INERTIA documentation 
revised to restrict use to closed sections New structural 
responses supplied 4 verified 

MILLS. L 11 Tennessee Valley Authority B0/Q8/04 2pp 


008260452 Second interim deficiency rept r# structural steel framing 
for control bldg Deficiency considered reportable under 
10CFRS1 Rework of fillet weld has been performed by vendor 
Next rept will be submitted bq 801106 

MILLS. L H Tennessee Valley Authority 80/08/19 ip 


0082604*77 Third interim deficiency rept re const GA audit Util is in 
final stages of evaluating resolution for Item 2 Next 
rept will be provided by 801020 

MILLS. L M Tennessee Valley Authority 80/08/20 ip 


OCKET STM- 50-560 NEP NUCLEAR. UNIT 1 


Sicurity. medical, emergency 4, fire protection plans 


008050102 Requests all applicants for CPs & tILs submit info re 
proposed nuclear power plant vicinity evacuation estimates. 
Info requested by 800801 for MRC to identify evacuation 
c o ns tra ints. sp ee ia 1 planning measures ti possible mods 
EISENHUT.D G Division of Licensing 80/07/02 Ip 


ICKET STN-50-569 NEP NUCLEAR, UNIT 2 


Security, medical, emergency 4 fire protection plan* 


308090102 Requests all applicants for CPs &< OLs submit info re 
proposed nuclear power plant vicinity evacuation estimates 
Info requested by 800803 far NRC to identify evacuation 
cons tra ints, spec lal planning measures 4 possible mods 
EIS'ENHUT, t> G Division of Licensing 80/07/02 Ip 


JCKET STI<~ 50-974 BAONAC NUCLEAR POWER PROJECT 


Ad j udieatoi y correspondence 


>08250025 Supports Movement of Concerned Citixens of Philippines 
petition to intervene Uusti f icatlon of NBC actions re 
dropping saf ety . tiea l th 4 environ review requested 
WATSON, M Australia 80/00/05 Ip 


1CKET STN-50-930 ERIE NUCLEAR PLANT. UNIT i 


App 1 i cat l on/construe t ion stage documents it correspondence 


1080809(0 Request* that all applicants for OLs and CP holders provide 
up-to-date completion schedules ft fuel load target dates so 
that NRC may establish licensing priorities Forwards list 
of target schedule* for plants to be completed within 3 yrs 
EI8ENKUT.DG Division of Licencing 80/07/ i 1 iOpp 


>08150-060 Submits interim criteria for shift staffing to all OL & CP 
licensees 4 appl icants, per NRC 800507 ttr Discusses 
administrative provisions for emergency 6 overtime work 
Development & implementation to be reviewed within 90- days 
EISENHUT.DC Division of Licensing 80/07/31 IOpp 


Security, medical, emergency 4. fir* protection plans 


08030102 Request* all applicants for CPs 6 OLs submit info re 
proposed nuclear power plant vicinity evacuation estimates 
Info requested by 800801 for MRC to identify evacuation 
c onstra i nbs. sp ec ia 1 planning measures A possible mods 
E1SENHUT. D G Division of Licensing 80/07/02 lp 


DOCKET BTN-90-581 ERIE NUCLEAR PLANT. UNIT 2 


A Application/construction stage documents & correspondence 


8008080010 Requests that all applicant* for OLs and CP holder* provide 
up-to-date completion schedules 4. fuel load target dates to 
that NRC may establish licensing priorities Forwards list 
of target schedules for plants to be completed within 3 yrs 
EI6ENHUT.D 0 Division of Licensing S0/07/11 IOpp 


0008190060 Submits interim criteria for shift staffing to all OL It CP 
licensees & app 1 i cants, per NRC 800907 1 tr Discusses 
administrative provisions for emergency 4. overtime work 
Development 4c implementation to be reviewed within 90 days 
EISENHUT.D 0 Division of Licensing 80/07/31 IOpp 


F Security, medical, emergency 4- fire protection plane 


8008090102 Requests all applicants for CPs 4 OLs submit info re 
proposed nuclear power plant vicinity evacuation estimates, 
Infn requested by 800801 for NRC to identify evacuation 
constraints, specie 1 planning measures Sc possible mods 
EISENHUT.D G Division of Licensing 80/07/02 ip 


DOCKET 50-582 SUNDESERt, UNIT 1 


F Security, medical, emergency 4c fire protection plans 


8008050102 Requests all applicants for CP* 4c OL* submit info re 
proposed nuclear power plant vicinity evacuation estimate* 
Info requested by 80080J for NRC to identify evacuation 
constraints, special planning measures 4c possible mads 
EISENHUT.D 0 Divi*ion of Licensing 80/07/02, lp 


DOCKET 30-583 SUNOEBERT, UNIT 2 


F Security, medical, emergency 4c fire protection plans 


0008050102 Request* ail applicants for CPs S< OLs submit info re 
proposed nuclear power plant vicinity evacuation estimate* 
Info requested by 800801 for NRC to identify evacuation 
constraint*, special planning measures 4 possible mod* 
EISENHUT.D O Division of Licensing 80/07/02 lp. 


DOCKET 8TN-50-S92 PALO VERDE NUCLEAR STATION, UNIT 4 


F Security, medical, emergency 4 fire protection plan* 


8008090102 Requests all applicants for CP* 4 OLs submit info re 
proposed nuclear power plant vicinity evacuation estimates, 
Info requested by 800801 for NRC to identify evecuation 
constraints, spec iat planning measures *c possible mod* 
EISENHUT.D O Division of Licensing 80/07/02, lp 


DOCKET 8TN-50-593 PALO VERDE NUCLEAR STATION, UNIT 5 


F Security, medical, emergency 4 fire protection plans 


0008050102 Requests all applicant* for CPs 4 OL* submit info re 
proposed nuclear power plant vicinity evacuation estimates 
Info requested by BOOB01 for NRC to identify evacuation 
constraints, spec i* 1 planning measures 4 possible mod* 
EISENHUT.D G Division of Licensing 80/07/02 lp 


DOCKET 8TN-50-996 NEW HAVEN. UNIT 1 


A Application/construction stag* document* 4 correspondence 


8008080010 Requests that all applicants far OLs and CP holders provide 
up-to-date completion schedules & fuel load target date* so 
that NRC may establish licensing priorities Forwards list 
of target schedules for plants to be completed within 3 yrs 
EI8ENHUT, DO Division of Licensing 80/07/11 IOpp 


8008150060 Submits interim criteria for shift staffing to all OL 1 CP 
licensees 4 app l Icants. per NRC 800307 ltr Discusses 
administrati ve provisions for emergency 4 overtime Work- 
Development 4 implementation to be reviewed within 90 day*. 
EISENHUT.D 0 Division of Licensing 80/07/31 IOpp 




DOCKETED ITEMS 


F Security, medical, emergency k fire protection plani 


B0O8050102 Requests eil applicants far CPt t 0L> submit info r* 
proposed nuclear power plant vicinity evacuation eetimatee 
info requested by 000001 for NRC to identify evacuation 
constraints, epee ial planning measure* k postible mods 
EISENHUT, D 0 Division of Licensing 0D/O7/O2 Ip 


DOCKET 9TN-S0-597 NEW HAVEN. UNIT 2 


A App 1 i cat i on/con* true t i on stage document* & corretpandenct 


800B050010 Request* that all applicants for OLi and CP holders provide 
up-to-date completion schedules t, fuel load target dates so 
that NRC may establish licensing priorities Forward* list 
of target schedules for plants to be completed within 3 yrs 
EISENHUT, D Q Division of Licensing 80/07/11 tOpp 


00081500*0 Submits interim criteria for shift staffing to all OL k CP 
licensee! & app 1 lean ts, per NRC 000507 itr Discusses 
administrative provisions for emergency {< overtime work 
Development & implementation to be reviewed within 90 days 
EISENHUT, D 0 Division of Licensing 80/07/31, lOpp 


F Security, medical. Emergency & fire protection plan* 


6008050102 Requests alt applicant* for CPs i, OL* submit info re 
proposed nuclear power plant vicinity evacuation estimates 
Info requested by 000801 for NRC to Identify evacuation 
c anstra lnts, spec ial planning measures k possible mod* 
EISENHUT, D 0 Division of Licensing 80/07/02 Ip 


DOCKET 90-599 CARROLL FACILITY I 


0 Adjudicatory correspondence 


0008040078 Decision. ALAB-601, affirming ASLB 0DQS3O denial of joint 
petition to Intervene No litlgable contentions exist 
BISHOP, C J Atomic Safety and Licensing Appeal Panel 80/07/29 
I7pp 


0008070334 Forwards 000729 FR notice re procedural assistance change in 
adjudicatory licensing proceedings 
OQDDARD, R J Hearing Branch 2 80/08/05 4pp 


B0082201S5 Petition for review of ASLAB 800729 decision affirming ASLB 
800530 denial of joint petition to intervene Questions 
whether early site review it major federal action per NEPA k 
existing cat* law Certification of sve end 

KODNOR, J L , RUNYON, J , GOGOL, E Citiiens Against Nuclear Power 
80/08/15 9pp 


H General correspondence 


8008270533 Advises that J8 Abel hat replacsd DL Peoples a* util 
director of nuclear licensing Organitatlan reporting to 
director remains unchanged 

REED, C Commonwealth Edison Co 80/08/13 Ip 


DOCKET 50-600 CARROLL FACILITY II 


0 Adjudicatory correspondence 


8008040078 Decision, ALAB-601, affirming ASLB 000530 danial of joint 
petition to intervene No litlgable contentions exist 
BISHOP, C J. Atomic Safety and Licensing Appeal Panel. 80/07/29 
17pp 


8008070334 Forward* 800725 FR notice re procedural assistance change in 
adjudicatory licensing proceedings 
GODDARD, R J, Hearing Branch 2 00/08/05 4pp, 


9008220155 Petition far review of A8LAB 800729 decision effirming A8LB 
B00530 denial of joint petition to intervene Questions 
whether early site review is major federal action per NEPA k 
existing case law. Cert if ication of sve end 

KODNOR, J L . RUNYON, J , QOGOL, E Citiiens Against Nuclear Power 
80/00/15 9pp 


H Oenerel correspondence 


8008270533 Advises that US Abel ha* replaced DL Peoples as util 
director of nuclear licensing Organ 1 iation reporting to 
director remains unchanged 

REED, C Commonwealth Edison Co. 80/0B/13 Ip 


DOMESTIC LICENSING OF SPECIAL NUCLEAR MATERIAL 


DOCKET 70-0025 ROCKWELL INTERNATIONAL CORP 


8008270441 Aclc receipt of 000714 ltr requesting 30-day extension dat 
for submission of revised physical security plan for 
Category I 8NM Amend to License SNM-21 t related fee 
required 

WEISS, 0 License Fee Management Branch 80/08/05 ip 


DOCKET 70-0027 BABCOCK 1 W!LCQ< CO 


0OOB2BO525 Requests deletion of requirement to complete Matl Status 
Rept (NRC— 742) k Nuclear lia 1 1 Transfer Rept fNRC-741 ) k 
requirement to send copies to Oak Ridge, TN 
CORDANI.R A Babcock k Wilcox Co 80/06/09 ip 


9000140239 Responds to IE Bulletin BQ-lS, Item 6, re emergency 
notification sys passible loss w/lnss of offsite power 
Security procedure delineating three methods of 
notifying NRC operation cfcr of inoperable extensions issued 
ECKERT, J P Babcock & Wilcox Co 80/07/24 3pp 


9008140443 Provides estimate of manpower necessary in conducting 
review, preparing rept k providing corrective action as 
required by IE Bulletin 80-15 rs possible loss of emergency 
notification sys 

ECKERT, J P Dabeock it Wilcox Co 03/07/24 lp 


9000270650 Forwards 3E Info Notice BO-24, "Low Level Radwaste Burial 
Criteria " No written response required JH Snieiek 000530 
memo enc 1 

O'REILLY, J P Region 2, Atlanta, Office of the Director 80/03/14 
if 


B0Q8270374 Forwards effluent monitoring rept for Jan-June 1980 
CORDANl.R A Babcock k Wilcox Co ■ Naval Nuclear Fuel Div 
90/00/22 2pp 


DOCKET 70-0033 TEXAS INSTRUMENTS, INC 


8008250714 Notifies that Health Physics Network telephone sys has bee 
ins tal led, 1 Ink ing site health physics personnel u/NRC t, 
regional ofes Network, ac tiva ted in emergency, is restricted k 
should be used only whan other c ommun i ca t ions out of sve 
GRIER, B M Region t, Philadelphia, Office of the Director 
00/04/24 2pp 


0008270443 Forwards 800709 request for fee for delay in submitting 
safeguards plan Delay was granted on 80070? Requests 
remittance within 15 days from date of ltr W/o enc 1 
WEI8S, D License Fee Management' Branch 00/08/07 ip 


DOCKET 70-0036 COMBUSTION ENGINEERING, INC 


8008070295 Forwards physical protection plan Plan withheld 
MILLER, R C C-E Power Systems 00/05/13 lp 


0000120354 Forwards effluent monitoring rept for Jan-June 1980 for 
License BNM-33 

ESKRIDGE, H E, C-E Power Systems 80/00/07 lp 


— 8003120357 Effluent monitoring rept for Jan-June 19BQ for Licene* 
SNM-33 

a C-E Power Systems 80/08/07 ip 


0008130601 “Effluent Monitoring Rept, Jan-June 1980 
* Combustion Engineering, Inc 80/09/07 ip 


0000190290 Forwards IE Insp Rept 79-0036/80-03 on B00721-25 k notice o 
violation 

HIND,J A Region 3, Chicago, Safeguards Branch 90/08/08 2pp 


— 8000190295 Notice of violation from insp on 800721-25 

* Region 3, Chicago, Office of the Director 00/00/07 lp 


—8000190301 IE Insp Rept 70-0036/60-03 on 000721-25 Noncomp 1 iance not 
failed to obtain receiver signatures on internal transfers 
involving movem®iit of SNM from ICA to MBA on four occasions 
Details withheld <ref 10CFR2 790) 

FINLEY, A 0 , PATTERSON, J P Region 3, Chicago, Office of the 
Director HIND.J A Region 3, Chicago, Safeguards Branch 
80 /0B/07 lp 



302 


DOCKETED ITEMS 


DOCKET 70-0052 WISCONSIN, UNtV OF 


80080)0115 Forward* "Annual Operating Rept r Dr Llumi R-74 for 
FY79-0O, " per Tech Specs 

CA 5 HWELL, R J Wisconsin, Unl\ of, Madison 00 / 07/11 Ip 


— 800S040119 "Annual Operating Rept for License R-74 for FV79-B0 " 
CA5K11ELL, R J Wisconsin, Umv of, Madison 00/07/11 7tpp 


DOCKET 70-0102 AMHERST COLLEGE 


0008200079 Discusses B007J5 meeting w/NRC In Silver Spring, MD Confirms 
commitment to submit OA program addressing applicable code 
bg 800930 

DICHARRY,R F Source Production ft Equipment Co ■ Inc 00/07/22 £p 


DOCKET 70-0121 INTERIOR. DEPT OF, GEOLOGICAL. SURVEY 


8008180307 Forwards IE Bulletin 79-19, "Packaging of Low Level Radwasfce 
for Transport i Burial " Written response required 
SEYFR1T, K V Region 4, Dallas. Office of the Director 79/08/10 
Ip 


— 8003180379 Responds to IE Bulletin 79-19 re packaging ft disposal of low 
level radwaste Two shipments or 157 1 mCl raduaste made 
during Jan 1978-June 1979 

MARRANZ1NQ, A P I nt er i or, Dep l of, Geological Survey 79/0B/16 

If 


— BQ0B1BO381 Responds to IE Bulletin 79-19 re packaging ft disposal of low 
level raduaste DOT t NRC regulations maintained ft retraining 
required for two physicists 

hiARRANZ INO, A P I n ter i or , Dep t of, Geological Survey 79/09/25 

2pp 


DOCKET 70-0135 BAOCOCK ft WILCOX CO 


B00B250727 Notifies that Health Physics Network telephone sys has been 
instal I ed, 1 1 nl lng site health physics personnel w/NRC ft 
regional ofcs Network, ac tivated in energencg, is restricted ft 
should be used only when other communications out of svc 
GRIER. B H Region 1. Philadelphia, Office Of the Director 
80/04/24 2p p 


8008060370 Ack receipt of 000619 ltr informing NRC of steps taken to 
correct violations noted In IE Insp rtepts 70-0135/80-1 1 ft 
70-03*4/80-10 

MARTIN, 1J 0 Region 1, Philadelphia. Safeguards Branch 80/07/1S 

Ip 


—0008060373 Forwards IE Insp Rep t» 70-0135/80-H ft 70-0364/00-10 on 
B00331-0502 ft notice of violation Notice of violation 
withheld (ref 10CFR2 7901 

MARTIIJ.W G Region 1, Phi ladelph i*> Safeguards Branch 80/06/04 
2pp 


— 8006060378 Nonproprietary IE insp Rep ts 70-0135/80-11 ft 70-0364/80-10 
on 800331-0502 Noncompliance noted required number of armed 
guard* was not maintained V licensee did not respond to 
alarm annunciation Insp details withheld (ref 10CFR2 790k 
KUSHNER, w L Region 1, Philadelphia, Office of the Director 
JOYNER, J M Region I, Philadelphia- Safeguards Branch 80/05/3 O 

lipp 


8008120644 Advises that NRC has revised License Condition 2, 1 of Amend 
MPP-1 to License SNM-145, per B00718 request that highly 
enriched U matls be processed in MBA-17 End to 800718 ltr 
sub; to disclosure only within provisions of 10CFR9 12 
PARTLDW, J G Material Control ft Accountability Development Branch. 
80/07/23 lp 


800B07017B Grants extension to 800808 for reply to IE Insp Rept 
70-0135/80-12, per B0O724 request 

8MITH>0 H Region 5, San Francisco, Fuel Facility & Materials Safety 
Branch B0/07/24 lp 


— B008070181 Requests extension until 800808 to reply to IE Insp Rept 
70-0135/80-12, per 000733 telcon 

CARLSON. R V Babcock ft Wilcox Co , Nuclear Material Di v 
80/07/24 lp 


0008270221 Requests that operations at facility Involving high anriched 
(J be exempt from physical protection upgrade requirements 
of 10CFR73 20,25,26,45 ft 46 

AUSTIN, II A Babcock ft Wilcox Co , Nuclear Material Div 80/08/01 
Ip 


6008270136 Responds to 800005 request for one time exemption to ship 
five cylinders of out-of-spec law enriched U hexafluoride 
back to supplier ui/o measurement Grants request ft revises 
Safeguards Amend MPP-1 to License SNM-I45 accordingly 
PARTLDW, J C Material Control Licensing Branch 80/08/06 lp 


800B2704Q7 Responds to 000805 ltr requesting exemption to ship five 
cylinders of out-of-spec low enriched U hexafluoride back 
to supplier w/o measurement Request will not adversely 
affect common defense ft security Amend MPP-1 is revised 
PARTLOW, J 0 Material Control 8 Accountabi 1 ity Development Branch 
80/05/06 t p 


DOCKET 70-0143 NUCLEAR FUEL SERVICES, INC 


8008010057 FOIA request for documents re Inventory difference at 
facility 

COCHRAN, T B Natural Resources Defense Council 79/12/10 2pp, 


0008140290 Forwards application far amend to License BNM-124. Fee end, 
Application withheld (ref 10CFR2 790) 

HEN9LEY.K D Nuclear Fuel Services, Inc (subs of Oetty Oil Co ). 
80/06/ 13 lp 


8008010053 Responds to FOIA request for document* re inventory 
difference at facility Documents are available in PDR Info 
partially withheld security measures ft restricted data 
(ref FOIA Exemptions 3 ft 4 1 

FELTON, J M Division of Rules and Records 80/07/16 3pp 


8008050208 Petition for review of NRC 800626 memorandum ft order, CLI-QO- 
27, granting NRDC request for hearing subj to limited 
par t ic ipa t ion Action unlawfully curtails development of 
factual record Certificate of Bvc enel 

WEISS, E R , 8CHERR. S J Natural Resources Defense Council 
WEI8S, E R Sheldon, Harmon ft Weiss 80/07/20 6pp 


8008050213 Petition for review of 800626 amend to provide exception 
from procedures re conduct of military or foreign affairs 
functions Action seveiely curtails ability to participate in 
related adjudications Certificate of Bvc end 
WEISS, E R , SCHERR, S J Natural Resources Defense Council 
WEISS, E R Sheldon, Harmon ft Weiss 00/07/28 6pp 


9008050450 RO on 800720, fire detected in tuba cleaning room of Bldg 
302 Emergency plan immediately Implemented ft assessment of 
airborne activity release began Evaluation indlcatae normal 
concentrations No U in process area at time of fire 
MANSER. W C Nuclear Fuel Services, Inc (subs of Getty Oil Co k 
00/07/2? 2pp 


0008110105 Ack receipt of 800721 ltr informing NRC of steps taken to 
correct violations noted in IE Insp Rapt 70-0143/00-19, 

KENNA, W 0 Region 2, Atlanta. Safeguards Branch 00/07/29 lp 


SOOSOiOOlS Response to NRDC 800714 request for stay of CLI-BO-27 
effectiveness Consideration of issue Is primarily within NRC 
authority Suggests continued operation due to Importance of 
activities for US Navy fleet Certificate of Svc end 
COLEMAN, L R , SILVER8TR0M, L , VREELAND, J, D Energy. Dept of 
00/07/31 6p p 


8009180655 Responds to 800730 ltr ft enc 1 requesting 1-day delay for 
listing Jut Plant 1 physical inventory Delay justifiable Due 
to de lay. 1 icense condition added to Amend MPP-1 of License 
S MM- 124 

PARTLOW. <J 0 Material Control Licensing Branch 80/07/31 lp 


8008270446 Ack receipt of 800730 ltr transmitting Revision 18 ta 
physical security plan Request has been classified as minor 
safeguards amend to License SNM-0124 Amend fee is required 
WEISS. D License Fee Management Branch 80/08/07 lp 


8000180451 Forwards bimonthly status rept r* Installation addl liquid 
storage capacity for wasto treatment facility Project 
coxnp leted 

MICHEL, C J Nuclear Fuel Services, lne (sub* of Oatty Oil Co ) 

BO/oa/l2 2pp 


8000270642 Forwards IE Info Notice 80-24, "Low Level Raduaste Burial 
Criteria '■ No written response required JH Snieiek 800530 
memo end 

O'REILLY, J p Region 2. Atlanta. Office of the Director 80/08/14 



DOCKETED ITEMS 


8008250729 Notifies that review of B008Q7 
info 

MANSER, W C Nuclear Fuel Services. Inc 
80/08/ IB ip 


Ifcr revealed no proprietary 
(subs of (Jetty Oil Co ) 


8008250020 Advises that Renegotiation Board vs Bannercraft Clothing Co 
has bean reversed & remanded re NRDC 800714 request for 
stay of CL1-BO-27 Citation of case still In effect due to 
reversal on narrow grounds not altering NRDC argument 
WEISS, E-R Sheldon. Harmon fa Weiss 80/03/19 20pp 


— B008060378 Nonp ropr L e t ar y IE Insp Repts 70-0133/80-11 fa 70-0364, 
on 80033 1 -0S02 None omp 1 sane e noted required nuelter of armed 
guards was not maintained fa licensee did not respond to 
alarm annunciation Insp details withhold (ref 10CFR2 790) 
KUBHNER.K L Region 1, Ph l 1 ado 1 p h l a . Office of the Director 
JOYNER. J t» Region 1. Philadelphia. Safeguards Branch C0/0£ 
llpp 


DOCKET 70-0371 UNITED NUCLEAR CGRP 


8008260149 Requests minor safety fa environ amend fee re 800725 request 
for approval of soil d ocontami nati on plan 

WEISS, J 0 License Fee Management Branch SO/OB/19 Ip 


80082B0445 Amends rept of effluent monitoring 4. release to unrestricted 
areas. Jul-Dec 1979 Corrects quantity of gaseous effluents 
released Amended rept is necessary due to re-evaluation of 
quantity of U released during 790807 leak 

MICHEL, C J Nuclear Fuel Services, Inc (subs of Qetty Oil Co > 
80/08/22 lp 


8008030141 Ack receipt of 791126 Itr informing NRC of steps taken 
correct violations noted in IE Insp Rept 70-0371 /79-i S 
Response withheld Cr-ef 10CFR2 7901 

MARTIN. W Q Region 1. Philadelphia, Safeguards Dranch 80/01/2 
IP 


—0000080142 Forwards IE Insp Rept 70-0371/79-18 on 790314-17 No 
rone omp 1 lane e noted 

MARTIN, W G Region 1, Philadelphia, Safeguards Dranch 79/11 

2pp 


8008230510 Forwards Revision P of physical security p lan, Revi s ion IB 
Drawing* ssnt under separate cover Enel withheld (ref 
10CFR2 790) 

MICHEL, C J Nuclear Fuel Services. Inc (sub* of (Jetty Oil Co > 
80/08/23 lp 


— 8008080146 IE Insp Rept 70-0371/79-15 on 790814-17 No noncompliai 
noted Major areas Inspected security p lan, organ! lation. 
access c ontr el s. d e te c t i on aids, central alarm station fa 
communications Details withheld (ref 10CFR2 790) 

MADDEN, If , LADUN.R . DEVLIN, J W Region l, Philadelphia, 
Safeguards Branch 79/10/24 lp 


DOCKET 70-0269 NAVY, DEPT QF 


800B21027B Discusses IE Insp Rep ts 3O-O6O42/B0-O1, 30- 12581 /0O-OI . 
30-07069/00-01 on 800604 No noncomp 1 ianee noted Insp 
consisted of examination of procedures fa representative 
record* !< personnel interviews by inspector 

KINNEMAN..J D Region 1. Philadelphia, Office of the Director 
80/07/01 2pp 


DOCKET 70-0292 MONTANA STATE UN IV 


8008260653 Forwards IE Bulletin 79-19, "Packaging of Low Level Radwaste 
for Transport fa Burial " Written response required 
8EYFR rt. K V Region 4. Dallas. Office of the Director. 79/00710 
lp 


— 8008260687 Advises that response to IE Bulletin 79-19, "Packaging of 
Low Level Radwaste for TRansport fa Burial,” has not been 
rac el ved 

SEYFRIT, K V Region 4, Dallas, Office of the Director 79/11/01. 

lp 


— -8008260697 Forwards 791001 response to IE Bulletin 79-19 re packaging 
It disposal of low level radwaste 
HOWALD. R Montana State Unlv 79/11/13 ip 


— 8008260703 Responds to IE Bulletin 79-19 re packaging fa disposal of low 
level radwaste No low level radwaste shipped during Jan 1979 
to June 1979 

CUTLER. J J , HOWALD, R Montana Btate Univ 79/10/01 2pp 


— 8008260706 Responds to IE Bulletin 79-19 re packaging fa disposal of law 
level radwaste No low level radwaste shipped during Jan 1979 
to June 1979 

CUTLER, J J , HOWALD, R Montana State Univ 79/11/01 2pp. 


DOCKET 70-0364 PARKE TOWNSHIP SITE, BABCOCK fa WILCOX CO 


800B2907S7 Notifies that Health Physics Network telephone *y> has been 
installed, linking site health physic* personnel w/NRC fa 
regional ofes Network, activated in emergency, is restricted fa 
should be used only when other communications out of sve 
QRIER, B H Region 1, Philadelphia, Office of the Director 
00/04/24 2pp 


8008060370 Ack receipt of B0C619 Itr informing NRC of steps taken to 
correct violations noted in IE Insp Rept* 70-0133/80-11 fa 
70-0364/00-10 

MARTINrW 0 Region l. Philadelphia, Safeguards Branch BQ/07/15 
lp. 


•0000060373 Forward* IE Insp Repts 7O-0135/B0-1 1 fa 70-0364/00-10 on 
000331—0802 fa notice of violation Notice of violation 
withheld (ref 10CFR2 790) 

MARTIN, W 0. Region 1. Philadelphia, Safeguard* Branch 80/06/04. 

Spp 


0008230710 Notifies that Health Physics Network telsphons sys has ! 
i ns ta 1 led , 1 in k 1 ng site health physics personnel w/NRC fa 
regional ofes Network, ac tl voted in erne rg enc y . Is restricted fa 
should be used only when othor communications out of eve 
DRIER, BH Region 1, Philadelphia, Office of the Director, 
30/04/24 2pp 


00080701 59 fiubmi ts security plan for temporary disestablishment of 
Press II area as mat) access area Press II will be Isolated 
from remainder of south side for Jul-Dec 1900 tl/o enc l 
drawing 

QUSTAFSON, R 8 United Nuclear Corp .Naval Products Dlv 00/06/1 
lp 


B0081 10099 Ack receipt of 000625 Hr informing NRC of steps taken t 
correct violations noted In IE Insp Rapt 70-0371/80-09 
Response withheld (ref 10CFR2 790) 

MARTIN. U 0 Region 1, Philadelphia, Gafeguards Dranch 00/07/09 

lp 


— 80081 10093 Forwards IC Insp Rept 70-0371/00-09 on D00SI9-23 fa not 
of violation Notice of violation withheld (ref lOCFRB 290) 
MARTIN, W 0 Region t. Phi ladelph la, Safeguards Dranch 00/06/ 
2pp 


— 00031 10097 JE Insp Rept 70-0371/00-09 on 000519-23 Noncompt lance 
failure to document time of application fa witnesses thereto, 
of tnmper-saf ing devices Details withheld (ref lOCFfia 790) 
8UMMERB, R , JOYNER, J H Region I, Pli 1 ladelph la, Safeguards Bra 
80/06/06 lp 


DOCKET 70-0391 PRINCETON UNIV 


0000070540 Ack receipt of 800613 Itr Informing NRC of steps taken t 
correct violation noted in IE Insp Rept* 30-00092/00-01, 
30-03287/00-01,40-5259/00-01 fa 70-0391/00-01 

KINNEMAN.J D Region 1, Philadelphia, Fuel Facility fa Materials 
Safety Dranch 00/07/02 lp 


■8QQ907O54B Responds to NRC 000609 Itr re violation noted in IC In 
Repts 30-00032/80-01.30-03287/00-01 fa *10-5259/00-01 fa 
70-0391/00-01 Corrective actions supplementing existing 
instrumentation for evaluation 4. improving audit program 
MARUCA, A J Princeton Ufliv 00/06/13 3pp 


•0000070561 Forwards IE Insp Repts 30-001102/80-01 , 30-03287/B0-0I , 
40-5259/80-01 fa 70-0391/00-01 on 000520-21 fa notice of 
vie lation 

CROCKER, H W Region 1, Philadelphia, Fuel Facility fa Materials 
Safety Branch 00/06/09 2pp 


■-B008070566 Notice of violation from insp on 60QS20-21 Noncomp 1 iam 
noted failure to make surveys required for compliance w/ 

10CFR20 106, "Concentrations In Effluents to Unrestricted 
Areas " 

* Region 1, Philadelphia, OfPic# of the Director 30/06/09 
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DOCKETED ITEMS 


DOCKET 70-0457 DRESSER INDUSTRIES. INC . DRESSER ATLA3 DIV 


8000100397 Forwards IE Bulletin 79-19, "Packaging of Lou, Level Radwaste 
for Transport fc Burial " Written response required 

3EYFRIT.K V Region 4, Dallas, Office of the Director 79/OB/IO 

Ip 


— 8008180370 Respond* to IE Bulletin 79-19 re packaging fc disposal of low 
level radwaste Mo low level radwaste generated 
NOIR.D H Dresser Atlas Export Sales 79/00/15 Ip 


DOCKET 70-0568 BRIGHAM YOUNG UN IV 


B0QB140219 Forwards IE Bulletin 79-19, "Packaging of Low Level Radwaste 
for Transport fc Burial 11 Written response required 
SEYFRIT.K V Region 4, Dallas, Office of the Director 79/08/10 
*P 


— B00814025D Respond* to IE Bulletin 79-19, "Packaging of Lew Level 
Radwaste for Transport U Burial " One shipment of 12 drums 
made during Jan 1978-June 1979 

WHEELER. D L Brigham Young Univ 79/10/04 2pp 


DOCKET 70-0447 AIR FORCE, DEPT OF 


B0081B0301 Forwards IE Bulletin 79-19. "Packaging of Lour Level Radwaste 
for Transport fc Burial " Written responie required 
SEYFRIT.K V Region 4, Dallas, Office of the Director 79/08/10 
IP 


— 0008180374 Responds to IE Bulletin 79-19 re packaging It disposal of low 
level radwaste shipped in last six months 
BAILEY. J N Air Force. Dept, of 79/09/10 Ip 


DOCKET 70-0687 UNION CARBIDE CORP 


0000270583 Application for amend to License BNM-639 Amend allows 
implementation of U waits form process into existing waste 
handling procesi 

VOTH.M H Union Carbide Corp 80/06/02 25pp 


80080B0212 Amend 4 to License SMM-639, author i 1 1 n y addition of V waste 
form processing operation in accordance w/800602 
application 

ROUSE, L C Advanced Fuel fc Spent Fuel Licensing Drench 80/06/27 
3pp 


8008080273 Forwards “Union Carbide Medical Products Hi v Request for 
Eiemption Pertaining to 10CFR73, 800718 " Request withheld 
(ref 10CFR2 790) 

VOTH.M H Union Carbide Corp 80/07/18 lp 


0OOB1CO666 Forwards payment of civil penalty ordered in NRC 600711 1 tr 
Reviles instruction* to carrier submitted w/vendor 800428 
ltr 

MCGOVERN, j J Union Carbide Corp 80/07/29 2pp 


8008100261 Advises that no addl fee is required re Amend 4 to License 
8NM-639 

KILLER, W □ License Fee Management Branch 80/08/08 Ip 


DOCKET 70-0734 GENERAL ATOMIC CD 


8008010232 Forwards IE Insp Rept 70-0734/80-04 on B00527-30 Nd 
noncompl lance noted Enel withheld <ref 10CFR2 790) 

NORDERHAUO, L R Region 5. San Francisco, Safeguards Branch 
80/06/13 2pp 


800B1B0430 Forwards semiannual effluent rapt for License BNM-696 for 
Jen-June 1980. Inc ludes raw data for gas fc particulate 
ef fluents. 1 1 quid effluents U nonrad iolog leal effluents 
HOWRY, NR General Atomic Co (subs of Gulf Oil Co ) 00/06/06 

2pp 


— 8008180456 Semiannual effluent rept for License SNM-696 for Jan-June 
1980, Inc 1 udes raw data for gas fc particulate effluents, 
liquid effluents & nonradiolog ical effluents 

* General Atomic Co (subs of Qulf Oil Co I BO/OS /06 6pp 


DOCKET 70-0754 VALLEC 1T09 NUCLEAR CENTER. GENERAL ELECTRIC CO 


8008210566 Ack receipt of 800620 ltr 6 confirms vendor understanding 
of 10CFR73 2(g) 

MCCORKLE, 0 U Physical Security Licensing Branch 80/08/04 lp 


DOCKET 70-0820 UNITED NUCLEAR CORP 


8008250780 Notifies that Health Physics Network telephone »y» has been 
installed, linking site health physics personnel w/NRC Sc 
regional ofes Network, activated In emergency, is restricted ii 
should be used only when other communications out of sve 
GRIER, B H Region t, Philadelphia, Office of the Director 
80/04/24 2pp 


8008210293 Forward* I£ tnsp Rept 70-0820/80-07 on 800610-12 No 
noncomp 1 lance noted 

MARTIN, Cf 0 Region 1, Ph 1 lade 1 ph ia. Safeguards Branch 80/07/01 

2pp 


— 8008210277 IE Insp Rept 70-0020/80-07 on 800610-12, No noneomp liance 
noted Major areas inspected physical Inventory procedures. 

Details withheld (ref 10CFR2 790) 

COHEN, I , DELLA RATTA, A Region 1> Philadelphia, Office of the 
Director JOYNER. J H Region I, Philadelphia, Safeguards Branch 
80/06/30 Ip 


8008140296 Notifies that 800626 request far exemption from code 
requirements requires minor safeguards amend to License 
3NM-777 fc respective fee 

WEISS, 0 License Fee Management Branch 80/07/17 lp. 


DOCKET 70-0324 BABCOCK & WILCOX CO 


6008370399 Forwards Revlilon 13 to renewal application for License 
8NM-778 Revision adds partial sentence at top of Page A-29 
OLSEN, A F Babcock 6 Wilco* Co 80/06/16 3pp 


8000010185 Forwards renewal for License SNM-778, saf e ty evaluation it 
related info Any requests for license amend should be 
submitted in form of replacement pages to condition sections 
w/chenges identified 

PAGE, R 0 Uranium Recovery Licensing Branch 80/07/21 lp. 


— 8008010188 Renewal of License SNM-778, authorii ing use of byproduct, 
source or 8NM until 090731 Includes addl conditions re firs 
protection program 

PAQE.R 0 Uranium Fuel Licensing Branch 80/07/21, 4pp 


— B 009010194 "Guideline* for Decontamination of Facilities fc Equipment 
Prior to Release for Unrestricted Use or Termination of 
Licenses for Byproduct, Source, or 8NM. " 

* Division of Fuel Cycle fc Material Safety 76/11/30 9pp, 


— 8000010197 Bafety evaluation supporting addl conditions fc renswal of 
License BNM-77B Fir# protection program is adequate for 
protection of personnel & environ. 

# Division of Fuel Cycle & Materiel Safety 80/07/01, 41pp 


— 8008010201 Summariies 790723 site visit fc discussion re BfcW application 
for raneual of License SNM-778 Future close liaison between 
site personnel fc fire protection engineer ts expected to 
assure required prof contribution 

NOTLEY, D P Engineering Methololcgy Standards Branch. 79/09/12, 

5PP 


0008270647 Forwards IE Info Notice 80-24, “Low Level Radwaste Burial 
Criteria " No written response required JH Snietek 800930 
memo end 

O'REILLY, J P, Region 2. Atlanta, Office of the Director 80/00/14 
lp 


DOCKET 70-0054 ISOTOPIC ANALYSIS, INC 


8008100292 Forwards IE Bulletin 79-19, "Packaging 0 # Low Level Radwaste 
for Transport fc Burial " Written response required. 

SEYFRIT.K V. Region 4, Dallas, Office of the Director 79/08/10 
*P 


—8008180369 Responds to IE Bulletin 79-19 re packaging fc disposal of lew 
level radwaste One shipment made during Jan 1978-June 1979 
HARRISON, J W Isotopic Analysis, Inc 79/10/04. lp. 


DOCKETED ITEMS 


DOCKET 70-0070 APPLIED HEALTH PHYSICS 


6OO0QIO294 Confirm* BO07O3 L 14 teleon* w/NRC Region l re 000710 
deadline for completion of repackaging t disposal of 
biological & radiological wastes Operation will be completed 
within S uk* 

QALLAQHAfl, R 0 Applitd Health Physics, Inc 00/07/15 Ip 


8006040016 Forward* graphic pr*»*ntati on of progre** made in wait* 
repackaging operation* Ho detectable rad Ioacti vl ty found in 
wait** Only two drum* had not been properly packaged t< 
described by hosp 

QALLAQHAR. R 0 Applied Health Physics, Inc 00/07/24 2pp 


DOCKET 70-0925 CIMHARON FACILITY, KERR-MCQEE CORP 


8007230024 Forward* reviled cover peg* of IE In*p Rept 70-1193/80-04 
erroneously lent ** IE In»p Rept 70- i 193/80-03 

HIND, J A Region 3, Chicago, Safeguard! Branch 80/07/15 Ip 


—0007230032 IE In»P R*pt 70-1 193/00-04 on 000612-13 Cover sheet, 
Indicating correction encl 

PATTERSON, J P Region 3, Chicago, Office of the Director 
HIND, J A Region 3, Chicago, Safeguards Branch 00/07/19 lp 


DOCKET 70-0943 CENTRAL STATE UNIV , EDMOND, OK 


9000100298 Forward* IE Bulletin 79-19, “Packaging of Lou Level Radwest* 
for Transport 6 Burial " Written response required 
9EYFRIT, K V Region 4, Dallas. Office of the Dirsctor 79/00/10 
If. 


800S060068 Ac t receipt of 000610 Itr informing NRC of step* taken to 
correct violations noted in IE Insp Rept 70-1100/80-04 
MART I N. M 0 Region 1, Ph i ladelph i a, Safeguards Branch 30/07/ 1 5 
If 


— 0008060071 Respond* to NRC 600604 Itr re violation* noted in IE Insp 
Rept 70-1100/80-04 Corrective action* mgt review £< eudlt 
of measurement control plan will begin on or about 800715 
LICHTENBEHQER Combustion Engineering, Inc 90/06/18 lp 


— 8008060076 Forwards IE Insp Rept 70-1100/00-04 on B00512-16 U notice 
of violation Notice of violation withheld (ref 10CFRZ 790) 

MARTIN, U 0 Region t, Ph 1 1 ade 1 p h la . Safeguards Branch 00/06/02 

2pp 


—0000060079 TE Insp Rept 70-1100/00-04 on 000512-16 Nunc omp 1 1 ance notei 
review uf measurement control program was not performed 
within required 12-month, interval Details withheld 
(ref 10CFR2 790 J 

H0LODY, D J Region 1, Philadelphia, Safeguards Branch 

JOYNER, J H Region 1, Philadelphia, Office of the Director 

90/06/02 Ip 


DOCKET 70-1113 GENERAL ELECTRIC CO 


8000270394 Request* that submittal date for details re decommissioning 
plans far fuel fabrication plant be re-established as 90 
days after BNWL publication of final rept 
KAPLAN, A L General Electric Co 80/05/29 2pp 


0000070309 Ack receipt of IE Insp Rept 70-1113/80-00 on 900617 
KAPLAN, A L General Electric Co . Nuclear Energy Products Div 
B0/07 /03 lp 


—8006160372 Responds to IE Bulletin 79-19 re packaging & disposal of low 
level radwasta No low level radwast* generated 
FITZOERALD, D 0 Central State Ifnlv , OK 79/10/00. lp 


0000070132 Forwards revised Condition* 3.4 i 5 to License 8NM-1097 re 
air sampling stations V results l U solubility analysis 
PAGE, R 0 Uranium Fuel Licensing Branch 80/07/23. lp 


DOCKET 70-0959 NUCLEAR FUEL SERVICES, INC , (SUBS QF QETTY OIL CO I 


0008250730 Notifies that Health Physics Network telephone sys has bean 
instal lad, 1 ink ing site health physics personnel w/NRC & 
regional ofci Network, ac tivated in emergency, Is restricted J. 
should be used only when other communications out of ivc 
GRIER, B H Region 1, Philadelphia, Office of th* Director 
80/04/24 2pp 


DOCKET 70-0996 IOWA WESLEYAN UNIV 


0008150062 Notifies of ecpired License 6NM-908 fc discusses actions 
to be taken by 1 (cense*, Ltr constitutes notice of violation 
DAVIS, A B Region 3, Chicago, Fuel Facility «, Materials Safety 
Branch. 60/07/1S 3pp 


— 800807013B Amended Conditions 3, 4 ti 5 for Amend 11 to Licinse SNM-1097 
BHUHrE Y Uranium Fuel Licensing Branch 00/07/23 2pp 


6006110010 Ack receipt of 800718 ltr informing NRC of steps taken to 
corrsct violations noted in IE Insp Rept 70-1113/80-07 
KENNA, W B Region 2. Atlanta. Safeguards Branch 00/07/29 lp 


— 8008110016 Respond* to NRC 800620 ltr re violations noted in IE Insp 
Rept 70-1113/80-07 Corrective action* withheld 
Cref 10CFR2 790) 

KAPLAN, A L General Electric Co , Nuclear Energy Products Div 
00/07/10 lp 


— 8000110022 Forward* IE Insp Rept 70-1 1 13/B0-07 on 000527-30 L notice o 
violation Notice of violation & Insp rept withheld 
(ref 10CFR2 790) 

KENNA, W 6 Region 2, Atlanta, Safeguards Branch 80/06/20 2pp 


DOCKET 70-1043 PARK COLLEGE 


0009220439 Notifies of expired License 8NM-944 & discusses actions to 
be taksn by licensee. 

DAVIS, A B Region 3, Chicago, Fuel Facility 6 Materials Safety 
Branch 00/08/14 9pp 


DOCKET 70-1100 COMBUSTTON ENGINEERING, INC 


6006290725 Notifies that Health Physics Natwork telephone sys has been 
Installed, linking sit* health physics personnel w/NRC 6 
regional of cs, Ne twork, ac tivated in emergency,!* restricted & 
should be used only when other communications out Df svc. 

GRIER, 8. H Region 1, Philadelphia, Office of th* Director 
00/04/24 2pp 


0006070304 Forward* physical security plan Plan withheld 
LICHTENBEHQER C-E Power Systems 80/05/16. lp 


0008270656 Forwards IE Info Notice 00-24, “Low Level Radwast# Burial 
Criteria 11 No written response required JH Bnienk 800930 
memo encl 

□ 'REILLY, J P Region 2, Atlanta, Office of the Director 80/09/14 

lp 


800821025B Informs of refund for review fee of applleeblon for emend to 
License SNM-1097 

MILLER, W 0 License Fee Management Branch. 00/00/15 lp 


0000210404 Ack receipt of NRC 800717 ltr re none amp 11 ance noted In IE 
Imp Rept 70-1113/80-10 on 000623-27 Corrective action* 

800013 ltr issued by subsection-level manager re need to 
keep rod storage cabinet doors closed when not supervised 
KAPLAN, A L General Electric Co . Nuclear Energy Products Div 
80/08/15 Spp 


6008260624 Act receipt IE Insp Rept 70-1113/00-13 on 30081 1-13 
No proprietary Info 

KAPLAN, A L General Elettrie Co . Nuclear Energy Product* Div 
80/00/22 lp 


6006110126 Submit* rsvitad Section 5 1 of fundamental metl control 
plan re Inventory requirement* Final approval of entire plan 
nay not be accomplished in time to schedule nest inventory 
L1CHTENBER0ER C-E Power System*. 80/05/20 lp 


0008070291 Forward* revised fundamental matl control program, updating 
plan to raflect current regulations 6 company structure. Enc 1 
withheld 

LICHTENBEROER C-E Power System* B0/06/II lp 


DOCKET 70-1117 REED INSTITUTE 


00090401 02 Notifies that M Kay will replace LB Church es facility 
director on or about 000901 
CHURCH, L B Reed College. 00/07/25 lp 
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DOCKETED ITEMS 


DOCKET 70-1140 WESTIMQHQDSE ELECTRIC CORP 


8008230722 Notifies that Health Physics Network telephone sys ha* been 
i nsfca 1 l e d, l ini i ng site health physics personnel w/NHC 6 
regional ofcs Me tie or k . at 1 1 va t ed In emer g enc V , ( s restricted h 
should be used only when other c ommun i c a 1 1 on s out of svc 
CRIER D H Region 1, Philadelphia. Office of the Director 
80/04724 2pp 


B008010101 Grants eiemption from IOCFR73 requirements re waste ENM 
Approves revised physical security plan by rescinding 
Section 9 of Amend MPP-1 New Section 9 end 
BURJJETT.T F Division of Safeguards 00/05/23 3pp 


8Q08080064 Responds to 800627 request by granting exemption from IE 
Bulletin 30-15, “Possible Loss of Emergency Notification Sys 
(EIJS) W/Loss of Offsite Power “ EN5 should be maintained 
in operational status 

DRIER. D H Region 1, Philadelphia. Office of the Director 
80/07/IB Ip 


0008220214 Formal ds IE Insp Rept 70-1201/80-09 on 800610-13 No 
noncompi lance noted 

HENNA, U H Region 2, Atlanta, Safeguards Branch 80/06/24 lp 

—8009220220 IE Insp Rept 70-1201/80-09 on 800610-13 No noncompliance 
noted Major areas inspected op erat i ons , organ i (at 1 on, nuc 1 ear 
criticality saf e ty , sa f e ty committees h. internal review Si 
audits 

CORYELLiG P Region 2, Atlanta Office of the Director 

HAHLE, J B Region 2, Atlanta, Safeguards Branch 80/06/24 4pp 


8008140366 Act receipt of 800715 Itr informing NRC of steps taken to 
correct violations noted in IE Insp Rept 70-1201/80-08 
HENNA. W B Region 2, Atlanta, Safeguards Branch 80/08/05 lp 


— 8009140367 Responds to NRC 800626 Itr re violations noted in IE Insp 
Rept 70-1201/00-00 Corrective actions withheld 
< re f 10CFR2 790) 

ZEFF.D W Babcock t Wilcox Co 00/07/15 lp 


8008120410 Forwards “Effluent Semiannual Rept.First 6 Second Quarters. 
1980 " 

NARDI.A J Westlnghouse Electric Corp 80/08/05 2pp 


— 8008140368 Forwards IE Insp Rept 70-1201/80-08 on 800602-06 l< notice of 
violation Notice of violation withheld (I0CFR2 790) 

HENNA, I J B Region 2, Atlanta, Safeguards Branch 80/06/26 2pp 


--B008I20412 "Effluent Semiannual Rept.First 6 Second Quarters, 1980 " 
NARDI.A J Uestinghouse Electric Corp BO/OS/OS lp 


0008120437 Forwards “Effluent Semiannual Rept.First t. Second Quarters, 
19B0, " per 10CFR70 59 requirements 

NARDI.A J Westlnghouse Electric Corp , PUR Systems Dlv 60/08/05 
»P 


— 8008120443 "Effluent Semiannual Rept.First t< Second Quarters, 1990 
NARDI.A J Westinghouse Electric Corp , PWR Systems Div 
8O/0B/O5 lp 


—8008140369 IE Insp Rept 70-1201/80-08 on 000602-06 Noncompliance noted 
measurement data not entered on original NRC-741 forms 
issued for shipments of scrap Details withheld 
(ref 10CFR2 790) 

JONES, D W , TODD, G A Region 2, Atlanta, Office of the Director 
GILLESPIE, F P Region 2, Atlanta, Safeguards Branch 30/06/25 
lp 


B00B270649 Forwards IE Info Notice 80-24, "Low Level Radwaste Burial 
Criteria " No written response required JH Snieiek 800530 
memo enc 1 

O'REILLY, J P Region 2, Atlanta, Office of the Director 80/08/14 
IP 


8008250092 Advises that addl fee is duo for 800502 revision of Section 
9 of Amend MPP- 1 to License 8MM-1 120, incorporating physical 
security plan for protection or ENM of moderate strategic 
significance 

CABELL, A 8 License Fee Management Branch 60/08/08 lp 


DOCKET 70-1151 WEST IMGK0U5E ELECTRIC CORP 


8008120651 Forwards molybdenum decontamination t- surveillance rept 
describing decontamination technique t surveillance of 
approx 1,200 lb molybdenum scrap Results indicate surface 
contamination well below acceptable levels 
REITLER, E Hes t ing hous e Electric Corp 60/05/29 3pp 


S007150B31 Notifies of partial refund of amend fee for review of 800513 
application for amend to License SNM-1107 

MILLER, If 0 License Fee Management Branch 80/07/02 Ip 


8008270645 Forwards IE Info Notice 80-24, “Low Level Radwaste Burial 
Criteria “ No written response required JH Snieiek 600530 
memo eitcl 

O'REILLY, J, P Region 2. Atlanta, Office of the Director 80/00/14 
«P 


0008260507 Forwards effluent monitoring results for first sli months 
of i960 

ZEFF.DH Babcock 6 Wilcox Co 00/08/20 2pp 


DOCKET 70-1232 EOLOW INTERNATIONAL CQ 


8008070299 Forwards physical security plan Plan withheld 
HARMON, D U Ed lout International Co 80/06/17 lp 


DOCKET 70-1257 MIXED OXIDE FABRICATION PLANT, EXXON NUCLEAR CO , INC. 


8008I100B4 Requests temporary exemption until Dec 1980 from code 
requirements requiring upgraded physical protection of Fu 
inventory Transfer of Pu inventory & fuel fabricating 
equipment to DOE is under consideration Related ltrs encl. 

NILBON, R Exxon Nuclear Co , Inc (subs of Exxon Corp ) 80/03/06 

lOpp 


8008010045 Advises that 800623 request re relocatian of secondary 
alarm sys requires administrative amend to License 8NM-1227 
Requests submittal of fee 

WEI35, D License Fee Management Branch 80/07/10 lp. 


DOCKET 70-1193 CIMARRON FACILITY. KEfIR-MCGEE CORP 


8008200066 Forwards revised pages to 800509 security plan for itandby 
conditions Paragraph 3522 had been omitted from original 
SHELLEY. W J Kerr-McOee Nuclear Corp 00/09/29 lp, 


8007230024 Forwards revised cover page of IE Insp Rept 70-1193/00-04 
erroneously sent as IE Insp Rept 70-1193/80 -03 

HIND, J A Region 3, Chicago, Safeguards Branch 00/07/15 Ip 


— 8007230032 IE Insp Rept 70-1193/80-04 on 000612-13 Cover sheet, 
indicating correction encl 

PATTERSON, J P Region 3. Chicago. Office of the Director 
HIND. J A Region 3, Chicago, Safeguards Branch 80/07/19 lp 


DOCKET 70-1201 UF 6 CONVERSION FACILITY. BABCOCK & WILCOX CO 


800S290510 Ack receipt of 800320 Itr providing assurance that Bin has 
sufficient working Capital to cover costs of 
d ecommi s s 1 on l ng 

PAGE, R <t Uranium Fuel Licensing Branch 00/06/02 lp 


0008100237 Amend 24 to License SNM-1227. author 1 1 ing possession of 
38 g U of any enrichment for analytical purposes, 

PAQE.R 0 Uranium Fuel Licensing Branch 80/08/01 lp 


— 6008180261 Safety evaluation supporting Amend 24 to License 8NM-1827 
authorliing possession of 35 g U of any enrichment 
STEVENSON. R L , CRON, W T Uranium Fuel Licensing Branch 

80/08/01 Ip 


0008180044 Advises that fee requested by NRC 800710 Itr, for safeguards 
amend to License QWM-1227, has not been received Requests 
remittance within 13 days 

WEI8S, D License Fee Management Branch 80/08/05 lp 


8008270414 Responds to 800612 Itr re amend fee requested for review 
800516 physical security plan Submission of security plan is 
required by NRC for assuring that licensed facility has In 
effect an acceptable plan far protection of 8NM 
MILLER, W O License Fee Management Branch 80/08/07. 2pp 



DOCKETED ITEMS 


DOCKET 70-1300 MORRIS OPERATIONS, GENERAL ELECTRIC CO 


0009070204 Forward* deecription of planned addition to pump room. 
Including engineering changes in design of neui structure 
Description is submitted in response to NRC request at 
791004 meeting at which planned addition was presented 
DAWSON, D M General Electric Co 00/06/06 7pp 


0000000030 Forwards 000606 Itr re addition to pump room Addition was 
discussed during 791004 meeting 

ROOERS. H A General Electric Co GO/OA/11 Ip 


8000270987 Forwards revised 800118 amend request to License SNM-126S 
Proposed provisions for changes, tests A experiment* are 
result* of SODA 10 meeting ui/NRC 

DAWSON, D M General Electric Co 00/06/12 5pp 


8000110319 Forward* EIA, NUREG-0695 

ROTHSCHILD, M II Hearing Branch 1 00/07/02 lp 


0008060063 Forward* NRC response* to State of IL request for admission 
of document*' genuineness, to requests for production of 
document* A to first set of interrogatories 

ROTHSCHILD. K U Hearing Branch 1 BACHMANN. Ft G Rulemaking A 
Enforcement Division 00/03/04 Ip 


— B0080A00AA Response to State of IL 000714 request for admission of 
documents' genuineness Documents 3,4 A 7 can be neither 
admitted nor denied FM Empson 790915 A 1017 memos to LC 
Rouse admitted as genuine Sworn statement end 
EMPEON F M Advanced Fuel A Spent Fuel Licensing Branch 
80/08/04 3pp 


— 8000060069 Response to State of IL 800711 A 0714 requests for 
production of documents Hakes available certain matl* re 
underground geology, wells mon itoring data, insp rep ts A 
applicant 000610 meeting u/NRC 

ROTHSCHILD, M U Hearing Branch 1 BACHMANN.R G Rulemaking A 
Enforcement Division 80/00/04 Upp 


— 8000060073 Response to State of IL 800714 first set of interrogatories 
Objects to Interrogatory 1 A A B Identifies MRC personnel 
u/knowledgc about security plans A interactions u/GE 
M/affidavit A prof qualifications 

ROTHSCHILD, K U Hearing Branch 1 BACHMANN.R 0 Rulemaking A 
Enforcement Division 00/00/04 36pp 


0000080264 Response to State of IL request for production of documents 
Monitoring data re wells within facility boundaries 
available for Insp A Copying Objects to majority of 
requests Certificate of Svc enc 1 

SZWAJKOWSKI.R , RBONEY.M A General Electric Co 8ZWAJK0WSKI, R 
Mayer, Drown A Platt 80/08/04 34pp 


8008000300 Responds to QE notice to produce documents Metis available 
for insp A copying at Atty General Of e, Ch icago, IL 
VRANKEN. J 9 , FAWNER, T C Illinois, State of 80/08/04 Ip 


—8000080393 Responds to NRC request for production of documents Metis 
available for Insp A copying at Atty Qeneral Of c, Chicago, IL 
VRANKEN.JV, FAHNER, T C Illinois, State of 00/00/04 lp 


“-8008080399 Response to OE interrogatories Describes consequences A 
technical particularities of simul tan* ou* acc 1 dental 
radioactive releases from Dresden A Morris facilities 
Affidavit A Certificate of Svc enc 1 

VRANKEN, JV, FAHNER, T C Illinois, State of 80/00/04 20pp 


8008000407 Response to State of IL 800714 request for genuineness of 
documents, Admits production of "Alternatives for DOE Storage 
of Spent Fuel at Facility, 1 ' NEDG-24641 A production of June 
1978 NEDO-21889 Certificate of Svc end 

ROONEY, M A , SZWAJKOWSKI , M General Electric Co ROONEY, M A 
Meyer, Broun A Platt 80/OB/04 4pp 


•8000000417 Response to State of IL 000714 first set of interrogatories 
Identifies NRC personnel contacted re renewal of license 
Proposed amend Incorporates changes re physical security 
plan w/prof qua 1 i f i cat i on*, a f f I davi t s A Certificate of Svc 
DAWSON i 0 M , VO 1 LAND, E E , 3ZWAJK0W3Kr , R General Electric Co 

00/00/04 39pp 


8008000440 Response to NRC interrogatories Relies on MJ Lawrence A 
8 Meyer* depositions in support of position re Contention 3 
Objects to Interrogatories re Contention 6 Affidavit A 
Certificate of Svc end Related correspondence 

VRANKEN. J V , FAHNER, T C Illinois, State of 00/08/04 13pp 


0000190540 Motion for order compel ling floron et al to respond to NRC 
000715 interrogatories 4 request for production of 
documents Responses due on 800004 not yet received 
Certificate of 3vc enc 1 

ROTHSCHILD, M U Hearing Branch i 00/03/14 3pp 


8000200070 Motion to compel Rorcm,et al response to OE 000719 request 
for production of documents t interrogatories Request* 
production A answers by 000821 Certificate of Bvc end 
SZWAJKOWSKI, R W, RODNEY, M A General Electric Co 82WAJKOWSK T, R W 

Mayer, Brown A Platt 80/0B/14 3p p 


8009190428 Forwards NRC motion foi order compelling Ro-rem et al to 
respond to MRC Interrogatories A re quo* t for production of 
d ocuments, served on 000014 Return receipt requested W /a 
enc I 

ROTHSCHILD, M U Hearing Branch 1 00/00/15 lp 


8000220172 Forwards GE 800011 Ht re NEDa-20776, flevl s i on 4, "Spent f*u 
Svcs Operation QA Plan “ Related correspondence 
RODNEY, M A Mayer. Drown A Platt 00/00/15 lp 


— B00B220174 Forwards NEB0-20776. Revis i on 4, "Spent Fuel Svc* QpeiatL 
OA Plan " Revision 3 in preparation 4, will incorporate 
organliatian changes Notice of distribution enc! Related 
c orrespondence 

ROGERS, H A Qenera l Electric Co 00/00/ 1 1 2pp 


8OO021O3BO Motion to compel response to certain of NRC Q007 1 9 
interrogatories directed to Sta to of IL JL admitted 
contentions raised many subissues that are addressed in 
NRC inter rogatories Coitificato of Svc end 
ROTHSCHILD, M U Hearing Branch 1 00/00/19 33pp 


000825 07 | o Request for order requiring State of IL answer 000719 
interrogatories IL 000004 responses ware evasive A vague 
MUD Reptiupor which answers based, irr e I evan t to existing 
spent fuel pool Certificate of 3vc end 

8ZUAvlK0WSK.r, R Ooneral Electric Co BZWAJKOWBKI , R, Meyer, Brown 1 
Platt 00/08/19 16pp 


0000260418 Confirms B003I9 agreement re deposition schedule E Vofland 
will be deposed 800904 0 Dawson will be deposed 000912 
Certificate of Svc end 

ROONEY, 11 A Mayer. Brown A Platt 00/00/20 2pp 


8008280100 Confirms NRC intention to attend A examine E Vuillard durir 
800904 deposition in Chicago, !L 

BACHMANN.R 0 Rulemaking A Enforcement Division £10/08/26 lp 


9008200193 Confirms 000014, 19 A 21 telcons re informal agreement on Nil 
depoetion* by State of IL J Van Vrankon reply awaited to 
determine appropriate personnel A discuss location 
ROTHSCHILD. M U Hearing Branch I B0/08/26 Ip 


0008 78033 4 Advises that NRC will not rospond to OE 000814 motion to 
compel discovary from Rorem et el 
ROTHSCHILD. M U Hearing Branch l 0O/OD/26 lp 


DOCKET 70-1311 US AIR FORCE ACADEMY HOSP COLORADO SPRINGS, CO 


0008140221 Forwards IE Bulletin 79-19, "Packaging af Lou Level Radwett 
for Transport A Ourlal ” Uritten response required. 

SEYfRIT , K V Region 4. Dalles, Office of the Director 79/00/10 
lp 


■8000140253 Responds to IE Bulletin 79-19 re packaging A disposal of 
level radwaste No radwast* shipped 

FRAASS, R G U3AF Academy Hosp Co 1 orad p, 79/10/18 1 p 


DOCKET 70-1363 AIR FORCE, DEPT OF 


0OO818O3Q4 Forwards IC Bulletin 79-19, "Packaging of Lou Level Radwast 
for Transport A Burial " Written response required 
8EYPR IT, K V Region 4, Dallas, OPflce of the Director 79/OB/J0 
ip 


•BOO01GO376 Responds to IE Bulletin 79-19 re packaging & disposal of 
level radwaste Three shipments of 0 019 Ci lou level 
radwast* made during Jan 1970-June 1979 
TAT8CH.R E Air Force, Dept of 79/09/IB Ip 
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DOCKETED ITEMS 


□CKET 70-1374 IDAHO STATE UNIV 


009180271 Forward* IE Bulletin 79-19, "Packaging of Lou Level Redwaete 
for Transport t> Burial " Written ntpanii required 
SEYFRIT.K V Raglan 4. Dallas. Office of the Director 79/00/10 
IP 


-8009190367 Rstpondi to IE Bulletin 79-19 re packaging it dlfpoial of iou 
level raduaite One shipment made in 1970 of 0 023 Cl 
reduiii ta 

RAMSEY, 0 F Idaho State Umv 79/0B/20 ip 


ICKET 70-1426 TRAN5NUCLEAR. INC 


IQBQ60390 Advisee that "Security Plan for Transportation of 8NM of 
Moderate Strategic SI gni f 1 cane e " $ “Security Plan for 
Transportation of SNM of Lou Strategic Significance" meat 
coda requirements Imp 1 email tat l on due by 900921 

MCCORKLEcO W Physical Security Licensing Branch B0/O7/1B ip 


CHET 70-1435- LUTHER HASP E AU CLAIRE, WI 


03110153 Act receipt of S0070S ltr Informing NRC of steps taken to 
correct violations noted in IE insp of Licenias 40-02122-05 
- SNM-1394 

DAVTS.A 9 Region 3, Chicago. Fuel Facility b -Material* 9afaty 
Branch BO/07/22 ip 


B009110155 Respond] to NRC 900619 ltr re violations noted in IE insp of 
Licenses 49-02122-05 6 SNM-1394 Corrective actions submitted 
personnel birthdate* for film badge repts 
KRAUSE, L LuthaT Hasp Eau Claire, WI SO/07/14 lp 


300B110157 Responds to NRC 600619 ltr re violations noted in IE insp of 
Licen**! 4B-02122-05 4 SNM-1394 Corrective actions will 
perform quarterly check! on -dose calibrator U purchase 
survey meter Summary rept for 1970 enc 1 

KOBERO.T 0 Luther Heap Eau Claire, WI 00/07/08 6pp 


KET 70-1729 FUEL REC b 8TOR BTA . ALLIED OENERAL NUCLEAR SERVICES 


9120441 Order inviting parties to submit views re reopening of 
ESMO proceed ings, Comml ision action re license applications 
possible consideration of other actions 

fILK, S j Office of the Secretary of the Commission 80/09/07 
P 


□09120456 Rsspands to 900502 ltr re admini* tra t i on of nottprol if sra t Ion 
policy change Confirms positions set in White House 901004 
ltr 8ESMQ proceedings should remain terminated it closed 
Certificate of Svt end 

EiZENSTAT, S E President of US b Executive Offices. 80/07/14 

i , t9 


IET 70-1966 TENNESSEE VALLEY AUTHORITY 


010171 Forwards safety evaluation 1 license renewal for License 
M-1526 Requests that plans for physical protection of SMM 
submitted to CW McCorkie for rsvisu 
OE, R G Uranium Fuel Licensing Branch 00/07/19 Ip 


09010175 Safety evaluation supporting renewal of License BNH-1326 
DELANEY, J C Uranium Fuel Licensing Branch 80/07/18. Ip. 


□3010190 Renewed License SNM- 1 526, author 1 i ing possession of SNM per 
10CFR71 , within US until 950630 

3 A0E, R 0, Uranium Fuel Licensing Branch 80/07/18 ip 


DOCKET 70-2100 WATERBURV HOSP WATERBURY, CT 


□0081 10133 Ack receipt of 900620 ltr Informing NRC of steps taken te 
correct violations noted in IE imp of Licenses 06-02406-01 
6 SNM- 1754 on B0O40B 5, 22 

SMITH, 0 H Region 1, Phi ladelphia, Fuel Facility 1 Materials Safety 
Branch 00/07/17 Ip 


— 8009110139 Responds to NRC 800523 ltr rs violations noted in IE insp a# 
Licensts 06-02406-01 & SNM-1794 on B00409 b 22 Corrective 
actions lead shield vied, personnel instructed on handling of 
licensed met! b hot lab door secured 

DERR, R A Waterbury Hotp Waterbury.CT 90/04/20 2pp 


— 0003110146 Application for amend of Byproduct Matl License 06-02406-01, 
approving 3 mR/hL limit on radiation levels in unrestricted 
arias adjacent to Cs-137 treatment room 
DERR, R A Waterbury Hasp Waterbury, CT 80/06/20. 3pp 


• — 80091 10135 Discusses IE insp of Llcenssi 06-02406-01 b BMN-1784 on 
800409 b 22 b forwards notice of violation. 

SMITH, 0 H Region 1, Philadelphia, Fuel Facility b Materials 
Safety Branch 90/05/23 2pp 


— B0O811O131 Notice of violation from insp on 900409 b 22. Noncoisp 1 iance 
noted failure to make adequate whale body, radwas te disposal 
b unrestricted area surveys b to instruct personnel on matl 
hand 1 ing 

* Region 1, Phi lade lph la, Office of the Director. 90/05/23 3pp 


DOCKET 70-2185 HILLCREST MEDICAL CENTER TULSA, OK 


0003160205 Forwards IE Bulletin 79-19, "Packaging of Low Level Radwasta 
for Transport S< Burial 11 Written response required. 

BEYFRIT.K V Region 4, Dallas, Office of the Director 79/M/10. 

Ip. 


— 8008180324 Advises that response not received to IE Bulletin 79-19, 
"Packaging of Low Level Radwaste for Transport b Burial * 

SEYFRIT, K V Rigion 4, Dallas, Offlcs of tha Director 79/li/Ol. 
ip 


— 8008180341 Responds to I£ Bulletin 79-19 re pactaging h disposal of law 
laval radwaste No radwaste shipped during Jan 1979-June 
1979 

KAHLIO, C Hi 1 lcrist Medical Csntsr Tulsa, OK 79/11/07. ip. 


DOCKET 70-2313 NUCLEAR FUEL SERVICES 


800B250680 Forwards drawings of tornado missile barrier propssed far 
north side of head end ventilation tyi end at facility 
Dasign will adequately reduce effect of missiles on top 
portion -of north wall in compliance w/facility criteria 
DUCKWORTH, J P Nuclear Fuel Services, Inc., West Valley Reprocessing 
Plant 80/08/18 lp 


— 800S250687 "Tornado Mini It Shield for HEV Filter Planum Wall," Sheet i 

1 

* Nuclear Fuel Services, Inc , West Valley Reprocessing Plant 
80/05/09 Ip 


— 8000250690 "Tornado Missile Shield for HEV Filter Plenum Wall," Sheet 
2 

• Nuclear Fuel Service*. Inc , West Valley Reprocess ing Plant. 
00/03/09 lp 


8000250793 Responds to 800715 ltr rs vulnerability assessment rapt far 
Wait Valley facility dtd Har 1980, Outline of measure* 
initiated b contemplated reflected in end End withheld 
< ref 10CFR2 790). 

DUCKWORTH. J P Nuclear Fuel Service*. Inc <iub*. of Oetty Oil Ce >. 
80/09/10 lp 


T 70-2039 ILLINOIS. UNIV OF, HOSP . CHICAQO, 1L 


DOCKET 70-2322 EDLOW INTERNATIONAL CO 

30771 Discu**** IE imp of Licenies SNM-1532, 12-00099-06, 

-00088-09, b 12-00088-09 on 800721-23 b forward* notice of 

ilatlon 8008060397 Approves 80070? request for spent fuel shipment Request 

'PLER.J 0 Region 3, Chicago, Office of the Director 90/08/07 meet* code requirements 

MCGORKLE, 0 W Physical 8scurity Licensing Branch. 90/07/21. ip. 


‘9230776 Notice -of violation from insp on 300721-23 Noncompliance 
ioted radiation levels in excess of 2 millirsms per hour 
atmd in hallway adjacent to source storage room. 

Region 3, Chicago, Office of tha Director 80/08/07 3pp 



DOCKETED ITEMS 


DOCKET 70-2390 9T FRANCIS HQSP ft MEDICAL CENTER HARTFORD, CT 


0008090470 Ac k receipt of 800630 ltr informing NRC of step* taken to 
correct violations noted In IE imp of Licensee 06-00834-03, 
06-00834-08 ft BNM-1674 on 000326-27 

BRIER, B H Region 1, Philadelphia, Office of the Director 
BO/ 07/21 Ip 


--BOO 30 50474 Responds to NRC 800606 ltr re violations noted in IE insp of 
Licenses 06-00054-08, 06-00084-03 ft SNM-1674 on 000326-27 
Corrective actions 1-131 capsules mill ha assagai prior to 
administration 

BISTER FRANC 1 0 3t. Francis Hoep Hartford, CT 00/06/30 6pp 


—0000050479 Discusses IE insp of Licenses 06-00054-08, 06-0QB54-03 ft 
SNM-1674 on BOQ326-27 ft forwards notice of violation. 

DRIER, R H Region 1, Philadelphia, Office of the Director 

00/06/06 2pp 


— 9OOBO5O405 Notice of violation from imp on 800326-27 Noncomp l lance 
noted feilure to assay individual doses just prior to 
patient admin 1 s tra t ion 6 failure to use syringe shields 
during preparation of radlopharmacau t ica 1 s 

* Region 1, Philadelphia, Office of tha Director 00/06/06 4pp 


DOCKET 70-2478 TRAN3NU CLEAR , INC 


8008060074 Responds to 000710 ltr forwarding plan entitled 
“Tran s nuc 1 ear, In c Safeguard Plan for Shipment of Irradiated 
Test Reactor Fuel " Plan meets code requirements ft is 
accordingly approved 

KCC0RKLE, 0 W Physical Security Licensing Branch 0O/G7/2i. lp 


DOCKET 70-2479 TR AN8NUC LEAR , INC 


8000060074 Responds to 000710 ltr forwarding plan entitled 
"Transnuc leer, Inc Safeguard Plan for Shipment of Irradiatsd 
Tast Reactor Fual '* Plan meets code requirements ft I* 
accordingly approved 

HCC0RKLE,0 W Physical Security Licensing Branch 00/07/21 lp 


DOCKET 70-2623 MCOUIRE BPENT FUEL POOL. DUKE POWER CO 


0008280299 FOIA request for documents re federal govt purchase, lease or 
condemnation of facility. 

MILLER, M E Mudge, Rose. Outhrie 6 Aleeantfer 00/07/10 2pp. 


0008280292 Partial response to FOIA request for documents re federal 
govt purchase, least or condemnation of f ac i li ty. Forwards 
documents listed in App A NRC 790913 transcript Is available 
in PDR. H/o ends 

FELTON, J M Division of Rules and Racords 00/08/09. 3pp 


DOCKET 70-2749 ORIFFIN HOSP. DERBV, CT 


8008060026 Act receipt of 000702 ltr informing NRC of steps taken to 
correct violations noted in IE insp of Licenses 06-13905-01 
ft SNN-1790 on 000310 

KINNEMAN, J, D Raglan 1, Philadelphia, Fuel Facility 6 Materials 
Befety Branch 00/07/17 lp 


■ 0008060029 Responds to NRC 000624 ltr re violations noted in IE insp of 
Licenses 06-13903-01 & SNM-1790 on 000310. Corrective 
act lone personnel I ns true ted re license requirements ft wipe 
teet scheduled biannually 

ANA8TAB10, T. Griffin Hosp, Derby, CT 00/07/02 2pp 


— 8008060104 Act receipt of 800919 ltr informing NRC of steps taken to 
correct violations noted in IE imp Rapt* 30-01300/80-01 6 
70-2749/80-01 

KINNEMAN, J D Region 1, Philadelphia, Fuel Facility ft Materials 
Safety Branch 80/06/24 lp, 


■8008060191 Responds to NRC 800429 ltr re violations notsd in IE Insp 
Rapts 30-01300/80-01 ft 70-2749/80-01 Corrective actione, 
doee calibrator ft hot lab checked daily, two add! physicians 
requested k wipe tests performed weekly 
ANA8TA8IQ, T Or iff in Hoep Derfcy.CT, 00/05/19 2pp. 


' 80 2??5? 032 JE insp of Licenses 06-13905-01 6 BNM-1790 on 

000310 it forwards notice of violation 

SMITH, 0 H Region 1, Philadelphia, Fuel Facility St Materials 
Safety Branch 80/04/25. 2pp 


— 0000060039 Notice of violation from insp on 800310 None omp i i enc 
failure to instruct personnel re daily surveys ft to perform 
wipe test at proper in t erva 1 s 

* Region 1, Ph i la d e Iph i a, Office of the Director 00/04/23 


DOCKET 70-2096 HCKAV-DEE HOSP CENTER OODEN, UT 


3008260658 Forwards IE Bulletin 79-19, "Packaging of Low Level Rat 
for Transport 5. Burial " Written response required 
6EVTRIT.K V Region 4, Dallas, Office of the Director 79/08/1 

If 


- -0008260719 Responds to IE Bulletin 79-19 rs packaging ft disposal 
level raduaste No law level radwasts shipped during Jan 1970 
to June 1979 

STUCK 1 1 J F McKay-Dee Hosp Center Ogden, UT 79/09/05 Ip 


DOCKET 70-2909 WEST INQ HOUSE ELECTRIC COUP POUCH 8Y8TEMB 


00-00050022 Forward* AL Atty Oeneral opinion re IL Myers represent* 
before ASLB AV Oodwin or WT Millis designated representative 
In matter Certificate of 8vc enc 1 
M VERS, I L Alabama, State of 00/07/10 5pp 


BOOB 19031 4 Order for 800921-22 special prehearing conferencp at US 
Courthouse, Montgomery, AL, where key issues 6 t n ter vent 1 on 
petitions will be addressed Public invited u fa active 
participation FR notice end 

WOLF.J F Atomic Safety and Licensing Board Panel 00/07/22 


9000060019 Motion for 60-day eiteuaion to file contantions re pet! 
to intarvane Intervanar is awaiting scientists' analyses 
essential for drawing valid contentions Certificate of 8ve 
encl 

MCPH1LL IP0» J Safe Energy Alliance 00/07/30 2pp 


8000120700 Proposed contention* re waste sa fety, OA, security, ace Idei 
HEPA filters, Pu.AL River ft dispersion model Alleges 
failure to address decommissioning of plant ft problem of 
slag developing on pipe interior Certificate of Bvc encl 
MCPHILL1PB.J Safe Energy Alliance 00/00/05, 20pp 


S0QB180145 Act receipt of 0OO7OG response to NRC questions r* envit 
rspt ft ltr forwarding lupplsmantal info Forwar-ds updated 
distribution list for environ rept supp la manta I info 
PACE, R 0 Uranium Fual Licensing Branch 00/00/06 3pp 


8008190645 Responds to 800407 motion for ej tension of time to commi 
on icopt of proposed environ Impact NRC will addraai 
comment* received after 000403, f c hedu I e permitting 
CROW, W T Uranium Fuel Licensing Branch 00/08/06 Ip, 


0008210369 Motion for 90-day continuance of prehearing conference t 
setting prehearing conference on 000921 hat not been 
received by intervanar or Safe Energy Alliance of Central 
AL, Inc Certificate of Svc end 

ALLRED, D L Affiliation Unknown 00/00/14 3pp 


0008210382 Response in apposition to Safe Energy Alliance of Centra 
600730 motion for ertonsian to file valid contantions Delay 
in seeking scientists' assistance does not justify 
e item 1 on. Cert i f ica te of Sve end 

COWAN, B Z , KENRlCK.Jfi , MARCUCCI.D R, U.ttlnflhous# Electric Co 
80/09/14 7pp 


0008200069 Forward* IL Myers 000321 Hr.RM Lain 800416 notice of AS 
• S teb 1 1 shine nfc 6 other related documents U/a »ne I 
TURK, 8 E Hearing Branch l 80/00/15 Ip 


0008200086 Forward* ALAB-390 for 1 900, ALAB- 130 for 1973 ft Commiitlo 
000620 decision as citation case* in which stdi for 
contantions era discussed H/o and 
TURK, 8 E Hearing Drench 1 80/0B/15 ip, 


0008260042 Response in apposition to intervenar DL Allred untimely 
prop need valid contentions. Current regulations cover 
conflict of interest restriction* re contract w/ ORNL ft 
Union Carbide to prepare E18 Certificate of Bvc end 

R ' MARCUCCI.D R Meetinghouse Electric Co 


DOCKET 70-2931 HI TBUTftCO CU 8 A 1, INC 


0000050409 Correct* docket number on end Mitsui ft Co (U8A),Irte 800 
1 tr 

CQVINOTOif, C, E Licsnslng Management Branch 80/07/28 lp 
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DOCKETED ITEMS 


— 800905CM 93 Forward* safeguards protection plan fDr SNM of moderate or 
low strategic significance 

5A1KI.T Mitsui t> Ca , Ltd 00/05/13 3pp 

PACKAGING OF RADIOACTIVE MATERIAL FOR TRANSPORT AND 
TRANSPORTATION OF RADIOACTIVE MATERIAL UNDER CERTAIN 
CONDITIONS 

DOCKET 71-0002 CHEM-NUCLEAR SYSTEMS, INC 


B0080603BO Forwards request for addl info to complete review of OA 
program* sup p I ement mg 790427 request 

MACDCNALD.C E Division of Fuel Cycle & Material Safety 60/07/21 
kp 


DOCKET 71-0109 UNION CARBIDE CORP 


BOO0J4O474 Forwards 8007 1 B revision of radioactive matl packaging QA 
program 

VOTH, K H Union Carbide Corp 80/07/24 lp 


— 8009140477 Radioactive rna t 1 packaging QA program 
a Union Carbide Corp 80/07/18 23pp 


DOCKET 71-0143 RANCHERS ‘ EXPLDRAT ION i DEV CO 


600B1Z0659 Requests withdrawal of QA program 

HOOAN, D K Ranchers Exploration G Development Corp 80/07/22 lp 


DOCKET 71-0164 MASSACHUSETTS INSTITUTE OF TECHNOLOGY 


0006200027 Submits addl info in response to B00612 request re QA 
program for radioactive matl chipping packages 

CLARK. L Massachusetts Institute or Technology 80/08/05 8pp 


DOCKET 71-0192 NUCLEAR PACKAGING. INC 


8008130045 Forwards GA-78-1 ■ Re vi a l on l.in response to NRC request 
Requests approval 

OHVADOTI.U R Nuclear Packaging, Ire 80/07/31 lp 


— 800B13D047 QA program for shipping packages for irradiated fuel. high 
level waste l fu 

OLIVADOTI.U R Nuclear Packaging. Inc QA-78-1 80/07/31 I6pp 


DOCKET 71-0331 NORTH CAROLINA STATE UNIVERSITY AT RALEIGH 


8008270312 Informs that PJ Turinsky has replaced T8 Elleman as head of 
Nuclear Engineering Dept.NC State Univ TS Elleman 1* 
presently vice p r e s t den t, Nuc lear Safety & Research. NC Power 
U Light Co 

MUNN, R H Worth Carolina State Univ 80/07/31 lp 


DOCKET 71-0368 BRANCH RADIOGRAPHIC LAOORATOR IE9 


0006220229 Forwards QA program approval for radioactive matl package, 
0369 

MACDONALD, C E Tra nsp or ta t i on Branch 80/07/29 lp 


— 8008220230 QA program approval for radioactive matl package 0368, 
Revision 0 

MACDOMALDiC E Transportation Branch 80/07/29 lp 


DOCKET 71-0394 NUCLEAR SOURCES it SERVICES, INC 


BQ0B13Q674 Forwards OA manual for radioactive matl shipping containers 
GALLAGHER, R D Nuclear Sources k. Services Corp 80/07/22, lp 


— 8008130677 QA manual for radioactive matl shipping containers 
* Nuclear Sources 1* Services Corp 80/07/22 20pp 


DOCKET 7 1-4906 MODEL RA-2, EXXON NUCLEAR CO , INC 


8008250194 Application for Amend T-14 to Cer t i f i ca t i on of Compliance 
4986. Revis ion 6 to eitend expiration date to 810131 Check 
for processing extension request end 

KAPLAN. A L General Electric Co , Nuclear Energy Products Dlv 
00/07/16 lp 


DOCKET 71-9071 MODEL URIP8-P-1, NAVY, DEPT OF 


8009070217 Confirms 000603 request that Certificates of Compliance 
5071,5830 l< 6786 be renewed It reissued to Naval Support 
Farce Antarctica 

HENDRIX, 0 W Navy. Dept of, Naval Facilities Engineering Command 
00/07/02 lp 


8008130030 Forward* Revision 2 to Certificate of Compliance 5071 for 
Model URIP9-P-1 

MACDONALD, C E Transportation Branch 80/07/31 lp 


— 800S130032 Certificate of Compliance 3071, Revision 2 for Model 
URIPS-P-1 

MACDONALD, C E Transportation Branch 80/07/31 2pp 


DOCKET 71-5030 MODEL SNAP 21, NAVY, DEPT OF 


B00B070217 Confirms 800603 request that Certificates of Compliance 
9071,5030 t 6786 be renewed it reissued to Naval Support 
Force Antarctica 

HENDRIX, 0 W Navy, Dept of, Naval Facilities Engineering Command 
80/07/02 ip 


800B190166 Forwards Revision 2 to Certificate of Compliance 5030 for 
Model BNAP-21 

MADCQNALD, C E Transportation Branch 80/07/31 lp 


— 8008190175 Certificate of Compliance 5930, Revis ion 2. for Model 8NAP-21 
* Transportation Branch 80/07/31 2pp 


DOCKET 71-5939 MODEL GE-1500, GENERAL ELECTRIC CG 


8000130136 Forwards request for addl info re request for amend fc 
renewal of Model GE-1500 packaging per 800221 application 
Addl requested info should be submitted in form of revised 
pages to consolidated BAR to preserve continuity 
MACDONALD, CE Transportation Branch BO/07/25 2pp 


DOCKET 71-3937 MODEL BMt-1, ENERGY. DEPT OF 


80081 10018 Application for amend to Certificate of Compliance 5997 to 
include contents approved for sbipmment 
VOTH, M H Union Carbide Corp 80/07/14 lp 


0009140436 Forwards Revision 6 to Certificate of Compliance 5957 for 
Model 6MI-1 

MACDONALD, C E Transportation Branch 80/07/29 2pp 


— 8008140439 Certificate of Compliance 5957, flevi * ion 6, for Model BMI-1 
MACDONALD, C E Transportation Branch 80/07/20 6pp 


DOCKET 71-9971 MODEL, GE-200, GENERAL ELECTRIC CO 


900B2B0500 Requests registration as user of Model GE-200 
ANDOGNINI.G C Boston Edison Co, B0/0B/01 lp 


DOCKET 71-6058 MBDEL B3-I, NUCLEAR ENGINEERING CO 


BOOB 14025 9 Requests registration as user of Models B3-1 & ORNL-BNL-N0S 
HOBBS, T 0 Commerce, Dept of, National Bureau of Standards 
80/ 07/ 28 lp 


DOCKETED ITEMS 


DOCKET 71-6294 MODEL UNC-2901 . COMBUSTION ENGINEERING, INC 


6003060130 Advitts NRC that B >M no longer wishes to be reg titered as 
user of Model UNC-2901 , auth or I t ed by Certificate of 
Compliance 6294, Rev l s ion 3 

AUSTIN . n A Babcock 6 Wilcoi Co . Nuclear Material Dlv 80/07/14 
IP 


DOCKET 71-6357 MODEL NNFD-10. BABCOCK V WILCOX 


0008180055 Request* registration as user of Model NNFD-10, und er 
Certificate of Compliance 6357 

KEI8KELL, M M Energy, Dept of 80/00/04 Ip 


DOCKET 71-6400 MODEL SUPER TIGER, WEST I NGHOUSE ELECTRIC CORP 


8008070223 Application foT amend to Certificate of Compliance 6400 for 
Model 6400. Super ti per , revis i ng characteristics not 
specifically conforming u/Protectlve Packaging Inc Drawings 
32106-1, Sheet 1, Revision F & 32106 Sheet 2 

AUSTIN, II A Babcock I< Wilco* Co , Nuclear Material Dlv BO/07/10 
5pp 


— 8008070225 Notifiet that minor amend fee it required for amend to 
Certificate of Compliance 6400 requested In B00710 ltr 
WEISS, D License Fee Management Branch 80/07/17 lp 


— B00B070227 Forwards minor amend fee requested in NRC S00717 ltr re 
S00710 request for amend to Certificate of Compliance 6400 
AUSTIN, M A Babcock h Wilcox Co , Nuclear Material Dlv 80/07/22 
if 


8000220471 Forwards Info re Model Super Tiger in response tP NRC 800229 
request Container originally purchased to ship 55-gallon 
drums of radwaste, Package currently used four to six time* 
per yr 

0A0D18, C K Energy, Dept of 00/07/30 Spp 


DOCKET 71-6458 MODEL BU-5, GENERAL ELECTRTC CO 


8008140362 Requests registration as user of Model BV-5 

CUNNINGHAM, 0 E General Electric Co , Morris Fuel Storage Facility 
Dlv 00/07/ IB ip 


DOCKET 71-6478 MODEL 4T, ENERGY, DEPT OF 


8000260124 Forwards Revision 1 to Certificate of Compliance 6478 for 
Model 4T 

ROSS, D M Energy, Dept of 80/08/04 lp 


— 0008260134 Certificate of Compliance 647B, Revl aion lifor Model 4T 
LA ORONE, J Energy, Dept of 78/04/20 2pp. 


DOCKET 71-6581 MODEL. 51032- 1 t, 1A, EXXON NUCLEAR CO , INC 


800B2700Q2 Forwards revised pages for inclusion in Revision 1 of 
consolidated license renewal application for Models 
31032-1 & ia, in response to NRC 800707 ltr 

HANSEN, L E Exxon Nuclear Co , Inc isubs of Exxon Corp ). 
00/08/06 Spp 


■8008270004 Revised pages for inclusion in Revision t of consolidated 
license renewal application for Models 51032 & la 
e Exxon Nuclear Co . Inc (subs of Exxon Corp I. XN-52-02 
00/08/06 S4pp 


DOCKET 71-6717 MODEL, 6717 0 


8008200101 Application for reneual of Certificate of Compliance 6717 
for Model-6717 B 

RIDDLE, D. H, Nuclear Systems, Gamma Industries Div 80/06/16. lp 


■8008200106 Forward * fee re 800616 application for renewal of 
Certificate of Compliance 6717 

RIDDLE. D H Nuclear Systems, Qemma Industries Div 80/07/08 lp 


- 8008200112 Request* fee re 000616 application for renewal of 
Certificate of Compliance 6717 

WEISS, J. D License Fee Management Branch 00/06/27 lp 


6000130035 Requests registration as user of Model A717-B 

ANDRE8KY, E L Pittsbuigh Testing Laboratory 60/07/16 ip 


60Q8IS00Q9 Forwards Revision 4 to Certificate of Compliance 6717 for 
Model 6717-B 

MACDONALD, C E Tra ns p or ta 1 1 on Branch 60/08/04 2pp 


—8006100012 Certificate of Compliance 67 1 7. Re v i * 1 on 4, for Model 671/ 
MACDONALD. C E Transportation Branch 60/09/04 2pp 


DOCKET 71-6744 MODEL POLY TIGER, NUCLEAR ENGINEERING CO 


8007200534 Requests amend t renewal of Certificate of Compliance 6744 
for Model Super Tiger Updated A addl cask drawings encl 
MCOREW, J U Teledyne Energy Systems 80/07/02 7pp 


--80072B03-39 "Poly Tiger Tran * por t at i o n Shields Bechtel C4-8 Cask 
Sheet I of 2 

* Protective Packaging. Inc 77/03/12 lp 


— 8007260342 "Poly Tiger PP I Ti ansp or ta t ion Shield Bechtel C4-B Cask 
Sheet 2 of 2 

* Protective Packaging, Inc 77/03/12 Ip 


— 8007230550 "Shield Assembly Ti an t pgr t a t ion (4 Inch Load) Fladwosto 
Solidification Sys “ Sheet l of 1 
* Protective Packaging, Inc 76/11/22 lp 


— 8007200534 "Shield Transportat 1 on Cask " Sheet 2 
4 Protective Packaging, Inc /2/0I/1V Ip 


— 6007280558 "Shield Assembly Transportation (I i/2 Inch Lead) Raduatt 
Solidification Sys " Sheet 1 of I 
* Protective Packaging, Inc 76/05/11 lp 


DOCKET 71-6786 MODEL URIPB-BB. NAVY, DEPT QF 


0008070217 Confirms 600603 request that Certificates of Compliance 
5071, 5830 6 6/66 be renewed 6 reissued to Naval Bupport 
Force Antarctica 

HENDRIX, GW Navy, Dept of. Naval Facilities Engineering Command 
60/07/02 lp 


9008180251 Forwards Revision 2 to Ceitificate of Compliance 6766 for 
Models UR1P8-0A 4 URIP3-6D 

MACDONALD. C E Transp or ta t i on Branch 00/08/04 (p 


■6008160235 Certificate of Compliance 6/06, Rovi 1 1 on 2, for Models UR IP 
8A V URIPB-0B 

MACDONALD, C E Transportation Branch 00/08/04 2pp 


DOCKET 71-9001 MODEL IF- 300. GENERAL ELECTRIC CO 


BO 08 10 0305 Forwards NEDO- 1 0084-2. Revls 1 on 2. "Consolidated BAR, IF-300 
Shipping Cask " 

DAWSON. D M General Electric Co , Nuclear Energy Product* Dlv 
00/07/21 lp 


■8008180393 "Consolidated 8AR, 1F-300 Shipping Cask." Revision 2 
Revision contains new legal notlte & disclaimer to replace 
disclaimer of responsibility previously furnished 

* General Electric Co , Nuclear Energy Products Dlv NED0-100Q4-1 
R2 00/07/31 Spp 


8008200006 Forwards Revision 211 to NED6-10081-2, "Consol 1 da ted OAR 
IF-300 8h ipp ing Cost," Vo 1 I, per 800716 telcon 
DANBON, D ti General Electric Co 00/07/21 lp 


■6000200012 "Consolidated SAR IF-300 Shipping Cask." Vol 1, Revl i Ion AC 
* General Electric Co NED0-100&9-2 VI R2B, 80/07/21 3pp 


DOCKET 71-9007 MODEL 520, ARGONNE NATIONAL LABORATORY 


8008100030 Forwards Revision 3 to Certificate of Compliance 9007 far 
Mod R 1 520 

MACDONALD, C E Transportation Branch 60/06/04 ?pp 


—6008180033 Certificate of Compliance 9007, Revi s I on 3, for Model 520 
MACDONALD, C, E Transportation Branch 60/08/04 2pp 



312 


DOCKETED ITEMS 


DOCKET 71-9010 MODEL NLI-1/2, NL INDUSTRIES. INC 


8008320210 Forward* revised pages to SAR incorporating revision* 
requested in company 800623 Itr 

WILLIAMS, C E Cincinnati Electronic Corp 80/07/11 5pp 


8009030011 Request* registration as user of Model NLI-i/2 
MAYER, L O Northern States Power Co BQ/07/21 lp 


DOCKET 71-9036 MODEL C-I, SOURCE PRODUCTION EQUIPMENT CO 


6007240014 Submits consolidated application far renewal of Certificate 
of Compliance 9036 Overtile drawing ene 1 

HENRY, M E Source Production 4. Equipment Co , Inc 80/07/03 2pp 


— 8007840016 “Shipping Container Model C-l " 

* Source Production U Equipment Co .Inc B0/06/15 lp 


8008180023 Forwards Revision Z to Certificate of Compliance 9036 for 
Model C-l 

MACDONALD, C E Transportation Branch 60/08/04 2pp 


— 8008180026 Certificate of Compliance 9036. Revis i on 2, for Model C-l 
MACDONALD, CE Transportation Branch 80/08/04. 2pp 


DOCKET 71-9039 MODEL 71S, TECHNICAL OPERATIONS. INC 


6008110020 Requests registration as user of Model 715. 
GAMBLE, 0 C Nuclear Energy Service, Inc 60/07/25 lp 


DOCKET 71-9044 MODEL 0E-16Q0, OENERAL ELECTRIC CO 


HQ0B13QQ36 Requests registration as user af Model QE-1600 
UHL. 0 A ARCO Petroleum Products 80/07/24 lp 


BOOB 1 40437 Responds to 800403 ltr seeking iddl info re request for 
amends to Certificates of Compliance 9044 St 9001 Provides 
required support for issuance, showing that wastes can 
withstand normal 5- accident conditions 
VQTH.M H Union Carbide Corp 80/07/24 3pp 


0OOB22O224 Amends Certificate of Compliance 9044 to permit shipment of 
mas of three drums of waste matl Matl shall be included as 
add 1 contents in Model 0E-I600 Authorisation expires BOQ031 
MACDONALD, C E Transp or ta tion Branch 60/07/29 lp 


DOCKET 71-9045 MODEL GE-IQOO, OENERAL ELECTRIC CO 


8008190184 Forwards Revision 2 to Certificate of Compliance 9043 for 
Mode J OE-JOOO 

MACDONALD, C E Transportation Branch 80/00/01 lp 


--6008190188 Certificate of Compliance 904S, Revi tion 2, for Model 0E-100Q 
MACDONALD, C E Transportation Branch 80/08/01 3pp 


DOCKET 71-9046 MODEL OE-llOO, QENERAL ELECTRIC CO 


6008150127 Forwards Revision 2 to Certificate of Compliance 9046 for 
Model OE-ilOO 

MACDONALD, C E Transportation Branch 80/00/04 lp 


--8008150131 Certificate of Compliance 9046, R evisi on 2, for Model OE-tlOO. 
MACDONALD, C E Transportation Branch 80/00/04 3pp. 


DOCKET 71-9050 MODEL' GE-900, OENERAL ELECTRIC CO 


6006150326 Forwards Revision 2 to Certificate of Compliance 9090 far 
Model Cg-900 

MACDONALD, C E. Transp ortatior Branch 80/00/04 lp, 


— 8008150356 Certificate of Compliance 9050, Revi s ion 2. for Model CE-900 
MACDONALD, C E Transportation Branch 80/08/04 3pp 


\ 


DOCKET 71-9051 MODEL OE-1400, OENERAL ELECTRIC CO 


0000130194 Forwards Revision 2 to Certificate of Compliance 9051 for 
Model OE-1400 

MACDONALD, C E Tranepor tat ion Branch 80/08/04, lp 


— 8008150202 Certificate of Compliance 9051 , Revi e i on 2, for Modal OE-1400. 
MACDONALD. C E Transportation Branch 80/08/04 3pp 


DOCKET 71-9081 MODEL CNBI-1600, CHEM-NUCLEAR BY8TEM8. INC, 


0008140437 Responds to B00403 ltr seeking addl info re request for 
amende to Certificates of Compliance 9044 Si 90BI Provides 
required support for issuance, showing that wastes can 
withstand normal S< accident conditions 
VOTH.M H Union Carbide Corp 80/07/24 3pp 


8008140563 Requests registration as user of Model CNSI 1-13C 
HER0EIN, <J 0 Metropolitan Edison m 80/07/11 lp. 


DOCKET 71-9097 MODEL CN81-14-195L, CHEM-NUCLEAR SYSTEMS, INC 


80081405B3 Denies 770802 application requesting approval to deliver 
Model CNS1-14 1931 packaging to carrier for transport due to 
failure to provide info requested In 790910 ltr 
CUNNINGHAM, R E Division of Fuel Facility 8, Materials Bafety 
00/00/13 lp 


DOCKET 71-9108 MODEL AL-33-90, ATCOR, INC 


8008220229 Requests registration as user of Model Al-33-90 
WERLINO.J A Duquesn# Light Co 80/07/17 Ip 


B00822O297 Act receipt of 800730 ltr re Package Identification USA/ 
9108/A Examination of record requested to correct holder of 
package Identification number 

R08AUER, P J Magnaflux Corp iiubt of Peabody Gallon Corp. > 
80/07/31 lp 


— 0008220304 Notification of registration as user of Model Al-33-90 
MACDONALD, C E Transportation Branch 80/07/24. lp 


DOCKET 71-9110 MODEL MX-1C-100. MAGNAFLUX CORP 


800B22D297 Ac k receipt of 800730 ltr re Packag# Identification U8A/ 
9108/A Examination of record requested to correct holder of 
package Identification number 

RQSAUER,P J Magneflux Corp (subs of Peabody Gallon Corp, > 
80/07/31 lp 


DOCKET 71-9116 MODEL CN6-BQB, NUCLEAR PACKAGING, INC 


8008070397 Respond* to 791101 ltr re evaluation of package designs 
under cold temp conditions Applicant must continue to 
demonstrate adequacy of matls to withstand brittle failure 
until rtg guide is developed 

MACDONALD. C E, Transportation Branch. 80/02/04. 2pp 


8008120026 Advices that 800320 application for design approval for 
Model CN6-80B shipping package Is denied due to failure to. 
provide info requested in NRC 790927 ltr Hearing may be 
requested within 30 day* of receipt of Itr 

CUNNINGHAM, R E Division of Fuel Cycle fc Material Safety B0/07/31. 

Ip 


DOCKET 71-9130 MODEL NP-SO-XXL. NUCLEAR PACKAGING, INC 


8008060086 Requests registration as user of Modal NP-30-2. 9, L shipping 
packag *, under Certificate of Compliance 9130,Rev 0, 

PEOPLES, D L Commonwealth Edison Co 00/07/15, lp 


DOCKET 71-9139 MODEL OE-589, GENERAL ELECTRIC CO 


B007240019 Forwards oversiie drawings in response to NRC 800529 
request for addl info re certification of radwasta 
shipping package 

CUNNIMOHAM, G E General Electric Co , Nuclear Energy Product* Div 
80/07/11 ip 



DOCKETED ITEMS 


— 8007240033 "Lead Shielded Shipping Calks " Sheet 1 of 3 
• PX Engineering Co , Inc 60/03/13 lp 


— 8007340026 ‘'Lead Shielded Shipping Caiki " Sheet 2 of 3 
* PX Engintering Co , Inc 00/03/13 Ip 


—8007340033 "Lead Shielded Shipping Ceiki " Sheet 3 of 3 
• PX Engineering Co > Inc 00/06/10 lp 


SOCKET 71-9143 MODEL 920 


8008300490 Requests issuance of certificate of compliance fOT 
radioactive metis package for Tech Ops Model 920 BtUl 8AR 6 
feet encl 

MUNRO, J J Tech/Ope (Technical Operations, Inc ) 00/08/01 lp 


— 8008300493 "8AR Technical Operations Mode! 920 Type B(U> Package 
# Tech/Ops ITeehnical Operations, Inc I 00/08/01 90pp 


DOCKET 71-9144 MODEL SBC-1. CHEM —NUCLEAR SYSTEM. INC 


6008260019 Requests registration as user of Model SOC-1 shipping cask 
Forwards "SAR for Chem-Nuc 1 ear Sys, Inc , SOC- 1 , Typ e A 
Radwaste Shipping Cask " 

CORBETT. J S Chsm-Nuclear Systems, Inc 80/07/22 lp 


— 0008260021 "SAR for Ch em-Nuc lear Sy s, Inc , SOC-1 , Type A Raduiaste 
Shipping Cask " Drawings encl 

* Cham-Nuclear Systems, Inc 80/07/24 B2pp 


DOCKET 71-9853 MODEL OR NL - BNL - NBS UN FUEL CONTAINER, ENEROY, 


BO0B14O259 Requests registration as user of Models B3-1 & ORNL-BNL-NBS 
HOB 69, T 0 Commerce, Dept of. National Bureau of Standards 
BO/07/22 lp 




NONDOCKETED 


10CFR COMMISSION MEETING RECORDS 


800B050504 Forwards notice of Commission meetings during wk of 800728 
for publication in FR on 800723 

CHILK, S J Office of the Secretary of the Commission 80/07/23 

lp 


— 8008050509 Notice of Commission meetings during ut of 300728 

MAGEEiW Office of the Secretary of the Commission 80/07/21 
ip 


8008050323 Forwards notice of Commission meetings during wk of 800721 
for publication in FR on 800723 

CHILK, 8 J Office of the Secretary of the Commission 80/07/21 
»P 


— 800S050530 Notice of Commission meetings during wk of 900721 

TWEED, R M Office of the Secretary of the Commission 80/07/17 

2pp 


8008070016 Transcript of S00731 public meeting. Affirmation Session 
00-33, in Washington, DC Pp 1-2 
» Commission 80/07/31 3pp 


8008070019 Commission determination releasing portions of transcript of 
Commission S0O313 meeting in Washington, DC Pp i-106 
« Commission 80/07/31 I07pp 


8008080090 Forwards FR notice re change in Commission meetings during 
wk of 800623 Requests publication on 80070-1 

CHILK, 8 J Office of the Secretary of the Commission, 00/06/27 
lp 


— 8008080095 Notice of change in Commission meetings during wk of 000623 
TWEED, R M Office of the Beeretary of the Commission 80/06/25 
IP 


8008110112 Commission determination releasing portions of transcript of 
Commission B00505 meeting in Washington, DC Pp t-45 
a Commission 80/07/31 47pp 


8008120091 Transcript of 800801 meeting in Washington, DC. Pp 1-44. 
Supporting documentation end 
« Commission. 0O/OB/O1 7ipp 


8008130247 Forwards notice of Commission meetings on 800B01,Q6 & 07 for 
publication in FR on 800805, 

CHILK, 8 J Office of the Secretary of the Commission 60/08/01 
Ip. 


— BO0B13O252 Notice of Commission meetings on 800001,06 It 07 

MAOEE, W Office of the Secretary of the Commission 80/07/30 
IP 


8008140471 Forwards notice of Commission meetings during wk of 
800707. Requests FR publication on 800703 

CHILK, 8.J Office of the Secretary of the Commission 80/07/01 

lp 


— 0008140476 Notice of Commission meeting on 800707 in Washington, DC re 
internal personnel matters It action plan. 

TWEED, R M, Office of the Secretary of the Commission 80/06/30. 
lp. 


8008140481 Forwards notice of Commission meetings during wk of 
800630 Requests FR publication -on 800701 

CHILK. 8 J Office of the Secretary of the Commission 80/06/27 

ip 


— 8008140484 Notice of Commission meetings for wk of 800430 

MAGEE, W Office of the Secretary of the Commission 00/06/26 
lp 


0008180314 Advises of Commission determination to withhold 900730 
MaT kup/Ree lama budget transcript, afternoon session, from 
public disclosure until appropr let ion becomes law 
CHILK, S J Office of the Secretary of the Commission 0O/OB/O6 
lp 


8000180582 Advises of Commission determine 1 1 on to withhold 800724 
adminletrati ve nfc budget presentation transcript from 
public disclosure until appropriation become* leu 
CHILK, B J Office of the Secretary of the Commission 80/08/06 
lp 


0000180591 Advises of Commission determination to withhold 000723 Ofc 
of Std* Development hi NMS8 budget presentation transcript 
from public disclosure until appropriation becomes law 
CHILK, 8 J Office of the Secretary of the Commission 0O/OB/O6 
lp 


8008180661 Advises of Commission determination to withhold 800722 Ofc 
of Nuclear Reactor Regulation budget presentation 
transcript from public disclosure until appropriation 
becomes lau 

CHILK, S J Office of the Beeretary of the Commission 00/03/06 

Ip 


0008180670 Advise* of Commission determination bo withhold 000721 IE 
budget presentations & transcript, morn i ng session, from 
public disclosure until appropriation becomes law 
CHILK, 3 J Office of the Secretary of the Commission SO/OB/06 
lp 


B0081S0671 Advises of Commission determination to withhold 800729 
Markup/Rec lama budget transcr ipt, afternoon eeesion, from 
public disclosure until appropriation becomes law. 

CHILK, 8 J, Office of the Secretary of the Commission 80/00/06 
»P 


8009180672 Advises of Commission determination to withhold 800729 
Markup /Reel area budget tra pscr i pt, morning session, from 
public disclosure until appropriation becomes law 
CHILK, 8, J Office of the Secretary of the Commission 80/00/06 
IP- 


9008180673 Advises af Commission determination to withhold 800718 
budget overview transcript from public disclosure until 
appropriation becomes lau 

CHILK. 8 J Office of the Secretary of the Commission 00/00/06 

Ip 


9008190674 Advises of Commission determination to withhold 800721 
research budget presentation transcript, afternoon session, 
from public disclosure until appropr iation becomes law 
CHILK.B J Office of the Secretary of the Commission 00/00/06 
lp 


B0081S0679 Advises of Commission determination to withhold 000729 
transcript of budget markup, afternoon session, from public 
disclosure until appropriation becomes lau 

CHILK.S.J Office of the Secretary o-P the Commission 80/00/06. 
lp. 


8008200420 Commission determination releasing portions of transcript of 
Commission 800624 meeting in Wash ing t on, DC re ASLB rept on 
clearance rule Transcript F i-25 end 
* Commission 80/07/16 27pp 


8000210185 Transcript of 300013 briefing in Wash ington, DC, on matl 
control Si accountability upgrade rule statu* Pp 1-36 
Vlswgrapbs encl. 

* Commietion 80/08/13 48pp. 
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IMOWDOCKETED ITEMS 


8008220339 Forward* ndtice of Commission meetings during wk of 80081 1 
CHILKi S 0 Office of th* Secretary of the Commission 80/08/07 
IP 


— BOO022O34O Notice of Commission meetings during wk of 800011 

TWEEDi R H Office of the Secretary of the Cornells* ion 80/08/06 

lp 


8008220344 foniardi notice of Commission meeting* during uk of 800804 
CHIEJK, S 3 Office of the Secretary of the Commission 80/08/06 
lp 


— B008220351 Notice of Commission meetings during ufc of 800804 

TWEED. R M Office of the Secretary of the Commission 80/08/00 
lp 


0000260062 Forwards notice of Commission meeting* on 800321 for 
publication In FR on 800BI*?. 

CHILKi 8 J Office of the Secretary of the Commission SO/OS/iS 

lp 


--B009260067 Notice of Commission meetings on 80QB21 re Sequoyah, 
delegation of rulemaking authority & physical protection of 
Category II mat} in transit 

TWEED. R M Office of the Secretary of the ■Commission 80/00/14 
IP 


8008260090 Forwards notice of Commission meeting* on 9OOB20 for 
publication in FR On 00081*? 

CHILK.S J Office of the Secretary of the Commission 00/00/15 

»P. 


--8Q0S260Q95 Motice of Commission meeting* on 000820 

TWEED. R, M Office of the Secretary of the Commission 80/03/13 
IP 


8009260105 Forwards notice of Commission meetings during wk of 800811 
Requests FR publication on 000812 

CHILK.S J Office of the Secretary of th* Commission 00/08/09 
tf 


-~60D82£OlI3 Notice of Commission meetings during wk of 800011 

TWEED. R H Office of the Secretary of the Commission 80/00/07 
If 


800B2800J9 Transcript of 800814 Affirmation Session 80-37 in 
Wash ing ton, DC Pp 1-4 
a Commission 80/00/14 7pp 


8008280032 Transcript of 800807 public meeting re CESHO in Washington. 
DC Pp t-3 

» Commission 00/08/07. 4pp 


ACRS ADVISOR/ COMMITTEE ON REACTOR SAFEGUARDS 


6002190090 Submits comments J. suggestions on Reg Quid** 1 i 4 £ i i 97 St 
snubber qua! Ifieation for discussion at ACRS 791107 meeting 
ZUDANS. Z Franklin Ins ti tute/Frar k 1 in Research Center 79/10/30 

2pp 


8006230602 Transcript of ACRS Subcommittee on Metal Components 800617 
public meeting in Wash ington. DC. Pp 1-2S4 

* ACRS - Advisory Committee on Reactor Safeguard* 80/06/17 
435pp. 


8008010115 Responds to 800610 memorandum re factoring of quantitative 
estimates into seismic safety evaluation Study incorporates 
diverse opinions of highly qualified seismologists & diverse 
sensitivity studies, ACRS briefing expected by 800930 
DENTON. H ft Office of Nuclear Reactor Regulation. Director. 
80/07/17 3pp 


S0QS010223 Notification of ACRS Subcommittee on Procedures & 

Adm 1 nstra t Ion SQ0806 meeting iti Was h ing tom DC to discus* 
ACRS-related m*tters 

HOYLE. J C Office of th* Secretary of the Commission 00/07/17. 

2pp 


8008060094 Notice of addition to agenda of ACRS Subcommittee on 
Regulatory Activities 900806 meeting 

HOYLE. J C Office of the Secretary of the Commission 80/07/23 
Ip 


8008070231 Summary of ACRS Procedures Subcommittee 000430 meeting in 
Washing ton. DO re feilowship program. ACRS procedure* Si 
admin i • trat 1 ve consideration* 

* ACRS - Advisory Committee on Reactor Safeguards 00/06/16 14pp 


— 0008070237 Reipond* to 000423 request for estimate of ACRS essential 
travel for 800501-0930 Submits itemiiation of min funds 
necessary to enable ACRS to perform statutory function* 

FRALEY, R F ACRS - Advisory Committee on Reactor Safeguards 
8Q/04/29 2pp 


8008070320 Discusses end ACRS 000306 ltr re status of applications for 
near-tarm CP* 

ZE-CH, O 0 Office of Nuclear Reactor Regulation. Director 80/07/21 

2pp 


0OO0OBO43O Summery of ACRS Subcommittee on Metal Component* 900424 
meeting in Oeic Ridge. TN re NRC r*»earch program on mall* L 
metallurgy Meeting schedule, attendee list l< FR notice end 
* ACRS - Advisory Committee on Reactor Safeguard* 80/06/23 9pp 


8000090436 Comments on proposed rule, "Fire Protection Program for 
Nuclear Power Plant* Operating Prior to 790101." 6 Bender 
draft statement on rule Rule should state performenee 
requirements only Revision of Bender statement end 
OALL.W ft Affiliation Unknown 80/00/04 3pp 


8000080439 Responds to request for Input re Class 9 accident 
prevention !< mitigation budget items Although cost of 
overall program will probably eiceed estimate. info obtained 
from fuel melt behavior program is important 
SEALE. R: L Ariiona. Univ of, 00/07/03 3pp 


8008080444 Forward* comments on proposed rule, "Fire Protection Program 
for Nuclear Power Plants Operating Prior to 790101," Rule 
lacks systematic approach J. contain* repetitious & 
contradictory requirement* Lack* definition* 

ZUDAN8, Z Franklin Insti tute/Frank Hn Research Center 80/06/30 
5pp 


0000080499 Comments on ACR8 Extreme Phenomena Subeommi ttee 000604 
meeting Ooa 1 of SEP was to asses* overall safety using 
currant design criteria as yardstick Serious shortcomings 
have already been identified by Initial review of dockets, 

ZUDANS. 2 Franklin In# t i tuts /Frank 1 in Research Center. 80/06/20 
3pp 


80001 1023! Notice of ACRS Subcommittee on Regulatory Activitiea 000906 
meeting in Washington. DC re Re} Oulde l 97.Revision 2. 
proposed Reg Quid* 1,0. Revision 2 6 other propotaii 
HOYLE. V, C Office of th* Secretary of th*. Commission 80/07/17 

2pp 


8008120013 Summary of ACRS Joint 81t# Evaluation 6 Reactor Radiological 
Effects Subcommittee 800521-22 meeting In Wash ing ton. DC re 
review of revised proposed emergency planning rule 6 
pertinent portions of proposed FY82 safety research budget, 

•* ACRS - Advisory Committee on Reactor Safeguard* 80/06/03 26pp 


8008120287 Transcript of 244th ACRS meeting on B00807 in Wash ington. DC 
Pp 1-316 Vie wgraphs fc supporting documentation end 
» ACRS - Advisory Committee on Reactor Safeguard* 80/08/07, 

3i6pp 


8000120209 Transcript of Subcommittee on Regulatory Activities 800606 
meeting in Wash ington. DC re limited revision* to lOCFRSO.App 
J Pp 1-308 Vlewgraph* & supporting documentation end 
* ACRS — Advisory Committee on Reactor Safeguards 80/00/06 
4O0pp 


8000140236 Transcript of Subcommittee on Safety Criteria 6 Philosophy 
800806 meeting in Wash ing ton. DC Pp 1-53 

-» ACRS — Advisory Committee on Reactor Safeguard* 80/08/06. 53pp. 


8008140577 Notice of ACR:B Subcommittee &. working group Aug-Oct 1980 
proposed meetings 

HOYLE. J C Office of the Secretary of the Commission 80/07/18 
5pp 


8008140581 Summary of Class 9 Subcommittee 000509 meeting re near-term 
OL* !< future design* 

CATTON. t ACRS - Advisory Committee on Reactor Safeguard* 

80/05/10 3p p 


8008180347 Expresses concern that cascading failures in nuclear plants 
have not always had early S' vigorous attention in course of 
licensing review or analysis of operating events, ACR8 
subcommittee will schedule related discussion. 

PLE88ET, M 8 ACRS - Advisory Committee on Reactor Safeguard* 
80/08/12 2pp 


8008180433 Summary of 244th ACRB meeting on 800807-09 re new unresolved 
safety Issues 

PLSSSET. It 8 ACRS - Advisory Committee on Reactor Safeguard* 

90/00/12 2p p 


NOWDOCKETED ITEMS 


8008180461 Discusies ACRE Sub ccmnti t tee on Regulatory Activities 800B06 
review of Revision 2 to Reg Guide 1 97 Reg guide not 
endorsed by Committee due to need for clarification 
Instrument classifications should be more explicit 
PLE8SET. M 8 ACR8 - Advisory Committee on Reactor Bafeguerdi 
80/03/13 3pp 


8OOB10O4B7 Advises that during 244th meeting on 0OOBO7-O9, ACR9 
concurred in limited revision to 10CFR50, App J, "Air Locks " 
PLEBEET, M 8 ACR8 — Advisory Committee on Reactor Safeguards 
80/08/11 IP 


8008260288 Transcript of 244th ACRS meeting on BOOBOG in Wash i ng t on, DC 
P P 317-410 Supporting documentation end 

* ACRS - Advisory Committee on Reactor Safeguards 0O/OB/O9 
41 Ipp 


8008260502 Transcript of ACRS Fluid Dynamics Subcommittee BOO019 
meeting In Ing 1 ewood. CA Pp 1-236 

« ACRS - Advisory Committee on Reactor Safeguards SO/OB/19 
23&pp 


8000260305 Transcript of ACRS Fluid Dynamics Subcommittee 000820 
meeting in Inglewood. CA Pp 237-361 

* ACRS - Advieory Committee on Reactor Safeguards 60/09/20 
124pp 


COMMISSION NRC COMMISSIONERS 


7012190106 Forward* Commission response to Comptroller General rept. 
"The NRC Needs to Aggressively Monitor It Independently 
Evaluate Nuclear Power Plant Const." Upcoming evaluation of 
imp program will address many OAO recommendations 
HENDRIE, J M Commission 78/11/30. 24pp 


B005150432 Forwards summery of actions taken in response to 
recommendations re NRC responsibilities included in 
Comptroller General repts on NRC H/o end 
AHEARNE . J F Commission 80/04/24 lp 


8000070030 Forwards PA House Resolution 209 urging NRC & State of PA 
agencies to investigate implementation of plan of nuclear 
plant eiting which would provide for Location of plants in 
sparsely populated areas 

MEBUS. C F Pennsylvania, State of 80/03/09 3pp 


•8009070039 Forwards PA House Resolution 210 urging NRC to institute 
program to educate citiians in basic aspects of nuclear 
energy 

MEBUBrC F Pennsylvania. State of 80/05/08 3pp 


6008070113 Designates Commissioner Nendrie to serve as Acting Chairman 
from 0OOSO2-1B. un 1 as s new Chairman is sworn in prior to 
800010 

AHEARNE. J F Commission 80/00/01 lp 


B008070200 Weekly info rept for idk ending 800725 

REHM. T. A Office of the Executive Director for Operations 
80/07/31 26pp 


8008080365 Ac k recslpt of recommendations re NRC rept. "Potential 
Threat to Licensed Nuclear Activities From Insiders " Though 
not required, screening programs are conducted by many 
licensees it Include psychological evaluation t observation 
AHEARNE. J F Commission 80/07/24 Ip 


— 8008080371 Requests to be kept Informed of efforts in impl ementing 
recommendations in NRC rept. "Potential Threat to Licensed 
Nuclear Activities From Insiders " 

INCWYE, D K Senate 80/06/23 lp 


8008120156 Forwards response to recommendations in OAO rept, "Problem 
of Disposing of Nuclear Low Level (fast# Where Do We Oo From 
Here " W/o encl 

AHEARNE. J F Commission B0/07/I5 Ip 


■8008 1201 57 Forwards response to recommendations In OAO rept. "Problem 
of Disposing of Nuclear Low Level Weste:Whore Do We Oo From 
Here " W/o encl 

AHEARNE. J F Commission 80/07/15 ip 


— 800B1201B3 Provides Subcommittee on Nuclear Regulation w/rospnnse to 
recommendations in OAO rept. "Problem of Disputing of 
Nuclear Low Level Waste. Where Do We Oo From Here " W/o encl. 
AHEARNE. J. F. Commission 80/07/15 lp 


— 8008120186 Provides Sub c o/nmi t tee on Energy S, Environ w/response ti 
recommendations in OAO rept. “Problem of Disposing of 
Nuclear Low Level Waste Where Do lie Oo From Here " W/o encl 
AHEARNE. J F Commission 80/07/15 lp 


— 8000120109 Provides Subcommittee on Energy t, Power w/re»pon»e to 
recommendations in OAO rept. "Problem of Disposing of 
Nuclear Low Level Waste Where Do We Co From Hera " W/o encl 
AHEARNE, J F Comm lee ion 80/07/15 lp 


— 8Q0B12D195 Provides Subcommittee on Env i ran. Energy !■ Natural Reset 
w/response to recommendations in OAO rept. "Problem of 
Disposing of Nuclear Low Level Waste Where Do Ue 00 From 
Here 11 W/o ent l 

AHEARNE, JF Commission BO/07/15 lp 


— 8000120190 Forwards response to recommendations in OAO rept, "Prob 
of Disposing of Nuclear Lou Level Waste Where Do We Oo From 
Here 11 W/o encl 

AHEARNE, J F Commission 80/07/13 lp 


— 8008120202 Forwards response to recommendations In OAO rspt. “Prob 
of Disposing of Nuclear Low Level Waste Where Do We Oo From 
Here “ 

AHEARNE. J F Commission 00/07/ 15 6pp 


B008130004 Expresses appreciation for help in dealing u/media at eno 
conference in Dallas. TX 

HENDRIE, J M Commission 80/07/14 Ip 


QQ0B13Q562 Weekly info rept for uk ending G0Q001, 

REHM, T A Office of the Executive Director for Operations 
00/00/07 60 p p 


8009130664 Provides 9ubcommi 1 1 »• nn Energy 6 Environ w/camm»nt* on 
proposed revision to H R 6390 It ox H II 6116 r* procedures 
for high level waste repository site selection 6 
development Supports H R 61 16. does not support H R 6390 
AHEARNE. -J F Commissio-n 00/07/30 4pp 


— BOO0I3O671 Requests comments on proposed revisions to H R 6390 Si 
II R 6116 ro procedures for high level wests repository site 
selection & development 

UDALLi It K House of Rep , Interior S. Insular Affairs 00/06/12 

2pp 


8009140174 Comments on OAO rept, “Opportunities to Improve 
Effectiveness of NRC " Chapter 1 should note change in 
oversight committee status that occurred almost 2 yrs aftcT 
NRC was formed 

HENDRIE, J M Commiieion 79/11/21 6pp 


-8008140177 Forwards draft ropt, "Clppor tuni 1 1 e» to Improve Effective 
of NRC " Requests comment H/o one I 

PEACH, J, D General Accounting Office 79/10/19 Ip 


8008140102 Provides Subcommittee on Environ & Public Work* w/r»spcn*< 
to 800709 questions on spent fuel storage V high level waste 
disposal 

AHEARNE, J F Commission 00/07/22 43pp. 


■ BOO014Q2Q7 Requests response to questions re proposed legislation t 
spent fuel storage U high lavel waste disposal Proposed bill 
enc 1 

RANDOLPH, J Senate, Environment it Public Works. 80/07/09 24p| 


8D09260028 Weekly Info rept for uk ending 0OQBOO 

REHM. T A Office of the Executive Director for Operations 
00/00/13 20pp 


B008260291 Forwards interim charter for Qfc of Analysis K Evaluation 
Operational Data, Comments from interfacing ofe* have been 
incorporated Supporting documentation encl 

0IRCK8.W J Office of the Executive Director for Operations 
00/00/ 14 6pp 


-8000260299 Discusses intorim procedures for review of reactor 
operational data Interim program plan 1« organilatlon chart 
for afe of Analysis U Evaluation of Operational Data encl 
DIRCK8, W J Office of the Executive Director for Operations 

80/06/10 16p p 


8008270330 Responds to Commission 800502 1 tr re Administration 
nonproliferation policies Inti Nuclear Fuol Cycle Evaluation 
results L events since Oct 1977 have not changed view that 
Pu reprocessing A recycling should be deferred, 

EIZEN8TAT.S E President of UB t< Executive Offices 80/07/14 if 
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NONDOCKETED ITEMS 


■8003270334 Discusses Aden n 11 tra 1 1 on vieus re nonprol i f orat ion U nuclear 
energy policies t GESMO proceedings Accelerated R!<D program 
examining alternative fuel cycles !< excluding Pu access 
proposed 

EIZENSTAT.S E President of US U Executive Offices 77/10/04 


CONTRACT NRC CONTRACTS AND MODIFICATIONS 


8008010013 Notification of contract execution "Low Level Rad waste 
Records." awarded to Todd Shipyards Corp 

TRAGE5ER, C M Purchasing Section FIN 9-6972 NRC-02-80-050 

80/07/14 Ip 


— 80QB0100IB Contract "Low Level Raduaste Recordi" awarded to Todd 
Ship yards. Corp 

HATHWAY, C W Todd Shipyards PERLMAN. J Administrative Contracts 
Branch FIN 0-6972 NRC-02-80-056 60/07/14 4pp 


6008010048 Notification of contract execution. Mod 3 to "Confirmatory 
Research Re Dating of Groundwater " Contractor Univ of AZ 
HAC-EV, H Research Contracts Branch FIN B-6736 NRC-04-78-272 

80/07/24 Ip 


— BOO901OO49 Nod 3. granting 3-yr incrementally funded extension, to 
"Confirmatory Research Re Dating of Groundwater “ 

CARR. S E Ariiona, Univ of MORTON, K V Office of Inspection t, 
Enforcement, DPfice of the Director FIN fl-6736 NRC-04-7B-272 

60/07/24 5p p 


3006010060 Forwards Naval Reiearch Lab rept, "Evaluation of Charpy 
Energy vs Temp Curve-Fitting Techniques " Rept has been 
accepted as partial fulfillment of NRC contract 
HAZEL TON. U Engineering Branch (Pre 791030) NRC-03-79-1 48 

00/07/16 Ip 


— 8006010069 Forwards "Evaluation of Charpy Energy Temp vs Curve-Fitting 
T eebnique t * 

HETTCHE, L R Navy. Dept of. Naval Research Laboratory 
NRC-03-79” 1 48 63-10*8-0-0 80/04/02 Ip 


— 8008010073 "Evaluation of Charpy Energy vs Temp Curve-Fitting 
Techniques " 

CULLEN, U H , HAWTHORNE, J R , GARROWAY, L F Navy, Dept of. Naval 
Research Laboratory NRC-03-79-1 46 80/04/02 4lpp 


8008010140 Notification of contract execution "Safety Aspects of 
Industrial Radiography for State Regulatory Personnel " 
Contractor Gamma Industries. Div of NS I 
ASHLEY. J Administrative Contracts Branch FIN B-1610 
NRC-06-80-304 80/06/27 Ip 


—8003010146 Contract "Safety Aspects of Industrial Radiography for 
State Regulatory Personnel," awarded to Gamma Industries, Div 
of Nsr 

RICHARDSON, H Nuclear Systems, Gamma Industries Div MATTIA. M 0 
Division of Contracts FIN B-1616 NRC-06-80-304. 60/06/27 

78pp 


800B010151 Notification of contract execution "Environ Moni tor ing 
Program W/Commonweal th of MA. " Contractor MA Dept of Public 
Hr J 1 th, 

BAISDEN. L Research Contracts Branch FIN B-1249 NRC-05~80-2e6 

60/01/01 Ip 


■3008010154 Contract "Environ Monitoring Program W/Commonuteal th of MA. " 
awarded to- MA Dept of Public Health 

* Massachusetts, State of HORTON, K V Research Contracts 
Branch FIN B-1249 NRC-05-80-2B6 B0/01/01 ?pp 


800BQ10I70 Notification of contract execution, Mod 5 to "Technical 
Assistance in Development of Regulatory Framework for 
Nuclear Hast# Mgt “ Contractor TASC 

SMITH. P A Technical Assistance Contracts Branch NRC-02-77-201 
80/06/30 Ip 


■B0090IQ191 Mod S, extending period of performance until BIQ630 to. 
"Technical Assistance in Development of Regulatory Framework 
for Nuclear Waste Mgt " 

MILLER, D E The Analytic Sciences Corp DOUGHERTY, D J Technical 
Assistance Contracts Branch NR C -02-77-201. 80/06/30 3pp 


8009010189 Notification of contract execut i on, Mod 3 to "fiealing Rock 
Maises." Contractor Univ of AZ 

HAOEY, H Administrative Contracts Branch FIN H-6627 
NRC-04-7B- 271, 80/07/24 ip 


— 8008010199 Mod 3, granting 3-yr e x tens i on, to "Sealing Rock Masses " 
CARR, 8 E Ariiona. Univ of MORTON, K V Research Contracts 
Branch FIN B-6627 NRC-O4-70-271 60/07/24 7pp 


6006010234 Notification of contract execution, Mod 4 to "Technical 
Assistance in Development of Regulatory Framework for 
Nuclear Waste Mgt " Contractor Gibbs S. Hill, Inc 

SMITH , P A Technical Assistance Contrects Branch NRC-02-77-201 
80/06/30 Ip 


— 8008010239 Hod 4, ex tending period of performance to 010630. to 
"Technical Assistance in Development of Regulatory 
Framework for Nuclear Waste Mgt “ 

HUTCHINSON. F D Gibbs & Hill, Inc (subs of Drava Corp ) 
DOUGHERTY, D J Technical Assistance Contracts Branch 
NRC -02-77-201 60/06/30 5pp 


8008010236 Notification of contract execution, Mod 7 to "JURIS Automatic 
Legal Research 8ys " Contractor DOJ 

COLEMAN, FI Administrative Contracts Branch NRC-10-76-335 
60/07/24 ip 


— 6008010241 Mod 7, granting project officer change, to "JURIS Automatic 
Legal Research 8y* " 

* Justice, Dept of MATTIA, M J, Administrative Contracts Branch 
NRC- 10-76-335 80/07/24 ip 


8006010236 Notification of contract execution, Mod 5 to "Technical 
Assistance in Development of Regulatory Framework for 
Nuclear Waste Mgt " Contractor Science App 1 lea tlons. Inc. 

SMITH, P A Technical Assistance Contracts Branch NRC-02-77-201 
60/06/30 ip 


—8008010243 Mod 5, extending period of performance until 810630 to, 
"Technical Assistance in Dsvelopment of Regulatory Framework 
for Nuclear Waste Mgt 11 

FINDLEY.DE 8ci«nce Applications, Inc DOUGHERTY, D J Technical 
Assistance Contracts Branch NRC-02-77-201 80/06/30 5pp 


8006010246 Notification of contract execution, Hod 3 to "Field t< 
Theoretical Investigations of Mass U Ensrgy Transport in 
Subsurface Matls at Waste Disposal Sites " Contractor Univ 
of AZ 

HAGEY, H Reiearch Contracts Branch FIN B-57S3, NRC-04-7B-275 

80/07/24 ip 


— 8000010251 Mod 3, granting 4-yr extension w/addi incrementally 
distributed funds, to "Field U Theoretical Investigations of 
Mass it Energy Transport in Subsurface Matls at Waste 
Disposal Sites " 

CARR, S E Ariiona. Univ of MORTON, K V Research Contracts 
Branch FIN B-57S3 NRC-O4-70-27S 90/07/24 7pp, 


8006050142 Notification of contract execution, Mod 5 to "Technical 
Assistance in Development of Regulatory Framework for 
Nuclear Waste Mgt * Contractor Potomac Research, Inc 
SMITH. P A Technical Assistance Contracts Branch NRC-02-77-201 
80/07/10 lp 


— 6006030146 Mod 5, extending period of performance until 810630 to, 
"Technical Assistance in Development of Regulatory Framework 
for Nuclear Waste Mgt " 

BAUMANN. R 0 Potomac Research, Inc SMITH. P A Technical 
Assistance Contracts Branch NRC-02-77-201 00/07/18 6pp 


8000050471 Notification of contract execution, Mod 4 to "Technical 
Assistance In Development of Regulatory Framework for 
Nuclear Waste Mgt," Contractor FC Hart Associates, Inc 
SMITH, P A Technical Assistance Contract* Branch NRC-02-77-201 
00/06/30 lp 


— 8009050484 Mod 4, extending period of performance to 810630, to 
"Technical Assistance in Development of Regulatory Framework 
for Nuclear Waste Mgt " 

HAftT.F C Fred C Hart Associates, Inc DOUGHERTY, D J Technical 
Assistance Contracts Branch NRC-02-77-201, 80/06/30 5pp 


8008050490 Notification of contract execution, Mod 1 to "Continued 
Development & Operation of NPRDS " Contractor Southuaat 
Research Inst 

HEBRON, L A Administrati v« Contract* Branch NRC-1O-0O-4OO 
00/07/22 lp 


— 8008050496 Mod 1 , incorpor at i ng federally mandated clauie re use of 
minority owned small business concerns to "Continued 
Development it Operation of NPRDB " 

SPRENCEL, J. F. Southwest Research Institute MATTIA, M. J 
Administrative Contract* Branch, KEARNEY.J J, Edison Electric 
Institute NRC— l 0-80-400 80/07/22 App 



NONDOCKETED ITEMS 


9000090505 Notification of contract e i«cu 1 1 on. Hod 2 ta ‘’Technical 
Assistance in Development of Regulatory Framework for 
Nuclear Matte Mgt " Contractor Boeing Computer Svcs Co 
BM 1 TH, P A Technical Assistance Contract! Branch NRC-02-77-201 
80/06/30 ip 


— 0005000009 Hod Si issuing no-cost 6-month extension, to “Geophysical 
Investigation of Seismicity of Clark Hill Reservoir 
Vicinity “ 

ALLEN,D L Georgia Institute of Technology MORTONjK V Researcl 
Contracts Branch FIN A-9028 NRC-04-77-2 1 0 00/07/24 2pp 


— BOO0O5O51O Hod 2. extending period of performance to 810630 to 
"Technical Assistance in Development of Regulatory Framework 
for Nuclear Haste Mgt " 

HOPKINS. H R {Joeing Computer Services, Inc (subs of Boeing Co ) 
DDUQHERTY, D J Technical Assistance Contracts Branch 
NRC-02-77-201 80/06/30 Spp 


8000060190 Notification of contract execution. Mod 3 to "Structural 
Oeologlc Study of Southeas tern. HO " Contractor HO Dept of 
Natural Resources 

WOLLETT. 8 A Research Contracts Branch FIN B-6204 NRC-04-70— 206 

80/06/03 lp 


— 8000060194 Mod 3, extending period of performance & increasing contract 
amount, to "Structural Oeologlc Study of Southeastern. MO " 

LOJSE.F A Missouri, State of HORTON, K V Research Contracts 
Branch FIN B-6294 NRC-04-78-206 Q0/06/03. 2pp 


0000060198 Notification of contract exec uti on. Mod 2 to "Engineering 
Assistance During Antitrust Hearing " 

GLAQOLA, A F Technical Assistance Contracts Branch NRC-03-75-091 
00/06/10 lp 


— 8008060200 Mod 2. deobl lgating funds. to "Engineering Assistance During 
Antitrust Hearing " 

SCHULTZ, A J A J Schulti, P C , Consulting Engineer 
DOUOHERTV, D J Technical Assistance Contracts Branch 
NRC-03-79-091 00/06/10 lp 


0OO0O6O30B Notification of contract exscut ion, Mod 1 to "Technical 
Assistance in Development of Regulatory Framework for 
Nuclear Waste Hgt “ Contractor. Burns S< Roe Industrial Bvcs 
Corp 

0MITH, P A, Technical Assistance Contracts Branch NRC-02-77-201-49 
00/06/30 lp 


8000000014 Notification of contract execution "Environ Monitoring 
Program N/State of VT, ” awarded to VT Dept of Public Health 
BA180Eh/,L Research Contracts Branch FIN B-1253 NRC-05-BO-257 

80/07/28 lp 


— 8OO0OBOO17 Contract “Environ Monitoring Program U/State of VT, " 
awarded to VT Dept of Public Health 

NOVICK, L F Vermont, State of MORTON, K. V Research Contracts 
Branch FIN D-1293 NRC-O5-B0-2S7 80/07/28 9pp 


8000080019 Notification of contract execution. Mod 3 to "TMI Special 
Inquiry Team " Contractor Safety Sys, Inc 

MORTON, K V Research Contracts Branch NRC- 17-79- 452 BO/07/16 

IP 


— BO 08080021 Mod 3, d eob 1 1 ga t ing funds, to "TMI Special Inquiry Team 11 
MILLER, C 0 System Safety, Inc HORTON, K V Research Contracts 
Branch NRC- 1 7-79-452 80/07/16 lp 


9008050024 Notification of contract execution, Mod S to "Geophysical 
Investigation of Anna, OH Earthquake Zone " Contractor Univ 
of HI 

JACOBS, A Research Contracts Branch FIN B-5545 NRC-04-76-192 

00/07/15 Ip 


— 8009080027 Mad 8, providing addl funds 6 workscope 
of performance to "Geophysical Invest i gat ion of 
Earthquake Zone " 

MATTHEWS, C W Michigan, Univ of MORTON, K V 
Branch FIN D-9543 NRC-04-76-192 00/07/15 


&. Increasing period 
Anna, OH 

Research Contracts 
4pp 


0009000028 Notification of contract execution "Seismicity S< Earthquaks 
Hazard Research in Northern ALj ’* awarded to State of AL 
JACOBS, A Research Contracts Branch FIN 0—6674 NRC— 04-00-220 
00/07/16 lp 


— 8005060391 Mod t, extending period of performance until 010630, to 
“Technical Assistance In Developmsnt of Regulatory Framework 
for Nuclear Waste Mgt ” 

NARDONE, P Burnt !< Roe Co DOUGHERTY, D J Technical Assistance 
Contracts Branch NRC-02-77-201-49 80/06/30 Spp 


— 5000090029 Contract "Seismicity t Earthquake Haiard Research in 
Northern AL, " awarded to State of AL 

JOINER. T J Alabama, State of MORTON, K V Research Contracts 
Branch. FIN 8-6674 NRC-04-00-220 80/07/16 App 


9006060401 Notification of contract incut ion, Mod 5 to "Technical 
Assistance in Development of Regulatory Framework for 
Nuclear Waste Mgt " Contractor Stanford Research Inst 
SMITH, P Technical Assistance Contracts Branch NRC-02-77-201- l 4 
80/06/30, lp 


■ — 0000060403 Mod 5, extending period of performance until 010630, to 
"Technical Assistance in Development of Regulatory Framework 
for Nuclear Waste Mgt " 

RIBERA, J R Btanford Research Institute DOUGHERTY, D J 
Technical Assistance Contracts Branch NRC-02-77-201-14 
00/06/30 Spp 


0008060409 Notification of contract execution. Mod 3 to "Technical 
Assistance in Development of Regulatory Framework for 
Nuclear Waste Mgt " Contractor 8ys Control, Inc 

BMITH-P Technical Assistance Contrects Branch NRC-02-77-201-3 
80/07/20 Ip. 


—8008060412 Mad 5, extending period of performance to B 10630, to 
"Technical Assistance In Development of Regulatory Framework 
for Nuclear Waste Mgt " 

LARKIN, MM Systems Control. Inc DOUGHERTY, D J Technical 
Assistance Contract* Branch NRC-02-77-201-3 00/07/20 Spp 


0000070042 Notification of contract execu tion, Mod 1 to “Indefsndent 
Asssssmsnt Destructive Testing 6 Analysis " Contractor 
Franklin Inst 

BAI0DEN, L Research Contracts Branch FIN B-I212 NRC-OS-79-253 

00/07/02 ip 


— 8000070045 Mod 1, granting addl funding, to “Independent Assessment 
Destructive Testing fc Analysis," 

* Franklin Ins t i tuts/Frankl 1 n Research Centsr MORTON, K V 
Research Contract* Branch PIN B-1212 NRC-05-79-253 80/07/02 

lp 


8008080008 Notification of contract axecutionrHod 0 to "Oeophys leal 
Investigation of Belsmielty of Clerk Hill Reservoir 
Vicinity " Contractor OA Inst of Technology 

JACOBS, A Research Contracts Branch FIN A-9Q28 NRC-04-77>-2l0 

00/07/24 lp 


0008000042 Notification of contract e xec urt i on, Mo d 8 to "Study of 
Pattern 8 Agss of Post-Metamorphism Faults in Part of 
Northern Piedmont of VA It NC " Contractor VA Polytechnic 
Inst lx State Univ 

JACOBS, A Rasearch Contracts Drench FIN A-9027 NRC-0 4-75- 237 

B0/07/ 14 lp. 


— 8009080047 Mod 0. granting addl fund s. works c ope U ox tending period of 
performance, ta "Study of Pattern ft Age* of Post- 
Metamorphism Faults in Part of Northern Piedmont of VA l< 

NC » 

KREB8.AH Virginia Tech MORTON, K V. Research Contracts Branch 
FIN A-9027 NRC-04-75-337 BO/07/14 4pp 


8008080052 Notification of contract execution “Environ Monitoring 
Program W/8tat* of AL, " awarded to AL Dept of Public Health 
DAIBDEN, L Research Contract* Branch FIN B-1B33 NRC-09-80-255 

BO/07/2B lp 


— 8008000054 Contract: "Environ Monitoring Program W/State of AL, " 
awarded to AL Dept of Public Health. 

MYERS, I T Alabama, Stata of MORTON, K. V Research Contract* 
Branch FIM B-1233 NRC-O5-0O-255 80/07/28 I4pp 


80Q80B0144 Notification of contract ex ecution. Mod 1 to "Presentation of 
Courses in BIW Facility Design t Operation " Contractor B&W 
BAISDEN, L Research Contracts Branch FIN X-1181 NRC-03-79-255 

80/07/24 ip 


— 8008080140 Mod 1, charging count presentation dates ft providing FY80 
funding, to “presentation of Course* in BtW Facility Design 
h Operation " 

NELBON, B 0 Babcock 4 Wilcox Co MORTON, K V Research Contracts 
Branch. FIN X-1181 NRC-05-79-295 80/07/24 2pp 


0000000132 Notification of contract t x ecut i on, Mod 7 to "Hydrodynamic 6 
Meteorological Measurements of High Wind Over Shallow Water 
Along East Coast of FL " Contractor Univ of FI. 

BROMBERG, B Research Contracts Branch. FIN B-3063 NRC-04-76-17S 

90/07/01 lp, 
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NONDOCKETED ITEMS 


— 80D80B0170 Hod 7. granting no'cort e t ten 1 1 pn< t a "Hy d rodynam i c V 
Meteorological Measurements of High Wind* Over Bhallow Watsr 
Along East Coast of FL " 

BCHHIDT. P U Florida, Unlv of, Gainesville NORTON, K V 
Research Contracts Branch FtN B-5865 fJFJ-C -04-76-175 00/07/01 

Zpp 


0005090136 Notification of contract attention "Environ Monitoring 
Program W/Stete of OH," awarded to State of OH 

BA IS DEN, t Research Contract* Branch FIN B-1243 NRC-03-00-236 

BO/Oi/Ol Ip 


--5005093163 Contract “'Environ Monitoring W/Stdfce of OH," aurardad to 
State of OH 

a Ohio, State of HORTON, K V Research Contract* Branch FIN 
0-1243 NRC-05- 60-256 80/Ot/O! 9pp 


8008380159 Notification of contract execution "BUR Nuclear Engineering 
Courses," awarded to QE 

BAISDEN, L Rtstarch Contracts Branch FIN B-1232 NRC-03-B0-265 

00/36/02 Ip 


— 8005080162 Contract "BUR Nuclear Engineering Courses," awarded to OE 
MOORE, J 3 Oen era I Electric Co NORTON,*. V Reioarch Contracts 
Branch FIN B-1232 NRC-05-00-265 80/06/02 Opp 


0OO811DO20 Notification of contract execution "Assessment of Strength 
of Ice Condenser Containment," awarded to R6D Associates 
7RA0EBER, C M Purchasing Section FIN R-1314 NflC-17-80-451 

80/07/27 lp 


— 8000110037 Contract "Assessment of Strength of Ice Condenser 
Containment," awarded to R&D Associates 

UNITE, J W R Si D Associates PERLMAN, J Division of Contracts 
FIN B-13M NRC-I7-B0-431 50/07/29 4pp 


B03BIB0034 Notification of contract execution, Had 10 to "Document 
Control 8ye " Con tree tor . TERA Advanced Svcs Corp 
LERQ, C D Administrative Contracts Branch MRC-13-78-590 
80/05/03 lp 


— 8008120036 Hod tO, adding regional terminal installation 6 training, to 
"Document Control Sy* 11 

* TERA Corp MATTIA, M J Administrative Contracts Branch 
NRC-1Q-7B-580 80/09/05 lp 


B008120049 Notification of contract execution, Hod 2 to "Stenographic 
Reporting Svcs (LOTH I & 2) *' Contractor Alderson Reporting 
Co, Inc 

MEORDWi L A K Admi nis trative Contracts Branch FIN B-1311 
NRC- 17 -80-44 8-0 90/QB/05 lp 


8008140242 Notification of contract axscution "Reviaui of WCAP-9500, " 
awarded to Nuclear Associates Inti 

OLAODLA, A F Technical Assistance Contracts Branch FIN 0-68BO-CN 
NRC-03-00-120 00/07/08 ip 


— 8000140247 Contract "Review of WCAP-9900, " awarded to Nuclear 
Associates Inti 

KINNEY, WH Nuclear Associates International DOUGHERTY, o J 
Technical Assistance Contracts Branch FIN B-6S80 NRC-03-00-126 

60/07/08 1 3p p 


8008150122 Notification of contract execution, Mod I to "Raview of 
Nonradlolog ical Environ Operating Data " Contractor Environ 
Science 5, Eng ineering, Inc 

GLAOCLA, A F Administrative Contracts Branch FIN 8-6834 
NRC-03-80-I06 00/07/21 lp 


8008190043 Notification of contract execu t ion, deob 1 iga t lng funds far 
closed out contract, to "Experimental Inveetlgatlon of 
Aeroiol Behavior in Post-LMFBR-Accldont Reactor Containment 
Atmosphere " Contractor State Unlv of NY 

HAOEV, H Research Contracts Branch FIN B-3974 NRC-04-7A-389 

00/00/01 ip 


— 8000190045 Deobligetlon Itr for closed out contract, "Experimental 
Investigation of Aerosol Behavior In Post-LMFBfi-Acc ldent 
Reactor Containment Atmosphere " 

WILLIAMS, 8 S New York, State Unlv of, (Albany i MORTON, K V 
Research Contracts Branch FIN B-3974r NRC-04-76-359 80/06/20 

2pp 


8008190031 Notification of contract execution, Mod 6 to "Study of New 
England Seismicity W/Emphasl* on Mas* fc New England " 

Contractor MIT 

BROMBERG, 8 Research Contracts Branch FIN A-4058, NRC-04-76-209 

80/38/04 lp 


— B0081900S5 Mod 6, extending period of performance to 800831, to "Study of 
New England Seismicity W/Emphesis on Mass It New England, " 

DUHMER.Q H Massachusetts Instltuts of Technology MORTON, K V 
Research Contracts Branch FIN A-4038 NRC-04-76-209 80/00/04 

2pp 


8008190060 Notification of contract execution, Mod 2 to "Courses in C-E 
Facility Design L Operation " Contractor C-E Power Sys 
BAISDEN, L Research Contracts Branch FIN X-1J80. NRC-05-79-291 

60/07/09 lp 


— 8008190062 Mod 2, adding two courses & addl funding to "Courses in C-E 
Facility Design & Operation," 

LECLAIR. D E C-E Power Systems MORTON, K V Research Contracts 
Branch FIN X-1180, NRC-05-79-251 80/07/07 2pp 


— BO0B12OO52 Mud 3, increasing ceiling amount 5 total amount obligated, 
to "Stenographic Reporting Svcs (LOTS t S, 21 " 

» Alderson Reporting MATTIA, M -J Admlni s trat i ve Contracts 
Branch FIN 0-131 1 NfiC-1 7-80-4 48-0 80/0B/0S lp. 


8008190063 Notification of contract execution, Mod 4 to "Survey of 
Current state Radiological Emergency Response Capabilities 
for Transportatlon-Relatsd Incidents " Contractor IN Univ 
GUSTAVE, R P Research Contracts Branch FIN B-I070B 
NRC-04-78-013 80/07/14 lp 


800B133256 Notification of contract execution "Workshop on Low Level 
Waste Licensing Rule," awarded to Council of State Oovte 
LITTLE, M Purchasing Section FIN B-6902-0 NRC-02-00-066 

BO/06/ 30 lp 


‘8038130259 Contract "Workshop on Low Level Waste Licensing Rule," 
awarded to Council of State Oovts 

THRALL, V D Council of State Oovernment# PERLMAN, J 
Administrative Contracts Branch FIN B-6952-0 NRC-0 2-80- 066 

83/06/3 0 23pf 


8008130569 Notification of contract ex ec ut ion, Mod l to "Statistical 
Analysis Study to Assist NRC Senior Personnel Hearing 
Counsel in Preparing for Banding Equal Employment 
Opportunity Class Action Litigation " Contractor S Wolfbeln 
FLYNN, M J Administrative Contracts Branch NRC -10-8 3-694, 
SO/OB/37 lp 


—BQOS130575 Mod 1, extending period of performance until 031001, to 
'Statistical Analysis Study to Assist NRC Senior Personnel 
Hearing Counsel In Preparing for Pending Equal Employment 
Opportunity Class Action Litigation " 

WOLFDEIN, 8 L Wolfbeln. 8 L HALM AN, E. L Division of Contracts. 

NRC- 10 -80-694 00/00/07 2pp 


— 0000193060 Mod 4, extending period of performance, to "Survty of Current 
State Radiological Emergency Response Capabilities for 
Transportation-Re leted Incidents " 

RYAN, J W Indiana Univ MORTON, K V Research Contracts Branch 
FIN B-I070B NRC-04-78-013 80/07/14 lp 


8000190559 Provides scope of work for preparation of proposed fire 
protection guidelines for IE Imp Qutdel ints, based an NCPA 
Sfcds, would facilitate work t» minimize risk of incomplete 
coverage Tesk requires 490 men hrt it would cost 420,000 
CAMPBELL, U A Oage-Babcock Associates, Inc NRC-03-70-131 7917 

0O/QB/1S 2pp, 


8098200384 Notification of contract execution, Mod 7 to "Effects of 
Nuclear Power Plant Operations on Populations of Boring It 
Fouling Invertebrates " Contractor Lehigh Univ, 

JACOBS, A Research Contracts Branch FIN B-3744 NRC-04-76-347 

80/06/27 lp 


— 8OOB2OO3B0 Mod 7, adding funds far equipment, to "Effects of Nuclear 
Power Plant Operations on Populations of Boring It Fouling 
Invertebratas " 

OTTERVIK, E V Lehigh llniv. MORTON. K V Research Contracts 
Branch FIN B-3744. NRC-04-76-347 80/06/27. 5pp. 


800B130633 Med 1, correcting typographic error in consultant name -It 
emending key personnel roster to "Review of Monradlolog tea 1 
Environ Operating Data '■ 

* Environmental Science & Engineering, Inc DOUGHERTY, D Technical 
Assistance Contracts Branch NRC-03-00-106 00/37/21 lp. 


8038200372 Notification of contract execution, Mod 4 to "Damage *< 
Integrity Aspects of Safety in Nuclear Plants Subjected to 
Creep t- Fatigue." Contractor Unlv of Sheffield, 

HORTON, K V Research Contracts Branch FIN B-6320. NRC-04-78-246 

80/01/01 lp 


NONDOCKETED ITEMS 


— 8008200397 Hod padding fund* U extending period of per f ormaht e . to 
"Denies# * Integrity Aspects of Safety In Nuclear Plante 
Subjected to Creep l< Fatigue " 

THOMAS. T A Sheffield, Univ of MORTON, K V Research Contracts 
Branch FIN D-6320 NRC-O4-70-24& SO/O1/01 Spp 


0000220035 Notification of contract eiecu tion, Mod 0 to “Seiemic Shear 
Transfer In Secondary Containment Vessel* " Contractor 
Cornell Univ . , . 

HAOEVi H Research Contract* Branch FIN B-3688 NRC-04-76-234 

80/08/13 ip 


— 0009220060 Mod 8 , adding fund* it extending period of performance, to 
"Seismic Shear Tranefer in Secondary Con ta inment Venal* " 

ROGERS, T R Cornell Univ MORTON, K V Reeeerch Contract* Branch 
FIN B-S 68 S NRC-04-76-234 80/03/13 4pp 


80082203B6 Notification of contract ex ecu t i on. Mod 4 to “On-Call Maint 
for NRC Computer Peripheral Equipment “ Contractor Computer 
8 g* Corp. 

MEDROW, L A K Administrative Contract* Branch NRC-10~79~395 
80/08/13 lp 


— 800822-0399 Mod 4, addin* addl equipment to, “On-Call Maint for NRC 
Computer Peripheral Equipment " 

ROOT, F. 6 Computer System* Support Corp MATTlAiM J 
Administrative Contracte Branch NRC- 1 0-79-395 80/08/13 lp 


8008260221 Contract: "Licencing Technical A»*i*tance, " awarded to 
Science Application*. Inc. 

* Science Application*, Inc DOUQHERTY, D J Technical Assistance 
Contract* Branch. FIN B-6931-0 NRC-02-80-O33 80/06/03 9pp 


8000260260 Notification of contract a re c u 1 1 on, Mod i to “NRC Issuance &t 
Indata* •' Contractor Data Composition SVc » 

HA0AN,T.F Admtni *trativa Contract* Branch NRC—i 0-80-661 
80/00/00 lp 


— 8008260272 Mod 1 , c 1 ir i f y i ng *pec* i« r«vi*ing delivery schedule to. 
"NRC Issuance* fc Indexes " 

WHITE, R J Data Composition Service*, Inc MATTIA, M J 
Administrative Contract* Branch, NRC- 10-80- 661. 80/08/03 Zpp 


0008270172 Notification of Contract » xac ution, Hod 7 to "Maint of Data 
General Corp C/330 Computer* & Associated Peripherals " 

Contractor Data Consul tante, Inc 

MEDROW, L A K Administrative Contract* Branch NRC-10-77-196 
80/08/14 lp 


--800S270177 Hod 7, extending term of contract, to "Maint of Data Oeneral 
Cotp C/330 Computer* it Associated Peripheral* “ 
a Data Coniul tanti , Inc MATTIA, M Adminlt trative Contracts 
Branch. NRC-10-77-196 80/00/14 Spp 


8008270194 Notification of contract execution, Mod 3 to "On-Call Haint 
for NRC Computer Peripheral Equipment “ Contractor Computer 
8 y* Support Corp. 

MEDROW, L. A K Administrative Contracts Branch NRC-10-79-39S 
80/08/ IS tp 


— 8008270 1 98 Hod 3, extending term of contract, to “On-Call Maint for NRC 
Computar Peripheral Equipment M 

* Computer System* Support Corp MATTIA.M. Administrative 
Contracts Branch. NRC-iO-79~39S 80/00/18 3pp 


B008270439 Responds to FQIA reque*t for nonproprietary version of 
winning technical proposal* responding to RFP RS-0IE-8Q-293, 
"Development of Automated Vendor Selection 8 y« “ Forwards 
nonproprietary version of Setter Associates proposal 
FELTON. J M. Division oif Rule* end Record* 80/09/06 lp 


—8008270482 Nonpropr ietsry response to RFp R8-OIE-8Q-2S3, "Development 
pf Automated Vendor Selection 8 ys " Include* summery op 
qualification* & experience, proposed work scope It corporate 
experience. 

« Setter Associates RE-OIE-SO-293 80/01/18 54pp 


— 800B270490 Submits Addendum l to QA-80-QOi, In response to RFP R8-0IE- 
00-233, “Development of Automated Vendor Selection Bys, •’ 

Includes clarlf ication of Ssction B. 3 & Section S. 4 it 
revised cost propo*al to include labor fc travel experts* 

0A88ER,E. A Oesser A**ociate* 80/06/02, Spp 


800B27047S FDIA requeit for nonpropr 1 etary version of Gasser Associates 
winning technical propoeal responding to RFP R8-QIE-80-233i 
"Development of Automated Vendor Balection 8 y* 11 
PEVEN 8 TEIN, V E NU 8 AC, Inc. 80/07/23 ip. 


8008280069 Notification of contract e x ec ut lort, Mod 4 to "Human Fac 
Evaluation, of Control Room Design 6 Operator Performance at 
TMI-2 “ Contractor Essex Corp 

MAO AH, T F Administrative Contracts Branch FIN B-6791 

NRC-04-79-209 80/08/14 lp 


— 8008280076 Mod 4, increasing fund*. to "Human Factors Evaluation 
Control Room Design 6 Operator Performance at TMI-2 M 
FOOTE, ft C Essex International, Inc isub* of United Aircra 
Corp ) MATT I A, M J Admin i stra tl ve Contracts Branch FIN n 

NRC-04-79-209 80/08/14 3pp 


8008200359 No-t l f i cati on of contract execution Keypunch Verlfieat 
Svcs," awarded to Small Business Admin* trat i on 
Subcontractor Inti Bu*ine»* 8 vc* 

WIGGINS, E Administrative Contracts Branch NRC- 1 0-80-693 
8Q/Q7/29 lp 


— 8003280363 Contract "Keypunch h Verification Svcs." awarded to 
Small Business Administration Subcontractor Inti Busin*** 

Svcs, Inc 

TUN 8 TALL.J E International Busin*** Services, Inc MATT I A, I 
Administrative Contract* Branch NRC-10-8O-69S 00/07/29 ! 


8008280D11 Notification of contract execution "Environ Honitorin .5 
Program W/Btate of TN. “ awarded to State of TN 

9AISDEN, L Research Contract* Branch FIN B-520Q NRC-0S-80-J 

80/08/08 Ip 


-800 8280513 Contract "Environ Mo-nitoring Program W/Btate of TN, 1 
awarded to State of TN 

FGWINKLE, E Tennessee, State of MORTON. K V, Research Contx 
Branch FIN D-5208 NRC -03-00-281 80/01/00 iBpp 


8000280519 Notification of contract executl an, Hod 4 to "Ouantitall 
Classification of Tu)Q-Pha*B Flow Regime* Using Olobal ft 
Local Noutronic Perturbations 31 “ Canlractnr Univ of WA 
JACOBS, A Research Contract* Branch TIN B-6324 NRC-04-70-24 

30/00/04. lp 


— 8008280524 Mod 4. extending period of performance U funding 
incremental ly w/added workscop* to "Quant i tat i ve 
Clattif ication of Two-Phaxe Flow Regime* Using Global & 

Local Neutronic Perturbati ons It *’ 

RYAN, J F Washington, Univ of MORTON, K V Rsiearch Contra 
Branch FIN B-6324 NRC-04-70-245 80/08/04 4pp 


8000280535 Notification of contract execution. Mod 4 to "Continuatl 
Study of Near Surface Qeology of Reolfoot Lake Dlxtrlcl of 
New Madrid Earthquake Region 11 Contractor Vanderbilt Univ 
HAQEY, H Research Contract* Branch FIN R-39A0 NRC -04-76-299 

BO/OB/ 14 lp 


— 8000280338 Mod 4 , adding addl fund* it extending period of perform 
'•Continuation of Btudy of Near Surface Osolegy of Reelfool 
Lake District of New Madrid Earthquake Region " 

APPLE80N, R R, Vanderbilt Univ MORTON, H V Research Contrac 
Branch FIN 0-9960 NftC-0 4-76-299 80/08/14 4pp 


8000280540 Notification of contract execution. Mad 8 to “Integraltd 
Oaophysical it Geological Study of Tectonic Framework Of 36th 
Parallel Lineament in Vicinity of interaction W/Extension of 
New Madrid Fault Zone *• Contractor Purdue Univ 

HAOEY.H Research Contract* Branch FIN D-&971 NRC-04,-76-323 

80/08/13 lp 


“8008280542 Mod S, extending period of performance I, adding fund* 1 
"Integrated Geophyiical i< Geological Study of Tectonic 
Framework of 38th Parallel Lineament in Vicinity of 
Interaction W/Ext»i>»icm of New Madrid Fault Zone " 

HENT8CHEL.W F Purdue Research Foundation MORTON, K V 
Contract* Branch FIN H-3971 NRC-04-76-323 80/08/13 Spp 


DISCLOSURE FINANCIAL DISCLOSURE INFORMATION 


8008060152 Discuxse* possible conflict nf Interest efcaswiing from pi 
employment w/ftockwell Inti. Grant* exemption from code 
requirement* & approve* participation In matter* before 
NRC affecting Rockwell Inti. 

DENTON, H ft Office of Nuclear Reactor Regulation, Director. 
80/07/20 lp. 
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NONDOCKETED ITEMS 


FDIA FREEDOM OF INFORMATION ACT REQUESTS AND RELEASES 


8005220482 Memorandum 4 order referring Edlow Inti Co applications for 
licenses to export SNM 4 components to India to President 
President may authnrite export If withholding of licenses 
would jeopard! le US defense & security 

CHILK.5 J Office of the Secretary of the Commission 60/03/16 
i2pp 


— 8009220439 Submits legal analysis U views re application of full-scope 
safeguards requirement of Atomic Energy Act to proposed 
exports to India W/V Gllinsky & PA Bradford 770323 separate 
views, RT Kennedy addl views & Jit Hendrie concurring viows 
BICKWITiL Office of the General Counsel 80/05/12 20pp 


B007100337 Comments on SECY-00-099, f ire protection rule All 
Commissioner comments should be integrated by Qfc of 
Secretary 

FONTECILLAi H Commission 90/04/29 lp 


SOQS010002 Responds to appeal re denial of FOIA request for SECV-A-79- 
90 Appeal denied Release of document would adversely affect 
agency deliberative process to detriment of public interest 
in reasoned decisionmaking 

CHILKi S J Office of the Secretary of the Commission 60/07/23 

lp 


9009010005 Appeals denial of FD3 A request for SECY-A-79-70 
WELT • M A Radiation Technology. 60/06/06 Ip 


6009010053 Responds to FQIA request for documents re Inventory 
difference at facility Documents are available in PDR Info 
partially withheld security measures 4. restricted data 
Oaf FOIA Exemptions 3 4 4) 

FELTON, J M Division of Rules and Records 90/07/16 3pp 


9009010252 Responds to FQIA request for info reported on Form 741 lines 
770101 Records of loo level wastes shipped for disposal are 
available in repts covering radioactive matle released from 
nuclear poiesT plants Excerpts enc 1 

FELTON, J H Division of Rules and Records. 90/07/21. 2pp 


— 9009010259 Excerpts from radioactive effluent 4 waste disposal 
semiannual 4 annual reptfi Jan 1979-Dec £979 
* Affiliation Unknown 79/12/31 400pp 


0008010255 FOIA request for specific info re shlpmsnt* of low level 
wastes for disposal reported on Form 741 since 770101. 

PHILLrPB.S D Jonas, Grey 4 Baglay 9460-24-4 00/04/26 2pp 


8000030007 Responds to FOIA request for NRC tnsp Itrs, repts 4 responses 
for Pharma topes, Inc 4 Phermaco Nuclear, Inc facilities 
Forwards App A documents Info partially withheld names 4 
identifying Info iref FOIA Exemption &> W/o ends 
FELTON, J II Division of Rules and Records 90/07/27 2pp 


0009050150 FOIA request for NRC insp Itrs, repts 4 responses for 
Pharma tope*. Inc 4 Phermaco Nuclear, Inc facilities 
MCDONALD, D. Nuclear Pharmacy, Inc DDM 700-3 90/07/07. 2pp 


8008060095 Responds to FDIA request for all correspondence between 
Congressmen Crane of IL 4 NRC. Forwards transmittal ltr from 
C Kemmerer enclosing NRC Special Inquiry Group rapt on TMI 
No other documents exist subj to request W/o end 
FELTON. J H Division of Rules end Records 90/09/01 Ip 


9008060103 FOIA request for all correspondence between Congressman D 
Crane of IL 4 NRC 

PLANT, RL Affiliation Unknown 80/07/21 Ip. 


8008070049 Respond* to FQIA request for all policy statements 4 
Interpretations of U Mill Tailings Radiation Control Act not 
published in FR 4 documents re Kerr-tfcQee Chemical Corp West 
Chicago facility. W/o end S Chill 900525 memo to LV Co. sick 
FELTON, J. M Division of Rules and Records 90/07/30 Ip, 


000907004? FOIA request from State of IL.Atty Oenerel for all policy 
statements 4 interpretations of W Mill Tailings Radiation 
Control Act not published' in FH 4 documents re Kerr-McGee 
Chemical Corp West Chicago facility. 

RAPKIN.A, Illinois, State of 60/07/07 3pp 


8006070055 Responds to FOIA request for mat! license applications 4 
amends issued to NuPharm No records are available subj to 
request 

FELTON.J H Division of Rules and Records. 90/07/30, lp. 


9008070056 FOIA request for mad license applications 4 amends issued 
to NuPharm 

MCDONALD, 0 D Nuclear Pharmacy, Inc DOM 790-17 90/07/22 lp 


B008070062 Responds to FOIA request for winning technical proposal 4 
contract NRC-04-77-209, "Human Factors Evaluation* at TMI, 1 * 
awarded to Essex Corp Documents are available in PDR 
FELTON, J M Division of Rules and Records 90/07/29 lp 


0OOBO7OO63 FQIA request for winning technical proposal 4 contract 
NRC-04-79-207, "Human Factors Evaluation at TMI," awarded 
to Essex Corp 

NOCELLA. 6 J Advanced Technology, Inc 80/06/17 ip 


9008110166 Responds to FOIA reguest for documents re adequacy of 
EURATOM safeguards, thefts 4 diversions of SNM involving 
EURATOM countries 4 plumhat incident Forwardi documents 
FELTON, J M Division of Rules and Records NR DC 79-iB 90/07/01 

lp 


— 800B110I76 Forwards ad hoc Advisory Panel on Baf eguard ing SNM rept All 
panel members concur w/substance 4 recommendations of rept 
Excerpts from rept only end 

LUMB.R F Atomic Energy Commission 67/05/10 49pp 


0009110172 FOIA request for documents re adequacy of EURATOM 
saf eguards, thef ts 4 diversions of SNH involving EURATOM 
countries 4 plumbat Incident Excerpt from novel, "Operation 
U Bhip, " sncl 

COCHRAN, T B. Natural Resources Defense Council 70/03/06 3pp 


0006110102 Responds to FOIA request for four categories of info re A 
Carnesale Forwards App A consieting of list of books, journal 
articles 4 technical repts, NRC Announcement 74 4 A Carnesale 
791115 remarks made at AtF conference 

FELTON, J H Division of Rules and Records 00/09/01 9pp 


— 0005110186 NRC Announcement 74 informing NRC employees of President 
Carter intention to nominate A Carnesale as msmber of NRC 
Carnasale will ba dssignatsd Chairman upon Banats 
confirmation Two White House 600707 announcement* and 
AHEARNE, J F Commission B0/O7/07 3pp 


— 9009110191 Speech presented by A Carnesale at 791119 AIF annual 
c anf orenc e 

CARNE9ALE, A MarvardUfliv 78/11/13 I2pp 


8D081101G6 FDIA request for four categoric's of info re A Carnesale, 
Including metis authored or super vi ted, NRC statements re A 
Carnesale qualifications 4 official statements at Inti Fuel 
Cycle Evaluation Conference 

LEE, D 0 Americans for Nuclear Energy 80/07/17 lp 


8009120674 Comments on SECY-90-0S9 re proposed fire protection rule, 
Disagrees w/proposed implementation schedule Remaining 
improvements required under proposed rule are not urgent 
enough to shut down plants Related documentation end 
HONOR IE, J M . KENNEDY, R T Commission 60/04/23 I3pp 


9008120676 Responds to FOIA request for NUREQ-00662 No NUREQ-Q0662 
exists Forwards NUREG-0662, Vo 1 s I 4 II W/o ends. 

FELTON, J M Division of Rules and Records 90/09/05 lp 


9009120678 FOIA request for NURE0-00662 

SCHWARTZ, R, Affiliation Unknown 80/07/29 ip 


900812Q709 Responds to FOIA request to DOE for Long Island Nuclear Svc 
Corp application for AEC license at nuclear waste 
transporter No documents available subj to request 
FELTON, J M Division of Rulei and Records 80/08/09 lp. 


0008120711 FOIA request for Long Island Nuclear Bve Corp application 
for AEC license as nuclear waste transporter 
POWELL, S A Affiliation Unknown, 80/07/10 lp 


0000130247 Responds to FOIA request for rept prepared under NRC-03-7E- 
129 

FELTON, J M Division of Rules and Records 80/06/04. lp. 


— 0000130237 “Analysis of Linear & Nonlinear Instability Phenomena in 
Heated Channels," topical rept 780905-900903, 

ACHARD, J L • DREW, D A , LAHEY.fi T fienssalaer Polytechnic Inst 
NRC-03-79-120 80/05/20 llOpp 


0008130254 FOIA request for rept prepared under NRC-03-78-128, 
"Analysis of Linear 4 Nonlinear Instability Phenomena In 
Heated Channels " 

FRI8H3ER0.R International Hook 4 Bubscription Agency, Inc. 81079. 
00/07/01 lp. 



NGNDOCKETED ITEMS 


0000140120 Respond* to FGiA request for Info re disking regulation* 
concerning disposal of high U low level waste* Forwards 
draft entitled, " 10CFR61 Disposal of Low Level Radioactive 
Wasta & Low-Activity Bulb Solid Haste 11 

FELTON, J H Division of Rules and Records 00/07/30 Ip 


— 00081*10137 Discusses D Cowan FOIA request for info re DOE waste mgt 
program t existing regulations concerning disposal of high & 
low level wastes D Cowan has been informed that NRC will 
handle request directly DDE 800710 response to D Cowan end 
MEYERS, B Energy, Dept of BO/07/10 3pp 


— 6008140141 Draft "10CFR6I Disposal of Low Level Radwasta S, Low- 
Activity Bulk Solid Haste," 

* Commission 79/11/03 94pp 


0008140128 FOIA request to DOE for info re studies on nuclear waste 
dispoial & existing regulations concerning disposal of high 
6 low level wastes 

COWAN, OR Affiliation Unknown 00/06/11 Ip 


8008140369 Comments on SECY-80-OB8 re fire protection rulemaking Rule 
include* all generic requirements permitting NRC to settle 
open items w/ 1 1 c eniee *. Rec ommend* concurrence u/rule it 
Commissioners Ahearne St Kennedy proposed changes 
FONTECILLA, H M Commission 80/03/14 3pp 


8008190101 Topical rept evaluation of DNS-RSS-001, "Dow Bys for 
So l idif icat i on of Low Level Raduaite for Nuclear Power 
Plants “ Rept Is acceptable 
* Commission 00/04/30 1 4p p 


0008260070 Addl response to FOIA request for info re import of U k Pu 
from Australia to US Forwards three-page computer printout 
detailing info between 340101-800630 

FELTON, J M Division of Rules and Records 00/08/10 Ip 


— 8003260077 "US Imports of Enriched U &• Normal U from Australia" 
340101-600630 

FELTON, J ft Commission 00/06/30 3pp 


8000260037 FOIA request for info re import of U t, Pu from Australia to 
US 

WHEATON, J Affiliation Unknown 00/07/21 lp 


0008260111 Responds to FOIA request for NRC file for UD Kessler 
Memorial Hosp In Hammonton.NU Forwards release portion of 
hosp file Info partially withheld home addresses t< phone 
number* Iref FOIA Exemption 6) W/o enel 

FELTON, J M, Division a# Rules and Records 80/00/10 lp 


0008260120 FOIA request for NRC file on WB Kessler Memorial Hosp 
□WEN, C E Affiliation Unknown 80/08/07 Ip 


8008260327 Addl response to FOIA request for records re export of 
8NM 6 replacement parts to India Forwards documents listed 
In App D 

FELTON, J M Division of Rules and Records BO/08/12 3pp 


— 8008260333 Discusses BECV-79-260 re export of reactor components to 
Ind la, Cons i s tency w/previous position would dictate 
nonconcurrence In paper Delay of export could have safety 
consequences. 

QISBON, T Commission 79/04/24 lp 


— 0008260361 Notifies of nonconcurrenc* w/SECY-79-260 re export of 
reactor components to India. 8h Ipments do not fulfill 
requirements of Atomic Energy Act 
BRADFORD, P A Commission 79/04/27 lp. 


-- 0000260386 Advises that Commision authorlies issuance of licenses 
described in SECY-79-260 re export of reactor components to 
India Applications for export of components to India should 
continue to be forwarded to Commission 

CHILK, 0 J Office of the Secretary of the Commission 79/04/30 

ip 


— 8008260394 Requests that Executive Branch update response for export 
application in light of recent activity concerning alleged 
Pakistani clandestine enrichment project 5< resulting cutoff 
of US aid to Pakistan 

AHEARNE, J F Commission 79/09/16 lp 


— 8008260404 0ECY- 79-2338 

Informs Commission of NRC proposal to transmit questions for 
Executive Branch re export of low enriched U to India JR 
Shea draft ltr to DOS end 

SHEA, J. R. Office of International Programs, Director 79/05/22 
3pp 


-- 800926041 1 Requests updated Executive Qraneh response re applicatio-r 
for license to export low-enriched U to India in light of 
recent Pakistani development 
AHEARIJE, J F Commission 79/0S/23 lp 


— 9008260422 Seeks reissuance of request for info ro recent 

application for license to export components to India Borne 
questions apply to license application re SECY 79-328A 
AHEARNE, J F Commission 79/06/22 lp 


— 9008260429 Requests that DOS be asked to comment an recent events in 
Indie Also request* that NRC be notified when situation has 
stabiliied enough to allow assessment of changes 
AHEARNE, J F Commission 79/07/19 lp 


— 8008260491 Advises that Commission has approved incl revised draft 
ltr to 006 requesting assessment of Indian situation to aid 
in NRC analysis of pending export of fuel to India 
HOYLE, J C office of the Secretary of the- Commi e * ion 79/00/14 
If 


—0000260610 9ECY-79-233D 

Recommends Commission concurrence in one 1 proposed ltr to 

DOS requesting assessment of Indian situation to aid in 

NRC analysis of pending export of fuel to India 

SHEA, J R Office of International Programs, Director 79/00/03 

3pp 


— 0000260637 Suggests that enc 1 draft ltr re export of components to 
India be sent to DOS in light of recent rumors concerning 
potential Executive Branch action Prefers to send 
Commission ltr 

AHEARNE , J F Commission 79/10/13 2pp 


— 0008260649 Recommends that NRC take immediate action on application 
export six traversing incore probe detector assemblies to 
India Components aTe essential to. safe operation of Tarapur 
reactors 

KENNEDY, R T Commission 79/12/31. lp 


— 0008260660 Agrees w/RT Kennedy 791231 memo that NRC take Immediate 
action on application to export six traversing incore probe 
detector assemblies to India Components are essential to 
safe operation of Tarapur reactors 
AHEARNE, JF Commission 00/01/09 lp 


— 0008260669 Agrees w/RT Kennedy 791231 memo that NRC take immediate 
action on application to export six traversing incurs probe 
detector assemblies to India Component* are sciential to 
safe operation of Tarapur reactors 
HENDRIE, JM Commission 80/01/04 lp 


— 0008260684 Informs that Commission has reviewed SECY-79-674 J, request 
action on application for license to export six traversing 
incore probe detector assemblies to India 

CH1LK,S J Office of the Secretary of the Commission B0/01/09 
If 


— 0008260693 Requests opinion on whether Section 120 applies to 
application for license to export components to India 
BRADFORD, P A Commission 00/01/22 lp 


— 800B26Q704 Compares fuel requirements for Indian fuel fabrication 
facility 1< Tarapur reactOTS Export schedules for fuel feed 
matl requested by India appear to be based an maintaining 
optimum fuel subassemblies mfg operations 

HANRANAM, E J Office of Policy Evaluations 00/01/22 4pp 


— e-OOB26071I Concurs that Commission, cannot conclude that criteria have 
bean met re export p# components to India {SECY-79-674AI 
BRADFORD , P A Commission. BO/02/01 lp 


— 9008260727 Summary of 800513 closed meeting re proposed exports of fu 
it components for Tarapur plant in India Commissioners 
disapproved of exports t« referred matter to President 
Memorandum t- order will be Issued 

CHILK, 0 J Office of the Secretary o-f the Commission 80/05/16 
ip* 


— 8008260731 Transcript of Oillnsky 800619 statement re fuel exports to 
India before Senate Committee* on Foreign Relation* V 
Governmental Affair* 

OILIhlSKY, V Commission * Senate, Foreign Relations Committee 
* Senate, Governmental Affairs 00/06/19 3pp 


— 8008260734 Summary of Sonata 800619 hearing re application for licens 
to export component* to India Handwritten notes oriel 
OIBBONrT. Commission. 80/06/19 13pp 
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■B00826O73A Summary of House of Rap r c i bo t * t i vt meeting ra application 
for license to export coapotiinti to India Handwritten natati 
13 newspaper articles b llit of US enriched II exporta to 
India ancl 

9IBS0N. T Comini salon 80/06/30 27pp 


S009270459 Responds to FOTA request for nonpropr 1 ■ tary varaian of 
winning technical proposals responding to RFP RB-OIE-BQ-253. 
"Development of Automated Vendor Selection Sy# " Forward* 
nonprop r ia tary version of Gasser Associates proposal 
FELTON. J M Dlvl t i on of Rule* and Ratorda 60/00/06 lp 


— ao032704fla Nonpropr i etary response to RFP RS-0IE-6O-293. "Development 
of Automated Vendor Selection Sy* “ Include* summary of 
qualifications b a » p sr i one e. p rop o s ad work -scope b corporate 
e rperience 

» Oasier Associates R3-DIE-80-253 30701/10 34pp 


— 3008270490 Submits Addendum 1 to 0A-8Q-00(.in reaponse to RFP R8-0IE- 
00-293, "Development of Automated Vendor Selection Bye." 

Includes clarification of Section B 3 b Section B 4 !< 
revised cost proposal to include labor b travel expanses 
QABGER. E A Gasser Associates 00/06/02 Spp 


BQ08270475 FOIA request for nonpropr ietary version of Gasser Assoc iatss 
winning technical proposal responding to RFP RS-0IE-BO-2S3, 
"Development of Automated Vendor Selection Bye " 

PEVEN8TEIN, J E Nl/BAC, Inc 80/07/23 lp 


9008270812 Forward* mats b attachments for IE Insp Rept 113-4/64-7, 
covering investigation of loss of coolant incident at Bonus 
plant Provides corrective actioni which should be taken W/o 
ends 

LONQ.F J Atomic Energy Commission 64/I1/2S 2pp 


6CO920OCB2 Partial response to FOIA requeet for info r* shipment of If 
between Australia U US Jnfo is being sought from Oak JJldoe, 

TN 

FELTON. J H Division of Rules and Records BO/OB/05. Ip 


B00B2B00BS FOIA request for info re shipment of U between Australia t 
US 

WHEATON, J Affiliation Unknown 80/07/14 lp 


OEM TEC IS GENERIC TECHNICAL ISSUES 


6008040389 NUREO-0481 

Safety evaluation HARK l containment long-term program, 
resolution af Oentric Technical Activity A-7 

a Office of Nuclear Reactor Regulation, Director 00/07/31 240pp 


8008070203 Forwards Revision 3 to Task Action Plan A-8 re Marl II 
containment pool dynamic loads 

MATTSON. R J Division of Safety Technology. 80/07/23 Mpp 


— 9008070211 Task Action Plan A-8 "Mark II Containment Pool Dynamic 
Loads, '■ Revis i on 3. 

KNIELi K , ANDERSON, C Oenerle Issues Branch 60/04/30 23pp 


00GB140487 Notification of 000927 meeting w/EPRI In Dethesda.MD bo 
discuss EPRI proposed resolution of fracture toughness 

1 stue 

BRAIDER . H. P Oeneric Issues Branch 80/03/01. fp 


0008140506 Forwards reactor vessel metis toughness support quarterly 
progress rept for period ending 800830. 

SLAUGHTER, 0 M Oat Ridge National Laboratory 0722-83-90 
80/07/22. !2pp 


900013043! -Comments on NUREO-8377 ra potential for law fracture 
toughness b lamellar tearing on PWR steam generator b 
reactor coolant pump supports, in response to NRC 000819 
requt i t 

FAY, C W Wisconsin Electric Power Co 80/03/07 3pp 


8008180320 Submits comments on NUREG-0577, "Potential for Low Fracture 
Toughness b Lamellar Tearing on PWR Steam Generator b 
Reactor Coolant Pump Supports " NUREQ-0377 should not ba 
applicable to supports designed to ASME Cod* IIl.NF 
ANDERSON, T.M Westlnghouse Electric Corp MB-TKA-2290 80/08/07 

»PP 


>09280010 NUREG-06I2 

"Control of Heavy Loads at Nuclear Powtr Plants , u resolution 
'f generic technical activity A-36. 

EU-ROE.H Assistant Director for Operating Reactors 80/07/31 
’Op p Available at NTIS 


IbE INSPECTION AND ENFORCEMENT 


3005030062 IE Bulletin 80-10, "Maint of Adequate Min Flow Thru 
Centrifugal Charging Pumps Following Secondary Side High 
Energy Line Rupture, " 

e Office of Inspection b Enforcement, Office of the Director 
00/07/24 14pp 


0003050043 IE Circular B0-I7, "Fuel Pin Damage Du* to Water Jet from 
BaffLe Plate Cornmr “ 

s Office of Inspection 4, Enforcement, Office of the Director 
90/07/23 3pp 


8006190022 IE Bulletin BO-19, "Failures of Mercury-Wetted Matrix Relay* 
in Reactor Protection 8y* of Operating Nuclear Power Plant* 

Designed by C-E “ 

* Office of Inspection h Enforcement, Office of the Director 
00/07/31 3pp 


8008190023 IE Bulletin 00-20, "Failures of Weitinghouee Type W-2 Spring 
Return to Neutral Control Switch** " 

e Office of Inspection b Enforcement, Office of the Director 
BO/07/31 4pp 


9008190032 1C Bulletin 80-17, Svppl 2, "Failures Revealed by Tasting 
Subsequent to Failure of Control Rods to Insert During 
Scram at BWR " 

• Office of Inspection h Enforcement, Office of the Director 
80/07/22 2pp 


0006190035 IE Info Notice 80-06, "Notification of Significant Events 
at Operating Power Reactor Facilities," quppl 
* Office of Inspection b Enforcement, Office of th# Director 
B0/07/29, Spp 


8006190057 IE Info Notice 80-30, "Potential for Unacceptable 
Interaction Between Control Rod Drive Scram Function b 
Nonessential Control Air at Certain 0£ BUR Facilities." 

* Office of Inspection b Enforcement, Office of th* Director 
00/06/ 19 Spp 


B008060379 PN0-I-S0-1O3A analysis of util water sample from US Radium 
Corp found concentrations of gross alpha b gross beta in 
txeses of 1OCFR20 limits 

COSTELLO, F , KINNEMAN- J Rtglon I, Philadelphia, Office of the 
Director 00/07/24 2pp. 


800B0603B7 PN0-I-90-107 on 000718, Univ of Pittsburgh received package 
from New England Nuclear Corp containing l mCi P-32. Package 
had leaked internally b had no external labeling for 
radioactive matl. 

FRIEDMAN, L F , KINNEMAN, J D , SMITH.O. Region 1, Philadelphia, 
Office of the Director 80/07/23 2pp 


0OOBO7OO97 PN0-I-8Q-1O4 backup scram function inoperable because both 
backup scram eolanold valves have 250-volt coili L power 
supply it 125-volt Testing showed solenoid* would not 
function 

MCCABE, E Region 1, Philadelphia, Office of the Director 80/07/22 
2pp 


8008130203 PNO-I-BO-f l 7 on 900801, during testing, Target Rock safety 
relief valve failed to open on four attempts Cause is 
unknown. 

ROBERTS, K, Region 1, Phi ladelphia, Office of the Director. 

80/08/01 2pp 


8000130211 PNQ-I-80-119 on B008O1, unplanned release of gaseous 
radioactive matl not in exeats of Tsch Specs occurred. 

Caused by operator inadvertent ly closing valve on line from 
chemical b vol control syt letdown tyt 

WHITE. J Region 1, Phi ladelphia. Office of the Director 00/08/01 

Spp 


MI8C PUBLIC DOCUMENT ROOM MISCELLANEOUS 


8007080034 Forward* raeponse to S Walksr Questions 3,4,5 b 10 in 
response to DDE request Population b seismological 
characteristics of reactor site* governed by 10CFR10O. 

DIRCK8, W J Office of the Executive Director for Operations. 
80/06/02 !7pp 


0007300207 Submits questions St comment* re correspondence w/Congr essman 
M McCormack fconcerning Washington Post article Many people 
have lost faith in present government because of NRC 
insensitivities to concent about nuclear energy 
NETTLETON, W Affi Hat ion Unknown B0/04/19 ltpp 



NONDOCKETED ITEMS 


9008010202 Sumnur ins 1 mpr Dvnn»nti in operator qualification & 
training Enel immediats action* primarily imp 1 am* r»t«<i 
through bullatin* & order* i**ued by ConuniesiPh U. 
rscommendat Ion* o# 8E'CV-a306. 

HAN AUER. 8 H Division of Human Factor* Safety 80/07/18 7pp 


8008060233 Comments on draft "STA Training Ouidtline* " Proposed 
program inadequate if NRC wish** to have STA program 
graduate* that h*v» firm gra*p of snginoarlng fundamentals 
Applaud* NRC upgrading effort* 

LAHEY, R T Reneeelaer Polytechnic Inst 80/07/21 3pp 


9008080359 Respond*! to 800630 ltr re M Dyar concern# about nuclear 
reactor eafety It reactor conat QC- Licensee# are responsible 
for assuring that plant* are built it operated *afely & per 
NRC regulation* 

DIRCK8.W J Office of the Executive Director for Operation* 
00/07/24 2pp 


8008270243 Respond* to 000630 Itr re concern* about nuclear poutr 
safety* responsibil i t y V waste disposal Recommendation* mad* 
by NRC in area* of human factors it operational safety NRC 
1779 Annual Rep* title page end 

DENTON.If R Office of Nuclear Reactor Regulation* Director 

80/00/08 12pp 


— 8008270250 “NRG (Lesson* Learned From Till Tim# for Action U New 
Direction* in Safety Policy far Nuclear Power Plant*. “ 
presented at B00522 conference on radiation control 
MB Spangler article encl 

MATTSON. R J Division of Safety Technology 80/05/22 4Qpp 


— 0008270254 Di*cu**e* MN Annual Conference of United Methodist Chur 
special task force study of nuclear power Support* 
moratorium on plant const until h ea 1 t h. *a f ety K rsdwatt* 
problem* resolved Request* r»*pon«e Task force rept encl 
ORAOE. L Affiliation Unknown S0/06/30 36pp 


— 8008080362 Request* consideration of and memo re M Dyar concerns about 
nuclear safety. 

LAOOKAR8INO.R Houae of Rep , Foreign Affair* 80/06/30. 2pp 


8008110083 Forward* Aug 1980 update of ease* pending before Commission* 
appeal boards it licensing boards 

CHfllBTENBURY.E Office of the Executive Legal Director 80/08/01 
24pp 


NUREO NUREO REPORTS AND RELATED CORRESPONDENCE 


8008010092 MURE6/Ot~1549 

"Estimate* nf U Content 8 Radon Flux for U Min# Dumps Based 
on Borehole Radioactivity Logs " 

RIEDEL. D W NUS Corp FIN B-614S 80/07/31 36pp Available a 

NTIS 


8000140353 Requests info r« commercial application* for marine power 
plant* 6 licensing process for marine nuclear vessels 
COOK. 8. Cook. Stolowi ti it Frame 80/07/02 Ip. 


8008190069 Notification of 800915 meeting w/In«t of Nuclear Power 
Operations in Bethesda.MD to exchange technical info Agenda 
end 

IRELAND, R E Division of Human Factors Safety 80/08/11 3pp 


8008190183 Notifies of decision not to participate In REX-80 Bravo 
eserc ise 

DIRCKS. W J Office of the Executive Director for Operations 
80/07/31 Ip 


8008190544 Commsnts on BTA training guidelines Supports D Lahey 800721 
ltr Academic part of recommends tiori* not well developed 
Industry doe* not have interest or ptrsonntl to provide 
training 

PA0OUA, P F. Tennessee. Univ of 80/00/12 Ip 


8008210465 Advises of change of address for updating of mailing lilt* 
MATTHEWS, M H North Carolina Municipal Power Agent i*«, 80/08/15 

ip 


8003010098 NURE0/CR-14O3 

"Water Reactor Safety Research Div. ” quarterly progress rept 
for Oct-Dee 1979 

DIAMOND* D J , JONES* D C . LEVINE. M M Br ootfia vs-n National 
Laboratory FIN A-3014 DML-NUREO-Sl 178 80/04/30 50pp 

Available at MTI0 


BO 080 1 0 1 06 NUREO /CFl- 1 262 

"Risk Methodology for Geologic Disposal of Radwaste 
Distribution-Free Approach to Inducing Rank Correlation 
Among Input Variable* for Simulation Studies " 

1MAN.R L Sandia Laboratories CONOVER.W J Texas Tech Univ FI 
A-I192 SANBB0-0197 80/03/31 30pp A\allabl* at NTIS 


8008010117 NUREO/CR-1396 

"High Cycle Fatigue Behavior of Incoloy 80GH in Simulated 
HTOR Helium Environ “ 

BOO, F , 8ABATIN1.R L , EPEL.L 0 Brookhaven National Laboratory 
FIN A-3016 DNL-NUREO-SI 156 80/01/31 77pp Available at NTIS 


80 08010132 NUREO-0020 V4 N6 

Orey book* ,, NRC Operating Unit* Status R*pt - Licensed 
Operating Reactor*,' 1 data a* of 800531 

* Commission 80/07/11 lOOpp Available at NTIS 412 50 


8008220309 Forward* notice of Screening Ccmmittee for Technical 
Vacancies on Licensing Board Panel 800826 meeting in 
Bethesda. HO 

CHILK, 8 J Offica of the Secretary of the Commission 00/08/07. 
«P 


8D0B050105 NUR£0/CR~IS14 
“Propertie* of Raduaste St 
progress rept for Jan-Har 
MANAKTALA.H K , W£rsa, A J 
A-3027 BNL-NURE0-5122O 


Masts Containers," quarterly 
1900. 

Brookhaven National Laboratory 
aO/05/3 1 S3pp 


FIN 


—9008220314 Notice of Screening Committee for Technical Vacant iee on 
Licensing Board Penal 800826 meeting in Bethesda.MD 
HOYLE, J, C, Office of the Secretary of the Commission. 80/08/06 
ip- 


8008260309 Request* Info re San Farnando fault (tone date Evaluation 
needed re accuracy 6 representativeness of vertical slip 
measurement* In consideration of error bar* for statistic* 

JUSTUS, P.0. Oeosclencet Branch, 80/07/31 3pp 


8008260336 Forward* response to questions In 800419 ltr re nuclear 
power plant*. Every effort being made to ensure continued 
protection of public health 8 eafety around all nuclear 
power plants 

DENTON.HR Office of Nuclear Reactor Regulation* Director 
80/08/06. 7pp. 


8006270237 Respond* to 800407 ltr re advantage* St disadvantage* of 
nuclear energy DOfi l* responsible for Federal Qovt nuclear 
RLD activities it should be contac ted. Sug ga* t* DOE 
publication "Living W/Radiation. " 

SNYDER, B.J TMI Program Office 80/08/15. Ip 


• — 8006270241 Requests Info re advantage* & disadvantage* of nuclear 
energy 

MOORE, L. Affiliation Unknown 80/04/07 lp 


B00805Q233 NURE0-0539 

"Comparative Analysis of LWR Fuel Design* “ 

ACEY, D L . VflOLEWEDE, J C Office of Nuclear Reector Regulation, 
Director 80/07/31 I85pp Available at NTI6. 


8008060365 NUREO- 0699 

"Comment* on NRC Safety Research Program Budget for FY82 " 

# ACR8 - Advisory Committee on Rseetor Safeguards 80/07/31 56p( 


8008060369 NUREO -0661 

Safety eva 1 uat I on. HARK I containment long-term program, 
resolution of Osnerlc Technical Activity A-7 

* Office of Nuclear Reactor Regulation, Director 80/07/31 240pp 


8008060371 NUHEQ-0625 

“Rept of Siting Policy Task Force 11 Draft FR notice encl 
* Office of Nuclear Reactor Rsgulation, Director. 79/03/31 I37pp 


8000070012 NUREQ/CR-t40a 

" I n*6rw»ente<f Impact Properties of Zlrealay-Oxygen h 
Zirealoy-Hydrogen Alley# " 

OARDE, A M . KASBNER, T F Argonn# National Laboratory FTN A-2017 
ANL-80-14 ao/04/30. SOpp Available at NTIS 


8008070060 NUREO/CR-1335 

"CONAN LMFBR Containment Response Computer Cede " 
QASSER.R D Brookhaven. National Laboratory. FIN A-30QO 
BNL-NUREO-SI131 79/11/30 60pp 



NONDOCKETED ITEMS 


70163 Comment* on proposed rules 30,40,50 J. 70 technical analysis 
srently competent Ouestions plant relocation In midwest 
feeing ground rules used In economic analysis of 
ernative approaches to d e c ommt < si on i np 

HENHAUER, W Washington Public Power Supply System B0/O7/24 


70340 HUHE0/CR-U9B V2 

sign Guidance L Evaluation Methodology for Fixed Bite 
sical Protection Byi " 

NETT r M A . OLASCOAOA.M T Sand la Laboratories FIN A-U53-9 
79-2378/2 80/07/31 IBQpp Available at NTtS 


70376 NUREO/CR-0744 

entifieation tt Assessment of Social Impacts of 
xiportation of Radioactive Ma t 1 s in Urban Environs " 

TT,C . QREENE, M , MORRIS, F Sandia Laboratories FIN A-1077 
079-7032 80 /07/31 I92pp Available at NT IB 


30395 Forwards FR notice of issuance h availability of 
EO/CR-1309. "Estimating Water Equivalent Snoui Depth from 
ated Meteorological Variables. " t, NUREO/CR- 1390, 

□ liability Estimates of Temp Extremes For Contiguous UB 11 
-K, 8 J Office of the Secretary of the Commission 80/06/30 


30446 NUREQ-0540 V2 N04 

tie List of Documents Made Publicly Available." Apr 
J. Vo 12. Number 4 

Iffice of Administration E3D/04/30 536pp 


10525 NUREQ-0535 

/iew {. Assessment of Package Requirements < Yel lowcakel & 

’gency Response to Transportation Accidents," final rept 

iffice af Nuclear Material Safety 4< Safeguards BO/ 07/31 201pp 


20260 NUREQ-0509 

tliography of Technical Guidance for Physical Protection 
rade Rule Requirements for Find Sites " 

48, L J < ALLEN. T Regulatory Improvements Drench. * Office of 
idardt Ds va 1 opme h t. Director 80/06/30 136pp Available at 

«4 50 


20273 HUREG-0508 

ign Methodology for Physical Protection Upgrade Rule 
Jirements for Fixed Sites " 

48, L J . ALLEN. T Regulatory Improvements Drench 00/06/30 
sp Available at NTIS *S 00 


20277 NUREO/CR — 1611 

1 Fragmentation by Fission fines During Rapid Heating " 

-EDGE. D H Band ta Laboratories SANDRO -032B 80/06/30 7Bpp 

liable at NT I B *6 00 


20379 Comments on NUREQ/CR-12B0, "Power Plant Staffing," comparing 
lavy nuclear program w/elvilien Indus try. Mat 1 presents 
Itcd review of civilian & is one-sided NRC must examine 
i add! issue* before requirement assessment complete 
C W Wisconsin Electric Power Co 80/03/05 2pp 


40059 NUfieO-0313 R 1 

:hntcal Rept on Mat! Selection U Processing Ouidelines 
DWR Coolant Pressure Boundary Piping " Revision I. Errata 
it end 

to.c V., GAMBLE, R M . TABOADA. A Division of Engineering 
37/31 33 p p Available at NTIS 


40179 NUREQ/CR- 1580 

san Engineering Guide to Control Room Evaluation," draft 

'.ORY.K , FLEOER.a , JOHNSON, J. Essex Corp 80/07/31 279pp 

liable at NTI8 


40101 NUREQ/Cfl-1570 

leriment Data Rept for LOFT Nuclear 8mall Break 
sriment L3-7 " 

-AS, D L , CARPENTER. J M E0S.G Idaho, Inc. FIN A-6048 EG0-2D49. 

708/31. 262p p Available at NTIS 


0191 NUREO/CR - 1 4 90 

nmary of Thermal-Hydraulic Calculations for PWR " 

3TAD.J W , H AAR MAN, R A Los Alamos Scientific Laboratory FIN 
398, LA-8361 -MS 90/03/31 26pp 


10193 NUREO/CR-0543 

blral Alarm Station tt Becondery Alarm Station Planning 
xment " 

»H J Mason S< Hanger - Silas Mason Co , Inc. FIN B-A448 
1-SD-7S16 00/06/30 79pp Available at NTIS 


8 GOBI 40239 Forwards FR notice requesting public comments on NURE0-0660. 
"NRC Action Plan Developed as Result of TMI-2 Accident " 

FELTCN, J M Division of Rules and Records 80/07/24 Ip 


— 0008140243 Notice requesting public comments on NUREG-0660, "NRC Action 
Plan Developed as Result of TMI-2 Accident " 

DIRCHBi U J Office of the Executive Director for Operations 
00/07/23 5pp 


B009140511 NUREO/CR-1 538 

"PBF/LOFT Lead Rod Test Series Test Results Rept “ 

VARACALLE, D J , GARNER, R W , DR I SHELL, W E E060 Idaho, Inc FIN 

A-6041 EOG-2047 80/07/31 106pp Available at NTIS 


8009 14 0523 NUREG/CR-1526 VI 

"Physic* of Reactor Safety," quarterly rep t, Jan-Mar 1980 
» Argonne National Laboratory FIN A-2015 ANL-80-54 VI 

60/05/31 42pp Available at NTIS 


8000140593 NURE0-0703 

"Potential Threat to Licensed Nuclear Activities from 
Insider* (Insider Study) “ 

MULLEN, S A , DAVIDSON, J J , JONES, H 0 Office of Nuclear Material 
Safety tt Safeguards ao/07/3i lOOpp Available at NTIS 


8009140601 NUREO/CR- 1498 

"Ultrasonic Thermometry Sys for Measuring Very High Temps 
in Reactor 8afaty Experiments, " prepared for DOE 
CARLSON, O A , SULLIVAN, W H , PLEIN, H 0 Sandia Laboratories 
79/06/30 0Opp 


8000150431 Comments an NUREG-0S77 re potential for low fracture 
toughness tt lamellar tearing on PWR steam generator It 
reactor coolant pump supports, in response to NRC 800519 
request 

FAY, C W Wisconsin Electric Power Co, 80/00/07 3pp 


SOO01SO44O Comments on NURE0/CR-1280. "Power Plant Staffing “ Apparent 
basis of comparison between civilian nuclear power plant 
practices 6 Navy nuclear propulsion program was data from 
three unnamed utils which may not be representative. 

MILLS, L M Tennessee Valley Authority 80/08/08 3pp 


8000100129 Comments on proposed revision to 6RP 3 9, 6 re lnservlce 
testing of pumps It valves 

HAYWARD. P Y Floride Power Corp 45FR36236 010 80/07/31 2pp 


8000180141 Comments on proposed Revision 2 ty 6RP 3 9 6 rs lnssrvics 
testing of pumps t. valves no mention has bean previously 
made requiring visual insp for leaks or signs of distress 
LAHM.DA Southwest Research Institute, 45FR36236 012 00/07/29, 

5pp 


8009180143 Comments on proposed Revision 2 to BRP 3.9,6 re lnservlce 
testing of pumps (t valves 

DEAR IEN, J A EQ4.Q Idaho. Inc 45FR36236 007 80/07/30 4pp 


8OO019O20B Requests extension of 14 days to provide comments on 
proposed Revision 2 to SRP Section 3 9 6 re lnservlce 
testing of pump* & velvet 

GOODWIN, O Portland General Electric Co 4SFR36236 00/03/01 lp. 


8000180320 Submits comment* on NUREG-0577. "Potential for Low Fracture 
Toughness & Lamellar Tearing on PWR Steam Generator tc 
Reactor Coolant Pump Support* " NUREQ-0577 should not be 
applicable to supports designed to A8ME Code 1II,NF 
ANDERSON, TM Westinghouse Electric Corp NB-TMA-2290 BQ/08/07. 

2pp 


8008100595 NUREQ/CR-1969 

"Seismicity it Tectonic Relationships for Upper Oreat Lakes 
Precambrian Shield Province," final rept 

MOONEY, H M , WALTON, M Minnesota, Univ, of, Minneapolis FIN 
8-59 52 NRC-04-76-2G? B0/07/31, B6pp Aval table at NTIS 


8000100600 NUREG/CR-1 564 

"Comparison of CONTEMPT-LT Containment Code Calculations 
W/Marvi k en, LOFT $, Bat te 1 1 e-Fran k fur t Blowdown Tests." 

WILLCUTT, G J. , 01 DO, R 0. Lo * Alamo* Scientific Laboratory FIN 
A-7112 L A- B 423-MS 00/07/31 93pp 


0000180639 NUREQ/CR-0720 

"LUR Pressure Vessel Irradiation Surveillance Dosimetry," 
quarterly progress rept for Oct-Dee 1970. 

GUTHRIE. O L. . MCELROY, W N Hanford Engineering Development 
Laboratory FIN D-5980-7 HEDL-TME 79-18 80/07/31, 95pp 

Available at NTIS 
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6000100647 NUREQ/CR-1 501 

"Honocllnil Structure V Shallow Faulting of Reelfoat Scarp 
at Estimated From Drill Holes M/Variable Spacing* " 

STEARNS, R 0 Vanderbilt Univ FIN B-5960 B0/07/31 43pp 

Available at NT18 


0008100632 NUREQ/CR-1466 

"Predicting Life Expectancy 6 Simulating Age of Complex 
Equipment Using Accelerated Aging Techniques " 

OILLEN, K T , MEAD, K E Sandia Laboratories FIN B-1031-9 SAND 
79-1561 60/04/30 54pp Available at NTIS 


8000100637 NUREQ/CR— 1562 

"Steam Chugging in Pressure Suppression Containment," final 
rept for Jul 1976 - Jul 1779 

LEE, C K , CHAN, C K California, Univ of, Los Angeles FIN-3B75 
00/07/31 3S2pp Available at NTIS 


0008100659 NUREQ/CR-1601 

"Critical Experiments, Measurement* 6 Analyses to Establish 
Crack-Arrest Methodology for Nucl e*r-Pr essure-Vesse 1 
Steels " 

ROSENFIELD, A R , AB0U-9AYED, I , KANNINEN, M F Battelle Memorial 
Institute, Columbus Laboratories FIN A-4046 BMI-2055 00/07/31 

42p p Available at NT IB 


8000190047 NUREO/CR- 1378 

"Hardening Existing Strategic SNM Storage Facilities 
* Army, Dept of FIN B-6411-9 80/06/30 67pp 


0000190091 NUREO/CR— 1300 VI 

"Assessment of Current Onsite Insp Techniques for LWR Fuel 
Sys, " Vol 1 

BAILEY, If J , MORRIS, C J , REICH, F R Battelle Memorial Institute, 
Pacific Northwest Laboratory FIN D-2151 PNL-3323 00/07/31 

48pp Available at NTI6 *3 25 


8008190500 Comment* on NUREO/CR- 12BQ re comparison between Naval 
Nuclear Propulsion Program S, civilian nuclear power 
practice* Vast differences between Naval % civilian plants 
plants preclude sweeping conclusions 

DALE, L F Mississippi Power S> Light Co AECM-BO/106 80/08/09 

2pp 


8008200044 Forward* notices of workshop* for review of proposed 
functional criteria for emergency response facilities & 
request for comments 

CHILK, B J Office of the Secretary of the Commission BO/OB/13 

If 


— B008200049 Notice of workshops for rsview of proposed functional 
criteria for emergency response facilities 

MATTSON, R J Division of Safety Technology 00/00/06 3pp 


— 8003200052 "Functional Criteria for Emergency Response Facilities," 
10CFR30 request for commments Solicits public comment 
DIRCK8, N J Office of the Executive Director for Operations 

00/08/11 6pp 


0008220184 Dlicusies review of NllREQ-0654, FEMA/REP- 1 , "Criteria for 
Preparation fc Evaluation of Radiological Emergency Response 
Plans It Preparedness in Support of Nuclear Power Plant* " 

List* item* for inclusion in revision DOE comments end 
FRANOOB, T 0 Energy, Dept, of BO/OB/19 12pp. 


8000220237 NUREO/CR-1373 

"First Quarter FVSO Progress Rept on Refill Effects 
Program, 11 quarterly progress rept Oct-Dec 1979 

CROWLEY, C J , SAM, R 0 Ci*eare. Tnc FIN A-4070 TN-316 BO/07/31 

31 p p Available at NTIS. 


800B220244 NUREG/CR-0330 V2 

"Ex-Reactor Determination of Thermal Gap Conductance Between 
U Dioxide it Zlrcal oy-4, Stage II High Gas Pressure, " 

0ARN1ER, J , BEOEJ, S Battelle Memorial Institute, Pacific Northwest 
Laboratory FIN B-2043 PNL-3232 80/07/31 79p p Available at 

NTIS 


0008260007 KUKE0-0590 R2 

"Thoughts on Regulation Changes for Decommissioning," draft 
rept 

CALKINS, G Off lee of Standard* De vi 1 opment , Director 00/08/31 
15pp 


800B260010 NUREQ-0612 

"Control of Heavy Load's at Nuclear Power Plants, " resolution 
of generic technical activity A-36 

GEORGE, H Assistant Director for Operating Reactors 80/07/31 
laopp Available at NTIS 


8008260017 NUREG-0701 

"89 Experience in Environ Cost-Benefit Analysis for Nuclear 
Power Plants W/ Imp 1 icatxons for Developing Countries " 
SPANGLER, M B Division of Safety Technology 80/08/31 211pp 

Available at NTIS 


9008260360 Forwards, on behalf of 8WR owners g roup, prepu b 1 1 cat 1 on 
version of NEDO-24708, Sec t ion 3 2 2, "Other Operational 
Transients " Info addresses applicability of NEDO-247O0 & 

BWR emergency procedure guidelines to FSAR events 

BUCHHOLZjR H Qaneral Electric Co RHB-063-BO 80/08/22 B3pp 


BO 08260692 HUREG/CR- 1 536 

“PRESQC Pressure Boundary Conditions for K-FIK Code " 

TRAVIS, J R . RIVARD, W C Los Alamos Scientific Laboratory FIN 
A-7027 LA-NUREO-6623 80/07/31 20pp Available at NTIS 


8008270145 NUREG/CR-1401 

"Financing Strategies for Nuclear Power Plant 
Decommissioning 11 

» Temple, Barker S Slaane, Inc «■ New England Conference of Public 
Utilities Commis s i oners. Inc 90/07/31 70pp Available at NTI9 


0OOB27O2OI NUR E0-0390 V4 N02 

"Ofc of Nuclear Reactor Regulation, Topical Rept Review 
Status, Regulatory Activities Manpower Sys " 

• Office of Management and Program Analysis 80/07/15 197pp 


8008270217 NUREO/CR-1277 

"Shock Environs for Large Shipping Containers During Rail 
Coupling Operations " 

MAGNUSON, C F Sandia Laboratories FIN A- 1049-6 SAND79-216B 

90/06/30 76pp Available at NTIS 


8006270222 HURE0/CR-I51& 

''Assessment of Core Penetration of PUR Reactor Vessel 6 
Particulate Debrii Coo lability in TML8',62D S< ABG 
Accidents " 

LIPINSKI, R J Sandia Laboratories FIN A-1054 8AHD0O-O7O1 
80/07/31 60pp Available at NTIS 


0008270224 NUREO/CR -1375 

"User Manual for USINT Program for Calculating Heat 6 Mass 
Transfer in Concrete Subjected to High Heat Fluxes " 

BECK, J V , KNIGHT, R L Sandia Laboratories FIN A-1054 
SAND79— 1694 00/05/31 81pp Available at NT IB 


8008270260 NUR EO/CR - 1 400 < 2 1 

“Quarterly Technical Progress Rept on Water Reactor Safety 
Programs Sponsored by NRC, Div of Reactor Safety Research, 

Apr-June 1980 " 

YBAR RONDO, L J EG VO Idaho, Inc FTN A-6038 E00-2048 80/07/31 

43pp Available at GPO 


B00B27O44O Comments on proposed Revision 2 ho 8RP P8RP-3 9 6, 
"Inservic* Testing of Pumps 6 Valves " Each facility should 
determine particular allowable leakage rats acceptable for 
each valve subj to NRC review & approval 

ARTHUR, J E Rochester Gas U Electric Corp 45FR36236 003 
80/07/18 2p p 


6008280370 Forwards comment* on proposed Revision 2 to BRP 3 9 6, 
value/icnpact statement t NUREQ-0677 

UTLEY, E E Carolina Power 6 Light Co 45FR36236 006 BO/07/30 

12pp 


8008260001 NUREO/CR-0453 R7 

"SIMMER-1 1 Computer Program for LMFBR Disrupted Core ORO CORRESPONDENCE WITH OTHER ORGANIZATIONS 

Analysis," Revision 7 — 

SMITH, L L, , 8HEHEEN, N N Los Alamos Scientific Laboratory FIN 

A-7015 LA-751 5-M BO/06/30 375pp 8000010207 Forwards std order for DOE work "Stat«-of~th«-Ar t Review & 

Evaluation of Sys Interaction Methods," for signature 
ROS0 , D F Division of Systems Integration, FIN 0-2323-0 80/07/08 

8008260005 NUREG-0020 V4 N07 2pp 

Grey book "Operating Units Status Rept, " data as of 000630 
* Commission 00/07/31 166pp Available at NTI6 

— 80080L0215 Std order for DOE work "Stat»-of-th*-Art Review I> 
Evaluation of By* Interaction Methods," issued to BNWL 
GRENIER, B L Division of System* Integration FIN B-2325-0 
20-80-232 BO/ 07/01 6pp 
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B008Q60031 Reiponds to 0OO7OB 1 tr NRC doe* not abject to POE entering 
into job nqu»rit arringemnll involving signing at protocol* 
to suiptnd US- 1 AEA-Por t u g 4 1 fc US-IAEA-Su i tier land *afegu#rd* 
agreement* 

DEVINE/ J 0 As*istant Director for Ex por t/ Imp a rt L Inter not 1 on* 1 
Safeguard* 60/07/23 lp 


8008070084 Advi**» that IE Bulletin 80-17/ “Failure of 76 of 105 
Control Rod i to Fullg ln«»rt During Scram at BWR, " ua* tent 
bo lilted license*! on 800703 

PAPPAS< H Region 3. Chicago. Office of the Director. B0/07/07 

2pp 


800B0701 51 Advifei that Suppl 1 to JE Bulletin 80-17. “Failure of 76 of 
189 Control Rpds to Fullg Insert During Scram at BWR. " u»* 
cent to lilted licemeei on 800721 

PAPPAS, H Region 3, Chicago. Office of tha Director 80/07721 
2PP 


8008070283 Inform* that Suppl 2 to TE Bulletin 00-17, "Failure of 76 at 
185 Control Rods to Fullg Insert During Berans at BWR. “ uies 
tent to lilted licemeei on 800722 

PAPPAS, H Region 3, Chicago, Office of tha Director 80/07/23 

2pp 


BOD0O7O371 Informs that IE Info Notice 30-13, "OE Type 8BM Control 
Switches Defective CAN Follower*," ual sent to listed 
licensee! on 800402 

CARROLL, D E Region 3, Chicago, Office at the Director 60/04/03 

2pp 


8000070377 Inform! that IE Bulletin. 00-07, "BHR J* t Pump Assembly 
Failure, 1 ’ we* itnt to lieted llcantee* on 800407. 

CARROLL, D E Region 3, Chicago. Office of the Director 80704/09 

2pp 


8008070400 Adviiei that IE Circular 80-17, “Fuel Pin Damage Du* to 
Water Jet From Baffle Plate Corner.” ua* sent to lilted 
licenfiei on 600723 

PAPPAS.H Region 3. Chicago, Office of the Director S0/Q7/24 

2pp 


BQ081 40 493 Forwards FR notice of availability of IAEA draft Safety 
Quid* S0-09, “Mg t of Nuclear Power Plants for Safe 
Operation," for public comment 

CHILK.S J Dffice of the Secretary of the Commission 80/06/30 
lp 


— 0000140501 Notice of availability of IAEA draft Safety Guide SG-09, 
"Mgt of Nuclear Power Plants for SaP* Operation." for 
public comment 

HINOQl/E, Ft B Office of Standards Development, Director BO/06/29 
2RP 


8008180249 Adviiei that IE Info Notice 80-29, “Broken Stud* on Terry 
Turbine Steam Inlet Flange.” ua* sent to listed licensee* 
on 800S07 

P APPAS, H Region 3. Chicago, Office of the Director 80/08/00 
2pp 


8000200082 Forwards Rept 80-919, "El Centra CA Differential Oround 
Motion Array," in response to NRC 000715 request 
MORRIS, R H Interior, Dept of, Geological Survey 00/07/30 lp 


—8008200090 80-919 

“El Centro CA Differential Oround Motion Array." 

BYCRQFT.Q N Inter! or. Dept of. Geological Survey 80/07/30 
14pp 


8000200503 Advises that end IE Bulletin 80-19, "Failure of Mercury- 
Wetted Matrix Retags in Reactor Protective Syi of Operating 
Nuclear Plante Designed by Combustion Engineering." was sent 
to 1 istad utils on 800731 

PAPPAS, H Region 3, Chicago, Office of the Director 80/08/04 

2pp. 


8008210120 Forwards Open-File Report 00-902, "Review of Lake MI Seismic 
Reflection Data " 

MORRIS, R H Interior, Dept of, Geological Survey 80/00/09 Ip 

— B003210I23 "Review of Late MI Seismic Reflection Data," Open File Rept 
80-902 

I4ALD.R J Interior, Dept of, Geological Survey B0/QB/O9 40pp 

at end IE Bulletin 00-18, "lieint of Adequate Min 
fugal Charging Pump* Following Secondary 
ne Rupture,” was cent to lilted Iic*n***f 

■ Chicago, Office of the Director 80/07/29 


8008220338 Forward* notice of availability of draft IAEA safety guide 
for public comment 

C HI LK i 8 J Office of the Secretary of the Commission 00/08/00 
lp 


— 8008220364 Notice of availability of draft IAEA fafety guide far 
public comment 

MINOOUEiR B Office of Standard* Development. Director BO/00704 
2pp. 


0000220477 Advise* that IE Info Notice 80-11. "Generic Problem* H/A8CD 
Valve* in Nuclear Application* Including Fire Protection 
8ys, " was tent to listed util* on 800314 

PAPPAS, H Region 3, Chicago, Office of the Director 80703717 
2PP 


8008220486 Advises that IE Info Notice 80-22, "Breakdown In 
Contamination Control Programs, " was sent to listed util* on 
800528 

PAPPA8.H Region 3i Chicago, Office of the Director 80/09/30 
2pp 


8000220489 Advise* that IE Bulletin 00-16, "Potential Misapplies! 1 on 
of Rosemoont Inc Model* 1191 8, 1182 Preesure Trontmi tters 
W/Either A or D Output Code*," wet sent to listed util* on 
800627 

PAPPAS, H Region 3, Chicago. Office of the Director 00/06/27. 

2pp 


8008220491 Advise* that IE Info Notice 80-24, "Low Level Radwaste 
Burial Criteria," we* sent to listed licensee* an 800625 
PAPPAS, H Region 3, Chicago, Office of the Director 80/06726 

2pp 


8008250749 Forward* *td order for DOE work, "8t#t*-of-Art Review L 
Evaluation of 8ys Interaction Methods," iitued to BNL 
R069,D F Division of Systems Integration FIN A-3340-0. 80707/08 

2pp 


— 800825075S Std order for DOE work, "State-of-Art Review 6 Evaluation oi 
8yt Interaction Method*,” issued to BNL 

GRENIER, B L Division of 6yet*m* Integration * Brookhavan 
National Laboratory FIN A-3348-0 20-80-231 80/07/02 6pp 


800B260004 Forward* ltd order for DOE work, "State-of-th* Art Review it 
Evaluation of 3y* Interaction Methods," issued to LLL 
R098, D F Division of Systems Integration FIN A-0247-0 80/07700 

2pp 


— 8009260008 std order for DOE work, "8tet#-of-th* Art Review t. 
Evaluation of 8y » Interaction Methods," Issued to LLL 
ORENIER, B L Division of Systems Integration a Lawrence 
Livermore Laboratory FIN A-0247-0 20- 80-230, 00/07701 6pp. 


6008270052 Forwards scops of work for Natl Environ Studies Project 
study of dec ommiss toning costs 

PETTIT, P J Atomic Industrial Forum 00/07729 19pp 


8008270131 Ack receipt of 800724 Itr transmitting draft proceedings of 
NRC 800128 executive seminar Forward! draft of HR Denton 
presentation incorporating editorial comment* 

DENTON, H R Office of Nuclear Reactor Regulation. Director 
80/07/31 ip 


—8008270139 Draft speech "Regulatory Need* Which Might Be Met by 
Probab i 1 i it ic Safety Analyst* or Reliability Techniques, " 
presented at NRC 800128 executive seminar. 

DENTON, H R Office of Nuclear Reactor Regulation, Director 
80/01/28 7pp 


— B008270137 Forward* draft proceeding* of NRC 800128 executive seminar 
on "Future Rot* of Risk A»**«im*nt fc Reliability Engineering 
in Nuclear Regulation 11 Requeit* comment*. W/o end 
VAN ERP, J8 Argonn# National Laboratory 80/07/24, lp 


PR PROPOSED RULE 


0007 100337 Comment* on 8ECY-80-O88. f ire protection rule. All 
Commissioner comments should be integrated by Ofc of 
Secretary 

F0NTEC1LLA.H Commies ion. 00/04/29 lp 


8008010102 Comments on proposed rule IOCFR60. list of considerations 
should be expended to ack that draft technical criteria, 
apply to repository which will not be operational before 
1997, according to latest administration schedules, 

JOHNSON. M T Weitinghous* Electric Corp , PWR Systems Olv 
45FR31 393 20 00/07/11, 9pp 
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6008010109 Comments on propood r u 1 • 10CFR60 requirement that waste 
package integrity ba maintained for 1,000 yrs w/full or 
partial water saturation of repoiltory area is excessively 
conservative t, cannot b* joitifiad 

O'DONNELL, A J Affiliation Unknown 43FR31393 19 00/07/17 l2pp 


8008010118 Forwards c ommment s on proposed rule 10CFR60" proposed rule 
uses imprecise termlnolo.gy Otologic i hydrolog lc or mineral 
resources w/o contemporary value may he valuable in future 
Decision to close repository could be short-sighted 
TAUKE,R Affiliation Unknown ADAM, M Affiliation Unknown 

45FR31393 21 00/07/13 3pp 


0000010263 Forwards comments on proposed rule 10-CFR60 by Atty General 
of 8tate of NY Draft regulations seem to facilitate 
licensing of depositories to be proposed by DOE w/o due 
regard to public health *• safety 

BIALIK, E I , ABRAMS, fl , CORWIN. J U New York, State of 43FR31393 
Oil 00/07/09 121pp 


0006010288 Comments on proposed rules 10CFR2 & 50 chief concern is 
w/delays In OL proceeding which result from application of 
present stds No justification exists for continued 
application of 10CFR2.App B stds to OL proceedings 
SULLIVAN, T J Consumers Power Co 45FR34279 014. 00/07/17 2pp 


6000060092 Forwards notice of extension of period for public comment on 
proposed rules 10CFR2 t, 50 for publication in FR on 000724 
CHILK, 6 J. Office of the Secretary of tha Commission 80/07/21 
lp 


— 8008060098 Advises that all Commits loner ofct have agreed to attention 
of period for public comment on proposed rules 10CFR2 6 50 
REAMER, C U Commission 80/07/IB lp. 


— 8008060108 Notice of ([tension of period for public comment on proposed 
rules 1QCFH2 (, 30 

CHILK, 8 J Office of the Secretary of the Commission 80/07/10. 

2pp 


8008060115 Comment* on proposed rule 10CFR61 rule resolves NRC position 
on radwaata siting, but establishing commercial site is still 
extremely risky due to intervenor resistance Oubsectlon 
61 26(21(21 should be deleted 

JOHNSON, B U Chem-Nuclear Systems, Inc 43FR13104 002 80/07/07. 

7pp 


8000070023 Advanced notice of rulemaking on mods of policy & regulatory 
practice governing siting of nuclear power reactors Requests 
comments on 7 of 9 recommendations contained in NUREO-0625 
by 800929 for consideration in proposed rule changes 
CHILK, B. J Office of the Secretary of the Commission 80/08/05 
26pp 


0000070163 Comments on proposed rules 30,40,30 *< 70. technical analysis 
apparently competent. Question* plant relocation in midwest 
Differing ground rules used in economic analysis of 
alternativa approaches to decommissioning 

HOLKENHAUER, W Washington Public Power Supply System 60/07/24 
2pp 


8008070407 Comments on proposed rule 10CFR60 supports development of 
criteria for regulating disposal of high level raduaste. 

Specific comments end. 

PARKER, W 0. Duke Power Co. 43FR31393 023 80/07/14. 0pp. 


8000070408 Comments on proposed rules 10CFR2 t< 30 urges rejection by 
Commission, w/exceptlon of requirement permitting automatic 
stay of approx 13 days In contacted CP casts Rules should 
remain intact 

MCOARRY, J M , REYNOLDS, N S . PHILIPS, M H Dtbevolsc t, Liberman 
43FR34279 013 00/07/21 App 


8008060007 Commants on proposed rule 10CFR60 licensing process, 
including 6AR & environ rept submittal review, should 
provide acceptable forum for evaluation of DDE approach to 
overall repository safety 

MEYERS, 8 Energy, Dept, of 45FR31393 018 80/07/15 ISBpp 


0008080065 Forwards notice of "Rules of Practice for Domestic Licensing 
Proceedings," 10CFR2 final rule Requssti FR publication on 
800700 

CHILK, S. 0. Office of the Secretary of the Commission,. 80/07/01. 
ip 


— 800BOB0074 "Rules of Practice for Domestic Licensing Proceedings, " 
10CFR2 final rule Provides more realistic time limits 
within which Commission may determine whether to grant or 
deny petitions to review A6LAB decisions nr actions 
CHILK, B J Office of the Secretary of the Commission 00/06/3 0 
4pp 


0008 090079 Forwards notice of extension of effective date for "Access 
Author 1 tat inn for Licensee Personnel," 10CFR25 U “Security 
Facility Approval t, Safeguarding of Natl Security Info S, 

Restricted Data," 10CFR95 final rules for FR publication 

CHILK, B J Office of the Secretary of the Commission 00/06/30 

lp 


— aooaosooas "Access Au thor i is t i on for Licensee Personnel." 10CFR25 k 
"Security Facility Approval i Safeguarding of Natl Security 
Info k Restricted Data, " 10CFR93 final rules Extends 
effective date from 000319 to 801001 

DIRCK9, W. J Office of the Executive Director for Operations 
00/06/19 2pp 


8000080402 Forwards FR notice of "Access Authori lation Fees for Nuclsar 
Industry, 1 ' 10CFR23 final rule Requests FR publication on 
000703 

CHILK, 8 J Office of the Secretary of the Commission 00/06/30 
lp 


— 8009080400 "Access Authori lation Fees for Nuclear Industry," 10CFR23 
final TUle Establishes fee schedule to cover costs re 
processing o.f access authori xatlons for parsons affected by 
10CFR2S 

DIRCKB, If J Office of the Executive Director for Operations 
00/06/17 4pp 


800B080413 Forwards notice of "Amend to Provide Exception from 
Procedural Rules for Adjudications Involving Conduct of 
Military or Foreign Affairs Functions," 10CFR2, immed iatsly 
effective final rule Requests FR publication on 000703 
CHILK, 8 J Office of the Secretary of the Commission BO/06/3Q 
If 


8009080421 Forwards notice of miscellaneous clarifying amends far 
"Stds for Protection Against Radiation," 1QCFR20 proposed 
rule Requests FR publication on 60070-3 

CHILK, 8 J Office of the Secretary of the Commission 80/06/30 

lp 


— G008080432 Notice of miscellaneous clarifying amends for "Stds for 
Protection Against Radiation," 10CFR20 proposed rule Amends 
do not modify cument practices, but clarify tsxt of several 
sections to avoid misinterpretation 

DIRCKB. W J Office of the Esecutive Director for Operations 
00/06/23 4pp 


0000090436 Comments on proposed rule, "Fire protection Program for 
Nuclear Poster Plants Operating Prior to 790101, " 6 Bender 
draft statement on rule Rule should state performance 
requirements only Revision of Bender statement end 
CALL, W R Affiliation Unknown 90/00/04 3pp 


0OOSO0O444 Forwards comments on proposed rule, "Fire Protection Program 
for Nuclear Power Plants Operating Prior to 790101 " Rule 
lacks systematic approach & contains repetitious S< 
contradictory requirements Lacks definition* 

ZUDAN8, Z Franklin rnstltute/Franklin Research Center 80/06/30 

3pp 


8008080472 Forwards consolidated comments an proposed rule 1OCFRS0 
Sound technical bases may not exist to support emergency 
planning lone* used , Fi f teen-minute notification requirement 
is unrealistic DOE 000627 concurrence memo end 
CLUSEN. RC Energy, Dept of 44FR7S167 202 80/06/27 12pp 


BOOB 110012 Comments on proposed rule 10CFR60 mining specialist* are 
skeptical that deep underground structure w/only partial 
internal support can maintain integrity for long period 
Failure to seal shafts encourages influx of water 

BURRIS, L American Institute of Chemical Engineers 45FR31393 016 
80/07/11 3pp 


8008110014 Commants on proposed rule 10CFR60 since radwastc gives off 
heat, r eposi tor ies should be under cities to save on heating 
in winter, 

TOTH, L Affiliation Unknown 45FR31393 017 80/07/08 2pp 


8008120013 Summary of ACR8 Joint Site Evaluation 6 Reactor Radiological 
Effecte Subcommittee 000521-22 meeting In Washington, DC re 
review of revised proposed emergency planning rule 6 
pertinent portions of proposed FY82 safety research budget 
a ACR8 - Advieory Committee on Reactor Safeguards, 80/06/03 26pp. 


800012066? Comments on proposed rules 10CFRS0 tt 91 NRC should adapt 
probabilistic risk assessment methodology {< more realism 
when considering potential accident risks 

BERNATH, L San Diego Gas k Electric Co 45FR40101 007 80/07/14 

2pp 
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900B120674 Comments on 3ECY-80-09B re proposed firs protection rule 
Disagrees w/ pro posed implementation schedule flema 1 ning 
improvements required under proposed rule are not urgent 
enough to shut down plants Related doc umonta t ion end 
HENDRIE. J K . KENNEDY, R T Commission 0D/O4/23 13pp 


BQ081400B2 Forwards "Domestic Licensing of Production & Utiliiation 
Facilities - Tech Specs for Nuclear Power Reactors," 10CFR50 
advance notice of proposed rulemaking 

CHILK, B J Office of the Secretary of the Commission 00/07/01 
lp 


— 6008140091 "Domestic Licensing of Production 1< Utiliiation Facilities - 
Tech Specs for Nuclear Power Reactors," 10CFR50 advance 
notice of proposed rulemaking Change would establish ltd for 
deciding which 8AR items would he included in Tech Specs 
CHILK, S J Office of the Secretary of the Commission 60/06/30 
9pp 


80081-40120 Respond* to FOIA request for info re existing regulation* 
concerning disposal of high & low level wastes Forwards 
draft entitled, “I0CFR6I Disposal of Lou Level Radioactive 
Waste V Low-Activity Bulk Solid Waste “ 

FELTON. J II Division of Rules and Records 00/07/30 lp 


—0008140141 Draft "1-OCFR61 Disposal of Low Level Radwasta & Low- 
Activity Bulk Solid Waste " 
a Commission 79/H/03 94pp 


8008140405 Comments on proposed rule re part-time career employment 
program DOJ coordinates efforts by executive branch depts l 
agencies to eliminate tei tfescr iminatlon in federal govt 
TERL, A H Justice, Dept of DJ 171-NR-07 BO/07/14 lp 


8008140569 Comments on SECY-BO-OSS re fire protection rulemaking Rule 
includes all generic requirements permitting NRC to- settle 
open item* w/ilcensees Recommends concurrence u/rule & 
Commissioners Ahearne 1 Kennedy proposed changei 
FONFECILLA, H M Commission 80/03/14 Spp 


0008200030 Forward's notice of “Procedural Assistance in Adjudicatory 
Licensing Proceedings," 10CFR2, final rule correction 
Requests FR publication on S00B1B 

CHILK, 8 J Office of the Secretary of the Commission, 00/08/12 
If 


— B0082GQ034 “Procedural Assistance in Adjudicatory Licensing 
Proceedings." 10CFR2 final rule correction Corrects 
typographic error 

CHILK, 8 J Office of the Secretary of the Commission 80/08/12 

2pp 


8008200053 Forwards CT Chapter of Scientists it Engineers for Secure 
Energy statement of position on proposed rules 10CFR50 it 31 
re storage it disposal of nuclear waste Certificate of Svc 
end 

RICHARDS, J R Capital. Legal Foundation 80/07/01 34pp 


0008260174 Notice of withdrawal from proceeding 
BERGER, R F Oklahoma, State of 80/08/10 lp 


8008270D31 Forwards 10CFR30 It 35 re testing for radioisotope generators 
far publication in FR 

CHILK, S J Office of the Secretary of the Commission 80/06/13 
Ip 


--0OOB27OO3B "Testing of Rad i oiso topes Generators," 10CFR30 i, 35 final 
rule Requires licensees to test radioactive drugs prepared 
from radioisotope generators far contaminant Mo-99 Also 
imposes mas limits 

DIRCK8.U J Office of the Executive Director for Operations 
80/06/13 6pp 


8008270227 Comments on proposed rule 10CFR60 estimate of total amount 
of high level waste to be deposited at any given site it 
total depth required for emplacement starting at 300 meters 
below surfac e, sh ould be provided 

MURPHY, J K Inter ior, Dept of, Bureau of Land Management 45FR31393 
026 00/07/17 2pp. 


PRM PCTirinn rn R RULEMAKINO 


keting of petition for rulemaking 71-8, 
>mpt industrial radiographers from 
iy of all documents referred to In 

>f Rules and Record* 80/06/03 Ip 


BO 08080207 Forwards petition for rulemaking 71-0, filed by Foster 
Wheeler Energy Corp Petition requests that NRC eiempt 
Industrial rad i og rap hers from requirement to have copy of 
all -documents referred to in package approval 
DQNGOHUE, D J Office of Administration 80/06/04 3pp 


0OOB14OO45 Responds to 800603 1 tr re occupational radiation exposure 
stds Independent action re NRDC petition on occupational 
radiation exposure stds not warranted to date 

CHILK, S J Office of the Secretary of the Commission 80/07/22 

2pp 


— 6000140040 Requests info on NRC action per NRDC petition re 
occupational radiation exposure stds 
WEISS, E R Sheldon, Harmon & Weiss 80/07/03 2pp 


0008220370 Forwards denial of petition for rulemaking 30-56 

CHILK, S J Office of the Secretary of the Commission. 80/0B/0B 
lp 


— 0008220374 Notice of denial of petition for rulemaking 30-56 
0IRCK8, W J Office of the Executive Director for Operations 
00/07/25 9pp 


8006260140 Forwards 800B13 FR notice of denial of petition far 
rulemaking 30-96, which proposed that NRC be divided into 
two separate entities NRC cannot legally divide Itself M/o 
end 

HENRY, J, J Transportation & Product Standards Branch 00/00/1? 

2pp 


8006270464 Forwards notice of denial of petition for rulemaking 30-56 
6 summarltes basis for denial NRC responsibilities L 
organ 1 iafc i on are determined by published legislative 
mandates, judi c 1 al guidelines 6 statutory responsibilities 
H1N8GUE, FI B Office of Standards Development, Director. SO/OB/O0 
4pp 


— 3000270545 Denies 790412 petition for rulemaking 30-56 re dividing 
NRC Into separate entities to deal w/flsslle matls 6 
byproduct matli NRC responses to petitioner justification 
statements end 

DIRCK8. W J Office of the Executlvk Director far Operations 
80/07/25 13pp 


PROJ PROJECTS - PREDOCKET LICENSING 


8008010196 Forwards NUREG-091 1, draft GE18 on U mil ling. Name added to 
distribution list for final GEIS 

FISHER, B Uranium Recovery Licensing Branch B0/06/16 lp 


—8008010200 Requests draft GEIS on U ml 1 1 Ing, NURE0-05 1 1, Vol 1 summary U 
text it Vol 2 apps Also requests comments received on 
document 

KARTELL, E A Affiliation Unknown 80/09/22 lp 


8008040086 Second supplemental answers to PQJtE fifth set of 
Interrogatories directed to CA Dept of Water Resources it to 
fourth nt of interrogatories directed to Cities of Anaheim 
tt Riverside W/supporting documents & Certificate of Svc 
8TRUMWA88ER, M J, DEUKHEJ1 AN, 0 , CONNETT, R H. California, State Of. 
ISSUANCES A. 00/07/28 27pp 


600803010? Forwards Amend 41 to F8AR Release & control record end 
SCHADE, A R Hanford Englnaaring Development Laboratory 80/05/28 

20pp 


—0008050195 NELD-TI-75002-41 
Amend 41 to F8AR 

* Hanford Engineering Development Laboratory 00/03/28, 400pp 


8008110013 Forwards eight util employee depot it ions, taken by NRC on 
800603-04. for deponents signatures Alderson Reporting 800730 
ltr explaining failure to attach exhibits tt original 
exhibits end Alderson Reporting ltr only end 
GOLDBERG, J Antitrust Division 80/00/01 Ip 


— 0000110015 Forwards exhibits not provided w/transcript in matter of 
util 600603 L 04 depositions Exhibits should have been 
included ui/trenseript 8, were left out through error, 

SHARP, R A Alderson Reporting 80/07/30 ip 


6000120028 Advises that docket file for rulemaking an advance 
notification of interstate transport of nuclear waste to 
governors of affected states has been established, effective 
800731 All correspondence should ref "Proj M-31 " 

ROBERTS, J P Transportation Branch 00/00/01 lp 



NONDOCKETED ITEMS 


0008200109 Not 1 c • of 8W Shackelford 801023 deposition re PGS.E 
fMUltii practices 1 procedure* on production of document* 
Certificate of 8vc enck 

QOLDBERQ. J R Hearing Branch 2 ISSUANCES A 00/00/27 4pp 


PT21 NONCOMPLIANCE REPORTS AND RELATED CORRESPONDENCE 


8008070008 Pert 21 rept re addl failure model which have been 
discovered on Theretron hO.Theratron BO. Eldorado 6 t< 

Elderado 8 teletherapg unite Affected subsystem li radiation 
field light »ys assembly 

RTDOUTiE F Atomic Energy of Canada. Ltd B0/07/28 4pp 


0008070010 Part 21 rept re qualification of epoxy lurfaco coating sys 
If coating eye mere to fall.matl released could plug 
euctiDni of eafety-related pumpi 

JQNE8.G 0 Bechtel Power Corp (subs of Bechtel Corp I 80/07/28 
3pp 


8009140255 Updates 000620 Part 21 rept On 00061 0. c ompany determined 
that reportable defect existed 

BECKSTED, W F Bergen-Patterson Pipe Support Corp 80/07/17 tp 


0008100212 Part 21 rept re drive shaft of Reliance IE Motor which 
snapped In two placet when driving Dia-Vac diaphragm pump on 
extended teit at extreme conditions Caused by apparent force 
on motor shaft Motor shaft to be redesigned 
MERCER. W Corns ip. Inc . Delphi Systems Div 00/07/31 5pp 


QA999 QUALITY ASSURANCE INSPECTIONS 


0008010104 Ack receipt of 800710 ltr r» result of review of McManus 
Insp Bvc radiographic film noted in QA Program Imp Rept 
99900342/80-01 

POTAPOVS. U Region 4. Dallas. Vendor Inspection Branch 00/07/17 
lp 


"8006010109 Responds to NRC 000616 ltr re review of McManus Insp Svcs 
radiographic film noted in QA Program Insp Rept 99900342/80- 
01 Eight radiographs do not meet required density Documents 
informing PSC of IN t. Sargent l< Lundy of protlem end 
JONAS. W Lakeside Bridge it Steel Co Q A -1010 00/07/10 5pp 


—0008010112 Forwards QA Program Insp Rept 99900342/80-01 on 000602-06 
No noncomp 1 lance noted 

POTAPOVSiU. Region 4. Dallas. Vendor Inspection Branch 80/06/16 
2pp 


— B0080I0114 QA Program Insp Rept 99900342/00-01 on 800602-06 No 
noncomp 1 lance noted Major areas Inspected previous Insp 
f Ind Ingt . radi ogr aphy . we 1 d matl control t< three const 
deficiency repti 

ELLERBHAW, L. E. . POTAPOVS. U Region 4. Dallas. Vendor Inspection 
Branch 60/06/13 6pp 


900a010119 Ack receipt of 800425 t, 0623 ltr* informing NRC of steps 
taken to correct deviation noted In QA Program Insp Rept 
99900524/80-01 

POTAPOVS.U Region 4. Dallas. Vendor Inspection Branch 90/07/17 
lp 


— 8008010130 Responds to NRC 800605 ltr re deviation noted in QA Program 
Insp Rept 99900524/00-01 Corrective actions instructed 
project lead discipline engineers to utilize review svcs of 
project metallurgical engineer 

DERIENZQ.P P Oibbi V Hill. Inc. (subs of Dravo Corp > 

00/06/23 3pp 


— 8000010123 Ack receipt of 000425 ltr informing NRC of steps taken to 
correct deviation noted in QA Program Insp Rept 
99900524/00-01 

POTAPOVS.U Region 4. Dallas. Vendor Inspection Branch 80/06/03 
lp 


— 8000010134 Responds to NRC 800320 ltr re deviations noted in QA Program 
Insp Rept 99900524/80-01 . Corrective actions reviewed audit 
rapts to ensure leader has been identified in each rept 
Orientation of team members will be dona prior bo audit 
DERIENZO. P P Qlbbs fc Hill. Inc (subs of Dravo Corp > 

80/04/25 9pp 


— 0008010127 Forwards OA Program Insp Rept 99900524/80-01 on 800225-29 fc 
notice of deviation 

POTAPOVS.U Region 4. Dallas. Vendor Inspection Branch, 80/03/28 
2pp 


—B008010139 Notice of deviation from Insp on 800225-29 

» Region 4. Dallas. Office of the Director 80/03/27 2pp 


— 8000010141 QA Program Insp Rept 99900524/80-01 on 000225-29 
Non c omp 1 lane e noted failure to include ANSI N4S 2 12 
requirements that audit rept* be signed by team leader & 
that repts contain evaluation of program effectiveness 
BRICKLEY, R H . FOX.O F . JOHNSON. J M Region 4. Dallas, Vendor 
Inspection Branch 60/03/27 25pp 


600801 01 42 Advises that NRC 800617 ltr in response to 800523 ltr did 
not correctly relate to fact that only Item F (magnetic 
field strength) of Article 732. Section V of ASME code should 
have been Identified as deviation 

POTAPOVS.U Region 4. Dallas, Vendor Inspection Drench 80/06/23 
lp 


6009010144 Ack receipt of 800623 ltr informing NRC of steps taken to 
correct deviation noted in QA Program Insp Rept 99900052/60- 
Ol 

POTAPOVS ■ U Region 4. Dallas. Vendor Inspection Branch 80/07/09 
lp 


— 0008010157 Responds to NRC 000522 ltr re deviation noted in QA Program 
Insp Rept 99900052/00-01 Corrective actions revised 
Departmental Operating Instruction QA-48-30O4 to provide 
addl instructions for auditor performing supplier audits 
GREENE, J J Crosby Valve V Cage Co QA-JQ-497B 50/06/23 lp 


— 0000010147 Forwards QA Program Insp Rept 99900052/80-01 an 800507-09 i 
notice of deviation 

POTAPOVS.U Region 4. Dallas. Vendor Inspection Branch 80/05/22 
2p P 


— 8008010150 Notice of deviation from insp on 000507-09 

» Region 4. Dallas, Office of the Director B0/05/20 lp 


— 8008010153 QA Program Insp Rept 99900052/00-01 on 800507-09 
Noncomp 1 lane e noted failure to require corrective action on 
deficiencies identified on suppliers qua 1 i f icat ion survey 
forms 

KELLEY. U D . WHITESELL, D E Region 4. Dallas. Vendor Inspection 
Branch 00/05/20 tOpp 


8008010161 Ack receipt of 800623 ltr informing NRC of steps taken to 
correct deviation noted in QA Program Insp Rapt 99900505/80- 
•01 

POTAPOVS.U Region 4, Dallas, Vender Inspection Branch 80/07/09 
If 


— 0006010179 Responds to NRC 000603 ltr re deviation noted in QA Program 
Insp Rept 99900505/60-01 Corrective actions Section GA-II-5 
of ETft-1001 will be revised to provide QA engineer 
flexibility in applying fabrication sequence submittals 
TENZER.R E Ebasco Service*. Inc (subs of Enserch Corp ) 

80/06/23 2pp 


— 8008010164 Forward a QA Program Insp Rept 99900505/80-01 cm 800421-25 It 
notice of deviation 

POTAPOVS. U Region 4, Dallas. Vendor Inspection Branch 00/06/03 

2pp 


— 8009010167 Notice of deviation from insp on 800421-25 

* Region 4, Dallas, Office of the Director 00/06/03 lp 


— 8000010173 QA Program Insp Rept 99900505/80-01 on B00421-23 
Noncomp 1 lane e noted suppliers had not been required in all 
cases to furnish detailed fabrication sequence showing tests 
h insps Unauthorized personnel obtained procedure reviews 
COSTELLO, J R . JOHNSON. J M , HALE. C J Region 4, Dallas. Vendor 
Inspection Branch 00/06/03 20pp 


0000130635 Forwards QA Program Insp Rept 99900392/80-01 on 800602-05 
No noncompliance noted 

POTAPOVS.U Region 4, Dallas, Vendor Inspection Branch 80/06/16 

2pp 


-- 8008 1306 39 QA Program Insp Rept 99900392/00-01 on 000602-05 No 
noncompliance noted Major areas inspected training program, 
ueLding proced ure. personnel qualification K. equipment 
calit r 

DROWN, R L , WHITESELL. D E Region 4, Dallas. Vendor Inspection 
Branch 90/06/13. 9pp 


8008130642 Ack receipt of 800702 ltr Informing NRC of steps taken to 
correct deviation noted in QA Program Insp Rept 
99900004/80-02 

POTAPOVS.U Region 4. Dal Las. Vendor Inspection Branch B0/G7/25 
If 


332 


NONDOCKETED ITEMS 


--8O0613Q663 Responds to NRC 900608 ltr r> r« deviation noted irv QA 
Program Imp Rept 99 90000 4 /SO -02 Corrective action* 
continuous *urv»i ltjnce of afsembly area it periodic oven 
temp cal i br initiated & lifting tool* added to OA *ye 
VAN HILTEN, 0 M Qefteral Atomic Co (tubs of Oulf Oil Co i 
80/07/02 7pp 


— 0008130666 Former ds QA Program Imp Rept 99900004/80-02 on 800512-16 
S. notice of deviation 

POTAPOVS, U Region 4, Dalle*, Vendor Inepection Branch 00/06/03 
2PP 


— 8009130667 Notice of deviation, from ln*p on 900512-16 

* Region 4, Dalle*. Office of the Director 80/06/02 2pp 


— 60-03130669 QA Prop-re* Intp Rept 999OQO04/SQ-O2 on 800312-16 
Noncoapl lane e noted failure to ravieu documents , c a 1 i b 
cure oven chert recorder, ster t 1 i te thermocouple* k adhere to 
packaging requirements 

MCNEILL. W M , WHITESELL, 0 E Region 4, Pallas. Vendor Inspection 
Branch 00/06/02 7pp 


8008130673 Act receipt of 800710 ltr informing NRC of step* taken to 
corrsct deviation noted in QA Program Intp Rapt 
99900704/00-01 

POTAPOVS, U Region 4. Dallas. Vendor Inspection Branch 80/07/25 
ip 


— 8008130679 Reapands to NRC 900611 ltr re deviation noted in QA Program 
tntp Ript 99900704/80-01 Corrective action* functional 
design criteria added to documentation package* it drawing* 
corrected to identify inspector 

QRIQQSi 6 D QUlf Si Western Industrie*, Ine B0/07/10 Spp 


—8008130690 Forward# QA Program Imp Repfe 99900704/00-01 on 000423-25 
it notice of deviation 

POTAPOVS, U Region 4. Delias, Vendor Inspection Branch 00/06/11 

2pp 


— 8008130681 Notice of deviation from intp on 000423-23 

■# Region 4, Dallas. Office of the Director 80/06/10 lp 


—8008130684 QA Program Imp Rept 99900704/90-01 on 900423-23 
Noncompl lance noted failure to follow QA/GC documentation 
procedure k to identify inspector on final as-buiit 
drainings 

SUTTON, V W . WHITESELL. D E Region 4. Dallas. Vendor Inspection 
Branch 80/06/10 9pp 


8000140193 Ack receipt of 000713 4. 0320 ltr* informing NRC of ifcap* 
taken to correct deviation noted in OA Program Insp Rept 
99900033/BO-01 

POTAPOVS, V Region 4« Dallas, Vendor Inspection Branch 80/07/23 

4 


—8000140185 Responds to NRC 60061 1 it 02 Ur* re deviation noted in GA 
Program Imp Rapt 99900033/90-01 Provide* clarification of 
definition of cleaning per HCAP-8370 

BAK03.FR Westinghcut* Electric Corp 80/07/13 tp 


— 8008140190 Ack receipt of 800502 ltr informing NRC of *tep* taken to 
upgrede underground records storage. Centra 1 record* ctr 
acceptable for temporary or permanent storage of records 
HAASS, W P Region 4, Dallas, Vendor Inspection Branch S0/06/Q2 

Spf 


— 8008140194 Aek receipt of 800520 ltr informing NRC of step* taken to 
correct deviation* note-d In QA Program tnsp Rept 
99900033/90-01 

POTAPOVS, u Region 4, Dallas, Vendor Inspection Branch B0/06/U 

ip 


—8008140197 Respond^ to NRC 800423 ltr re deviation noted in QA Program 
Insp Rept 99900033/80-01 Corrective actions cleaning water 
pH Will be measured, recorded 4 evaluated as specified in 
Procsss Spsc 292722 

BAK09.FR Westinghouse Electric Carp. 80/05/20 5pp 


—8008140200 Forwards QA program Insp Rspt 99900033/80-01 on 800407-11 
4 notice of deviation 

POTAPOVSiU Region 4, Dallas, Vendor Inspection Branch 80/04/23 

2pp 


— 8008140203 Nat lea of deviation from insp on 800407-11 

* Rsglon 4, Dallas. Office of the Director 80/04/18 2pp. 


— B0081 40209 QA Program Insp Rept 99900033/80-01 on 800407-11 
None nmp 1 ience noted insp control card* not filled out 
completely 6 accuratsly 6 cleaning-watsr pH requirement* for 
testing not identified in water tost procedure 

MCNEILL, W M , WHITEBELL, D E Region 4, Dallas, Vendor Inspection 
Branch 00/04/10 7pp 


8O0B14O416 Aek receipt of 800702 ltr k correct* statement in QA Program 
Insp Rept 99900910/80-01 to read “one spec, 9779- 101 , was 
found w/incorrsct ARB specified for 24 individual pieces of 
equipment “ 

POTAPOVS, u Region 4, Dallas, Vendor Inspection Branch 80/07/23, 
lp 


—8008140424 Respond* to NRC S00604 ltr re deviation noted in QA Program 
Imp Rept 99900510/80-01 Corrective actions training session 
conducted to emphasise maintaining discipline file* w/ 
current drawing revieion* Superseded documents destroyed 
CURNANE, R A United Engineer* ft Constructor*. Inc (sub*, of 
Raytheon Co > 80/07/02 I2pp 


— 800Si40427 Forwards OA Program Insp Rept 99900510/80-01 on 800503-09 It 
notice of deviation 

POTAPOVS. V Region 4. Dallas, Vendor Inspection Branch 80/06/04 
2pp 


— 8008140430 Notice of deviation from insp on 000805-09 

* Rtgion 4, Dallas. Office of the Director 80/06/03 4pp 


— 0008140435 QA Program Insp Rept 99900510/80-01 on 80030S-09 
Noncompliance noted outdated drawings not physically 
espa rated from current drawing* In stick fils S< «y* 
if e ic r ip t ion* did not ref codes & std* 

ANDERSON, D 0 Region 4. Dallas, Office of the Director FOX, D F, , 
HALE.C J. Region 4, Dallas, Vendor Inspection Branch 80/06/03 
23pp 


8008190072 Act receipt of B00529 k 0604 ltr* informing NRC of step* 
taken to correct deviation noted in OA Program In*p Rept 
99900297/BO-01 

POTAPOVS, U Region 4. Dallas, Vendor Inspection Branch 80/06/13 
ip 


--BOOB190074 Forward* rsspon** to NRC 600505 ltr re deviation noted in 
QA Program Intp Rapt 99900297/80-01 
CALDEft, M Foxhoro Carp 80/06/04 Ip 


— 9008190001 Responds to NRC 800503 ltr ra deviation noted in QA Program 
In*p Rept 9900297/80-01 Corrective actions 1 written 
confirmation noting procedure will be in place for issuance, 
review k change of production rout# sheet* 

A I REM, D F Foxboro Corp 80/05/29 3pp 


— 8OQ819O0S4 Forwerd* QA Program Insp Rept 99900297/80-01 on 800422-29 
6 notice of deviation 

SEVFfl IT, K V Region 4, Dallas, Office of the Director 80/03/05 

2pp 


— 8008190092 Notic* of deviation fro* inep on 800422-23 

* Region 4, Dallas, Office Of the Director 80/03/01 lp 


--8008190096 QA Program Insp Rept 99900297/00-01 on 800422-33. 
Noncompliance noted failure to audit preinsulataif terminals 
far damaged insulation 6 failure to control issuance of 
production route shest* 

HUNNICVTT, D M , FOSTER, W E Region 4, Dallas. Vendor Inspection 
Branch BO/03/Oi. 6pp 


8008190197 Forward* QA Program Intp Rept 99900077/80-01 on 800602-06. No 
none amp 1 lance noted 

POTAPOVS, U Region 4, Dallas, Vendor Inspection Branch 80/06/27, 

2pp 


— 80Q91902JO QA Program Insp Rept 99900077/00-01 on 800602-06. No 
none omp lianca noted Major areas inspected App B criteria k 
applicable code* it ttds, welding matl control, joint fitup 6 
welding k internal audits 

ROBERDS, H W , POTAPOVS, U Region 4, Dallas, Vendor Inspection 
Branch 80/06/26 5p p 


8008220232 Forwards QA Program Insp Rept 999002X6/00-01 on 800324-28 k 
notices of violation k davlation 

8EVFR1T, K V. Region 4, Dallas. Office of the Director. 00/04/18 
2pP 


—8008220233 Notice of violation ftro* -insp on 800324-28 

* Region 4, Dallas, Office of the Director, 90/04/17. ip 


—3008220263 Notice of deviation from intp on 800324-20 
* Region 4, Dallas, Offics of the Director 00/04/17. 


4pp. 



NONDOCKETED ITEMS 
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— 0008220270 QA Program Insp Rept 999002 1 A/80-01 on 800324-20 
Noneompliance noted failure to po»t regulations U 
procedures, Identify attachment miHi mif t ptrionml 
qualification* t document training ***iion» 

ROBERDB.H W , BARNES. I , HUNN1CUTT, D H Region 4, Dallas, Vendor 
ln*ptction Branch BO/Q4/I7. 13pp 


REOOD REQULATORY QUIDE8 


8000060133 Forward* notice of issuance 6 availability of Reg fluids 
3 92. Revision 2. for publication in FR at earliest possible 
date 

CHILK, 8 J Office of the Secretary of the Commission 00/07/22 
IP 


— 8000060207 Notice of issuance & availability of Reg fluid* 5 52. Revision 
2 

MINQQUE, R B Office of Standards Development. Director 00/07/16 
2pp 


0008070177 "For Comment" Issue of draft Reg Quid# 3. "Std Format &. 
Contant of Licensa App licatlons. Includ lng Environ Repts.for 
In Situ U Solution Extraction " 

HARMON. D F Off let of Standards Development. Director 00/07/31 
42pp 


— 8008070180 Draft valua/lmpact assessment of draft Reg Quid# 3 
Recommends that rig gulds be prepared 

HARMON. D F Office of Standards Development. Director BO/07/31 
4pp 


B0OBO8QO76 Forwards propossd Revision 2 to Reg fluid* l 12. 
"Instrumentation for Earthquakes" t> preliminary value impact 
statement fluid# will endorse new revised Std AN8I/AN8-2 2- 
1978 

ARLOTT0. 0 A Division of Engineering Standards 00/07/24 10pp 


B0080BQ099 Forwards notlca of issuance & availability of draft Revision 
1 to Reg fluid# 10 6. "fluid# for Preparation of Applications 
for Uss of Sealed Sources It Devicai for Performing 
Industrial Radiography " 

CHILK. 9 J Office of the Secretary of the Commission 60/06/27 

lp 


— 8008080107 Notice of Issuance S. availability of draft Revision i to Reg 
Quid# 10 6. "Oulde for Preparation of Applications for Use 
of Sealed Sources i Devicss for Performing Industrial 
Radiography " 

ARLQTT0, 0 A Division of Engineering Standards 80/06/25 2pp 


0000000432 Comments on proposed Reg fluid# 8 XX effective in increesing 
underetand ing re biological effect! of ionising radiation 
Sections dealing u/canctr risk* war* particularly well done. 

HEUBNER. A T Connecticut. Btate of 80/07/16 lp 


8008080497 Comments on proposed Reg Ouide 8 XX personnel engaged in 
health physice at util plants believe document is helpful 
Plans to inneorporate document w/employee training program 
underway 

HOFFMAN. D, P. Consumers Power Co 80/07/17. lp 


8000080462 Comments on proposed Reg Oulde 8 XX' section dealing w/ 
prenatal radiation exposure should be added for 
comp lateness 

BERKLEY. D A Camdtn - Clark Memorial Hosp Parkersburg. HV 
80/07/17 lp 


8008080464 Forwards comments on propossd Reg Ouide 6 XX Response to 
Question 8 fails to point out that cancer risk estimates are 
extrapolated from high dose effects 
ANDERSON, DM Bethlehem Steel Corp 00/07/16. 6pp 


8008080466 Comments on propossd Reg Oulde 9 XX. presents current medical 
It icientific knowledge of health affects of Ionising 
radiation in clear. readable manner 

LINTON. 0 If American College of Radiology. 80/07/18 ip 


B008080914 Comments on proposed Reg Ouide 8, XX footnote should be 
edded on Page 6 to effect that rem will be converted to 
sievert in near future 

TOLAN, 0 H Miseouri. Univ. of. Columbia. 80/07/07 2pp 


8008080518 Comments on proposed Reg fluid# 8 XX' instruction should be 
reoriented specifically to support t justify occupational 
dots limits established by NRC regulations 
LEWIS, L Duke Power Co. 80/07/21 2pp 


8008080319 Comments on proposed Reg Ouide S XX people working in 
industry should be informed of immediate U potential 
dangers . levs! of risk t precautions that should be taken to 
avoid unnecessary e xposure 

FITZPATRICK, T Connecticut. State of 80/06/20 ip 


0000080532 Comments on proposed Reg fluid# S XX analogies to automobile 
travel i< cigarette smoking are effective in establishing 
relativity of risks discussed 

HOB 08. T 0 Commerce. Dept of. National Bureau of Standards 
60/07/ 15 2pp 


8008080537 Comments on proposed Reg Ouide 8 XX question ro NRC plans 
for monitoring occupational radiation exposures should be 
asked after Question 30 

WHITAKER, M B South Carolina Electric St flat Co 2 8600 80/07/08 

lR 


0000120658 Comments on proposed Reg Ouide 10 6 acceptable level of 2 
mlllirem/h at 18 inches Is questionable Level should be 3 
ft Suggested personnel dosimttTy inconsistent w/Test of 
guldel ins 

MCVEY, J T Ouadrex Corp 80/07/11 2pp 


8008120664 Comments on proposed Reg Ouide 0 XX on* objective should be 
to inform trainee of biological basis for radiation 
protection itds. rather than merely informing of biological 
effect* of radiation 

C EMBER. H Northwestern Univ 80/07/14 lp 


B008130338 Forwards Ethos Research Oroup, PLENTY. Int 1 comments on 
proposed Reg Ouide B XX Improvement should include thorough 
instruction in biological effects of ionizing radiation 
BATES, A. Affiliation Unknown. 00/07/12 9pp 


800BIS030B Comments on proposed Reg Ouide 9 XX, “Instruction Re Risk 
From Occupational Radiation Exposure " fluid# represents 
reasoned effort to convey risk of radiation exposure 
to mill worker Buggests two improvement* 

B0QQ8, L A American Mining Congress 80/08/03 Spp 


B008180308 Forwards notice of issuance 6 availability of draft Reg 
Ouide 3 xx, "Std Format & Content of License Applications, 
Including Environ Repts.for In Situ U Solution Extraction." 
for publication in FR 

CHILK, 8 J Office of the Secretary of the Commission 90/08/01 

ip 


— 8009180313 Notice of issuance t. availability of draft Reg Ouide 3 XX, 
"Std Format 6 Content of License App 1 1 cat ions. Inc 1 ud in g 
Environ Repts.for In Situ U Solution Extraction " 

ARLOTTO, 0 A Division of Engineering Standards 80/07/23 2pp 


0008180312 Comments on proposed reg guide, "Instruction Concerning Risk 
from Occupational Radiation Exposure " Radioactive matls it 
sources of ionizing radiation are used throughout company 
Uses listed 

PETTINOA.C W Eli Lilly 6 Co > Lilly Research Laboratories Oiv 
80/03/04 3pp 


8008180315 Comments on proposed reg guide re instruction on risk of 
occupational Tadiation exposure instructional approach of 
questions L answers is commendablt Further emphasis should 
be placed on safety aspects of radiation business 
MORIARTY.T J Pan American World Airways, Inc 90/07/14 Spp 


8008180321 Comments on proposed Reg Ouide 8. XX. limits cannot be 
established on basis of me 1 1 already taken into body Limits 
for intarnal exposure are set in same way as limits for 
17ternal exposure Regulations limit intake 
HASE, K R Harvard Medical School 80/07/09 2pp 


9008100461 Discusses ACRS Subcommittee on Regulatory Activities 800806 
review of Revision 2 to Reg fluid* 1 97 Reg guide not 
endorsed by Committee due to need for clarification 
Instrument c la self t ca t ions should be more explicit 
PLE88ET.M 9 ACRS - Advisory Committee on Reactor Safeguards, 
80/0B/13 Spp 


80-00 190644 Comments on proposed reg guide, "Instruction Concerning Risk 
From Occupational Radiation Exposure." fluids is well written 
6 provides good basis for preparing lecture 
OEISE, R. Methodist Hosp 8t Louis Park.MN 80/07/02 tp 


8008200-010 Comments on proposed Reg Oulde 8 12. Revision 1 developing 
organ i xation, ANS, shoul d be given "credit line" for AN8I/ANS- 
8 3-1979 

WEBER, M D American Nuclear Society 80/07/07 lp 
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6008200021 Forwards comments on proposed reg guide, "Instruction 
Concerning Rut From Occupational Radiation Expoiure Lacks 
instruction in radiation protection procedure* Ap p should 
emphasiie basic ed as means or radiation protection 
LOOMIS, J 8 Sargent ?< Lundy, tnc 80/07/01 2pp 


0008200037 forwards notice of issuance *■ availability of draft reg 
guide, "Info Relevant to Ensuring that Qc cupa t£ one 1 
Radiation Exposures at Mills Hill be ALARA " 

CHILK, S J Office of the Secretary oP the Commission 00/00/12 
lp 


— 6008 200040 Notice of issuance b availability of draft reg guide, "Info 
Relevant to Ensuring that Occupational Radiation exposures 
at U Mills Will be ALARA " 

QOLLER, K R Division of Siting, Health k Safeguards Standards 
00/08/06 2pp 


8006200042 Discusses Track Etch sys for radon monitoring supplied to 
mining fc. environ clients k offers assistance w/futur* 
revisions of Reg Quid® 4 14 
ALTER, H W Terrades Corp 80/06/06 lp 


8000010328 "Nondestructive Examination Evaluation Support, " monthly 
progress rept, June 1980 

SMITH, JH Oak Ridge National Laboratory FIN B-0233 00/07/09 

4pp 


8008060010 "Nuclear Power Plant Design Concepts for Sabotage Protection 
Program, " progress rept far Apr-June 19S0 

ERICSON.D M Bandia Laboratories FIN A-1210 80/07/17 App 


0000060421 "Safeguards Analysis for Byproduct Matls & Small Quantities 
of SWM, " monthly progress rept for June 1900 
CHESTER, R Q , RANDOLPH, M L . RYAN, M T Oak Ridge National 
Laboratory FIN B-610B ORNL/HABRD-87 B0/07/14 9pp 


8008120259 "Environ Statements Project," monthly progress rept for June 
1900 

ZITTEL, H E Oak Ridge National Laboratory OflNL/ED/EIS-133 

80/06/30 gpp 


8009140057 "L2-6 Fuel Depres sur i ja t ion k Initial Conditions " 

BURTT.J D , RUSSELL, ML EOtG Ic/aho, Inc LG-14-80-069 00/06/19 

96pp 


B0DB200049 Comments on proposed Reg Ouide 4 14, Revision 1 *td luted as 
ANSI N1 4 10-1974 should read N13 10-1974 

COLLINS, E P American National Standards Institute 00/06/16 lp 


BOO021O550 Comments on proposed reg guide, "Instruction Concerning 
Risk From Occupational Radiation Exposure " Quid® ha* too 
many abbreviations for rapid understanding 6 would be 
difficult to understand if unfamiliar w/govt regulations 
ROGERS, W L Gulf Oil Corp , Qulf Mineral Resources Co 00/07/07 
ip 


800B140105 "Detectors for Measuring Liquid Levels in Power Burst 
Facility In-Pile Tube," interim rept 

LAPOINTE, R E EOLO Idaho, Inc FIN A-6041 EGG-TFBP-5200, 
00/07/31 20pp 


8008140113 "Inventory of Two-Phase Critical Flow," preliminary 
assessment rept 

HALL, P 0 EG&Q Idaho, Inc. FIN A-6047 EOO-CAAP-9140 00/06/30 
44pp 


8008220363 Comments on proposed reg guide, "Instruction Concerning Risk 
From Occupational Radiation Exposure " Combined occupational 
6 medical dose in excess of 4 rems for given quarter would 
pose unacceptable risk 

MUESER.SS Gilbert /Commonwealth CoS 00/07/11 lp 


0009140121 "Summary Ltr on Current Research & Predictive Ability on 
Transient Critical Heat Flux, 11 technical interim rept 
TSAI, C C EG&G Idaho, Inc FIN A-6270 E00-CDAP-9207 00/07/31 

lp 


BOOB20O5O2 Forwards notice of issuance 1 availability of errata to Reg 
Gui de 1 59, Revis ion 2 

CHILK, S J Office of the Secretary of thB Commission 00/03/08 


— 8000200503 Notice of issuance l availability of errata to Reg Ouide 
1 59, Revision 2, "Design Basis Floods for Nuclear Power 
Plants " 

MIN0GDE,R 8 Office of Standards Development, Director 80/00/05 
If 


RES RESEARCH AND TECHNICAL ASSISTANCE REPORTS 


8007210010 "Evaluation of LWR Residual Heat Removal Under Accident 
Conditions," monthly highlights for May 1900 

BAR I , R A Brookhaven National Laboratory FIN A-3315 00/06/09 

9pp 


8008140127 "Analysis of Semiscale Mod-3 Small Break Tests 8-07-10 k 
S-O7-10D, " Interim analysis rapt 

SHIMECK, D J EO&G Idaho, Inc FIN A-6030 E0G-8EMI-3201 

60/07/31 90pp 


0008140261 "Environ Assessments of Fuel Cycle Facilities," monthly 
progress rept for June 1980 

ZITTEL, H E, Oak Ridge National Laboratory FIN D-0279 
ORNL/ED/E 18-132 80/06/30 6pp 


0008180560 "Hater Reactor Research Directorate Monthly Rept for June 
19B0 " 

BOBTWICK, W E , YBARRONDO, L J EOAO Idaho, Inc 80/07/31 209pp 


BOOB180S7Q "Charae tar i ration of Radionuclide Contamination Throughout 
LWR Power Stations," informal monthly progress rept. 

ROBERTSON, D, E Ba 1 1 e 11 e Memor i a 1 Institute, Pacific Northwsst 
Laboratory FIN 0-2299 80/07/10 23pp 


9008010060 Forwards Naval Research Lab rept, "Evaluation of Charpy 
Energy v* Temp Curve-Fitting Techniques." Rept has been 
accepted as partial fulfillment of NRC contract 
HAZELTON, W Engineering Branch «Pre 7910301 NRC-03-79-14B 

80/07/16 lp 


— 8008010069 Forwards "Evaluation of Charpy Energy Temp vs Curve-Fitting 
Techniques " 

HETTCHE'L R Navy, Dept of, Naval Research Laboratory. 

NRC -03-79- 140 63-1068-0-0 80/04/02 lp 


— 8008010073 "Evaluation of Charpy Energy v» Temp Curve-Fitting 
Techniques " 

CULLEN, M H . HAWTHORNE, J R , GARROWAY. L F Navy, Dept of, Naval 
Research Laboratory NRC-03-79-148 60/04/02 41pp 


8008010212 "FLECHT-SEA8ET Program," monthly status rept for May 1980 
KA5S1E, H H Wait inghouse Electric Corp NRC-04-77-127 RP9S9-1 

80/05/31 2pp 


8008010217 "FLECHT-SEASET Program," monthly statue rept for June I960 
MASSIE, H H Westinghouse Electric Corp NRC-04-77-127 RP9S9-1 

80/06 /*w «»„ 


8QQQ1B0S75 "Integration of Nondestructive Examination Reliability k 
Fracture Mechanics," monthly progress rept for Jul 1980 
DECKER, F L. Battalia Memorial Institute, Pacific Northwest 
Laboratory FIN 0-2209 80/00/00 25pp 


8008100579 "Feasibility Analysis for SUPER-SARA Small Break LOCA/Flow 
Starvation Test Program " 

BROUGHTON, J H , LIU.O T , GARNER, R U EG60 Idaho, Inc FIN A-6041 
EGG-TFPP-5209 80/07/31, 60pp 


8008100587 "LWR In-Plant Measurement Program," informal monthly 
progress rept for June 1980 

MANGLED. JW EQfcG Idaho, Inc FIN A-6075 00/07/14 4pp 


0000180629 "Irradiation Effects on Mechanical Properties of Zirconium t< 
Dilute Zirconium A1 loys* Review " 

PAMKASXIE, P J Battel le Memorial Institute, Pacific Northwest 
Laboratory BN-SA-61B 76/07/13 I03pp 


8008200485 "Post- I rrad tati on Iodine Release from U Dioxide at Amblant 
Temp," experiment data rapt 

SCHMITZ, K. M , CRDNEY, S T , OSETEK, P G EOtQ Idaho, tnc, 

EGO-TFB P -3203 80/07/31 27pp 


inting Ef f e c ti ve no* s Evaluation 
ir Apr 1980 

># Laboratory FIN A-0115 MC 00-07-05 


0008210184 "Post-Test Analysis of Inti Std Problem 10 Using 
RELAP4/I10D7, " preliminary assessment rept 

HSU, M EQLG Idaho, Inc FIN A-6047, E0G-CAAP-9210 00/07/31 

54pp. 



NONDOCKETED ITEMS 


RM PULEMAKINQ 


600B27Q360 Comments on rulemaking 50-5 on behalf of West MI Environ 
Action Council. Inc 0E9MQ proceedings should remain 
terminated Commerc ial use of Pu should be banned 
BTEKETEE, P W Stetetee.P W BO/OB/19 lp 


SECY POSITION PAPERS BEFORE THE COMMISSION 


8000010002 Responds to appeal re denial of FOIA request for SECY-A-79- 
90 Appeal denied Release of document would adversely affect 
agency deliberative process to detriment of public interest 
in reasoned decisionmaking 

CHILK, S J Office of the Secretary of the Commission 00/07/23 
If 


0000010005 Appeals denial of FOIA request for SECY-A-79-90 
WELT/M A Radiation Technology 80/06/06 lp 


0008120674 Comments on SECY-8O-08B re proposed fire protection tuIo 
D isagrees w/propos*d Implementation schedule Remaining 
Improvements required under proposed rule are not urgent 
enough to shut down p lants- Re la ted documentation end 
HENDRIE. J M , KENNEDY, R T Commission 80/04/23 I3pp 


8008130083 8ECY-80-356 

Forwards request to retransfer US-origin spent fuel from 
Switierland to United Kingdom for reprocessing NRC 
consultation period ends B00B18 

8HEA, J R Office of International Programs, Director 60/07/20 

lp 


— BOOS13OO06 Forwards "Analysis of Retransfer of BNM, “ from 8uitiorland 
to United Kingdom for reprocessing NRC comments requested 
within 20 days 

BENQELBDORF. H Energy, Dept of 80/07/24 Ip 


-- 800S1300B7 "Analysis of Retransfer of SNM 11 Related documentation end 
a Energy, Dept of 80/07/23, 22pp 


0009210561 BECY-SO-284 

Forwards "Potential Threat to Licensed Nuclear Activities 
from Insiders {Insider Study) 11 Rept represents result* of 
investigations Into potential internal throat. Addl research 
not recommended 

DIRCKSi W J Office of Nuclear Material Safety t< Safeguards 
00/06/13 3pp 


— 0000210363 "Potential Threat to Licensed Nuclear Activities from 
Insiders (Insider Study) " 

MULLEN, S A , DAVIDSON, U J , JONES, H 8, Physical Security Licensing 
Branch 80/05/09 150pp 


8008260327 Addl response to FOIA request for records re export of 
9NK U replacement pert* to India Forwards documents listed 
In App B 

FELTON, J M Division of Rules and Records 80/00/12 3pp 


— -0OOB26O353 Discusses BECY-79-260 re export of reactor components to 
India Consistency w/previous position would dictate 
nonconcurrence In paper. Delay of export could have safety 
cons equancts 

QIBBQN, T Commission 79/04/24 lp 


— 0008260361 Notifies of nonconcurrence u,/9ECY-79~260 re export of 
raactor components to India Shipments do not fulfill 
requirements of Atomic Energy Act 
BRADFORD, P A Commission 79/04/27. lp. 


— 0008260386 Advises that Canunislon authoriies issuance of licenses 
described in 6ECY-79-260 re export of reactor components to 
India Applications for export of components to India should 
continue to be forwarded to Commission 

CHILK, B J Office of the Secretary of the Commission 79/04/30 
If 


— 0008260394 Requests that Executive Branch update reiponse for export 
application in light of recent activity concarnlng alleged 
Pakistani clandestine enrichment project 6 resulting cutoff 
of US aid to Pakistan 

AHEARNE, J. F. Commission 79/05/16 lp- 


—0008260404 8ECY-79-233B 

Informs Commission of NRC proposal to transmit questions for 
Executive Branch re export of low enriched U to India JR 
Shea draft 1 tr to BOB end 

SHEA, J R Office of International Programs, Director 79/09/22 
3pp 


— 8000260422 Seeks reissuanco of request for Info re recent 

application fo-r license to export components to India Some 
questions apply to license application re SECY 79-32SA 
AHEARNE, J F Commission 79/06/22 lp 


— 0008260429 Requests that DOS be asked to comment on Tecent events i, 
India Also requests that NRC be notified when situation has 
stabll lied enough to allow assessment of changes 
AHEARNE.J F Commission 79/07/19 lp 


— B0O926O4S1 Advises that Commission has approved end revised draft 
ltr to DOS requesting assessment of Indian situation to aid 
in NRC analysis of pending export of fuel to India 
HOYLE, J C Office of the Secretary of the Commission 79/00/14 
lp 


— 0000260610 8ECV-79-233D 

Recommends Commission concurrence In end proposed ltr to 

DOS requesting assessment of Indian situation to aid in 

NRC analysis af pending export of fuel ta India 

SHEA, J R Office of International Programs. Director 79/00/03 

3pp 


— 0008260649 Recommends that NRC take immedtate action on application 
export six traversing incore probe detector assemblies to 
India Components are essential to safe operation of Tarapur 
reactor* 

KENNEDY. R T Commission 79/12/31 lp 


— 0000260660 Agrees tu/RT Kennedy 791231 memo that NRC take immediate 
action on application to export six traversing incore probe 
detector assemblies to India Components are essential to 
safe operation of Tarapur reactors 
AHEARNE, JF Commission 00/01/09 lp 


— 900B260669 Agrees w/RT Kennedy 791231 memo that NRC take Immediate 
action on application to export six traversing incore probe 
detector assemblies to India Components are exsential to 
safe operation of Tarapur reactors 
HENDRIE, JM Commission 00/01/04 lp 


— 8009260684 Informs that Commission has reviewed SECY-79-674 b requel 
action on application for license to ejport six traversing 
incore probe detector assemblies to India 

CHILK, 8 J Office of the Secretary of the Commission S0/01/09 
lp 


— 8008260711 Concur* that Commission cannot conclude that criteria hav 
been met re export of component* to India {SECY-79-674A1 
BRADFORD, P A Commission 00/02/01 Ip 


0008270001 SECY- 80-353 

Discusses proposed Issuance of license to QE to export 
low enriched If to Taiwan 

SHEA, J fi. Office of International Programs, Director 80/07/20 
4pp 


8008270006 SECY-80-354 

Reviews proposed Issuance of license to He s t ingbouse to 
export low enriched U to Taiwan Proposed export license 
end 

SHEA, J R Office of International Programs, Director 00/07/28 
4pp 


BTATE PRCJQ STATE PROGRAMS 


6000060446 Respond* to- NRC review t evaluation of State of NE radiatio 
control program b comments In 800S13 ltr Department of 
Health appears to be In final stages of having new 
regulations for control af radiation approved 
BMJTH, HD Nebraska, State of 80/07/23 lp 


8008060452 Respond* to NRC 800721 ltr expressing concern re budget t, 
staff effort being devoted to State of KB radioactive made 
program Request placed In FYQ2 budget for two addl positions 
w/requisite support mails & supplies 
HARKINS, J F Kansas, State of 80/07/24 2pp 


8008070401 Advises of ac c ep tab 1 1 i ty of six addl proposed TLD stations 
Details of locations should be provided, Inc lud ing sector, 

9 1 Imuth i xenith , dosimeter number 6 station number NRC driving 
route one 1 

BLOBODIEN, M J Region 1, Philadelphia, Office of the Director. 
00/07/22 12pp 


80Q80B0052 Notification of contract execution "Environ Monitoring 
Program W/8tat« of AL, " awarded to AL Dept of Public Health 
SAI8DEN, L Research Contracts Branch FIN 0-1233 NRC-09-00-255 

00/07/28 lp 
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— 60QB080054 Contract "Environ Monitoring Program tl/Gtate of AL. " 
awarded to At Dipt of Public Health 

MYER3, I T Alabama. State of MORTON, K V Research Contracts 
Branch FIM B-1233 NRC-09-8O-259 80/07/20 I4pp 


— 8003220353 Submits third quarterly progress rept far Apr-June 1*700. for 
transpor tati on surveillance program under Contract 
NRC-06-79-3O7 

SHULER, P. E Florida, State of NRC-06-79-307 00/07/31 llpp 


6008080156 Notification of contract eseeution "Environ Honitoring 
Program H/State of OH. " awarded to State of OH 

BAtSEEN, L Research Contracts Drench FIN D-1243 NRC -05- 8 0-256 

80/01/01 Ip 


BOO 8270 1 42 Provides FL Dept of Community Affairs w/NRC review of need 
for power discussion in tO-yr site plans submitted for 
revi eoi 

KERR, 0 W Office of State Programs, Director 80/08/05 lp 


— 8008080165 Contract “Environ Monitoring W/State of OH, 11 awarded to 
State of OH 

* Ohio, State of HORTON, K V Research Contracts Branch FIN 
B-1243 NRC-05-80-256 80/01/01 9pp 


0008190150 “Info Rept on State Legislation,'* Vol 2, Number 2 

SCHWARTZ, 8 A Office of State Programs, Director 76/01/23 4pp 


B00819Q157 "Info Rept on State Legislation," Vol 6>NumbeT 6 

RYAN, R 0 Office of State Programs, Director 80/05/09 7pp 


— 8003270166 Discusses review of FL iO-yr site plans re need for power, 
submitted by FL Electric 1ft 1 1 s, Res ui ts of ORNL forecasting 
effort suggest that utils are presenting feir to 
conservative appraisal of future FL growth potential 
MULLER, D R Assistant Dlractor for Environmental Technology 

ao/oa/oi 3p p 


— 8003270169 Requests that NRC submit comment* on FL Electric Utile 10-yr 
site plans re need for power to FL Dept of Community 
Affairs 

HUTCHINBON, C. Florida, State of. 00/06/12 Spp 


3008190217 "Info Rept on State Legislation," Vol 5. NumbeT 1 
• Office of State Programs. Director 79/01/19. 2pp 


8008190222 
RYAM, R 0 


3003 1 90228 
KERR. G H 


300319023d 
RVAM. R G 


3003190238 
RYAN. R 0 


8003190243 
KERR , 0 W 


B0081902S4 
KERR i 0 W 


8008190260 
RYAN, R G 


8OOB190266 
RYAN, R 0 


800B1 90273 
KERR. 0 W 


3008190642 
RYAN, ft 0 


8008200005 
KERR , 0 W 


"Info Rept on State Legislation," Vol 
Office of State Programs, Director 


Info Rept on State Legis labion. " Vol 
Office of State Programs, Director 


"Info Rept on State Legislation," Vol 
Office of State Programs, Director 


"Info Rept on State Legislation," Vol 
Office of State Programs. Director 


"Info Rept on State Legislation," Vol 
Office of State Programs. Director 


Info Rept on State Legislation." Vol 
Office of State Program*. Director 


"Info Rept on State Legislation." Vol 
Office of State Program*. Director 


"Info Rept on State Legislation." Vol 
Office of State Program*. Director 


"Info Rept on State Leg 1 s lati on. " Vol 
Office of State Program*. Director 


"Info Rept on State Legislation." Vol 
Office of State Program*. Director 


"Info Rept on State Leg 1 s lat Ion. " Vol 
Office of State Program*, Director 


4. Number 1 
78/01/30 

10pp 

6, Number I 
30/02/01 

13pp 

6, Number 8 
30/06/05 

7pp 

6, Number 9 
30/06/17 

7pp 

6, Number 2 
30/02/15 

20p p 

6, Number 3 
30/02/29 

6pp 

3. Number 1 
77/01/19 

&pp 

6. Number 7 
80/05/16 

4pp 

6, Number 5 
80/04 /IS 

7PP 

6, Number 10 
30/06/24 

6pp 

6, Number 4 
BQ/04/04 

9pp 


BOO82O00I9 Forwards SC third quarterly progress rapt under Contract 
N3C-06-7B-357 for transp ortation surveillance program 
JAN I NEK, M Office of State Programs, Director. NRC-06-7B-357 

80/00/07 Zpp 


— 8008200022 Submits third quarterly progress rept for Apr-June 1980. 
under Contract NRC-06-73-35? for transportation surveillance 
prog ram 

WILLIAMS, E F South Carolina, State of NRC -06-73-357 80/07/16 

2pp 


>8200024 Requests that Gfc of State Programs clarify to State of 
fA NRC commitments of technical assistance re tailings 
•ipanslon project. NRC will attempt to complete evaluation of 
tew tailings disposal area by 800901 

iCARANO. R A Uranium Recovery Licensing Branch 80/03/09 2pp 


B0O82OOO26 Eipressas disappointment in NRC performance on tailings 
expansion project Scheduled completion date is 800901. Univ 
of WA 800711 Itr to State of WA & minute* of 800223-29 
meeting re license review enct 

KIRNER, N P. . 8TRON0.TR Washington, State of 00/06/26 6pp 


>08220347 Forwards FL Health 8. Rehabilitative Bvcs quarterly progress 
rept under Contract NRC-06-79-307 for transpor tat loti 
surveillance program 

JANIHEK, M Office of State Programs. Director. NRC-06-79-3O7 
BO/08/07 2pp 


8008270451 Discusses JF Kendig & CZ Cordon regulatory program review 
Brunswick ofc conducting good operation w/minimal direction 
Suggests improving admin i strat i ve control, lisa of chacklists 
would Improve licensing &. incident investigation! 

KERR, 0 kf Assistant Director for State Agreamant* Programs 
BO/08/07 2pp 


— 3009270497 Confirms 000719 di*cu««ion re review & evaluation of OA 
Dept qf Human Resources radiation control program Program 
is adequate State regulations for agreement metis should be 
updated Review comments end. 

KERR. 0 U Assistant Director for State Agreements Programs 
80/03/07 4pp 


8008270578 Comments on program for regulating U mills I< tailings 
Emergency response plans et licensed mills should be 
developed to that respoti* ib 1 1 1 1 let such as radiological 
non i tori ng, asi essment J. transportation are clear 
KERR.G W Office of 8tate Programs, Director 8A/J0L 00/09/05 
lp 


8000270634 Responds to 800611 ltr re comments tc recommendations to 
improve radiation control program Wipe samplas will be 
obtained from facilities using significant quantities of 
uncontrolled radionuclide* 

MOUNT, D. K North Dakota, State of. 00/07/02 3pp 


TOP REP VENDOR REPORTS AND RELATED CORRESPONDENCE 


3000010047 Notification of 800805 meeting u/QE In Gethesda.MD to 
ditcusi core iprey tests 

HOD0E8, W Reactor Systems Branch 80/07/17 lp. 


3008010116 SANDS 0-0 51 OC 

"Hydrogenation of Amorphons Bi 1 ie on Nitride " 

STEIN, H J , PEERCY, P S , GINLEY. D. 8, Sandla Laboratories 00/06/25 
5pp 


8008010193 Responds to 800630 ltr discussing change in corporate OA 
organ! tat ion h effect on GA program Changes acceptable 
Topical rept should be revised to reflect approved change*. 

HAAS0, W P Quality Assurance Branch. 80/07/17. lp 


8003010264 Responds to 800707 ltr containing revittd organ! lationa 1 
chart for OA Topical Rept 21A, New chart acceptable 6 will be 
distributed a* revised page fc labelled Amend 5(a). 

HAAS 8. W P Quality Assurance Branch 80/07/16 ip 


8008010275 Forwards proprietary NEDE-2481 1-P, "4T Condensation 
Oscillation (4TC0) Test Program Final Test Rept." for 
Task A 17. on behalf of Mark II owners group, Rept withheld 
<T*f 1GCFR2 790) 

BUCHHOLZ, R. H General Electric Co HFN-121-80, 00/07/03 lp 


8008010298 Requests early confirmation of Mark 11 owners group 
long-term program for defining condensation oscillation 6 
chugging loads based upon results of 4TC0 test program 
Complete LOCA load criteria will be submitted Oct 1980 
CHAU, H Oeneral Electric Operating Plant Owners Group MK 
I1-049-LIC 80/07/23 2pp 


9008030359 Respond* to NRC Mar 19B0 revised criteria for raactor 
operator training t< l lcen* i ng. Forward* description* of 
upgraded programs t curriculum 

EVANS, J J Meetinghouse Electric Corp hT8-0O~27O. 80/07/23, 

26pp 
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0008050374 Forwards "Studies on Subsystem Pip* Modeling Technique 
Using Structural Overlapping " 

CURRERI.J Brookhaven National Laboratory 80/08/01 ip 


— 8008050376 "Studies on Subsystem Pip* Modeling Technique Using 
Structural Overlapping." draft 

CURRERI.J , BEZLER, P Brookhaven National Laboratory 80/08/31 
70pp 


8008050433 Discusses NEDE-2479B-P, "Caorso Extended Discharge Test 
Rapt M Requests r*pt bt withheld at proprietary info (ref 
10CFR2 770 1 Affidavit »nel 

BUCHHOLZ, R H 0«n*ral Electric Co MFN-130-BO 00/07/20 3pp 


8000050557 Inform! of NRC acciptanc* of Revieion 9 to CPC-l-A, "CPC 
QA Program Manual for Nuel**r Power Plant* * Revision 
addraiivs organi jationa 1 fc programmatic changai 
HA AS 8, W P Quality Assurance Branch 80/07/16 lp 


0008060100 Requests that util incorporate detailed deicription of 1-gr 
eipsrlanct in Imp lamentation of OA program for poiitlon of 
QA manager into Pay* 1~7 of Topical Rapt CE-l-A, "Comm Ed 
QA Program for Nuclear Generating Station!)" bg 800031 
HAA98, W P Quality Atiuranca Branch 00/07/24 Ip 


8009060123 Summary of Matl Control b Accounting Review Oroup 900603 
meeting w/LLL in Silver Spring, MD re review of FY80 project 
at LLL L propoead research for FY8i >* beyond Meeting agenda 
tt Hat of attend!*! *ncl 

SHEPARD, R L Divl»ion of Baf*guard! ( Fu*l Cgcl« t< Environmtntal 
Ruearch FIN A-0115, 00/07/28, Bpp 


8000060254 Forward! proprietary t nonpropr ietary vartion! of "Slides 
Pr!!tnted at 800717 Matting W/NRC " Affidavit end 
Proprietary version withheld (ref 10CFR2 790) 

SCHERER) A E Combustion Eng inetringi Inc LD-BQ-042 00/07/20 

5pp, 


8008070331 TR-3501 R1 

"Summary Rept.Qenirle Response to USNRC IE Bulletin 
79-02> Base Plata/Concrete Expansion Anchor Bolt*)" R*vl*ion 
1 

* Teledyne Engineering Servlets IE8-79-02 79/0B/3O 130pp 


8008000280 Forwards proprietary & nonproprietary response-* to first 
round question* on WCAP-9226 L WCAP-9227, "Reactor Cor* 

Responses to Eicesslve Beeondary Steam Releases " Affidavit 
end Proprietary response withheld (rsf 10CFR2 790) 

ANDERSON) T M Westinghouse Electric Corp NB-TMA-2205 80/07/30 

144PP 


8008110216 Forward* WCAP-9SOO, Amend 1. "Ref Core Rept 17*17 Optimiied 
Fuel Assembly " 

ANDERSON, T H Westinghouse Electric Corp NB-TMA-2270 80/07/23 

lp 


— 9008110219 WCAP-9SOO A1 

"Ref Cor* Rept 17*17 Optlmiidd Fuel Assembly/" WCAP 9500, 
Amend 1 

« Westinghousa Electric Corp 80/06/30 lOOpp 


8008110375 Forward* TVA-TR75-1A, "QA Program Description for Dssign. 
Const & Operation of TVA Nuclear Power Plants." Revision 4 
Response to NRC 800520 questions re proposed Revision 4 
end 

MILLS, L. M, Tennessee Valley Authority. 80/00/04 13pp 


— 800B110383 TVA-TR7S-1 A R4 

"QA Program Description for DesigniConst & Operation of TVA 
Nuclear Power Plant* " Revision 4, const! tutlng Chapter 17 of 
BAR 

* Tennessee Valley Authority 80/08/04 117pp 


8008110407 Forwards procedures used for training qualification lb 
nuclear instructor*, in response to NRC 800328 request 
M0RTEN8EN, R K. Combustion Engineering, Inc 80/07/31 44pp 


8008120249 Advises that Ofc of Controllsr has been requested to bill 
util for review of Amtpd 2 to GC£-1~A,QA program. 

MILLER, W 0 License Fee Management Branch. S0/08/05 ip 


8008120253 Advise* that Ofc of Controller has been requested to bill 
company for ravlew of Revlelon* 7 t< 8 to ETR-1O01, "Nuclear 
QA Program Manual " 

MILLER, W Q Licensa Fea Management Branch. 80/08/05 lp 


0000120576 Advises that listed o r gan 1 ra 1 1 ona 1 changes depicted on encl 
draft chart will not result in program function changes nor 
decrease effectiveness of QA Program as documented In NEDO- 
1 1209-04A, Revi 1 1 on 1 Change* will be In ne*t revision 
BREED. A Oenoral Electric Co 80/08/06 3pp 


0008130080 Notifies of completion of Oeneric Item B-55, re review of 
THI-2 accident implications on BURs Results of review are 
included in NUHE0-06E6 b NUREC-0660 

E tSENHUT , D 0 Division of Licensing 00/07/00 lp 


0000130215 Notifies that Ofc of Controller will forward bill for review 
of Revision 9 to UCAP-8370, "HAD QA Plan " 

MILLER , U □ License Fee Management Branch 80/08/04 lp 


0OOB13O54O OA-A1S730 

,r HT0R Oas Turbine Program Semiannual Progress Rept for 
Period Ending 790930,” prepared for San Franc iscoiCA 
Operations Ofc of DOE 

* General Atomic Co (sub* of Gulf Oil Co ) UC-77 BQ/05/31 

200pp Available at NT1S 


8000130618 Submits info re or pan 1 la t i ona 1 changes, in response to NRC 
770708 ltr Changes do not impact accomplishment of QA 
program as described in BAW-’10096A, Revis ion 3 Forwards 
Figure 3. "Nuclear Power Generation Div " 

TAYLOR, J H Babcock J, Wiled* Co 00/08/07 2pp 


— 800B130616 Figure 3, "Nuclear Power Oesieration Div 
* Babcock L Wilcox Co 00/07/15 lp 


8000140580 Give* notice of billing for review of Amend 3 to QA-A1301QA, 
"QA Co QA Program," submitted 791015 

MILLER, W 0 Licenie Fee Management Branch 80/00/01 lp 


0000150399 Forwards Updating Status Memo 12 re ETR-1001, 1 ieensee QA 
program manual 

TENZER, B E Ebasco Services, Inc (subs of Enserch Carp I 

80/08/08 2pp 


8008180173 Requests technical opinion Is advice re potential for void 
formation in reactor vessel head per 800611 8t Lucie natural 
circulation cooldown event Requests reply within IS days 
CHECK, P B Assistant Director for Plant Systems 00/00/12 2pp 


0000100552 Notifies that topical rept re coarse mesh neutronUs code 
ROCS will be submitted by 001231, per NRC 791217 request 
Proposed list of contents encl 

SCHERER, A E Combustion Engineering, Inc LD-0O-O45 00/00/11 

2pp 


0000180571 Forward* "Fuel Failures In Cammorical Nuclear Power 
Reactors " Rept to be Ref 3 to NtIREQ/CR-1300 1PNL3325I 
LOBEL, R Reector Safety Branch (Pre 791030) 00/00/01 lp 


— 8008180574 "Fuel Failures in Commerlcal Nuclear Powsr Reactors " 
BAILEY. W J Battel le Memorial Institute, Pacific Northwest 
Laboratory 74/06/30 31pp. 


800 B 190454 Forwards agenda for NRC 800003 meeting w/GE re core spray 
design methodology Methodology development closure targeted 
for 80001 S 

D'ARDENNE.W H Qeneral Electric Co MFN 133-80 00/09/05 41 pp 


8008190471 Comments on ZR Rosjtoqjy paper "Frequency L Consequencss of 
Small LOCA, " presented at AN9 900608 conference in Las 
Vegas, NV. Content of paper underestimates capability of BUR 
to accommodate effsets of stuck open relief valve* 

SHERWOOD. G 0 Central Electric Co MFN 30-00 00/00/13 3pp 


0008190490 Forwards proprietary info f-ram 000730-31 meeting w/NRC re 
Mark III containment loads resulting from postulated LOCAs 
Info withheld (ref 10CFR2 790) 

BUCHHQLZ.fi H Qeneral Electric Co MFN-141-00 00/00/12 lp 


0008200023 Requests technical opinion 4, advice re potential for void 
formation In reactor vessel head per 800611 Bt Lucie 
naturel circulation cooldown event Requests reply within 15 
days 

CHECK, P B Assistant Director for Plant Systems 80/08/12 2pp 


0008200025 Requests technical opinion Z. advice re potential for void 
formation in reactor vessel head per 800611 Bt Lucie 
natural circulation cooldown event Requests reply within 15 

days 

CHECK. P S Assistant Director for Plant Systems 80/09/12 2pp 
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8000300313 Forwards XN-NF-1A, “GA Program Topical Rept for Nuclear Fuel 
Design 4 Fabr i cation, '* Revision 3 QA program Intended for 
implementation on existing contracts Rep t may be specified 
as contracture! requirement in new contracts 
VOLMER.C J Elion Nuclear Co < Inc (subs of Exxon Carp > 

B0/0B/I2 Ip 


—600020031 7 XN-I1P-IA R3 

"OA Program Topical Kept far Nuclear Fuel Design St 
Fair tea t Ion, " Revision 3 

* Eicon Nuclear Co , Inc fsubs of Exxon Corp ) 90/08/04 

BSpp 


BOO 8200*1 5-3 Notification of 800819 meeting w/CE 4 NRC to discuss OEXL 
correlation to BXg ft fuel Part of meeting will be closed due 
to proprietary nature of Information 

PHILLIPS,!. E Reactor Systems Branch 80708/11 2pp 


80GB21038S Forward* proprietary •&. rtonp ropr i e fcary responses to NRC first 
round questions r B WCAP-9230, "Rept on Consequences of 
Postulated Main Food line Rupture " Proprietary response 
withheld < ref 10CFR2 790) 

ANDERSON. T M West jng bous e- Electric Corp NS-rMA-2386 00/88/15 

57pp 


8008230201 Forwards WCAP 9714 4 WCAP 9750, "Methodology for Seismic 
Qualification of Westinghouse WRO Supplied Equipment " 

Proprietary version withheld (ref IGCFR2 790) Application 
for withholding end 

ANDERSON, T H W«stinghous« Electric Corp NS-TMA-226B 80/07/21 
iOpp 


— 6008220202 WCAP-9750 

"Methotfo 1 ogy for Seismic Qualification of (Jestinghous a MRD 
Supplied Equipment," nonpropr ietary version 

KEtty.R E . MCINERNEY Meetinghouse Electric Corp 80/05/30 
*ii»P 


8008220216 Forwards remaining portion of 310 SWR/6 large break LQCA 
analysis input data ig quested in RF Audette 800428 Itr 
Items C-l through C-S, D-2 through D-S.E-l through E-3 4 F-l 
through F-7 end 

BUCMHOLZ.R H General Electric Co LFR-36-00 80/03/15 I8pp 


800B230216 Forward* remaining portion of 318 BUli/A large break LOCA 
analysis input data requested in RF Audette 800420 ltr 
Items C-l through C~S,D-2 through 0-5. E-f through E-3 it F-l 
through F-7 end 

.BDCHHOLZ, R H General Electric Co MFN-142-80 B0/08/S5 12pp 


8008250617 Responds to 800130 fc 0303 itrs re revising std practices at 
Browns Ferry 4* Sequ-oyah Nuclear Plants Review 4 concurrence 
procedure* will not be completed by audit personnel until 
BO 1305 

MILLS, L M Tennessee Valley Authority S0/0S/I5 Ip 


9008260360 Forwards, on iahalf of BWR owners group > prepubl station 
version of NED0-247O8, Sec t ion 3 2 2. "Other Operational 
Transients " Info addresses applicability of NED0-247O8 & 

8UR emergency procedure guidelines to FBAR events 

BUCHHOLZ.R H General Electric Co RHB-063-80 80/00/22 83pp 


8008260448 Forwards proprietary rept ifCAP-8687, 3upp 1 2 t, nonproprietary 
version WCAP-85S7, 8upp l 2 re equipment qualification test 
Also forwards “Equipment Qua 1 i f ica t i or Data Package " 

Proprietary version withheld (ref IOCFR2 790) 

ANDERSON, T ti Wastinghoose Electric Corp N8-TMA-2S80 HO/07/31 

IOpp 


8006260450 WCAP-9587 81 

"Equipment Qualification Data Package," Revision 2 
Constitute* Suppl I to WCAP-S5S7, "Equipment Qualification, 
Test Rept Instrument Bus Power Supply (Static Inverter) 
IMurmal 4 Abnormal Temp & Humidity Testing) " 

AN0ER9ON.T M Westinghouse Electric Corp EQDP-ESE-18 R2 
80/07/31 18pp 


—8008260453 WCAP-65S7 S3 

“Equipment Qualification Test Rept. Instrument Bus Power 
Supply (Static Inverter) (Normal 4i Abnormal Tamp 4 Humidity 
Testing). " 8uppl 3 

VALICHjM Westinghouse Electric Corp 00/07/31 20pp 


8008260496 Forwards response to NRC 800720 request* for add! info re 
WCAP-9528. “E-CCB Evaluation Model fur Wetblnghouse Fuel 
Reloads of C-E NSSG " Concerns re NUREG-OiSO assessed on 
plant-specific basil 

ANDERSON, T M Westinghouse Electric Corp NS-TMA-2291 90/08/15 

9pp, 


8OO027OIBB Forwards evaluation of TVA-Tfl 75- 1, Revision 4, "Q/A Program 
Description " Rept is acceptable 

HAASS, W P Quality Assurance Branch BO/OB/iS tp 


— 8003270192 Topical rept evaluation of TVA-TR75-1, Revision 4, “Q/A 
Program Description " Rept acceptable 
* Quality Assurance Branch 80/03/18 2pp 


8000370261 Authorities use of "American Inst of Steel Const Nuclear 
Quality C*r t i f i cat ion Program" for structural steel 
fabrication plant GA program insp 6 evaluation & issuance at 
register identifying plants w/GA program 
HAA3S.WP Quality Assurance Branch 80/08/12 3pp 


8008370269 Authorises use of "American Inst of Steel Const Nuclear 
Quality Certification Program" for structural steel 
fabrication plant OA program insp it evaluation 6 issuance of 
register identifying plants w/QA program 
HAASS, W P Quality Assurance Branch 80/08/08 2pp 


800B3703I0 Forwards Revision 9 to CPC-i-A>“QA Program Manual for 
Nuclear Power Plants, Vol 1-Policies " 

HOFFMAN, D P Consumers Power Co 80/08/31 lp 


800838040B Forwards Rept FCTPN-78, "QA far American Inst of Steel 
Const Nuclear Quality Certification Program," Uul 1900 
PESHER, C American Institute of Steel Construction, Inc 80/08/19 
If 


— 800B230410 EGTPN-78 

"QA Program for American Inst of Steel Const Nuclear 
duality Cer ti f lea tlon Program " 

PE8HEK, C, American Institute of Steel Construction, Inc 
00/07/31 1 1 5pp 


WASTE MGT NUCLEAR WASTE MANAGEMENT 


8008060192 Forwards request for addl info based on NRC review of 
proposed tailings disposal facility described in Various 
submittals Requests response by 800801 Includes info re 
geometry of proposed pit 4 differential settlement in pit 
LINEMAN, J J Uranium Recovery Licensing Branch 80/07/11 2pp 


SO0BO70516 Responds to B00622 ltr re proposal that cumulative impact 
study of potential 0 deve lopmment in Custer, El Paso, 

Fremont, Pueblo 4 Teller Counties of CO bs made NRC currently 

does not have basis to support costly regional study 

TRACER, 6 A Uranium Recovery Licensing Branch 80/07/13 2pp 


800S080197 CUC- 106A 

"Summary Evaluation of Tailings Disposal Methods Hansen 
Project Cyprus Mines Corp 4 WV Mineral Corp " 

* W A Wahler 4 Associates, Inc 16038 80/07/31 27pp 


8003080213 Forwards 800683 itr responding to NRC 800602 ltr re 
statistical evaluation of proposed cleanup verification 
sampling scheme 4 reformatted data set for original sampling 
program of Fa! 1 1979 

WEIMEftiWC Battalia Memorial Institute, Pacific Northwest 
Laboratory 16831 B0/Q6/26 lp 


—8000060319 Responds to seven comments in NRC B00602 ltr Provides inft 
re Statistical analy ses, d is tanc e measurements, mathematic a 1 
equations 6 sampling 4 analytical conditions Evaluation of 
proposed cleanup verification sampling scheme end 
K. INN ISON, R R Battells Memorial Institute, Pacific Northwest 
Laboratory 16821 80/06/23 Upp 


8008140093 "Response to NRC Questions " 

« Dawn Mining Co 16911 80/07/31 24pp 


B0061S0663 Summary of 80062S meeting w/DOE in Silver Spring, MO re 
status 4 schedule of Temedlml action program 
WU>0 Uranium Recovery Licensing Branch 80/07/18 34pp 


8008180670 Notifies of personnel shift changes 800607-38 

SCARANQ, R A Uranium Recovery Licensing Branch 80/07/17 Ip 


8QQB1S0680 Responds to request for technical assessment rt chuch Rock 
Dam stability issue* Will await J Kane input before 
finalizing assessment that will be completed by B0091S 
8CARAN0, R A Uranium Recovery Licensing Branch, 80/08/01 lp 


B0081902S1 Notifies of formal closeout of Placer Amex proposed U mill 4 
mine complex preapp 1 ieati on review 

LINEMAN, J J Uranium Recovery Licensing Branch 80/07/30 lp 
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8008200034 Request* Shat Ofc of State Programs clarify to State of 
WA NRC commitments of technical assistance re tailings 
expansion project NRC mill attempt to complete evaluation of 
new tailings disposal area by 800901 

8CARAN0, R A Uranium Recovery Licensing Branch 80/03/03 2pp 


— 8000200026 Expresses disappointment in NRC performance on tailings 
expansion project Scheduled completion date is 800901 Univ 
of WA 800711 Itr to State of WA it minutes of B0022B-29 
meeting re license review enc 1 

KIRNERrN P , STRONG, T R Washington, State of B0/06/Z6 6pp 


8008270066 Discusses remedial action program for U mill site tt 
vicinity Distribution of working levels re structures 
identified as gamma anoma 1 iss, gamma radiation measurements & 
soil sampling to assess program Interim HUD rept end 
EADIE, 0 0 , SCARANOiR A Uranium Recovery Licensing Branch FIN 
B-3217 00/OB/ 1 2 iOpp 


8008270214 Requests NRC assistance in providing nuclear criticality 
safety analysis far Waste Isolation Pilot Plant project 
Outline of specific info of interest end 
NEILL, R H New Mexico. State of 17031 80/07/22 23pp 


XPORTLIC EXPORT AND IMPORT LICENSES 


8003220422 Memorandum ft order referring Edlou Inti Co applications for 
licenses to export SNM t< components to India to President 
President may authorixe export if withholding of licenses 
would jeopardixe US defense tt security 

CHILES U Office of the Secretary of the Commission 80/03/16 

12pp 


— 0003220439 Submits Isgal analysis & views re application of full-scope 
safeguards requirement of Atomic Energy Act to proposed 
exports to India W/V Oillnsky U PA Bradford 790323 separate 
views, RT Kennedy addl views i JM Hendris concurring views 
DICKWITxL Office of the General Counsel 80/03/12 20pp 


£3000010021 Requests assistance in obtaining ltr of assurance for 
000701 application for export license 

PETERSON, M R Assistant Director for Export/Impart U International 
Safeguards 80/07/14 ip 


800001002? Advises that no matl changes were made since issuance of 
License XSNM-1673 License may be Issued 

MOORE, R N Assistant Director for Export/ Import it International 
Oafeguards 80/07/03 lp 


800B010088 Forwards application for license to export 10,000 kg U, 
containing 240 kg U-233, to Wist Germany 

HANSEN, L E Exxon Nuclear Co < (nc (subs of Exxon Corp } 
80/07/07 lp 


— 8008010198 Application by Exxon for license to export 10,000 kg U, 
containing 240 kg U-233, to West Oermany 

HANSEN, L E Exxon Nuclear Co , Inc (subs of Exxon Corp ) 
80/07/07 Ip 


8008010129 Advises that llconsa to export one radiation detector to, 
Canada was issued w/o normal 13-day waiting period 
Application by Reuter-Stokes received on 800721 

DEVINE, J B Assistant Director for Export/Import & International 
Safeguards 00/07/23 lp 


8008010160 Amend 1 to export license for OE, increasing amount of matl 
to be exported to 20 sensing elements, consisting of seven 
strings of four detectors each, to Hast Oermany 

DEVINE, J 8 Assistant Director for Export/Import it International 
Safeguards DDW 00011 80/07/23. lp 


0008010168 Application by Air Products tt Chemicals, Inc for license to 
export 50.1 g deuterium to United Kingdom 

NOVAKOVICH, D Air Products & Chemicals. Inc 80/07/21 Ip 


8008010190 Amend 1 to license for Transnuc liar, Inc reflecting change to 
'“other parties to export 11 

DEVINE, J 8 Assistant Director for Export/Import t International 
Safeguards 80/07/23 lp 


8008010195 License for Aldrich Chemical Co, Inc to export 1 kg 
deuterium, contained in 3 kg deuterium oxide, to Jamaica 
DEVINE, J B, Assistant Director for Export/Import & International 
Bafaguards 80/07/23 2pp. 


8088010203 Requests Executive Branch position re Reutei — Stokes, (nc 
application for license to export one fission counter to 
Uraguay 

DEVINE. J B Assistant Director for Export/Import tc International 
Sa f oguaT d s 80/07/23 1 p 


800B010206 Executive Branch position re Isotope Products Labs 
application far license to export 0 01 mg Cf-232 to Saudia 
Arabia License should be granted 

NOSENZ0, L V State. Dept of, Bureau of Oceans 6 Internatl Environ &, 
Scientific Affairs BO/07/22 lp 


8008010289 Advises that Dept of Commerce has assumed authority over 
application to export hydraulic shock struts to South Africa 
it all such 1 terns, ef fee 1 1 va 800625 W/o end explanation of 
change & Commerce Dept forms 

PETERSON, H R Assistant Director for Ei por t/ Imp or t 6 International 
Safeguards 80/07/17 lp 


8009030249 License for Reuter-Stolee, Inc to eiport two radiation 
d etec tors. Mode 1 RS-C 6-0201-2 3 S , to Spain 

DEVINE, J B Assistant Director for E < p or t / Impor t 6 International 
Safeguards 80/07/24 Ip 


8OOBO6OI10 Requests cancellation of License Application XC0M-03Q9 
HUNT, M V PDM I nternat 1 ona 1 , Ltd 80/07/23 ip 


B008060197 Application by Eberline Instrument Carp for license to 
export Pu-239 alpha ealibr std Model DNS-2 I S i, Pu-239 alpha 
calibr std set. Model S94-1. to Braill 

JOHNSON, N R Eberline Instrument Corp 83 872347 B0/07/I8 lp 


0OOBO6O3B1 Amend 1 to QE 1 i c en s e, c 1 ar i f 9 1 ng addresses of intermediate 
consignee t, three ultimate consignees 

DEVINE, J D Assistant Director for E « port/Impor t tt International 
Safeguards BDWBOO70 90/07/25 lp 


800B070466 Recommends Issuance of license to Trans nuc I ear, Inc to 
import 14,000 kg (J, a s U hexafluoride enriched to l OK, from 
France 

MOORE, R N Office of International Programs, Director 80/07/25 

Ip 


— 8008070493 License for Transnuc 1 ear, Inc to import 14,000 kg U.as 
U hexafluoride enriched to 1 QV., from France 

DEVINE, J B Office of International Programs, Director 00/07/25 

lp 


0008080001 License for Edlou Inti Co td export 20 mlerograms Pu-242, as 
pure trace solution, to Japan 

DEVINE. J 0 Assistant Director for Ex port/ Impor t t< International 
Safeguards SHI 8 4 80/07/25 2pp 


8008080012 Recommends issuance of license to Union Carbide Corp to 
import lO S kg U, enriched to 93 I3X U-233, from France 
MOORE. R N, Office of International Programs, Director 00/07/25 
Ip 


— 8000000013 License for Union Carbide Corp to import 10 8 kg U, 
enriched to 93 IS'/, U-233. from Franc® 

DEVINE, J B Office of International Programs. Director 00/07/23 

2pp 


0OOBO0OO15 Recommends Issuing license for Transnuc 1 ear, Inc to import 
13.000 tg U,as U hexafluoride enriched to t ISIS, from France 
MOORE, R N Office of International Programs, Director BO/07/2S 
lp. 


— SOOBOSQ016 License for Transnuc 1 ear, Inc to import 15,000 kg U,ax J 
hexafluoride enriched to i 197., from France, 

DEVINE, J 8. Office of International Programs, Director 80/07/23 
lp 


8009080036 Executive Drench position re Westinghouse application for 
amend to License XR-0131 to export 930 MW electric PWRs to 
Korea Korea 800630 confirmation ltr end 
NOSENZO. L V State, Dept of 80/07/21 3pp 


8000080043 Application by Wolverine Oiv, UOP Inc for license to export 
2,430 pieces Zlrcaloy-2 tubing to Ontario, Canada 
LUCHpW, HJ WOP. Inc. 00/07/21 lp 


8000080(04 Submits application to amend license to export by adding 
possible storage in Sui t « er 1 and prior to European 
enrichment, lncrea s 1 ng quantity tt extending expiration date 
to 1990. 

HARMON, » W Edlou International Co 00/07/21 lp 
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8006060420 Amend B to license for 06 to export component* t associated 
equipment of BWRj u/poti&r level of 300 MWe,tu Bui tier lend 
DEVINE, J B A*»i»tent Director for Eipor t / Import b International 
Safeguard* BO/07 /29 ip 


0003080467 Application b y Marubeni Amenta Corp to extend Licenie 
XSNM-ISZ2, due to delayed delivery of SNM from MBS Dept of 
Commerce correspondence epc l 

OKUDA, H Marubeni Amarica Corp <*ub* of Marubeni Corp ) 

MAI “HD-6 1 39 80/07/24 3pp 


8008000473 Discueiei AOIP U3A. Inc 000709 application for licence to 
(■port 28 3 g U-235, c onta lned in 120 g total If. to Italy 
Matl uilJ be subj to term* b condition* of 600785 amended 
add! agreement for cooperation 

MAH CHAU . J European CommunI ti n. Commission of 80/07/22 ip 


6000110004 Not! fie* NRC that product withdrawal* are scheduled to begin 
in 1961, not 19B2 a* originally indicated in 790327 
application Amend 1 to end uce statement encl 
MATSON, V Transmit 1 ea r, Inc 79-291/01 30/07/21 3pp 


8009110162 Advlies that lOCFBllO 42 & 43 are nob applicable to proposed 
eiport of depleted (J to Canada 

BUS NETT . R F Division of Bafeguard* BO/D7/22 Ip. 


80061 10227 Amend 1 to license for Ed 1 gu Inti Co to re-export 3 3 mg 
Cf-252 from United Kingdom to East Germing 

PETERSON, M Ft Assistant Director for Export/ Import b International 
Safeguard* 00/07/17 lp 


8008110231 Ltr of assurance re Transnue lear, Inc 000321 application for 
license to export 1.630 65 kg u-235, canta lned In 49,636 kg 
tot* 1 U. to Franc e 

MARC HAL, J European Common! t Is* , Commission of 90/07/20 lp 


0008110232 License for We* tinSfhous * to eiport specially designed or 
prepared steam generator part* 6 components to South Korea 
PETERSON, M R A*»l*tant Director for E« por t /Imp or t 6 International 
Safeguard* 80/07/17 lp. 


8003110238 Application by Mitsuiline Travel Sve of America, far license 
to export Zircaloy spac er, water rod* w/b w/o tabs, upper & 
lower tie pla te», channe 1 fastener* 6 finger spring* to 
Japan 

YAMAZAKI.H Mitsui line Travel Service of America, Inc 00/07/14 
3pp 


BOOBi 10321 Motion to emend 000613 petition to intervene & request for 
hear Ing. States interest 6 desire to poln Ctr for Development 
Fo 1 1 cy. Support 1 ng documentation encl 

MAT Ti SON, O L . MATT ISDN, 0 L Friend* of the Korean People 
60/03/01 5pp 


--0OO811O323 Consolidated reply in opposition to State Dept, NRC & 
We*tinghou*e objection* to intervention Argues standing to 
intervene under Nonprol if erat i on Act b administrative law 
principle* W/tupporting documents & Certificate of five 
MATT I SON, 0 L Friend* of the Korean People FOOTE, V 8 Center 
for Development Policy BO/QB/Ol 32pp 


0009120046 Executive branch position re GE application for license to 
eiport O 6 kg 9 & O 2 kg Pu. < ontel ned in 40 kg U enriched to 
max of 3X, to Canada Recommends that license should be 
issued Ltr of assurance encl 

CUHIN. M A State, Dept of. Bureau of Oceans & Intarnatl Environ b 
acisntific Affair* 00/08/01 3pp 


6008120210 Advises that no matl c i rcumt tanc e* have changed since 
issuance of License X8NH-1649 Issuance of License XSNM-I643 
authorised 

MOORE, R.N Assistant Director for Export/ Import b Internationa 1 
Safeguard* SQ/07/1B (p 


1008120214 Advise* that no matl circumstances have changed since 
issuance of License XSNM-1649 Issuance of License XSNM-1674 
author! ted 

MOORE, R N Assistant Director for Exppr t/lmport & International 
Safeguards 00/07/18 ip 


108130129 Forward* OA Co application for licens* to export electronic 
control conso le, ire ludlng reactor power level & control 
inftrumintation components, to Belgium 

HOWRY, W R General Atomic Co. (sub*, of Gulf Oil Co > IEL-1197 

00/07/25 Ip 


0006130128 Application by OA Co for license to export electronic 
control conso i *, Inc 1 udtng reactor power level b control 
ins trumentatlon component, to Belgium 

MDWRY, II. R General Atomic Co. (subs of Gulf Oil Co ) IEL-1197 

00/07/25 lp 


8000130140 Discusses Wolverine Div,U0P, Inc licens# to export Zircaloy 
tubing to Canada Encl license we* Issued w/o 19-day 
waiting period 

DEVINE, J 0 Assistant Director for Export/Import 1< International 
Safeguard* 80/07/26 lp 


— 0000130143 License for Wolverine Div, UDP, Inc to export 2,430 piece* of 
Zirealoy-2 tubing to Canada 

DEVINE, j 9 Assistant Director for Export/Import b International 
Safeguard* 6024-23 80/07/20 lp 


3008130147 Recommend* issuance of license to Transnucloar, Inc to import 

40,000 kg U, as U hexafluoride enriched to 1 ox, from France 
MQDRE, R N Office of International Programs, Director, 00/07/25 
lp 


— 0006130149 License for Transnuclear, Inc to import 40,000 kg U,as 0 
hexafluoride enriched to 1 OX, from France 

DEVINE, J 0 Office of Internetionel Programs, Director 00/07/29, 
lp 


0000130501 License for DDE to export 3 5 kg U-235, contained in 35 kg U, 

37,0 kg Pu, 7, 5 kg natural U k 9 0 kg depleted U, contained in 
610 fuel pins, to United Kingdom 

DEVINE, J B Assistant Director for Export/Import fc International 
Safeguards 00/00/07 2pp 


0000130663 License for Reactor Experiments, Inc to export 62 4 mg U-235. 
contained In 50 vanadium capsules welded shut, to Japan 
DEVINE, J B Assistant Director for Export/Import b International 
Safeguards JAPAN 080 80/08/07 2pp 


0000140114 Forward s POM Inti Ltd 800723 ltr advising that licens* 
application XCOM-0309 has been cancelled Air lock* to be 
supplied by French company W/o encl. 

DEVINE, J 0, Assistant Dirsctor for Export/Import b International 
Safeguard* 00/07/31 lp 


0000140140 Forwards Edlow Inti Go 000718 request that application for 
license to export bulk tritium gas to Yugoslavia be 
cancelled 

DEVINE, j B Assistant Director for Export/Import b International 
Safeguards 80/07/25 lp 


BOO014O269 Requests Executive Branch view^ re encl Exxon Nuclear Co, Inc 
application to export 8NM to West Germany W/o end 
DEVINE, J B Assistant Director for Export/Impart & International 
Safeguards 80/07/30 lp 


B0OB140S7O Recommend* that license for Exxon Nuclear Co, Inc to import 

90,000 kg U, enriched to 3 3% U-235, from West Germany, be 
i ssued 

MOORE, R N, Office of International Programs, Director 80/07/30, 
If 


— 8003140275 License for Exxon Nuclear Co, Inc to import 00,000 kg U, 
enriched to 3 5X U-235, from West Germany 

DEVINE, J B Assistant Director for Export/Import b International 
Safeguard* 00/07/30 lp 


8008140280 Request* Executive Branch view* re Edlow Inti Co 000721 
application for amend to license to export natural U to 
France 

DEVINE, J B Assistant Dirsctor for Export/Import b Internati onal 
Saf eguards 00/07/30 2pp 


— 0008140204 Application by Edlow lntl Co for amend to license to eiport 
natural U to Fr anc *, ad d ing intermediate consignee in 
Bwi tisrland, increasing quantity of matl to 240, 000 kg U k 
extending expiration date to 900310 
HARMON, D W Edlow International Co 00/07/21 lp. 


0009140302 License far Sigma Chemical Co to export 5 0 kg deuterium 
oxide, to France 

DEVINE. J. B, Assistant Director for Export/Import b International 
Safeguards D™48. BO/07/30 2pp. 


0000140305 License for isotope Products Labs to export 0 01 
Micrographics Cf-252, In platinum matrix, to Saudia Arabia 
DEVINE, J B Assistant Director for Export/Import b International 
Safeguards W/07&82 00/07/29 2pp 


8009140306 Licens* for Weitlnghous# to export compensated ionization 
chamber. Model WL~230B4, to Japan 

DEVINE, J B Assistant Director for Export/Import fc International 
Safeguards ZE-6O103 90/07/30 lp 
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8008140407 Application by Exxon Not loir Co for lion** to export 
10,000 kg U> c obtaining 240 kg U-233 In Modal 30B cylinders, 
to Wait Osrmany 

HAN8EN, L E Exxon Nuclear Co , Inc (subs 0 # Exxon Corp ) 
00707/07 lp 


8008140414 Licania far Mitsubishi Inti Corp to axport 213 kg U-23S, 
containad in 6, 153 kg Ur to Japan 

PETERSON, M R Aisiatant Diractor for Export/Import & International 
Safeguard* HSA-5480-02 BO/07/10 2pp 


8008140420 Lieann for Union Carbide Corp to export 9 B3 kg U-23S, 
contained in 10 59 U as metal, to Trance 

PETERBONi M R A*«i*tant Director for Expor t/Import It International 
Safeguards NRC-979 B0/07/14 Spp 


BO 081 80275 Amend 1 to license for Uestinghouse adding Hyundai Heavy 
Industries Co Ltd as intermediate consignee 

DEVINE, J B Assistant Director for Export/ Impor t It International 
Safeguard* 80/08/04 lp 


G0081B0633 Amend 1 to license for Marubeni America Corp, extending 
expiration date Pram 001201 to 811201 

DEVINE, J B Assistant Director for Export/ Impor t It International 
Safeguard* 80/00/04 lp 


8000100639 Amend 3 to license for RMI Co, extending aspiration date to 
S21002 U increasing quantity of matl to be exported from 
300,000 lbs depleted U containing 297,790 lbs U to 500,000 
lbs depleted U containing 496,250 Iba U 

DEVINE, J □ Assistant Director for Export/ Impor t $1 International 
Safeguards 00/08/04 lp 


800B140429 License for Mitsubishi Inti Corp to sxpoi*t 399 kg U-235, 
contained in 13,980 kg U, to Japan 

PETERSON, M R Aisiatant Director for Export/Import & International 
Safeguard* HSA-5460-03 00/07/18 2pp. 


8008140429 Application by Dept of Commerce for license to export three 
fiseion track power monitors, each containing built-in source 
plates, to Austria. 

FEVEY, L, E. Commerce, Dept of 80/07/08 2pp 


8008140541 Forwards application for license to export U dioxide to 
Japan 

SAIKI, T Mitsui It Co , Ltd. 80/07/22 Ip 


— 8008140547 Application by Mitsui It Co, Inc for license to export 29,449 
kg U, enriched max of 3 93X U-235, to Japan. 

» Mitsui It Co., Ltd MBK-F3-R6 80/07/22. lpp 


8008180677 Advises of Commission approval of proposed license to export 
Pe M to United Kingdom, SECY- 00-347 P Bradford requested to 
be Informed of physical security provisions for shipment 
CHU.K, S J Office of the Secretary of the Commission 00/08/07 

lp 


B009190009 License for Matheson Gas Products to export 90 g deuterium, 
contained in cylinden, to Bratll 

DEVINE, J B Assistant Director for Export/Import It International 
Safeguards 80/08/04 2pp 


800B190040 Confirm* tha t, w/regar d to 800620 appl ica t i on, NRC advised of 
need for one license to export slightly enriched U 
hexaf lour ide to Japan No license required to export slightly 
depleted U he xaf 1 our i d e 

SHIKA,8 Mitsubishi International Corp isubs, of Miteubishi Corp I 
NYC /HA 258 80/07/31 ip 


8008140597 Submit* application to amend license to import, extending 
expiration date to 811001 

WILSON, B. D, Central Electric Co BDW-00075. 80/07/07 lp 


9008150237 Requests assistance In obtaining necessary ltr of assurance 
for export license ap p 1 (cation, W/o application, 

DEVINE, J B Assistant Director for Export/ Import h International 
Safeguards 80/08/04. lp 


8008190087 Notice of issuance S. availability of applications for 
licenses to * rpor t/import nuclear facilities or metis 
LAFLEUR, J D Office of I n terna t i ona 1 Programs, Director 80/08/06 
4pp 


8008200001 Requests NRC-7 forms 4. forwards application far license to 
export nuclear matl & equipment 

KOCH, D 8 Air Products & Cheml cals, Tnc BO/07/21 lp 


B008150262 Requests Executive Branch position re OA Co application for 
license to export specially designed parts It components to 
Belgium for us* in research reactor 

DEVINE, J B Assistant Dirsctor for Export/ Import l< International 
Safeguards 60/08/04 ip 


9008190266 Requests Executive Branch position re Eberllne Instrument 
Corp application for license to export 8NM to Broiil W/o 
app 1 lcation. 

DEVINE, J. B. Assistant Director for Export/ Import k International 
Safeguards 60/08/04. lp 


8008180004 Forward* license application for OA Co to export TRIOA 
control rod element to Austria 

MOWRY, W R Oeneral Atomic Co isubs of Gulf Oil Co > 1EL-2000, 

80/07/29. 2pp 


— 8008180006 Application by OA Co for license to export TRIOA control rod 
element to Auetria. 

MOWRY, W. R Oeneral Atomic Co. [tube, of Oulf Oil Co.). IEL-2000 

80/07/29. lp. 


8008180046 License for NB8 to export 0.474 rnicrogram* Np-237 I, 0 036 
micrograms Cf-2S2, a* foil contained in threa fission track 
power monitors, to Austrle. 

DEVINE, J B. Assistant Director for Export/Import L International 
Safeguards 60/08/05, 2pp 


8000100207 License for Tech/Ope to export 5,000 kg depleted U 
contained In metal shielding to A1 ban ia, Bulgaria, 

Cischot lovakla, Wee t Carman y, Hungary, Mongol ia, Poland, Romania, 

China It Russia. 

DEVINE, J B Assistant Director for Expor t/ Import h International 
Safeguard!. 80/08/04. 2pp 


8008180265 Requeets amend to application far axport license replacing 
parte It components for items previously supplied to Taiwan. 

MOWRY, W. R Oeneral Atomic Co. isubs of Oulf Oil Co..), IEL-2002 

80/07/30. 2pp. 


8008180271 Application for amend to covor two eddl detectors, 
R8-P7-03 10-250 It RB-P7-0BO5- 1 27 
EECKHOUT, A. Reuter-Stoke* , Inc 80/07/30. lp 


— 8008200002 Application by Air Products & Chemicals, Inc for license to 
export 50 1 g deuterium to Argentina 

NOVAKQVICH.D Air Product* l< Chemi cal s, I nc 80/07/21 lp 


6008200003 Forwards application for license to export TRIOA research 
reactor replacement parts to Germany 

MOWRY, W R Oeneral Atomic Co (tube of Oulf Oil Co 1 IEL-1195 

80/07/22 lp 


— 8006200004 Application by OA Co far lice ns a to export TRIOA nuclear 
reactor specifically designed replacement parts, inc ludi ng 
fission chambers, to Germany 

MOWRY, II, R Oeneral Atomic Co (subs of Oulf Oil Co ) 80/07/22 

2pp 


BOO 820 0006 License far AGIP USA, Inc to export 28 3 g U-235 1< 30 g 
depleted U to Italy 

DEVINE, J, B Aseistant Director for Export/Import l International 
Safeguards 60/08/04 2pp 


8009200009 Forwards application for llcenee to export TRIOA Mark II 
reactor specifically-designed replacement parts to 
I ndonet ia 

MaWRY.W R General Atomic Co isubs of Oulf Oil Co > IEL-1192 

60/07/ iB lp 


— 8008200010 Application by GA Co for license to export replacement parts 
for TRIOA Mark II reactor, including control rod elemontt & 
dr ives, f lesion S< iron chambers l< electronic amplifiers & 
pre-amplifiers to Indonesia 

MOWRY, W. R. General Atomic Co (sub* of Oulf Oil Co ) 60/07/1B 

IP 


800 0200047 Submits ad d 1 info in response to 800724 tel con re 800707 
export license application Matl will be blended w/other 
sources in West Germany 

HANSEN, L E Exxon Nuclear Co. , Inc (subs of Exxon Corp ) 
60/07/29 lp 


8008200142 Executive Branch position re Boeing Co application for 
axport llcenee amend to include Angola Airl in**, Luanda 
Cameroon Air 1 inis, Donala Libyan Arab Airl ines, Tripoli as 

ultimate consignees Amend should be granted 

MOBENZO, L V State, Dept of, Bureau of Oceans It Internatl Environ. It 
Scientific Affairs 60/08/12 2pp 
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800B200J45 Eiecutive Branch position rt Westing hou* a application for 
license to export one proportional counter to Iran License 
should not be granted 

NQSENZCJ.L V State. Dept of. Bureau of Oceans 6 Internatl Environ & 
Scientific Affairs 80/08/13 lp 


8008300379 Notifies NRC that product Is scheduled for withdrawal in Feb 
1931 fc not Feb i Mar 1981 as originally indicated in B00312 
license application Revision to end use statement end 
MATSON, V Transnucltar. Inc 80-039/01 80/07/33 3p p 


8009210019 Advises that Reactor Experiments, Inc requested withdrawal 
of eiport license application 

DEVINE, J B Assistant Director for Eiport/Import it International 
Safeguards 80/0B/I3 Ip 


8008210089 Advises of withdrawal of eiport license applications 
CAMPBELL. J C Combustion Engineering, Inc 80/08/01 lp 


8008210081 Forwards Vendor Insp Rept 11 -695/80-07 on 80080/, No 
none ompl iance noted 

MARTIN, W 0 Region 1, Philadelphia, Safeguards Branch 80/06/30 

tp 


— 8008210093 Vendor Insp Rept 11-695/00-07 on B00B06 No noncompliance 
noted Major areas inspected (lamination on general 
requirements for transportation of irradiated fuel & 
requirements for shipment by road 

MARTIN, E 0 , DEVLIN. JW Region 1, Philadelphia, Safeguards 
Branch 80/06/27 lp 


BO0S21O219 Forwards application for license to eiport depleted U 
munitions to Singapore 

ALTWEOO, D M Navy, Dept of SER 63/779129 8O/0B/01 lp 


— 800B210224 Application by Dept of Navy for license to eiport depleted U 
munitions to Singapore 

a Navy, Dept of 6ER 63/779123 00/07/25 3pp 


8008220047 Amend 1 to AOIP USA Inc eiport 1 icensa, ei tending 
eiplration date from S10S01 to 820801 

DEVINE, J B Assistant Director for Eiport/Import t< International 
Safeguards 80-64203-2 0O/OB/14 lp 


8008220051 Amend 1 to Reuter-Stoles, Inc eiport license authoriling 
eiport of two addl detec tors, Mode Is RS-P7-0310-250 & 
R8-P7-0805-127 to West Germany 

DEVINE, J B Assistant Director for Eiport/Import J* International 
Safiguards V-8312 80/08/15 lp 


■*8220166 Eiprestes concerns re license issuance for eiport of two 
wtr reactors to South Korea Delay may erode US reputation 
nuclear supplier & US firms' position as competitors 
is expeditious decision 

ERINO, T R State, Dept, of, Bureau of Oceans U Internatl Environ 
isntifie Affairs BO/OS/13 Ip 


'0381 Application by Edlow Inti Co for license to eiport 17 63 

) dleiide powder to Taiwan End use statement end 

ION, D W Edlow Interna t ion* 1 Co IM-2 BO/OB/07 3pp 


20457 Requests cancellation of application for license to eiport 
lear mail BL Wright S008!) comments, questioning need for 
r of assurance, Included on ltr 

IMANiD Reactor Experiments, Inc 80/07/31 lp 


0250245 Forwards application to amend license to eiport 7RI0A 
• actor fuel e lements, containing 20,0 to V in 3 98 kg U-235, 
o Taiwan 

%’RY, W R General Atomic Co (subs of Oulf Oil Co ) IEL-119B 
07/29 lp 


50254 Application by GA Co to amend license to export TfllQA 
ctor fuel elements, containing 20 0 Itg U in 3 98 Kg U-239, 

Taiwan 

^RY,W R General Atomic Co, (subs, of Gulf Oil Co,} IEL-1198 
'07/29 lpp 


>399 Forwards application for license to export 18,491 kg 
ltd U dioxide powder (UG2) to Japan 
T Marubeni America Corp (subs of Marubeni Core ) 

129 80/08/07 lp 


.0395 Application by Marubeni America Corp for license to export 

191 kg enriched U dioxide powder (U02) to Japan 

larubeni America Corp, (subs of Marubeni Corp > 80/0a/07 


0008250715 Forwards application for license to export TRIQA reactor 
fuel elements, containing 1997 enriched U-235. to Austria. 

MOWRY, W R General Atomic Co (subs of Oulf Oil Co ) 1EL-1199 

80/07/29 lp 


— 8008250723 Application by GA Co far license to eiport TillOA reactor 
fuel elements, containing 19 97 enriched U-235, to Austria 
MOWRY. W R General Atomic Co (subs of Gulf Oil Co ) IEL.-I199 

00/07/29 lp 


8008250745 Submits application for amend to export license extending 
expiration date to two yrs from validation date 
COMPQSTO, R AOIP USA, Inc 80/08/01 lp 


8008250765 Application by Uastinghouse foT license to export one unit 
Model WL-23773 proportional counter to Belgium 

POCHAL. W F Meetinghouse Electric Corp. 2E-20351 80/08/04. lp 


8008250767 License for Transnuc lear, Inc to eiport 1.638/65 kg U-235, 
contained in 49,656 kg U, to France 

DEVINE, J B Assistant Director for Eiport/Import 4< International 
Safeguards 80-042/01 TNP-3 80/08/08 2pp 


8008230768 License for Mitsubishi Inti Corp to export 480 0 mC i Cf~282. 
as encapsulated cermet wire, to Japan 

ANOELONE, F Assistant Director for Export/Import 5. International 
Safeguard* PIT-L-1S12 80/0B/12 Spp 


8008250769 License for GE to export 0.6 kg U-235, contained in 40 kg U< 
4. 0 2 Vg Up, contained in 46 fuel rad segments, to Canada 
DEVINE, J 0 Assistant Director for Eiport/Import 4. International 
Safeguards BDW 80056 80/09/11 2pp 


800B250779 Application by Canadian Dept of Supply S< Eve* for license to 
eiport 0 0002 micrograms Pu-239 NB8 Std 4331 & Am“24t NBB 
Std 4904-E to Canada 

* Canada 23233-0-0314 80/06/27 lp 


— 6008250780 End use statement for calibrating alphaspetromotar under 
License XSNM-1707 

BURT, R. A Canada 23233-0-0314 80/07/28 ip 


— 8008250781 Forwards purchase order & supporting documentation for 
License XBNM-1707 

HOBBS, B Commerce, Dept of, National Bureau of Standards 
90/07/17 Spp 


8008260016 License for Baginaw Steering Gear Div to export apart parti 
for reactor refueling sys made from Armeo 17-7 PH 
stainless, to Canada 

DEVINE. J B Assistant Director for Eiport/Import l< International 
Safeguard* 0334 80/07/30 lp 


6008260026 Approves issuance of License XSNM-1663, 

MOORE, R f4 Assistant Director for Eipor t/Import 4< International 
Safeguards 80/07/31 lp 


8008260031 Forwards application for license for minor nuclear export. 
Ltr of assurance required M/o end 

DEVINE, J 8 Assistant Director for Eiport/Import 4. International 
Safeguards 80/08/13 lp 


8008260035 Request* Executive Branch poiltion re OA Co application for 
license amend Increasing quantity for export by addl 14 8 kg 
U enriched to 190 9 w/o mat for use in THOR reactor in 
Taiwan 

DEVINE, J B Assistant Director for Eiport/Import 4. International 
Safeguards, 60/08/13 lp 


8008260041 'Request* Executive Branch position re Dept of Navy 
application for license to export source matl to 
Singapore 

DEVINE, J B Assistant Director for Eiport/Import It International 
Safeguards 80/08/13 lp 


8008260047 Executive Branch position re Edlow Inti Corp application for 
license to eiport 3,260 kg U-235, contained in 142,900 kg U, 
to 8weden. Ltr of assurance end, License should be grantad 
N08ENZO,L. V. State, Dept of, Bureau of Oceans U Internet 1, Environ, it 
Scientific Affairs 80/08/11 3pp 


•8000260053 Submit* info received from US mission to IAEA that facility 
attachment for Unit 3 of Forimark Nuclear Power Plant in 
Sweden is expected to be completed within one yr. Interim 
safeguard* to apply until Completion, 

NOSENZO, L V State, Dept of, Bureau of Oceans 4c Internatl Environ 
4< Scientific Affairs 80/08/11. lp 
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8000260089 
U-235, to 
NAKAI, T 
MAS-7429 


Forward* application to 
Japan 

Morubtfni America Corp 
80/06/07 Ip 


* i po rt 
( tub t 


10,491 lig U, containing 485 kg 
of Marubeni Corp > 


— 0000260637 Suggoit* that one l draft 1 tr re export of component! to 
India be *ent to DOS in light of recent rumri concerning 
potential Executive Branch action Prefer-* to send 
Commi t * 1 on 1 tr 

AHEARNE, J F Commission 79/10/15 2pp 


— 8008260098 Application bg Marubeni America Corp for license to export 
10,491 kg U« containing 483 kg U-235, to Japan 

a Marubeni America Corp (subs of Marubeni Corp 1 ZH-0180-8W 

80/00/07 lp 


8008260160 License for Sigma Chemical Co to export 10 kg deuterium 
oxide to Canada 

DEVINE, J B Assistant Director for Export/Import t, International 
Bafeguard* B-49 00/08/13 2pp 


8008260165 Forwards application for license to export BNM in TRJOA fuel 
elements to Nest Germany 

MOWRY, W R General Atomic Co (subs of Gulf Dll Co ) IEL-1194 

80/07/22 2p p 


— 8008260171 Application bg QA Co for license to export TRIGA reactor 
fuel elements containing 2,935 g U to Uest Germany 
MOWRY, W R General Atomic Co (subs of Gulf Oi l Co > 80/07/22 

2pp 


8008260176 Forwards application to export 6 3 kg U, containing 2 951 kg 
U-235, to West Germany 

MATSON, V Transnue 1 ear, Inc 80/OB/12 lp 


— 8008260649 Recommend* that NRC take immediate action on application to 
export sis traversing incore probe detector assemblies to 
India Components are essential to safe operation of Tarapur 
raactoTs 

KENNEDY, R T Commission 79/12/31 lp 


— 8008260660 Agrees w/RT Kennedy 791231 memo that NRC take immediate 
action on application to export six traversing incore probe 
detector assemblies to India Components are essential to 
safe operation of Tarapur reactors 
AHEARNE, JF Commission 00/Ol/OS lp 


— 3008260669 Agrees w/RT Kennedy 791231 memo that NRC take immediate 
action ora application to export six traversing IncoTe probe 
detector assemblies to Ind i a, Components are essential to 
safe operation of Tarapur reactors 
HENDRIE, JM Commission 80/01/04. lp 


— 8003260694 Informs that Commission has reviewed 8ECY-79-674 fc requests 
action ora application for license to export six traversing 
incore probe detector assemblies to India 

CHKK, S J Office of the Secretary of the Commission 80/01/09 
lp. 


— 8008260189 Application by Transnuc loar, Inc for license to export 6 3 
kg U, containing 5 951 kg U-235, to West Germany End use 
statement enclosed 

» Transnuc lear, Inc, (NUK-337 180-1 68 80/08/12 4pp 


8008260297 License for Air Products t. Chemicals, Inc to export 50 1 g 
deuterium to United Kingdom 

DEVINE, J B Assistant Director for Export/Import 1, International 
Safeguard* 00/00/12 2pp 


8008260327 Addl response to FOIA request for records re export of 
8NM t. replacement parts to India Forwards document* listed 
in App B 

FELTON, J H Division of Rules and Records 80/03/12 3pp 


— 8008260353 Discusses SECY-79-260 re export of roector components to 
India Consistency w/prtvlous position would dictate 
nonconcurrencr in paper. Delay of export could have safety 
consequences 

OIOBON, T Commission 79/04/24 lp 


— 8008260361 Notifies of nonconcurrence w/SECY-79-260 re export of 
reactor components to India Shipments do not fulfill 
requirements of Atomic Energy Act 
HRADFORD, P A Commission 79/04/27 ip 


— 8000260695 Requests opinion on whether Section 129 applies to 
application for license to export components to India 
BRADFORD, P A Commission 90/01/22 ip 


— 80-00260711 Concur* that Commission cannot conclude that criteria have 
been met re export of components to India ( SECY-79-674A) 

BRADFORD, P A Commission 00/02/01 lp 


8008260733 Advises that C-E requested withdrawal of export license 
applications on 900801 

DEVINE, J 8 Assistant Director for Export/Import b International 
Safeguard* 80/00/19 lp 


0008270001 BECY-00-333 

Discusses proposed issuance of license to- GE to export 
low enriched U to Taiwan 

SHEA, J R Office of International Programs, Director 60/07/30 
4pp 


8008270006 BECY-80-334 

Reviews proposed issuance of license to Meetinghouse to 
export tow enriched U to Taiwan Proposed export license 
enc 1 

SHEA, J R Office of International Programs, Director. 90/07/28 
4pp 


— 8008260394 Requests that Execukiv* Branch update response for export 
application in light of recent activity concerning alleged 
Pakistani clandestine enrichment project N resulting cutoff 
of US aid to Pakistan 

AHEARNE, JF Commission 79/05/16 Ip 


— 8O0B26Q4O4 8ECY-79-233B 

Inform* Commission of NRC proposal to transmit questions for 
Executive Branch re export of lou enriched U to India JR 
Shea draft ltr to DOS end 

BHEAiJR Office of International Programs, Director 79/05/22 
3pp 


— 8008260411 Requests updated Executive Branch response re application 
for license to export loui-enrlch ed U to India In light of 
recent Pakistani development 
AHEARNE, J F Commission. 79/05/23 lp 


— 8008260481 Advise* that Commission has approved sncl revised draft 
ltr to DOS requesting assessment of Indian situation to aid 
in NRC analysis of pending export of fuel to India 
HOYLE, J C Office of the Secretary of the Commission, 79/08/14 
lp 


—8000260610 8ECY-79-233D 

Recommends Commission concurrence in end proposed ltr to 

DOS requesting assessment of Indian situation to aid in 

NRC analysis of psndlng export of fuel to India 

SHEA, J R. Office of International Programs, Director 79/08/03 

3pp. 


0008270084 Requests amend to License XC0M-0285 to extind sipiration 
date to G01129 

BUSH, G 8 George 8 Bush U Co 80/00/12 lp 


800B270350 Forwards C Drown ltr oppoilng bldg of nuclear power plant 
In Ph 11 Ipp ines, due to proximity to active volcano Ht Nstlb 
Requests comments on matter 
8N0WE.O J House of Rep 90/09/22 2pp 


BOOB270402 Forwards GA Co application for license to export specially 
designed parts $- components to Austria Request* necessary 
assurance from Austria that no retransfers will be permitted 
u/o U8 approval 

DEVINE, J B Assistant Director for Eipor t/tmpor t l< International 
Safeguard* 80/03/06. lp. 


800B27042! License for Hitsuiline Travel Svc of America to export 109 
pieces of Zircaloy spac ers, water rods, upper it lower tie 
plates, channel fasteners it finger springs to Japan. 

DEVINE.J B Assistant Director for Export/Imp-ort fc International 
Safeguards 301-7aii63S-432 B0/0S/13 Ip 


B008290004 Executive Branch position rs GE application for export 
license amend to Include intermediate consignee Ltr of 
assurance enc l Amend should bo granted 

NOSEMZO, L V State, Dept of, Bureau of Oceans if Internatl Environ It 
Scientific Affairs. SG/OS/U 3pp. 


800828-0005 Application by Reactor Exper intent s, Inc for license to export 
0,102 mg U, electroplated onto nickel disc, to Egypt. 

HEIMAN, D, Reactor Experiments, Inc. EGYPT#! 80/08/00 lp 
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BOOB8BOO06 
0 204 mg 
HETMAN. D 


Application b g Raactor Ezpar lmantip Inc 
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8008210414 

9 5 


BAYNE, J P 

8008640433 

50-206 

p 

BLACKWELL, R M 

00001 B0400* 

30-366 

R 

BRAND, W E 

8008270489 

50-395 

H 

BAYNE, J P 

8003140430* 

50-296 

p 

BLACK, R L 

B009260163 

50-312 

0 

BRAND, W E 

0008270489 

50-395 

h 

BAYNE, J P 

8008150448 

90-296 

p 

BLACK, R L 

6009270361 

50-312 

0 

BREED, A 

8008120576 

TOPREP 


BAYNE. J P 

8008210307 

50-2+7 

p 

BLAKE, E L 

000908034? 

50-289 

0 

BREITENBECK, 8 

8008130112 

50-320 

H 

BAYNE. J P 

8008190598 

50-286 

F 

BLAKE. E L 

0008080353* 

50-209 

0 

BRICKLEY.fi H 

8008010141* 

QA99? 


BEACH. A B 

800BIB0596* 

50-450 

0 

BLAKE, E L 

BQ080S03 53* 

50-209 

0 

BRICKLEY, R H 

0008140138* 

30-237 

a 

BECHHOEFER, C 

8008040091 

50-409 

0 

BLAKE, E L 

0009 1 SO 192* 

50-269 

G 

BRIDDELL, D 

8008250371* 

50-323 

H 

BECHHOEFER, C 

8008070426 

50-498 

0 

BLOOM, R 

0009260048 

50-209 

H 

BRIGHT, R H 

8008230320 

50-302 

P 

BECHHOEFER. C 

8008070446 

50-359 

0 

BLUHBERO. N J 

0QOOOBO 1 1 4* 

50-219 

a 

BRIGHT, R M 

8008260634 

50-302 

P i 

BECHHOEFER. C 

80031 10493 

50-40? 

0 

OLUHEi M B 

0009250700 

50-445 

M 

BRILL, R A 

8008280364* 

50-209 

M 

BECHHOEFER. C 

8008190380 

50-358 

c 

bodtke.p j 

0009190495* 

30-255 

R 

BRITTAIN, P 0 

8008120439 

50-448 

8 

BECHHOEFER. C 

8009260240 

50-368 

0 

B OGDEN, 0 

0009 1300 58 

40-1162 


BROCKETT, T W 

8008070013 

4 

& 

BECHHOEFER. C 

8009260795 

30-409 

0 

BOGGS, L A 

8009150300 

REGOD 


BROCKETT, T W 

8008120683 

50-320 

& 

BECK, J V 

8009270224 

NUREO 


BOHN.fi J 

000905000? 

50-367 

R 

BROEHL. D J 

8004280296 

50-344 

P 

BECKER. F L 

6009180575 

RES 


BOHN, R J 

0009130443 

50-367 

R 

BROEHL, D J 

8000270247* 

50-344 

a 

BECKMAN, R T 

8008140411* 

40-1162 


BOLE. A C 

0009100377* 

40-7086 


BROEHL, D, J 

8008280546* 

50-344 

a 

BECK3TED, W F 

8008060386 

50-462 

0 

BOLSTAD, J W 

8009140171 

NUREG 


BROEHL, D J 

800820002? 

50-13 44 


IECKSTED, U F 

8008140255 

PT21 


BOOK, H E 

0009270330* 

50-206 

Q 

BROEHL, D J. 

8000260344 

50-344 


SEERS, F C 

8008190484* 

50-271 

R 

BOOK, H E 

0009120335* 

30-10 

Q 

BROMBERG, B 

eooaoaoi52 

CONTRACT 


JEERS, F C 

8008 1 80562* 

50-309 

R 

BOOK, H E 

8008270332* 

30-206 

a 

BROMBERG, B 

8008190031 

C uN IftACI 


SEERS, F C 

8008150404* 

50-29 

n 

BOOK. H E 

8009270323* 

50-312 

0 

BROOKS, E H 

8008010244* 

30-364 

a 

SEGEJ, 3 

8006220244 

NUREO 


BOOK. H E 

8009270313* 

50-312 

Q 

BROOKS, W L 

8008130493* 

50-466- 

U 

jeling, d c 

8008 1 80346* 

40-9684 


BOOK, H E. 

0009270296 

50-312 

0 

BROUGHTON, J M 

8008180579 

RE8 


3ELINO, D C 

8009100473* 

40-8684 


BOOKS, P A 

9009180246 

50-320 

H 

BROWN, S C 

8008230319 

30-339 


>ELLAHY,R R 

8008200020 

50-320 

s 

BOOKS, P f) 

G00B0B04O5* 

50-320 

H 

BROWNLEE, V L 

80081 40039* 

90-400 
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ACCESSION SUBJECT ACCESSION SUBJECT ACCFSSICIN SU3o£ 

AUTHOR NUMBER CATEGORY AUTHOR NUMBER CATEGORY AUTHOR NUMBER CATEG 

BROWN. R L 0OO813O639 * 0A999 CABELL, A S 3008350092 70- 11 40 CARLSON, R T 6009270184 50-387 

BROWN, SC 0007310421 50-380 P C AFAR ELL A, P T 0008260573* 50-293 P CARLSON, R T 6000 120594 50-387 

BROWN, J M 0008060326* 50-334 V CALDER, W 0008190074* QA999 CARLSDN. R T 0CO813O263 50-352 

BROWN, JM 0008060331* 90-324 V CALDWELL. B 0 7907250207 50-329 H CARLSON, R T 0008130417 50-412 

BROWN, J M 0008060334* 50-324 V CALHOUN, J R 8008210423 50-327 S CARLSON, R T SC0B270193 50-410 

BROWN. E 0 0008060051 50-275 0 CALHOUN, J R 00080401 59 50-296 S CARLSON, R T 0008180083 50-412 

BROWN, M T 8008120449 50-321 I CALHOUN, J R 8008050268 50-327 5 CARLSON, R T 6008180189 50-352 

DROWN, S C 0008 190059 50-404 S CALHOUN, J R 0OOBO5O387 50-327 S CARLSON, R T 6000180196 50-387 

BROWN, D BOO812O570* 50-346 S CALHOUN, J R 800B050340 90-327 S CARLSON, R T 8000180198 50-387 

BROWN. H H 0008 130S 24 50-275 0 CALHOUN, J R 0OOBO5O3B3 50-260 S CARLSON, R T 0008190200 50-307 

BROWN, H H 0008130524 50-273 0 CALHOUN, J R 6008050396 50-327 S CARLSON, R T 0008200506 50-322 

BROWN, H H 0008130364 50-275 0 CALHOUN, J R 0000050421 50-327 S CARLSON, R T 00082/0182 50-352 

BROWN, H H 0008150364 50-275 0 CALHOUN, J R 0000060232 50-327 S CARI1EBALE, A 6000110191* FOIA 

BROWN, H If 8008260227 50-275 G CALHOUN, J R 0008050349 50-327 S CAR NILA, S T 00082 50462* 50-320 

BROWN, H H 8000260227 50-275 G CALHOUN, J R 0OOSO6O227 50-327 S CARPENTER, J M 3008140101 NUREG 

BROWN, H H 8000210033 50-273 G CALHOUN, J R 0OOBO6O236 50-327 S CARR, S E 8000010049* CONTRA 

BROWN, H H 0008210096 50-275 0 CALHOUN, J R B0080603I2 50-327 5 CARR, S E 0008010199* CCNTRA 

BROWN, HH 0008210053 50-275 0 CALHOUN, J R 0OOSO6O359 50-327 S CARR, S E POO0OIO251* CONTRA 

BROWN, H H 0008210096 50-275 G CALHOUN, J R B00905030J 50-259 S CARROLL. 0 E 8008070371 OPO 

BRUQGEMAN, C F 8008100482 50-320 H CALHOUN, J R 8009060240 5 0-327 S CARROLL. D E 0008070377 ORG 

BRUNET, R R 8000060304* 50-206 P CALHOUN, J R 0009110318 50-327 S CARROLL. J T 3GO8O0OOO6 50-219 

BRUNET, R R 8000060308* 50-206 P CALHOUN, J R 8009110360 50-327 S CARROLL. J T 8008060281 50-219 

BRUNET, R R 8006060316* 50-206 P CALHOUN, J R 0009110434 50-327 S CARROLL. J T 8008120546 50-219 

BRUNET, RR 8008060314* 50-206 P CALHOUN, H C 0009110556 50-445 II CARROLL, / T 0008130579 30-219 

BRUNET, R R 8000060319* 50-206 P CALHOUN, M C 0009110526 50-445 11 CARROLL, J T 8008180423* 50-317 

BRUNET, R R 8008060310* 50-206 P CALHOUN, J R 0008120490 50-259 S CARTER, K W 0008040011 50-299 

BRUNE, J N 8008130676* 50-275 T CALHOUN, J R 8000120418 30-327 fa CARTER, K W 0008060276 50-269 

BRUNE, J N 8008120310 50-275 T CALHOUN, J R 0000120429 50-327 S CARTER, K W 8008230350 50-2B9 

BRUNNER, E J 8008060164* 50-333 0 CALHOUN, J R 000912047? 50-260 S CARTER, K W 8008290563 50-289 

BRUNNER, E J 8008140269* 50-271 G CALHOUN, J R 0OOB12O4B3 50-259 S CARTWRIGHT, U Tl 8000040145 50-338 

BRUNNER, E J B00B080113 50-219 0 CALHOUN, J R 0009190437 50-259 S CARTWRIGHT, U fl 8008040146* 50-330 

BRUNNER, E J 0000010262 SO-286 0 CALHOUN. J R 8008150335 50-296 S CAR TWR CGHT, 11 R G0080401S2 50-339 

BRUNNER, EJ 8008000100 50-213 Q CALHOUN, M C 0009180676 30-445 11 CARTWRIGHT, II ft 8008040135* 50 337 

BRUNNER, E J 0000120597 50-213 Q CALHOUN, J R 8008190410 50-327 B CARTWRIGHT, 11 ft GOO8O0O367 50-339 

DRUNNER.E J 0008250167 50-322 Q CALHOUN, J fl 000819041 1 50-327 G CARTWRIGHT, U fi 8008030372* 50-339 

BRUNNER, E J 0008060157 30-333 Q CALHOUN, J R 0008190445 50-260 S CARTWRIGHT, II R 9000080377 50-339 

BRUNNER, E J 0008030290 50-271 S CALHOUN, J R 0008190499 50-327 S CARTWRIGHT. W R 9008000380 30-330 

DRUNNER.E J 800B0700S7 30-277 S CALHOUN, J R 8000190510 50-327 S CAR TWR 1GHT. W R S0080901S2 50-339 

BRUNNER, E J 8008270203 30-244 P CALHOUN, J R 8008190569 50-327 9 CARTWRIGHT, W R 9008000306* 50-330 

BRUNNER, E J 0009140244 30-271 0 CALHOUN, J R 0009190613 30-327 S CARTWRIGHT, W R 0008090391* 50-339 

BRUNNER, E 800B130203 50-293 S CALHOUN, J R 0009190413 50-327 S CARTWRIGHT,!! R 9008030392* 50-339 

BRUNNER, E 8000130247 50-311 S CALHOUN. J R B008190414 50-327 S CARTWRIGHT, H R 9008120391 50-330 

DRUNNER.E J 8000200011 50-309 6 CALHOUN, J R 0009250404 50-327 6 CARTWR IOHT, II R 9038120413 50-339 

DRUNNER.E J 8000200017 50-272 S CALHOUN, J R 0009250415 50-296 8 CARTWR IOHT, 11 R OCO012O42O* 50-339 

BRUNNER, EJ 800B1203B7 50-329 K CALHOUN, J R 0009250420* 50-296 S CARTWRIGHT, W fl 9006120424 50-339 

BRYAN, J K 8000200523* 50-403 0 CALHOUN, J R 0009230602 50-327 B CARTWR IGHT, H R 0009120433* 50 339 

BRYAN, J K 8000090461 50-483 0 CALHOUN, J R 0009260543 5 0-327 S CARTWRIGHT, W R 6000120442 50-339 

BRYAN, J K 8000050290 50-463 S CALHOUN, J R 0009250411 50-327 S CARTWR IGHT, 11 R 8008120452* 50-339 

BRYAN, S E SOO0O7O1O9 50-317 0 CALHOUN, J R 8OO02SO527 50-327 6 CARTWR IOHT, II R 0009120475 50-338 

BRYAN, JK 8000050466 50-463 S CALHOUN, J R 0008250634 50-327 S CARTWR IOHT, U R 8008120409* 50-338 

BRYAN, J K 8009050419 50-463 S CALHOUN, J R 800B26QS56 50-327 B CARTWRIOHT, II R 9038120501 50-339 

BRYAN, J K 8000210156* 50-483 B CALHOUN, J R 9008250747 50-327 S CARTWRIGHT, W R 8000120516* 50-339 

BRYAN, J K 8009070458 50-483 K CALHOUN, J R 8008260524 50-260 S CARTWRIGHT, W F 8008120534* 50-330 

BRYAN, J K 8009260373 50-483 A CALHOUN, J R 9008200430 50-327 S CARTWRIGHT, II R 3008120455 50-339 

BRYAN, S E 8000200340 50-255 P CALKINS, 0 0008260007 NUREO CARTWRIGHT, W R 0008120466* 50-339 

BRYAN, JK 0008260620 80-463 A CALLAN, L J 0009250309* 50-313 Q CARTWRIOHT, W R 0008100420 50-339 

BRYAN, J K 0008280420 50-463 C CAMPBELL, J C 0009210059 XPORTLIC CARTWR IGHT, II R 80 00 1 00432* 50-339 

BUCHHOLZ.R H 0008010273 TOPREP CAMPBELL, J A 8OO019QS59 CONTRACT CARTWRIOHT, W R 8000190464 50-330 

BUCHHOLZ.R H 0008050433 TOPREP CANTER, H L 9009270307* 50-312 0 CARTWRIGHT, W R 8030180467 50-338 

BUCHHOLZ.R H 0008190490 TOPREP CANTRELL, F 3 8008110076* 50-390 0 CARTWRIOHT, 11 R 9000190472* 50-338 

BUCHHOLZ.R H 0009220216 TOPREP CANTRELL, F 8 0OO8HO444* 50-395 Q CARTWRIGHT, W R 9008100474* S0-33a 

BUCHHOLZ.R H 0008220216 TOPREP CANTRELL, F S 0009100626* 50-430 G CARTWR IGHT, II R 900010054? 50-338 

BUCHHOLZ.R H 8008260360 TOPREP CAPALDI.J 0OO010Ot57« 50-320 H CARTWRIOHT, II R 6009100555* 50-338 

BURDETTE, TE 0008140039* 50-400 0 CAPALDI.J 8000100154 50-320 H CARTWRIGHT, 14 R 0000200366 50-339 

BURDETTE, T E 8009110444* 50-395 0 CAPHTON, D L 0009140276* 50-271 G CARTWRICHT. W R 0000200360 50-330 

BURKE, D J 8000200201* 50-280 Q CARFAGNO, 8 P 0006260295 50-244 P CARTWRIGHT. II R 0CO82OO37O* 50-339 

BURNETT, T F 8000010101 70-1143 CARLSON, 0 A 0009140601 NUREO CARTWR IGHT. IJ R 0009200172* 5U-338 

BURNETT, P T 0008120590* 50-338 0 CARLSON, ft, T 0008060003* 50-334 G CARTWRIOHT, II R 0008210410 50-339 

BURNETT, R F 0000130694 50-201 P CARLSON, ft T 8008120609* 50-30/ O CARTWRIOHT, W R 9000210420* 50-33? 

BURNETT, R F S008110I62 XPORTLIC CARLSON, ft T 0009130421* 50-412 Q CARTWRIGHT. II R 8008260511 50-330 

BURNS, 0 0 8000200214 50-255 0 CARLSON, ft T 0009120634* 50-352 0 CARTWRIOHT, II R 9008260917* 50-33B 

BURRIS, L 800B1 10012 PR CARLSDN, ft T 6000130270* 50-332 Q CARTWRIGHT, J E 6008200253 50-556 

BURSTErN, 3 8008010110 50-266 0 CARLSON, ft T 8009060095 50-2B9 0 CASE, E G 9000140332* 50-320 

BUR8TEIN, 3 8000040033 50-502 F CARLSON, ft T 0OOBO5OO91 50-322 G CASE. E 0 9008270317 50-344 

BURT, R A 80092507B0* XPORTLIC CARLSON, ft T 8009000437 50-352 a CASE, E G 8008270520* 50-344 

BURTT.J D 0008140057 RES CARLSON, ft T 8009250220 50-271 O CASE, E G 0008270661 50-344 

BUR WELL, 8 B 0000000130 50-443 A CARLSON, ft T 0009250203 50-423 G CASEY, 8 8 0008190669 50-361 

BURWELL, S B B0091206IS 50-445 A CARLSON, ft T 0009060001 50-334 G CASEY, S 8 9008190669 50-361 

BURWELL, S B 9008180139 50-443 A CARLSON, ft T 8008080460 50-397 Q CASEY. S S 9000190669 50-361 

BUSH, 0 8 8008270094 XPORTLIC CARLSON, ft T 0OOB15O248 50-352 S CASEY, S D 8008290177 50-361 

BUSTARD, R D 9008210405 50-299 0 CARLSON, ft T 800922029 6 50-387 S CASEY, 9 B 9008230177 50-361 

BUTLER, P 8 0082 9059 1* 50-546 H CARLSDN, ft T 8009220311 50-352 S C ASH NELL, R J 0CO8O4O115 50-156 

BYCROFT. 0 N 0008200090* ORG CARLSON, ft V 0009070191* 70-135 CASHWEUL. R J 6000040119* 50-156 

BYCROFT, 0 N 0008260461* SO-275 A CARLSON, R T 0009050209 50-322 S CATCHFOLE, G J 3008050329 40 874 

BYKOSKI.L 0008230210 50-450 G CARLSON, R T 0008120624 50-332 G CATCHPOLE, G J 8000120580 40874 
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ACCESSION 

SUBJECT 

AUTHOR 

NUMBER 

CATEGORY 

CATTOM, I 

8O0BI40581 

AC RS 


CAVANAUQH, W 

8008200 1 23 

50-313 

a 

CAVANAUGH, H 

8008190179 

50-313 

a 

CAVANAUGH. W 

8008280012 

50-313 

0 

CAVANAUGH. W 

8008270341 

50-313 

Q 

CAVANAUGH. H 

60082)04-39 

50-360 

P 

CAVANAUGH, W 

800B2J041 7 

50-368 

P 

CEMBER, H 

800B120A64 

RECOD 


CHALK. U S 

800313046? 

50-139 

F 

CHAN. C K 

8003180657 

NUREO 


CHANANI A, F. D 

6008140449 

50-445 

H 

CHANAWIA, F & 

600814051 4 

50-445 

K 

CHANANI A. F 

8008040084 

50-445 

M 

CHANANI A. F D 

8008250700 

50-445 

M 

CHANDLER, L J 

8003070084 

90-361 

0 

CHANDLER, L J 

8008080249 

50-361 

0 

CHANDLER, L 0 

8008080491* 

50-361 

0 

CHANDLER, L J 

BOO 8 130401 

50-361 

0 

CHANDLER, L J 

8008200175 

50-361 

G 

CHANDLER, L J 

6006200181* 

50-361 

0 

CHANDLER, L 0 

8009220108 

50-361 

C 

CHANDLER, L J 

8008220116* 

50-361 

G 

CHAPLIN. S D 

B008040022* 

50-320 

S 

CHAPLIN, 9 D 

BOOB 1 20513* 

50-320 

S 

CHAPLIN, S D 

80081305)7* 

90-320 

5 

CHAPLIN, 9 D 

8008250496* 

50-320 

S 

CHAPLIN. S D 

6008250529* 

50-320 

6 

CHAU, H 

3008010298 

TOPREP 


CHECK, P 3 

8008270561 

50-335 

S 

CHECK. P S 

80082 704SB 

50-338 

S 

CHECK. P S 

3008180173 

TDPREP 


CHECK, P. S 

9008200023 

TOPREP 


CHECK, P S 

8006200025 

TOPREP 


CHENG, R C 

800B19Q061* 

50-466 

0 

CHENG, C Y 

800B140D59 

NUREO 


CHESTER. R 0 

8008060421 

RES 


CHIANGI. N J 

8006260531 

50-400 

s 

CHILDERS, n 

B00BI9O2O7* 

50-437 

H 

CHILDS, W V 

8003050035* 

50-333 

s 

CHILDS, W V 

6008180452* 

50-333 

s 

CHILDS, W V 

8008190623* 

50-333 

s 

CHILDS, U V 

0003190625* 

50-333 

s 

CHILDS, W V 

8009250313* 

50-331 

8 

CHILK, S J 

000 8260306* 

FOI A 


CHILK, S J 

6009260684* 

FDIA 


CHILK, S J 

8005220422 

(PORTLIC 


CHILK, S J 

B003260727* 

FOI A 


CHILK, 3 J 

8008070047* 

50-320 

G 

CHILK, 3 J 

800827003 1 

PR 


CHILK, S J 

800B030090 

10CFR 


CHILK, 3 J 

8008080099 

REOOD 


CHTLK, S J 

9006140401 

10CFR 


CHrLK.S J 

8008080074* 

PR 


CHILK. S J 

8008030079 

PR 


CHfLK, S J 

3006080395 

NUREO 


CHILK. S J 

8000080402 

PR 


CHILK, S J 

8000000413 

PR 


CHILK, S J 

8005060421 

PR 


CHILK, 8 J 

8008140076* 

40-1193 


CHILK, S J 

000814009 I* 

PR 


CHILK, S J 

8006140493 

ORG 


CHILK, S J 

0008060065 

PR 


CHILK- S J 

OOOB1 40072 

40-1193 


CHILK, 8 J 

8003)40082 

PR 


CHILK, S J 

0008140471 

10CFR 


CHILK. S J 

0007230222* 

50-269 

H 

CHILK, S J 

0000060108* 

PR 


CHILK, S J 

0000050525 

10CFR 


CHILK, 8 J 

0006060092 

PR 


CHILK, S. J 

0000060133 

REGOD 


CHILK, S 0 

0008140045 

PRM 


CHILK, S J 

0000010002 

FOrA 


CHILK, S. J 

0008050504 

IOCFR 


CHILK, S J 

00060S0305 

50-280 

0 

CHILK, 8 J 

8006050308 

50-301 

0 

CHILK, S J 

3008060288 

50-3 

C 

CHILK, 8 J 

8006060299 

50-443 

0 

CHILK, 8 J 

6006060448* 

50-269 

C 

CHILK, 8 J 

3008070417 

50-443 

0 

CHILK, S J 

8008070448* 

50-275 

G 

CHILK, S -J 

3009130247 

IOCFR 


CHILK, a. J 

3008 18 0308 

REGQD 


CHILK, S J 

8008090485 

50-275 

0 

CHILK, S J 

S 00607 002 3 

PR 


HILK, S. J 

8008100314 

IOCFR 



ACCESSION SUBJECT 


AUTHOR 

NUMBER 

CATEGORY 

CHILK, S J 

EOO01BO582 

IOCFR 


CHILK, S J 

8000180591 

IOCFR 


CHILK, S J 

BOOB 10066 1 

IOCFR 


CHILK, S J 

8008100670 

IOCFR 


CHILK, S J 

8008100671 

IOCFR 


CHILK, B 0 

BOOB 180672 

IOCFR 


CHILK, S J 

8O0B 100673 

IOCFR 


CHILK, S J 

800B180674 

IOCFR 


CHILK, S J 

8008160675 

IOCFR 


CHILK, S J 

00081 20441 

50-201 

G 

CHILK, S J 

0OOB18O677 

XPORTLIC 


CHILK, S J 

8008220309 

HISC 


CHILK, S J 

8008220339 

IOCFR 


CHILK, 9 J 

6008220344 

IOCFR 


CHILK, S J 

8009220358 

ORG 


CHILK, S J 

800B220370 

PRM 


CHILK, S J 

8000260105 

IOCFR 


CHILK, S J 

900B2B0502 

REGOD 


CHILK, S J 

80 0620 0030 

PR 


CHILK. S J 

8000200034* 

PR 


CHILK, S J 

8000200037 

REOGD 


CHILK, 6 J 

8008200044 

NUREO 


CHILK. E J 

8008180633 

50-275 

0 

CHILK, S J 

8009200050 

50-289 

0 

CHILK, B J 

8009210347 

50-443 

0 

CHILK, 8 J 
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DENENBUHG, B A 

DALE, L F 

0008250666 

50-416 

S 

DENTON, H Ft 

DALTROFF , 5 L 

3008270602 

50-277 

0 

DENTON, H R 

DALTRDFF, S L 

300801 01 4 5 

50-2/7 

0 

DENTON, H ft 

DALTROFF, S L 

3000010269* 

50-277 

p 

DENTON, H R 

DALTROFF. S L 

800B2104D9 

50-277 

p 

DENTON, H R 

DANCE, H C 

BOO B2 8 028 5* 

50-390 

0 

DENTON, H R 

DANCE, H C 

60002005 12* 

50-390 

0 

DENTON, H R 

DANCE, H C 

8008230507* 

50-321 

0 

DENTON, H H 

DANIELSON, D H 

60081203/1* 

50-305 

0 

DENTON, H R 

DANIELSON, D H 

£0080 10143* 

50-305 

0 

DENTON, H R 

DANIELSON, D H 

0008060103* 

50-341 

a 

DENTON, H R 

DANIELSON, » H 

£008140138* 

5i>- 237 

0 

DENTON, M R 

DANIELSON, D H 

8CO014O178* 

50-254 

0 

DENTON, H R 

DANIELSON, L J 

8008270049 

40-8745 


DENTON, H R 

DARM I TZEL, R U 

8008040005 

50-70 

0 

DENTON, M ft 

DARM I TZEL, R U 

80081 10341 

50 -70 

p 

DENTON, 11 ft 

DARM I TZEL, R U 

6008140451 

50-70 

p 

DENTON, H ft 

DARMITZEL, R U 

8008190171 

50-70 

p 

DENTON, H R 

DAVENPORT. B 0 

800B260485* 

50-270 

p 

DENTON- H ft 

DAVIDSON, J J 

B00B2 1 0°63* 

SECY 


DENTON, If R 

DAVIDSON, D R 

CCO00 1 '>202 

SO 440 

F 

DENTON, H R 

DAVIDSON, D R 

S008050377 

50-440 

A 

DENTON, H R 

DAVIDSON, U J 

80081 40 '=93 

NU9EG 


DENTON, H R 

DAVIDSON, D R 

8U081104C? 

50-440 

G 

DENTON, H R 

DAVIDSON, D R 

QC 08250 734 

5U-440 

0 

DENTON, H R 

DAVIDSON, D R 

6008190601 

SO 440 

G 

DENTON, H R 

DAVIDSON, D R 

8008250517 

50-440 

0 

DENTON, H ft 

DAVIS, T 0 

8003190UI 4 

50-259 

0 

DENTON, H ft 

DAVIS, F D 

8O0818A232 

50-320 

H 

DENTON, H R 

DAVIS, A B 

80 0825071 6 

50-P54 

0 

DENTON. H R 

DAVIS, A 3 

QQQS0700 *1 

50 249 

0 

DENTON, H R 

DAVIS, A B 

8008050500 

50-315 

0 

DER1ENZ0.P P 

DAVIS, A B 

8003110512 

50-263 

0 

DER1ENZ0.P P 

DAVIS, A B 

8003120/53 

50- 305 

0 

DEROY, J P 

DAVIS, A b 

BOOT 12031 4 

50-10 

0 

DERR, R A 

DAVIS- A 3 

BC0&1401 63 

50-346 

0 

DERR. R A 

DAVIS, A B 

8C 0620054 9 

So-483 

0 

DEUKMEJIAN, G 

DAVIS, A B 

600 032' i,i 7 

5u 155 

Q 

DEUTSCH, B J 

DAVIS, A S 

ac. 0821 01 3? 

50-37 T 

Q 

OEVINCFNT IS. J 

DAVIS, A R 

800-d 1 !,'iC4. 

70-996 


DEVINCENTIS, J 

DAVIS, L 0 

800S1 10161 

50-27& 

0 

DEVINE, J H 

TAVIS, A 5 

8008110153 

7o-l435 


DEVINE, J a 

AVIS, S M 

800607 'R4 3* 

50 -31 •' 

** 

DEVINE, J 8 

18, s h 

8000 '>50 >7 5* 

50-31 7 

s 

DE'/TNE, J Q 

IS, L D 

BOOfclOrfoGfM 

5 0-36 I 

,- 

DEVINE. J B 

IS. S 11 

8000131,446* 

50 -319 


DEVINE, J 0 

rs.L I) 

000000024 > 

50 -27 < 

e 

DEVINE, J F 

IS. A 3 

3CO01 4^. -.55 

M.-7S8 S 


DEVINE, J H 


ACCESSION 

SUBJECT 


ACCESSION 

SUBJECT 

NUMBER 

CATFGOR Y 

AUTHOR 

NUMBER 

CATEGORY 

0000180434* 

50-317 

S 

DEVINE, J B 

8008000013* 

XPORTLIC 

0008180506* 

50-318 

S 

DEVINE, J 0 

8008000016* 

XPORTLIC 

0COS1 40363 

50-10 

Q 

DEVINE, J B 

0008130149* 

XPORTLIC 

8008130102 

50-320 

H 

DEVINE, J E 

0000010160 

XPORTLIC 

80002701 1 0* 

50-361 

A 

DEVINE, J B 

0000060381 

XPORTLIC 

800B130401 

50-361 

0 

DEVINE, J B 

8OOBO0OOO1 

XPORTLIC 

BC'OB 1 8034 0 

50-206 

p 

DEVINE, J B 

6008140140 

XPORTLIC 

80003701 20* 

50-361 

A 

DEVINE, J B 

8008130140 

XPORTLIC 

0009210157 

50-295 

Q 

DEVINE, J B 

0008130143* 

XPORTLIC 

e 008 t 804 404 

50-310 

S 

DEVINE, J B 

0000080420 

XPORTLIC 

00082 1 039 3 ♦ 

50-2/5 

0 

DEVINE, J D 

8008140305 

XPORTLIC 

8000220459 

70-1043 


DEVINE, J B 

8008140265 

XPORTLIC 

8008200175 

50-361 

0 

DEVINE, J B 

0008140275* 

XPORTLIC 

9008200101* 

50-361 

0 

DEVINE, J B 

S008 140200 

XPORTLIC 

8006220100 

50-361 

0 

DEVINE, J B 

8008140302 

XPORTLIC 

8008220116* 

50-361 

0 

DEVINE, J B 

8000140306 

XPORTLIC 

8008270356* 

50-317 

s 

DEVINE, J B 

8008260016 

XPORTLIC 

B 00807 0204 

70-1303 


DEVINE, J B 

8008140114 

XPORTLIC 

8008270587 

70-1330 


DEVINE, J 0 

8008150257 

XPORTLIC 

80 0620 0008 

71-9001 


DEVINE, J B 

00081 S0P62 

XPORTLIC 

8008180585 

71-9001 


DEVINE, J B 

8008150266 

XPORTLIC 

80080004 1 7* 

70-1303 


DEVINE, J B 

800S1S0207 

XPORTLIC 

8008000417* 

70-1303 


DEVINE, J B 

9008100275 

XPORTLIC 

8008120320* 

50-275 

T 

DEVINE, J B 

80001 00633 

XPORTLIC 

8000190333* 

50-295 

P 

DEVINE, J B 

8009180639 

XPORTLIC 

0009100143 

NUREO 


DEVINE, J B 

800S190009 

XPORTLIC 

0008060247 

50-45B 

G 

DEVINE, J B 

8006200006 

XPORTLIC 

0008060249* 

50-458 

G 

DEVINE, J B 

8008180046 

XPORTLIC 

8008210501 

bC)-33"3 

J 

DEVINE, J B 

8006270402 

XPORTLIC 

8000270150* 

50-443 

H 

DEVINE. J B 

8008130581 

XPORTLIC 

8008010175* 

70-1966 


DEVINE, J B 

8000130695 

XPORTLIC 

8008130167 

50-237 

0 

DEVINE, U B 

8008250767 

XPORTLIC 

8008080223 

50-373 

A 

DEVINE, J F 

8009150369 

90-352 A 

8000210297* 

70-820 


DEVINCENTIS, J 

8000150445 

50-443 A 

8000210416* 

50-313 

P 

DEVINE, J. B 

8008250769 

XPORTLIC 

80000805 1 1?* 

50-259 

H 

DEVINE, J B 

6008260297 

XPORTLIC 

8008070087 

50-325 

a 

DEVINE, J B 

8008210019 

XPORTLIC 

80002/0133* 

ORG 


DEVINE, J B 

6008260031 

XPORTLIC 

0004250010 

50-247 

H 

DEVINE, J B 

8008260035 

XPORTLIC 

0006010113 

ACRS 


DEVINE, J B 

600826004 1 

XPORTLIC 

0006010172 

90-327 

p 

DEVINE, J B 

6000260160 

XPORTLIC 

0000060096 

50-556 

H 

DEVINE, J B ■ 

0008220047 

XPORTLIC 

8008060160 

50-206 

It 

DEVINE, J B 

6000220051 

XPORTLIC 

0000040132* 

50-485 

G 

DEVINE, J B 

8000270421 

XPORTLIC 

00080601 S3 

DISCLOSURE 

DEVINE, J B 

8000260733 

XPORTLIC 

6008260170 

50-320 

H 

DEVITZ, C. 0 

8008250763* 

50-320 H 

0008270131 

ORO 


DEVLIN, J W 

0000000146* 

70-371 

0008280789 

50-367 

F 

DEVLIN, J W 

8000140232* 

50-272 0 

8008140612 

50-320 

H 

DEVLIN. J W 

0000210093* 

XPORTLIC 

8008100146 

50-320 

It 

DEWEY, L 8 

8008270357 

50-387 11 

8008140579 

50-320 

P 

DEWITT, R B 

8000210453* 

50-165 P 

8008180039 

50-320 

It 

DIAMOND, D J 

800B0 10098 

NUREO 

8000210071 

50-466 

It 

DIAZ, N J 

8006080276 

50-83 H 

0000260356 

11 1 SC 


DIAZ, N J 

8008120362 

50-83 F 

0008270263 

50-296 

S 

DICHARRY, R F 

8008200079 

70-102 

0008 1 00300 

50-327 

0 

DIETCH, R 

8003130431* 

50-361 K 

8000200045 

30-4A6 

G 

DIETCH, R 

0008120171 

50-361 A 

0000270243 

11 1 sc 


DIETCH, R 

0008130430 

50-361 K 

0008220443 

50-206 

H 

DIETCH, R, 

BOOS 190393 

50-361 A 

6008260020 

50-320 

H 

DIETERICH, K 

6000120655* 

50-346 B 

8008100572 

50-320 

P 

DIETERICH, K 

8008210447* 

50-346 B 

8008190100 

50-269 

P 

DIGGS, R M, 

0008120315 

50-413 A 

0000710166 

50-397 

H 

DIOOa.R tl 

8008120320 

50-346 P 

0008280008 

50-320 

H 

DIGGS, R.M 

0006120321 

50-155 P 

8008280173 

50-320 

P 

DI0Q8, R, M 

0008210374* 

60-413 A 

8008260144 

50-367 

0 

DIGGS, R 11 

8008210377* 

50-413 A 

8008270041 

90-269 

It 

D I I ANN I , D C 

8008050095 

50-289 P 

8008270473 

90-344 

H 

DIIANNI.D C 

8008080257 

50-219 P 

8008010134* 

QA999 


DIMEGLIO, A F 

00001 10023 

50-193 F 

8008010130* 

QA999 


DIMEGLIO, A F 

8000010201 

50-193 F 

0OOai 90599* 

50-213 

6 

DIRCKS, W J 

8007080034 

HI SC 

80091 10139* 

70-2100 


DIRCKS, W J 

8009270038* 

PR 

80091 10146* 

70-2100 


DIRCKS, W J 

8008210561 

SECY 

8008040006 

PRQJ 


DIRCKS, W J 

0008260299* 

COMMISSION 

6003270378 

50-320 

H 

DIRCKS, W J 

0008080085* 

PR 

8008780300* 

50-443 

0 

DIRCKS, W J 

8008060408* 

PR 

0008100747 

50-443 

0 

DIRCKS, W, J. 

6000000432* 

PR 

8008010125 

XPORTLIC 


DIRCKS, W J 

0008010272 

50-546 U 

B0QE01 0 1 90 

XPORTLIC 


DIRCKS, W J 

0008050049 

50-320 H 

8000010193 

XPORTLIC 


DIRCKS, W J 

8008140243* 

NUftEO 

60080 10203 

XPORTLIC 


DIRCKS, W J 

8008080355 

I1ISC 

8008060081 

□ PG 


DIRCKS, W J 

8000220374* 

PfiM 

8008050749 

XPORTLIC 


DIRCKS, W J 

8008270545* 

PRM 

8000 04000.’ 

50-352 

A 

DIRCKS, W J 

8008080338 

50-329 G 

6008070493* 

XPORTLIC 


DIRCKS, W, J 

0008080321 

40-8084 



AUTHOR 


ACCESSION 

NUMBER 

SUBJECT 

CATEGORY 


DIRCKS, U J 


0000000325 

40-8034 


DIRCKS, W J 


BOOB1 90183 

I11SC 


DIRCKS, W J 


B00B3 10054 

50-352 

U 

DIRCKS, W J 


B00B2000S2* 

NUREG 


DIRCKS, W J 


800B260291 

COMMISSION 

DISE, D P 


BOOBO5O430 

50-410 

S 

DISE, D P 


8000060221 * 

50-220 

P 

DISE. D P 


BO0B1 10333 

30-220 

P 

DISE, D P 


BOOS! 80542 

50-220 

F 

DISE, D P 


8000180498 

50-220 

F 

DISE, D P 


80082003 1 7 

50-220 

F 

DOAN.P F 


8008260650* 

50-298 

S 

DOAN.P F 


B008260585* 

50-29B 

s 

DOAN, P F 


B00B2606 1 3* 

50-298 

5 

DOBSON, W 0 


800/310386 

50-329 

A 

DDDD9, R T 


800B27046B* 

50-50B 

0 

DODDS, R T 


80GB010100* 

50-460 

0 

DODDS, R T 


8008070492* 

50-52B 

0 

DOOOETT, S A 


80081 50334 

50-466 

G 

DOHERTY, J F 


80081 10? 03 

50-466 

0 

DOHERTY. J F 


0DO82BO1 78 

50-466 

G 

DOHERTY. J F 


B008260322 

50-466 

0 

DOHERTY, J F 


B0082B0335 

50-466 

G 

DONALDSON, D 

E 

800B2701 08* 

50-247 

F 

DONOQHUE, D >. 

) 

0OOBO8O2O7 

PRM 


DDPSQUIC, D t 

\ 

BOOB! 00676 

50-445 

M 

DOUGHERTY, 0 

J 

600B260P21 

CONTRACT 


DOUGHERTY, D 

J 

8006060200* 

CONTRACT 


DOUGHERTY. D 

J 

80080101 01 * 

CONTRACT 


DOUGHERTY, D 

J 

8008010239* 

CONTRACT 


DOUGHERTY, D 

J 

BOOSO 10243* 

CONTRACT 


DOUGHERTY, D 

U 

80080304B4* 

CONTRACT 


DOUGHERTY, D 

J 

8008030510* 

CONTRACT 


DOUGHERTY, D 

J 

8000060391* 

CONTRACT 


DOUGHERTY, D 

J 

8008060403* 

CONTRACT 


DOUOHERTY, D 

J 

8008140247* 

CONTRACT 


DOUGHERTY, D 

J 

80090301 23* 

50-445 

M 

DOUOHERTY, D 


8008130633 

CONTRACT 


DOUOHERTY, D 

J 

0OOBO6O4 12* 

CONTRACT 


DRAKE, H M 


BOOS 140272* 

40-0672 


DRAKE, H 11 


B0081 40274* 

40-0611 


DRAPER, E L 


0009060020 

50-458 

0 

DRAPER, E L 


B00806002B 

90-458 

Q 

DRAPER, E L 


00060004 22 

50-458 

S 

DRAPER, E L 


0000040039 

30-498 

A 

DRAPER, E L 


0008110401 

50-438 

F 

DRAPER, E L 


BOOB 1904 02 

50-458 

Q 

DRAPER, E L 


8000260398 

50-45B 

A 

DREW, D A 


8000130257* 

FO 1 A 


DRISKELL. W E 

8008140511 

NUREG 


DROMERICK, A 

tJ 

8008220462 

50-339 

P 

DROMERICK, A 

N 

0000250232 

50-339 

P 

DROHERICK, A 

U 

8008060043 

30-31 1 

P 

DROHERICK, A 


0008200433 

50-339 

F 

DROMERICK, A 


8000200437 

50-339 

P 

DROHERICK, A 

W 

8008210574 

50-311 

P 

DUBRY, N E 


8000260729* 

50-313 

G 

DUCEY, F D 


8008140262* 

40-8550 


DUCKWORTH, J 

P 

8000230793 

70-2313 


DUCKWORTH , J 

P 

8008230680 

70-2313 


DUMMER, 0 H 


8009190033* 

CONTRACT 


DUNBAR, J 


8008260430 

30-249 

8 

DUNN, C N 


8008060245 

30-334 

0 

DUNN, C N 


Q00SQ3Q352 

50-334 

R 

DUNN, C N 


0008090361 

50-334 

0 

DUNN, C N, 


8008050403 

30-334 

Q 

DUNN, C N 


8006030453 

50-334 

a 

DUNN, C N 


8008070406 

50-334 

F 

DUNN, C N 


8008120406 

50-334 

P 

DUNN, C N 


80001 30461 

50-334 

G 

DUNN, C N 


8008210401 

50-334 

Q 

DUNN. C N 


8008120457 

50-334 

P 

DUNN, 8 D 


8008190970* 

50-280 

R 

DUNN, S D 


8008190576* 

50-2B0 

R 

DUNN. C N 


8008190423 

90-334 

R 

DUNN. C N 


8008230326 

50-334 

0 

DUNN, C N 


8008290637 

90-334 

a 

DUNN, C N 


0008260353 

90-334 

a 

DUNN, C N 


8008260472 

30-334 

a 

DURALL, J R 


0008270329 

30-259 

I 

DURR, J P 


0008120618* 

50-3B7 

a 

D'JRR, J P 


0008130426* 

90-412 

G 

DURR , U P 


0OOBO5OO93* 

50-322 

0 

DURR, J, P 


8 00 BOS 04 4 3* 

80-352 

0 

DUTTON, D 


0OOBO4OO44 

90-424 

s 


PERSONAL AUTHOR INDEX 


AUTHOR 

ACCESSION 

NUMBER 

SUBJECT 

CATEGORY 


DUTTON, D 

0008040062 

50-424 

s 

DUTTON, D 

8008040062 

50-424 

s 

DUTTON, 0 

8008210350 

50-424 

s 

DYKES, V E 

8008080369 

50-369 

0 

EAD1E, O G 

3008060409* 

40-8340 


EADIE, 0 G 

3009270066 

WASTE MGT 

EASON, C F 

8008060 J 55 

27-39 


EH METER, S D 

3008060006* 

50-334 

0 

ED ME TER, S 

3008060090* 

50-269 

Q 

EBMETER.S D 

8008250235* 

50-2/1 

a 

ECCLESTON, K T 

8008080253 

50-331 

p 

ECCLE3T0N, K 

3008280015 

50-331 

p 

ECKERT, J P 

8008I402B9 

70-27 


ECKERT, J P 

3008140443 

70- 27 


ECKERT, R 11 

8008210470 

50-311 

p 

ECKHARDT, B 

8000270306 

50-466 

H 

ECONOHOS, N 

SCQB1 1 0 1 49* 

50-370 

0 

ECONOHOS. N 

BOOBI 40487* 

50-491 

Q 

ECONOHOS, N 

8008180358* 

50-269 

a 

EECKHQU T i A 

8008180271 

4P0RTLIC 


EECKHOUT, A 

80082801 49 

XPORTl 1C 


EHREHSPERQER, M 

BO081 10372 

50-424 

A 

EICH, E 

8008190480* 

50-247 

R 

EICHHORH.M H 

8008260564 

50-367 

Q 

EICHHOflN, W H 

9D082BO564 

50-367 

G 

EICHHORN, W H 

8009260671 

50-367 

G 

EICHHORN, W H 

8008260671 

50-367 

0 

EICHORN, W H 

8008250032 

50-367 

c 

EICHORN, W H 

8008250032 

50-367 

G 

EISENHUT, t> 0 

7900170265 

50-10 

P 

EISENHUT, D 0 

3000060358 

50-320 

P 

ElSENHUtiD 0 

8008060189* 

50-320 

P 

EI9ENHJT.D 0 

8009060034 

50-320 

P 

EISENHU I , D G 

0008050102 

50-275 

r 

EI8ENHUT, D C 

8009050064 

50-10 

p 

EISENHUT. D 0 

6008010213 

50-311 

p 

EI8ENHU1. D 0 

6000130080 

TO PREP 


EISENHUT. 0 G 

B008070514 

50-338 

F 

EISENHUT, D 0 

8008000010 

50-275 

A 

EISENHU1 1 D 0 

8000060355 

50-10 

P 

EISENHUT, D 0 

8008010003 

50-440 

A 

EI8ENHUI , D G 

8008060395 

50-317 

F 

EISENHUT, D 0 

8008080026 

50-21? 

3 

EISENHUT, D 0 

0008050482* 

50-344 

0 

EISENHUT, D 0 

8008060426 

50-278 

a 

EISENHUT, 0 G 

BOOB 120329 

50-259 

p 

EISENHUT, D 0 

6008180227 

50-313 

p 

EISENHUT, D 0 

BOO 02 10173 

50-317 

p 

EISENHUT, D 0 

0000150060 

50-275 

A 

EISENHUT, 0 0 

0008200013 

50-402 

A 

EISENHUT, 0 0 

600B2 10555 

50—483 

A 

EISENHUT, D 0 

000026 OtGO 

50-295 

P 

EISENHU1 , D 0 

0OOB? 70092 

50-286 

P 

EISENHUT, D G 

0OOB27OIO1 

50-247 

P 

EISCNHUT , D 0 

0OOBO7O543 

50-155 

P 

EISENHUT, 0 0 

6008110043 

50-409 

P 

EISENHUT, D 0 

0000 1 10064 

50-10 

P 

EISENHUT, D G 

0008110068 

50-29 

P 

EISENHUT, D 0 

0009110072 

50-213 

P 

EISENHUT, D 0 

0008180112 

50-346 

H 

EISENHUT, D 0 

90082901 03 

50-206 

P 

E ISENHU1 , D G 

8008 150081 

50-344 

H 

EISENHUT, D 0 

0008150321 

50-344 

H 

EISENHUT, D 0 

BOQB2OQO20 

50-344 

H 

EISENHUT, D 0 

8000210114* 

50-361 

U 

EISENHUT, 0 0 

8000210160* 

50-361 

U 

EISENHUT, D 0 

8000280337 

50-344 

H 

EISENHUT, D 0 

8000140165 

50-443 

A 

EISENHUT, 0 0 

8008140168* 

50-443 

A 

EISENHUT, D 0 

8008130237 

50-311 

P 

EISENHUT. D 0 

8008200212* 

50-285 

P 

EIZENSTAT. S E 

8009270334* 

COMMISSION 

EIZENSTAT, S E 

8008120456* 

50-564 

G 

EIZENSTAT. 8 E 

0008270330 

COMMISSION 

ELLERS HAH. L E 

8000010114* 

QA999 


ELLISON, C T 

8000000494 

50-3 1 2 

0 

ELLISON. C T 

8000080497* 

50-3 1 2 

0 

ELLIS, W D 

8008180539 

50-336 

p 

ELLIS. U 

8009280215 

50-445 

0 

elsAsser, t 

8008 1 90U38 

50-320 

H 

EHP80N.F M 

8008060066* 

70-1303 


ENOELKEN, F H 

B008 270328* 

50-206 

0 

ENGELKEN, R h 

8008060418 

50-133 

0 

ENOELKEN. R H 

800006051? 

50-397 

0 

ENGELKEN, R H 

8000-270404 

50-528 

S 


3 


AU THOR 



ACCESSION 

NUMOFR 

SUBJECT 

CATC03R 

ENOELKEN, R 

H 


8000270496 

50-320 

ENOELKFN, R 

H 


8008070101 

50-133 

ENOELKEN. R 

H 


8008070344 

50-397 

ENOELKEN- R 

H 


8008070209 

50-13.1 

ENOELKEN, R 

H 


8003070277 

50-39/ 

ENOELKEN, R 

H 


80081201 16 

30-520 

ENOELKEN, R 

H 


8008120122 

50-123 

ENGELKEN. R 

H 


800812052/ 

30-3*4 

ENOELKFN, R 

H 


0008120130 

50-312 

ENOELKEN, fi 

H 


8008120138 

50-206 

ENOELKEN, R 

H 


80081201 41 

50-397 

ENOELKEN, R 

H 


800B200S22 

50-312 

ENOELKEN, R 

H 


800 B 20052 4 

50-206 

ENOELKEN, R 

H 


8003200525 

50-344 

ENOELKFN, R 

>1 


800320051/ 

50-275 

ENOELKEN, fi 

H 


8003200541 

50-528 

ENOELKEN, R 

H 


8009 20054? 

50-3M 

ENOELKEN, R 

H 


8008200546 

50 -397 

ENOELKEN, R 

H 


80031 10048 

50-361 

ENOELKEN, R 

H 


800315043? 

50-312 

ENOELKEN, R 

H 


800B1 50434 

50-344 

ENOELKEN, R 

H 


80091 50437 

50-275 

ENOELKEN, R 

H 


8003 1 504 19 

5U-133 

ENOELKEN, R 

H 


80081 40496 

50-sia 

ENOELKFN, R 

H 


80091 40499 

50-361 

ENOELKFN, R 

H 


BO0B14O5&J 

50-397 

ENOELKEN, R 

H 


8033140509 

50 31? 

ENOELKEN, R 

H 


□009140612 

50-416 

ENOELKEN, R 

H 


8009140*"' 1 D 

50-344 

ENOELKEN, R 

H 


8008140526 

50-279 

ENOELKEN, R 

H 


80G8I40630 

50- 133 

ENOELKEN, R 

H 


8008140533 

50-206 

ENGELKEN, R 

H 


8009200404 

50-205 

ENOELKFN, R 

H 


8008200405 

50-361 

ENOELKEN, R 

H 


800920040? 

50-397 

ENOELKEN, R 

H 


80002004 1 0 

50-344 

ENOELKEN. R 

H 


8008200414 

50- 275 

ENOELKEN, R 

H 


6009200*; 1 & 

50-133 

ENOELKEN, R 

M 


8008200410 

50-529 

ENOELKEN, R 

H 


8008200422 

50-312 

ENOELKEN, R 

H 


0008250062 

50-573 

ENGELKEN, H 

H 


8009270216 

50-528 

ENOELKEN, R 

H 


80082702 J3 

50-397 

ENCELKFN. R 

H 


8009270504 

50-528 

ENOELKEN, R 

H 


8009270147 

50-205 

ENOELKFN, R 

H 


6003270321 

50-206 

ENGLE. L B 



□008280226* 

30-205 

ENNA, V J 



8QGB15040Q 

50-529 

EPEL, L 0 



BO 00010 1 ! 7 

NUREG 

ERLCKSON. 1* 

u 


8008130075 

50-30 

ERIC SON, D 1 

11 


so 0906001 a 

RES 

ESKRIDGE, H 

F. 


0000120354 

70-36 

ESSIG, r H 



0009110618* 

50-263 

ESSIG, r H 



0000050683* 

50-315 

ESSIG, r H 



8009140! 67* 

50-346 

ESSIG, T H 



8008200652* 

90-403 

ESSIG, T H 



8000220472* 

50-135 

ESSIG, T H 



GO 0321 D1 40* 

50-373 

ETTERS, J r 



6008190031 

30-26? 

EVANS, L J 



0000120268 

NUREG 

EVANS, L J 



0009120273 

Nunnc 

EVANS, C A 



0009130594* 

50-5? 

EVANS, J J 



8000050359 

TOPREP 

FA OR I KANT, 1 

R 


8000100676 

50-445 

FAWNER, T C 



8009070393 

50-2J7 

FAWNER, T C 



800G0703 1 1* 

50-297 

FAWNER, T C 



6008080398 

70 1309 

FAHNER, T C 



8009080393* 

70-1303 

FAHNER, T C 



6009090399* 

70-1308 

FAHNER, T C 



80090GC440 

70- ( 303 

FAHNER, T C 



80092201 76 

50-367 

FAHNER, T C 



6000220 17B 

50-36/ 

FAHRNER, W 

J 


3004230407 

50-34 t 

FAHRNER, W 

J 


8008250241* 

50-341 

FAHRNER, N 

J 


8008190442 

50-341 

FALK. K 11 



G008130652* 

50-266 

FALK.K (1 



0008130649 

50-266 

FALK, K !1 



8008060228* 

50-266 

PARNELL. A 

8 


8003050316 

50-329 

FARNELL, A 

S 


800813051 7 

50-329 

FA8AN0, A 



80QG060230 

50-320 

FASANO, t% 



8008060384 

50-320 

FA9AN8, A N 



6008060226 

S0-3P0 

FAULKEMBERRY, 

a 

8000110123* 

50-206 

FAULK ENQEFRY, 

B 

8009250212* 

50-206 


362 


AUTHOR 

ACCESSION 

NUMBER 

SUBJECT 

CATEGORY 

FAULKENDERRY, Q 

8000250296* 

50-313 

a 

FAULKENBERRY, B 

8009370307b 

50-312 

a 

FAULKENBERRY, 0 

8009330 145* 

50-206 

a 

FAULKENBERRY, B 

0008220204 

50-206 

s 

FAY, C H 

8007150640 

50-266 

p 

FAY. C H 

8008080 l 36 

50-266 

Q 

FAY. C H 

6009 1 10363 

50-266 

P 

FAY, C W 

B009I 10428 

50-502 

A 

FAY, C W 

0008070476 

50-266 

P 

FA Y, C W 

B008120379 

NUREO 


FAY, C W 

800B130400» 

50-266 

R 

FAY. C H 

800B080105 

50-266 

P 

FAY. C W 

8008120382 

50-266 

V 

FAY, C W 

BOOB 130465 

50-266 

P 

FAY, C U 

8009150431 

NUREO 


FAY.C U 

6008200060 

30-266 

a 

FAY, C U 

6009210381 

50-266 

s 

FAY.C W 

8009210402b 

50-266 

s 

FAY, C U 

8009120399 

50-266 

ft 

FAY.C W 

B008 260370 

50-266 

a 

FEE , W F 

8009050304 

50-423 

F 

FEE, H F 

B0091 10309 

50-245 

P 

FEE, H F 

0009260464 

50-213 

ft 

FEE, W F 

BOOB 2 50630 

50-336 

P 

FEE, W F 

BOOB 260 596 

50-336 

ft 

FEE, W F 

BOOS 260563 

50-213 

V 

FEE, W F 

0009 260376 

50-245 

P 

FEE, W F 

8008260625 

50-213 

P 

FEE, W F 

60032606 1 5 

50-336 

p 

FEHRINQER, J It 

8009270336 

50-349 

P 

FEIL.R A 

80082502 1 0* 

50-433 

0 

FELTON, J 11 

8008000205 

PRM 


FELTON, J 11 

8008260077b 

FOIA 


FELTON, J 11 

80061 10166 

F01 A 


FELTON, J 11 

800B010053 

70-143 


FELTON, J M 

800901 0352 

FOIA 


FELTON, J M 

80 OB 07 04 96 

50-397 

H 

FELTON, J 11 

0009140339 

NUREO 


FELTON. J M 

800B070062 

FOIA 


FELTON, J H 

8000050087 

FOIA 


FELTON, J M 

BOOB 01 0064 

50-320 

H 

FELTON, J 11 

BOOB 070048 

FOIA 


FELTON, J H 

600B070055 

FOIA 


FELTON, J 11 

BOOB 1401 30 

FOIA 


FELTON, J 11 

B008 190079 

50-10 

P 

FELTON, J H 

8008060095 

FOIA 


FELTON, J 11 

8009110182 

FOIA 


FELTON. J 11 

E0081 10197 

50-466 

0 

FELTON, J 11 

8009 120702 

50-443 

G 

FELTON, J 11 

3009130349 

FOIA 


FELTON, J (1 

800B 120696 

FOIA 


FELTOM, J 11 

8009120709 

FOIA 


FELTON, J 11 

6009290082 

FOIA 


FELTON, J 11 

9008280392 

70-2623 


FELTOM. J M 

80002 7 Q4 59 

FOIA 


FELTON, J 11 

800B380351 

50-275 

H 

FELTON, J 11 

6009360327 

FOIA 


FELTON J 11 

0009280333 

90-275 

H 

FELTON, J (1 

0009360070 

FOIA 


FELTON, J 11 

8009260111 

FOIA 


FERGUSON, J H 

8007310354 

50-200 

P 

FERGUSON, J H 

0008050015 

50-330 

P 

FERGUSON, J H 

8008060351 

50-280 

P 

FERGUSON, J H 

S00BI3O531 

SO-339 

P 

FERGUSON. J H 

8009150426 

50-339 

P 

FERGUSON, J H 

8009120343 

50-339 

P 

FERGUSON, J H 

B0081 50370 

SO-339 

0 

FERGUSON, R L 

800926047 1 

50-397 

H 

FERNDS, 0 

B008 130706 

50-376 

0 

FETTERMAN, D R 

0008180463 

90-320 

H 

FIELDS, M D 

8008130513b 

50-466 

0 

FIELDS, M D 

8008130528* 

50-466 

0 

FINDLEY, D E 

0008010243* 

CONTRACT 


FINFROCK, I R 

8008060012 

50-219 

0 

FINFROCK, I R 

8003060014 

50-363 

Q 

FINFRQCK, I R 

8009270236 

50-219 

0 

F INFROCK, I R 

00 OB 190 032 

50-219 

0 

FINFROCK, I R 

0009060215 

50-219 

F 

FINFRDCK, I R 

0006150211 

50-219 

0 

FINFROCK, I R 

0009050023 

50-219 

P 

FINFRQCK, I ft 

0008050173 

50-219 

P 

FINFROCK, I ft 

8009300543 

50-219 

Q 

FINFROCK, I ft 

0008110382 

50-219 

P 

FINFROCK, I R 

0009 130 577 

30-219 

P 

-INFROCK, I R 

0008130595* 

50-219 

P 


PERSONAL AUTHOR INDEX 


ACCESSION SUBJECT 


AUTHOR 


NUMBER 

CATEGORY 

FINFROCK, I R 


0DOB1 40334 

50-219 

P 

FJNFRGCK, I R 


0009100135 

50-219 

P 

FINFROCK, I R 


0009200346 

50-219 

P 

F JNFRQCK, I R 


B00S270329 

50-219 

0 

FINFROCK, I R 


0009280471 

50-219 

P 

FINGER, R R 


80081 406 1 4* 

50-320 

H 

FINLEY, A 0 


8008190301* 

70-36 


F10RELL I, C 


8008050531 

50-454 

Q 

F10RELLI, 0 


8000120363 

50-305 

0 

FIORELL I , G 


8000010139 

50-305 

0 

FIORELLI, G 


8000140195 

50-440 

0 

FIORELL I, G 


8008060180 

50-341 

0 

FIORELLI, Q 


90080B0039 

50-454 

9 

FIORELLI, Q 


0000140173 

50-254 

0 

FIORELLI, 0 


0008140126 

50-237 

0 

FIORELLI, G 


8008140152 

50-329 

Q 

FIORELLI, G 


8008210116 

50-403 

a 

FIORELLI, G 


S008270637 

50-461 

Q 

FIORELLI, 0 


8000010071 

50-341 

S 

FIORELLI, G 


900022021 1 

50-440 

s 

FIORELLI, G 


S0060600B4 

50-341 

s 

FIORELLI, G 


0009290274 

50-454 

0 

FIORELLI, G 


6006090460 

50-461 

s 

FIORELLI, G 


0 0090 804 10 

50-456 

0 

FIORELLI, G 


00091 10431 

50-546 

0 

FIORELLI, Q 


8008140293 

50-403 

8 

FIORELLI, G 


0009140440 

50-546 

S 

FIORELLI, G 


0009190599 

50-461 

S 

FIORELLI, G 


0009050492 

50-454 

s 

FIORELLI, G 


0008070234 

50-456 

Q 

FIORELLI, 0 


8008070251 

50-346 

Q 

FIORELLI, 0 


8000140162 

50-546 

S 

FIORELLI, 0 


0000200475 

50-493 

0 

FIORELLI, 0 


0000200400 

50-305 

Q 

FIORELLI, 0 


8000130229 

50-461 

S 

FIORELLI, G 


8000140376 

50-454 

Q 

FIORELLI, G 


8009190078 

50-546 

S 

FIORELLI, G 


8009270225 

50-329 

B 

FIORELLI, G 


8008130221 

30-350 

S 

FIORELLI, G 


B009 190636 

50-346 

Q 

FIORELLI, 0 


0008210142 

50-403 

S 

FIORELLI, 0 


8009250223 

50-341 

S 

FIORELLI, O 


S008270405 

50-303 

0 

FISH, R F 


8008270154* 

50-206 

F 

FISHER, W L 


8000070034* 

50-249 

0 

FIGHER, B 


8000010196 

PRQJ 


FISHER, W L 


0000010032* 

30-346 

0 

FISHER, W L 


B008 120359* 

50-305 

0 

FISHER, 0 


8000260024 

40-299 


F I TZCERALD, D C 

1 

8008100372* 

70-943 


FITZPATRICK, T 


0000000519 

REOGD 


FLANDERS, W L 


0009250497* 

50-309 

R 

FLEGER, 8 


0000140179 

NUREO 


FLEISCHAKER, D 

8 

0006000434 

50-279 

0 

FLEIBCHAKEfi, D 

S 

0009000434 

30-275 

0 

FLEISCHAKER, D 

s 

B009 130670 

50-275 

T 

FLEISCHAKER, D 

s 

Q0082 10370* 

30-279 

0 

FLEISCHAKER, D 


8008260233 

30-275 

0 

FLYNN, J D 


0000060261 

30-330 

F 

FLYNN, P 0 


BC0B0B0562 

50-445 

M 

FLYNN, M J 


8008 130569 

CONTRACT 


FLYNN, J T 


8008250521 

50-266 

0 

FLYNN, J D 


8008260349 

50-350 

A 

FODES.R L 


0008040070* 

30-255 

S 

FOLEY, t 


8008000164* 

50-29 

a 

FQNTECILLA, H 11 


B00B140369 

FOIA 


FONTECILLA.H 


B007 100337 

FOIA 


FOOTE, V B 


8008110323* 

XPORTLIC 


FOOTE, R C 


8000200076* 

CONTRACT 


FORD, E J 


0008140561* 

50-330 

a 

FORD. E J 


0009200263* 

50-339 

a 

FORD, W H 


0000010274* 

50-346 

u 

FOR TUNA, R A 


0009270552* 

50-322 

Q 

FOSNOT, J H 


0OOBO0O477* 

50-209 

H 

FOSTER, W E 


0000190096* 

QA999 


FOSTER, L E 


8008100181* 

50-261 

a 

FOUKE, ft 


B009D40122* 

30-445 

G 

FC HINKLE. E 


0009200513* 

CONTRACT 


FOX.D F 


0000010141* 

QA999 


FOX, D F 


0000140433* 

QA999 


FRAASS, R O 


8008140253* 

70-1311 


FRAASS, ft G 


8008100393* 

40-0993 


FRALEY, R F 


8008070237* 

ACRB 


FRALEY, R F. 


0008100433 

50-205 

0 

FRANCIS, E 


0008270016 

40-8745 




ACCESSION 

SUBJECT 

AUTHOR 

NUMBER 

CATEGORY 

FRANCES, F E 

8008220167 

50-494 

0 

FRANCES, F E 

0000220167 

30-484 

0 

FRANCOS, T G 

0000220184 

NUREO 


FRANK, L 

9008070044* 

50-344 

0 

FRANK, L 

8000250668 

30-344 

s 

FRANTZ, 8 P 

8008250032 

50-367 

0 

FRAY, J 

0008190198* 

30-466 

0 

FRENCH, L 0 

6009050031* 

30-29 

0 

FRENCH. L D 

SOO026O572* 

50-29 

B 

FRENCH, L D 

8009260558* 

50-29 

e 

FREY, D 0 

8000040087 

50-10 

D 

FRIEDMAN, L F 

8008060397 

I &E 


FRI8H0ERO, R 

8008130234 

FOIA 


FROHNE, R 

0008120566* 

50-346 

S 

FROHNE, R 

8000150361* 

30-346 

0 

FROST, S R 

0008040066 

50-233 

0 

FRYE, M E 

8000030297* 

30-327 

9 

FRYE, M E 

8008060238* 

50-327 

0 

FUROUSH, M H 

8008120309 

50-275 

0 

FURR, 8. J 

8000070002 

50-324 

a 

FURR, B J 

8008070020* 

50-324 

a 

FURR, B J 

8008080030 

50-324 

a 

FURR, 0 J 

8008080246 

30-324 

a 

FURR, 0 J 

8008110080 

50-324 

a 

FURR, 0 J 

8008110230 

30-324 

a 

FURR, B J 

8009100642 

30-261 

a 

FURfi, 8 J 

8008200081 

50-324 

a 

FURR, B J 

8008190300 

50-324 

R 

FURR, 8 J 

6008190397 

30-324 

a 

FURR, B J 

0000270382 

50-261 

a 

GADDIS, C K 

8008220471 

71-6400 


OAHM, J W 

8000260532* 

50-267 

8 

OAHM, J W 

8008130420* 

50-267 

R 

GAHM, J H 

8008260636* 

30-267 

8 

OAHM, J W 

8008 130403* 

30-267 

3 

GAHM, J W 

8008130314* 

30-267 

9 

OAHM, J U 

0008260478* 

50-267 

9 

GAHM, J, W 

8008260301* 

50-267 

9 

0AJEWSK1, E 

8008190071* 

30-289 

H 

GALL, W R 

8008090436 

ACRB 


GALLAGHER, J, W, 

8008200031 

50-277 

a 

GALL AOHAR , R G 

8009010294 

70-870 


GALLAGHER, J U 

8009070156 

50-277 

a 

GALLAGHER, R D 

8008130674 

71-394 


GALLAGHER, J U 

8008080041 

50-171 

Q 

OALLAOHAR, R 0 

9008040016 

70-970 


GALLAGHER, J W 

8009150109 

50-277 

a 

GALLAGHER, J W 

8000130243 

30-277 

a 

GALLO, J 

9009260368 

30-133 

a 

GALLO, J. 

0008260371* 

30-133 

G 

GALLO, J 

8008260371* 

30-153 

0 

GAMBLE, R M 

0000210250* 

50-327 

P 

GAMBLE, R M 

0008210269* 

90-327 

P 

GAMBLE, 0 C, 

0000110020 

71-9039 


GAMBLE, R M 

900B140059 

NUREO 


GARDE, A M 

0008070012 

NUREO 


QARN, J. 

0008090331* 

40-0084 


GARNER, R W 

8009140511 

NUREO 


OARNER, R W 

8008190579 

RE9 


OARNIER, J 

8008220244 

NUREO 


GARRETT, D 

0008220059 

50-275 

H 

GARRITY, J H 

8008030364 

50-309 

F 

GARRITY, J H 

BOOQO0O269 

30-309 

P 

GARRITY, J H 

8009250454 

50-309 

Ft 

OARROWAY, L F 

9009010073* 

RES 


OARVEY, W, A 

0000060207* 

50-219 

V 

GARVEY, R. 

8008040137* 

50-458 

A 

OARVEY, R. 

8008060249* 

30-458 

0 

OARVEY, R 

8000230227* 

50-458 

0 

OARVEY, R 

0008180498* 

30-459 

A 

GARY, R J 

8008060016 

50-445 

0 

GARY, R. J 

8008010261 

80-443 

Q 

GARY, R J 

8008140397 

50-445 

a 

OARY, R J 

B0080S0004 

50-445 

a 

GARY, R J 

8008060367 

30-445 

A 

OARY.R J, 

8008110322 

50-445 

K 

GARY, R J 

0000190370 

50-445 

B 

GARY, R J 

8009210336 

50-445 

F 

GARY, R J 

8008210366 

50-445 

F 

GARY, R, J, 

0008210376 

50-445 

A 

GA98ARR0, D 

8008120346 

30-219 

9 

GA8CHLER, J A 

0008130416 

30-267 

a 

GASSER, R D 

8000070060 

NUREO 


GASSER, E A 

9008270490* 

FOIA 


GASTIL, R. 0 

8008120499* 

50-361 
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OILBERTS, D E 

8008070131 
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0 
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H 
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0 
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H 
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a 
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H 
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50-322 

a 
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H 
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50-307 

a 

GRIER. B 

H 

0008070736 

50-352 

a 

GRIER. B 

H 

S 008070739 
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a 

GRIER, B 

H 

8008070450 
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Q 

GRIER, 0 

H 

8008070513 

50-244 

Q 

GRIER. B 

H 

9008070519 

50-3 

0 

ORIER. B 

H 

8008070524 

50-516 

0 

ORIER. B 

H 

8 008070530 

50-412 

0 

ORIER. B 

H 

0008070532 

30-363 

G 

GRIER. B 

H 

8008070535 

50-317 

a 

GRIER. B 

H 

0000070536 

50-29 

G 

ORIER. B 

H 

0008070530 

50-336 

G 

GRIER. 8 

H 

0008070541 

50-405 

G 

GRIER.D 

H 

9008070550 

50-443 

0 

GRIER. D 

H 

8008070551 

50-334 

a 

ORIER, 8 

H 

0008070553 

50-309 

a 

OR TER, 0 

H 

9008070536 

50-213 

G 

ORIER. D 

H 

0008070557 

50-272 

a 
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H 
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0 
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H 
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50-277 

p 
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H 
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G 
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H 
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a 
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H 
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0008220092 
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GRIER. D 

H 

8008220084 
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GRIER. B 
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50-3 

a 
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6006120/05 

BOO016O422 

8009180429* 

0ROS8I1AN, H 
GROSSMAN, H 
GROSSMAN. H 
GUELDHER , H 

GUHIN, 11 A 

8008100643 

0006190464 

6006260224 

8003110430* 

8009120046 

GUMDLE, F W 

CUMRLE, F 11 
GUNTHER, L A 
GUNTHER, L A 
GUSTAFSON, R M 

BOO 8 1604 13# 
8008190594* 
6000190263* 
6009190307* 
6006210215* 


SUBJECT 


CATEGORY 

AUTHOR 

50-317 

F 

HALAPATZ, J 

50-277 

F 

HALE, C J 

50-3 

F 

HALE, C J 

50-269 

F 

HALL, D G 

50-307 

F 

HALL, R E 

50-352 

F 

HALL, R E 

50-443 

F 

HALMAN-E L 

50-309 

F 

HAMILTON,? 

50-354 

F 

HAMILTON- P 

50-465 

F 

HANAUER, S H 

50-29 

F 

HANAUER, S H 

50-220 

F 

HANCOCK, J A 

50-333 

F 

HANCOCK, D 

50-409 

F 

HANCOCK, 0 

50-334 

F 

HANCOCK, J A 

50-471 

F 

HANCOCK, J A 

50-293 

F 

HANCOCK, J A 

50-271 

F 

HANCOCK, J A 

50-220 

0 

HANCOCK, J A 

50-245 

fl 

HANCOCK, J A 

50-333 

0 

HANCOCK, J A 

50-277 

Q 

HANNON, J N 

50-387 

Cl 

HAWRAHAN, E J 

50-352 

0 

HANSELL, D 

50-410 

0 

HANSEN, L E 

50-271 

Q 

HANSEN, L E 

50-354 

Q 

HANSEN, L E 

50-293 

0 

HANSEN, W A 

50-219 

Q 

HANSEN, D B 

50-322 

Q 

HANSEN, L E 

50-320 

P 

HANSEN, L E 

GA999 


HARDIN, A K 

50-3 

H 

HARDWICK, R T 

50-336 

E 

HARK INS, J F 

50-443 

H 

HARMON, Q W 

50-309 

P 

HARMON. D W 

50-320 

H 

HARMON, 0 W 

50-367 

0 

HARMON, D F 

50-367 

O 

HARMON. D F 

50-367 

0 

HARMON, D W 

50-367 

0 

HARRAN, 0 

50-367 

0 

HARRISON, J W 

50-367 

G 

HARRISON, P 

50-320 

H 

HARRIS, R P ' 

XPORTLIC 


HARRISON, P 

50-266 

S 

HARRISON, P 

50-266 

S 

HARRISON, P 

50-466 

G 

HART, F C 

50-466 

G 

HART, J, L 

50-327 

P 

HARTMAN, C J 


0008250089 

6000250071 

8008250074 

8003250076 

300B25007? 

6008250079 

800B2500B1 

8008250084 

6009250087 

8008250090 

8008250093 
8008250096 
8008260409 
8008260412 
80082604 1 4 

8006260416 
6008260417 
800626041 9 
6009260420 
6C0B260423 

6008260426 

8008260427 

800626042S 

6003260432 

8008270100 

6008290031 

8008230033 

9OO028OO3S 

8008290038 

9008230039 

6009290047 

8008280048 

8008280053 

8008280056 

8008280059 


50-309 0 
50-259 0 
30-220 <3 
50-245 O 
5,0-27 7 Q 

30-317 0 
50-293 Q 
50-213 0 
50-3 0 
50-410 0 

50-387 0 
50-352 0 
50-354 Q 
50-443 0 
50-485 Q 

50-29 0 
50-412 0 
50-363 0 
30-271 O 
50-244 0 

50-272 0 
50-333 fl 
50-286 0 
50-322 0 
50-247 F 

50-363 F 
50-410 F 
50-412 F 
50-244 F 
50-213 F 

50-219 r 
50-266 F 
30-322 F 
50-245 F 
50-272 F 


GUSTAFSON, R B 
GUSTAVE, R P 
CUTHR IE, 0 L 
GUTMAN, D L 
HAARMAM, R A 


80080701 39 
8008190063 
8008180636 
6008070087 
800BI 401 91 


70-371 

CONTRACT 

IIUREO 

50-325 0 

IIUREO 


HARVEY, 8 
HATHWAY, C W 
HAWTHORNE, J R 
HAYES, D. W 
HAYNES, J 0 


HAAS 5, W P 
HAASS, W P 
HAASS, W P 
HAASS, II P 
HAASS, W P 

HAASS, W P 
HAASS, II P 
HAASS, H P 
HAASS, W P 
HAASS, 14 P 

HAFERA, T 
HAGAN, T F 
HAGAN, T F 
HAOEY, H 
HAOEY, H 

HAGEY, H 
HAOEY. H 
HAGEY. H 
HAOEY. H 
HAGEY. H 

HAIRSTON, W 0 
HAIRSTON, W 0 
HAIRSTON, W 0 
HAIRSTON, W 0 
HAIRSTON, W 0 

HAIRSTON. 14 0 
HAIRSTON, W 0 
WAIST . D P, 
HALAPATZ. J 
HALAPATZ, vf 


80081 40190# 

8008010264 

8008050557 

8008010193 

8008060100 

8008120230 
BO 08270269 
8008210180 
8009270261 
0009270 1 98 

eooazoosaB* 

8009260260 
8008280069 
0008010169 
800801 0048 

9008010246 
B008 190043 
9008220053 
9008280340 
6000280533 

BO 0804 00 36* 
8008130408* 
0009 J 30466* 
0008 I 304 56* 
8008210508* 

80002(0513* 

8008210520* 

0008230212* 

8008210240* 

8008210255* 


0A999 

TOPREP 

TOPREP 

TOPREP 

TOPREP 

30-10 P 
TOPREP 
30-261 P 
TOPREP 
TOPREP 

30-254 R 

CONTRACT 

CONTRACT 

CONTRACT 

CONTRACT 

CONTRACT 

CONTRACT 

CONTRACT 

CONTRACT 

CONTRACT 

50-340 0 

50-348 R 
50-340 S 
30-340 3 

50-348 S 

50-348 3 

S0-34B 8 

50-206 <3 

50-327 p 
50-327 P 


HAYNES, J 0 
HAYNES, J 0 
HAYNES, J 0 
HAZEL TON, 14 
HEAD, W J 

HEIBEL, R. P 
HEIOER, L H 
HEIDER, L H 
HEIOER, L H 
HEIDER, L H 

HEIDT, J. 0 
HEIMAN, 0 
HE I MAN, D 
HEIMAN, 0 
HEI6HMAN, R. F 

HEISHMAN, r f 
H6IBHMAN, R F. 
HEISHMAN, R F 
HEISHMAN, R F 
HEISHMAN, R F 

HEISHMAN, R F, 
HEISHMAN, R F 
HEISHMAN, R F 
HEISHMAN, R F 
HEISHMAN. R F 

HEISHMAN, R F 
HEISHMAN, R F 
HEISHMAN, R F 
HEISHMAN, R F 
HEISHMAN, R F 


ACCESSION 

NUMBER 


8003210276* 

8008010173* 

8000140439* 

8008140113 

8000280508* 

8008270514* 

8008130573* 

8008150374* 

8009130374* 

8000010202 

8008110662 

8000220326* 

8008000480 

8008080400 

8008120374 

8008120447 
0008120512 
8008130491 
60081S041 1 
8008150419 

8006260526 

8009120602 

8008260704* 

800B280294* 

8008010088 

8008010190* 

8000140407 

8008210134* 

8006280386* 

8008200047 

8008270002 

8000270268* 

8000130216* 

0008060452 

6000070299 

8008000104 

8008140264* 

8008070177 

8006070180* 

0000220381 

9000200277* 

8008180369* 

8008050422* 

0006270532 

8000110344* 

0006230571* 

8008270393* 

8008030494* 

0008040117 

8008130471 

0008050031* 

0000010018# 

8008010073* 

80080S0540* 

0000060301 

8008130483 
8008140381 
0008130196 
80000 10060 
8008060142 

0006080287* 
B00B1 40331 
8008010124 
8000190000 
8006140324 

8006190326* 

6006220437 

0000280003 

8008290006 

9008110030# 

8000110043 

8008140359 

8008110083 

0006110093 

8008140133 

8008120693 

8008260722 

6008030062 

8000030088# 

8008080083 

0008080096 

8000080091 

8008070234 

8008140608 

0008270273 


SUBJECT 

CATEGORY 


50-327 p 
QA999 
GA999 
RES 

50-362 3 

50-498 0 

CONTRACT 
50-275 0 

50-273 0 

M ISC 

50-311 P 
50-302 G 
50-466 0 

50-466 0 

30-302 S 

30-302 S 
50-302 p 
90-302 Q 
50-302 S 
50-302 S 

50-302 8 

50-296 P 
FOI A 

50-367 F 
XPQRTLtC 

XPORTLIC 
XPQRTLtC 
30-463 a 
50-262 Q 
XPORTLIC 

7I-4SB1 
50-261 Q 
50-270 a 
State Pro{ 
70-1252 

XPORTLIC 

XPORTLIC 

REOGD 

REOOD 

XPORTLIC 

50-243 H 
70-954 
50-220 S 
30-320 II 
90-220 fl 

50-230 G 
50-220 E 
CONTRACT 
50-443 0 

30-153 fl 

30-339 R 

CONTRACT 

RES 

50-454 Q 
30-206 P 

50-206 9 

30-206 P 
30-204 P 
RES 

40-0698 

S0-31G 3 

50-271 a 
30-271 a 
30-271 a 
50-271 F 

50-466 0 

XPORTLIC ' 
XPORTLIC 
XPORTLIC 
30-293 0 

30-295 G 
50-373 G 
SO-254 G 
50-263 0 

50-293 0 

30-313 G 
50-313 0 

30-10 P 
30-10 P 
50-331 P 

50-10 P 
30-243 P 
30-346 Q 
30-373 0 

30-243 0 


PERSONAL AUTHOR INDEX 


3 ! 



ACCESSION 

SUBJECT 


AUTHOR 

NUMBER 

CATEOORI 

HEISKELL, K H 

8008100035 

71-6357 


HE IT. C A 

8000120113 

50-369 

A 

HELLER, J K 

80QB070564* 

50-255 

0 

HELLIER, C J 

8000100567 

50-320 

H 

HELM, R W 

80001 <10226 

40*1162 


HEMBV, E □ 

8000060131 

40-8544 


HENDRIE, J M 

7012190106 

COMMISSION 

HENDR IE, J K 

0008140174 

COMMISSION 

HENDRIE. J 11 

BO 08260669* 

FOI A 


HENDRIE, J 11 

0008120674 

F01A 


HENDRIX, 0 W 

0008070217 

71-5071 


HENDRIE, J M 

BO 08 13000 4 

COMMISSION 

HENRV, M E 

B007240014 

71-9034 


HENRY, J J 

0008260140 

PRM 


HENSLEY, K D 

B008 140290 

70- 1 43 


HENT8CHEL, W F 

8000280542* 

CONTRACT 


HERBEIN, J 0 

8008140363 

71-9031 


HERBEIN, J 0 

800805041 1 

50-259 

Q 

HERBEIN, J 0 

0008040006 

50-28? 

a 

HERBEIN, J 0 

80081 10443 

90-289 

p 

HERBEIN, J 0 

0008080209' 

30-2B9 

s 

HERBEIN , J 0 

0008 110376 

50-289 

F 

HERBEIN, J 0 

8008110416 

50-26? 

s 

HERBEIN, J 0 

8009! 10349 

50-269 

p 

HERBEIN, J 0 

8008 1 50402 

50-26? 

F 

HERBEIN, J 0 

8008270319 

50-269 

P 

HERBEIN, J 0 

8008190426 

50-269 

Q 

HERBEIN, J 0 

8008190446 

50-269 

a 

HERBEIN, J 0 

800G190469 

50-269 

s 

HERBEIN, J 0 

80081905 1 1 

50-269 

3 

HERBEIN, J 0 

S00B1 90604 

90-269 

Q 

HERBEIN, J 0 

800B250370 

50-269 

n 

HERBEIN. J 0 

8008210435 

50-28? 

6 

HERBEIN. J 0 

0008210478 

50-269 

0 

HERBEIN. J 0 

8008260377 

50-289 

a 

HERBEIN, J 0 

BD0827038B 

50-289 

p 

HERBEIN, J-. 0 

8008270412 

50-289 

p 

HERDENDORF, C E 

B0082602B1* 

50-346 

p 

HERDTrA R 

8008110007* 

50-319 

a 

HERDT > A R 

8008110131* 

30-327 

□ 

HERDT , A R 

8008130405* 

30-250 

a 

HERDT, A R 

800B0602 10* 

SO-553 

0 

HERDT, A R 

00001 10149* 

50-370 

Q 

HERDT, A R 

B00B1 90 1 73* 

30-430 

Q 

HERDT, A R 

800B1 10034* 

30-390 

Q 

HERDT, A R 

8000190631* 

50-328 

0 

HERDT, A R 

B00B1 1 0082* 

50-430 

Q 

HERDT, A R 

8008060106* 

50-32 I 

Q 

HERDT, A R 

0000120314* 

50-200 

Q 

HERDT, A R 

0000100226* 

50-553 

0 

HERDT, A R 

8006200296* 

30-330 

Q 

HERDT, A R 

0008140487* 

50-491 

Q 

HERDT, A R 

00081 0O3SB* 

50-269 

Q 

HERDT, A R 

0008200126* 

50-400 

0 

HEREFORD, J 11 

0008190516* 

30-327 

S 

HEREFORD, J (1 

8008190622* 

30-327 

5 

HERLIHY.D 

8008150444 

40-8728 


HETTCHE, L R 

8000010069* 

RES 


HEUBNER, A T 

B00B080452 

flEOQD 


HEUTEn, L J 

0008010032* 

90-346 

Q 

HEWARD, R W 

8003010292 

50-320 

F 

HICKLE, D J 

8008180352* 

S0-2B5 

R 

HICKS, F E 

8000050418 

50-2? 

V 

HICKS, F E 

8000050425* 

50-29 

V 

HICKS, B 

8000060342 

SO -320 

V 

HI OD I NS, D D 

Q00B1402B2* 

40-7363 


HI 00 1 NS, D D 

0000100360* 

40-8930 


HI 00 1 NS, J C 

0008250178* 

50-322 

a 

HILL, W M 

8000130233* 

SO-272 

a 

HIMMEBAUCH, N 

8000130473* 

50-155 

R 

HINCKLEY, D 0 

8000070021* 

50-312 

a 

HIND, J A 

8007230024 

70-925 


HIND, J A 

8007230032* 

70-925 


HIND, J A 

8000280041 

50-295 

0 

HIND, J, A 

8000100328 

50-346 

a 

HIND, J A 

0008190613 

50-263 

o 

HIND, J. A 

8008190301* 

70-36 


HIND, J A 

800B200149 

50-155 

a 

HIND, J A 

8003190290 

7Q-36 


HIND, J, A 

8000280495* 

50-254 

o 

HIND, J A 

8000200433 

50-295 

a 

KIND, J A 

8008280480 

50-254 

a 

HOBBS, T 0 

8000000532 

REOQD 


HOBBS, 8 

8008250701* 

XPORTLIC 


HOBBS, T, 0 

8000140259 

71-605B 



AU I HOP 

ACCESSION 

NUMBER 

SUSvrCT 

CATEC3R 

, 

MOCKER , C E 

8000100605 

50-320 

H 

HODGES, U 
HOFFMAN, D 

P 

8008010047 

0000200151* 

TOP REP 
50-155 

0 

HOFFMAN, D 

P 

0008030457 

RLQGD 


HOFFMAN, D 

P 

0000120340 

50-255 

0 

HOFFMAN, D 

P 

8008010300 

50-155 

F 

HOFFMAN, D 

P 

800803001 4 

30-255 

0 

HOFFMAN. D 

P 

8008030077 

50-255 

6 

HOFFMAN, D 

P 

0008050389 

30 1 53 

3 

HOFFMAN, D 

P 

0000050437 

50 155 

0 

HOFFMAN, D 

P 

0000050436 

50- l 55 

P 

HOFFMAN, D 

P 

000005044 1 

50- 1 55 

s 

HOFFMAN, D 

f> 

000006029 I 

50-255 

a 

HOFFMAN, D 

P 

0008060296 

50-255 

0 

HOFFMAN, D 

P 

0000130042 

50-255 

0 

HOFFMAN, D 

P 

0000000320 

30-155 

6 

HOFFMANN, D P 

0000000403 

50-155 

s 

HOFFMAN, D 

P 

BOOB 100524 

50-155 

p 

HOFFMAN, D 

P 

0000120420 

50-255 

s 

HOFFMAN, D 

P 

BOOB 120436 

50-155 

V 

HOFFMAN, D 

P 

0000120333 

50 135 

p 

HOFFMAN, D 

P 

0000120306 

50-255 

s 

HOFFMAN. D 

P 

BOOB 120309 

50-253 

rj 

HOFFMAN, D 

P 

BOOB 120454 

50-255 

Q 

HOFFMAN, D 

P 

BOOB 130492 

50-155 

Q 

HOFFMAN, D 

P 

0000 1 00475 

50-155 

3 

HOFFMAN, D 

P 

8000190160 

50-155 

P 

HOFFMAN, D 

P 

0008 1 90262 

50- 1 55 

P 

HOFFMAN, D 

P 

0000210444 

50-155 

P 

HOFFMAN, D 

P 

8000 I 90293 

50-255 

a 

HOFFMAN. D 

P 

8008210331 

50- 1 55 

s 

HOFFMAN, D 

P 

8008210438 

50- 1 55 

0 

HOFFMAN. D 

P 

8008220173 

50-255 

0 

HOFFMAN, D 

P 

80082202 J 3 

50-255 

s 

HOFFMAN. D 

P 

8008250592 

50-255 

0 

HOFFMAN, D 

P 

8008260056* 

50-155 

p 

HOFFMAN, D 

P 

8008260604 

50-255 

p 

HOFFMAN. D 

P 

8008270310 

TOPRFP 


HOFFMAN. D 

P 

8008280403* 

SO- 1 55 

p 

HOFFMAN, D 

P 

8008260050 

50- 1 55 

H 

HOFFMAN, D 

P 

8008200401 

50- 1 55 

p 

HOFFMAN, D 

P 

8008260440 

50-253 

p 

HOFFMAN, D 

P 

800B 270393 

50-153 

p 

HOFFMAN, D 

P 

0006270401 

50-153 

p 

HOFFMAN, D 

P 

8000200393 

50-255 

p 

HOGAN, D K 
HOLCOMBE, R J 

8008120639 
8008 1 20282 

71-143 

50-320 

H 

HOLLAND, P 


B0080503P1* 

50-249 

s 

HOLODY, D. J 

8008060079* 

70-1100 


HOOD. D S 


0008190079 

50-329 

A 

HOOD, D 


8000190090 

50-329 

A 

HOPKINS, H 

R 

3008050510* 

CCJNTRAC1 


HORIN, W A 


8006010091 

50-445 

<5 

HORIN, W A 


8008040106 

30-445 

0 

HORIN, W A 


800BO 10091 

30-445 

0 

HORIN. W A 


8008040106 

50-445 

0 

HORIN, W A 


8OOBO7O504 

90-445 

0 

HORIN, W A 


8008080483 

50-445 

ft 

HORIN, W A 


Q00BO7O584 

50-445 

0 

HORIN, W A 


8008120395 

50-445 

ft 

HORIN, W A 


8000120373 

30-445 

0 

HORIN, W A 


8008130533 

50-445 

C 

HORIN, W A 


□008130533 

50-445 

0 

HORIN, N A 


8008200108 

50-4 45 

0 

HORIN, H A 


8008200100 

50-4 45 

0 

HORIN, W A 


8008200203 

50-445 

G 

HORIN, W A 


8000280033 

50-445 

g 

HORIN. W A 


0008200060 

50-445 

ft 

HOR IN, U A 


8008200176 

30-443 

a 

HORIN, W A 


B00B200033 

50-445 

0 

HORIN, W, A, 


BOOB2OOO60 

30-445 

& 

HORIN, W A 


□000200176 

50-445 

0 

HORIN, W A 


8000280663 

50-445 

0 

HORIN, W A 


300B280663 

50-445 

G 

HOUR I H AN, F 

> L 

8008220092 

50-520 

0 

HOUR IHAN, P L 

800B220073* 

50-528 

0 

HOUSER, 3 E 

8000260257* 

50-320 

II 

HOUSTON, R. 

II 

8008100094 

50-271 

H 

HOUSTON. M 

D 

BOOB 200363 

50-528 

A 

HOVEY. ft K 


8000070394 

50-320 

P 

HOVEY, 0 K 


8008040017 

50-320 

S 

HOVEY, 0 K 


8008010206 

50-320 

P 

HOVEY, 0 K 


8008050315 

50-320 

Q 

HOVEY, 0 K 


8008030322 

50-3 20 

S 

HOVEY, 0 K 


8008OB0313 

50-320 

P 


accus^i™ sun jec t 


AUTHOR 

NUMBER 

CATEGOR 

HOVEY, 0 K 

0008120504 

30-320 

HOVEY, ft K 

0008120460 

50- 320 

HOVEY, ft K 

000810051 I 

50-320 

HOVEY, ft K 

0000100184 

50-320 

HOVEY, ft K 

0008180378 

50-320 

HOVEY, 0 K 

0038190493 

50-320 

HOVEY. 0 K 

8009190.60.* 

50-320 

HOVEY, 0 K 

0030210442 

50-320 

HOVEY, ft K 

8039190606 

50-320 

HOVEY. ft K 

80 08250490 

50-320 

HOVEY, 0 K 

00332505 1 3 

50-320 

HOVEY, ft K 

0003260383 

50-320 

HOVEY, ft K 

0009260391 

50-320 

HO WALD, R 

0003260700* 

70-292 

HOWALD, R 

0008260706* 

70 -292 

HOWALD, R 

0008260697* 

70 292 

HOWARD, J E 

8003010129 

50-293 

HONE, P W 

8008140028* 

50 400 

HOWE, P W 

6008010030* 

5U-400 

HOWE, P W 

8008140024* 

50-403 

HOWE, P M 

0008140109* 

50-400 

HOWE, P U 

0008030 1 07 

50-400 

HOWE, P U 

8008220065 

50-400 

HOWELL, 8 H 

7009050064 

50-32? 

HOWELL. S H 

7811 160105 

50-32? 

HOWELL. S H 

79 1 1 270 1 32 

50 32? 

HOWELL, S H 

78 12120134 

50 3< ? 

HOWELL, 3 H 

7903270394 
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8008190336 

50-409 

a 

KEPPLER, 

J 0 

8008190337 

50-155 

a 

KEPPLER, 

J 0. 

8008190339 

50-350 

G 

KEPPLER, 

J 0 

SOOB1 9034 1 

30-313 

a 

KEPPLER, 

J 0 

0008190343 

50-10 

Q 

KEPPLER, 

J, 0, 

8000180074 

50-10 

Q 

KEPPLER, 

J 0 

8009180001 

50-346 

a 

KEPPLER, 

J 0 

0000180082 

30-266 

a 

KEPPLER, 

J, 0 

8008180004 

50-305 

a 

KEPPLER, 

J, 0 

8000180086 

30-313 

Q 

KEPPLER, 

J G 

8008180090 

50-409 

a 

KEPPLER, 

J 0 

0008100091 

50-331 

a 

KEPPLER, 

J 0, 

0008180093 

30-263 

a 

KEPPLER, 

J 0 

8000180096 

30-155 

a 

KEPPLER, 

J G 

0000180097 

50-483 

a 

KEPPLER, 

J, G 

8000180099 

30-346 

Q 

KEPPLER, 

J. G 

0000180101 

50-390 

G 

KEPPLER, 

J. 0 

0000180114 

50-329 

0 

KEPPLER, 

J 0 

0000180117 

50-440 

Q 

KEPPLER, 

J 0 

00081801 10 

50-367 

Q 

KEPPLER, 

J 0 

0000180120 

50-461 

G 

KEPPLER, 

J. 0 

8008180123 

50-341 

0 

KEPPLER, 

J 0 

8000200441 

50-263 

Q 

KEPPLER, 

J 0 

0008200442 

50-346 

a 

KEPPLER, 

J 0 

0008200444 

50-266 

Q 

KEPPLER, 

J 0, 

9000200449 

50-305 

Q 

KEPPLER, 

J 0 

8008200450 

50-153 

a 

KEPPLER, 

J G 

0008200450 

90-409 

Q 

KEPPLER, 

J. 0 

8008200464 

50-331 

Q 

KEPPLER, 

J 0 

8008200467 

50-350 

G 

KEPPLER, 

J 0 

8008200469 

50-313 

Q 

KEPPLER, 

J 0 

8008200472 

50-483 

G 

KEPPLER, 

J 0 

8008200474 

30-346 

Q 

KEPPLER, 

J. 0 

8008200476 

30-341 

a 

KEPPLER, 

J, 0 

8009200481 

50-329 

Q 

KEPPLER, 

J 0 

0000200482 

50-440 

a 

KEPPLER, 

J 0 

0000200483 

90-367 

0 

KEPPLER, 

J, 0 

800B2004B6 

50-461 

G 

KEPPLER, 

J 0 

0000200409 

50-10 

a 


AUTHOR 

ACCESSION 

NUMBER 

SUBJECT 

CATEGORY 

KEPPLER, J G 

9000300471 

50-293 

a 

KEPPLER, J G 

8000200070 

90-373 

a 

KEPPLER, J G 

8008140374 

50-305 

a 

KEPPLER, J G 

80001 B0203 

50-440 

a 

KEPPLER, J G 

SOOB 100206 

50-356 

a 

KEPPLER, J G 

8009180208 

50-3 1 3 

a 

KEPPLER, J G 

8008180210 

50-266 

Q 

KEPPLER, J O 

80081 80213 

50-403 

0 

KEPPLER, J 0 

8008180215 

50-346 

a 

KEPPLER, J G 

8000180217 

50-546 

0 

KEPPLER, J O 

8009180210 

50-263 

0 

KEPPLER, J 0 

8000180222 

90-367 

a 

KEPPLER, J G 

0000180223 

50-331 

a 

KEPPLEft, J 0 

8000180220 

50-461 

a 

KEPPLER, J O 

0OOS 100229 

50-305 

a 

KEPPLER, J 0 

00001 8023 t 

50-155 

0 

KEPPLER, J G 

8000100233 

50-329 

0 

KEPPLER, J G 

BOOB 180236 

50-409 

G 

KEPPLER, J G 

8000180237 

50-34 1 

0 

KEPPLER, J G 

0000180242 

50-10 

0 

KEPPLER, J 0 

8008 190044 

50-341 

A 

KEPPLER, J 0 

0000250771 

70-2039 


KEPPLER, J G 

8000270699 

50-10 

F 

KEPPLER, J Q 

8009270707 

50-367 

F 

KEPPLER, J Q 

8000270708 

50-358 

F 

KEPPLER, J O 

0000270710 

50-341 

F 

KEPPLER, J 0 

0OO027O7U 

50-331 

F 

KEPPLER, J G 

8000270713 

50-305 

F 

KEPPLER, J 0 

B0082707 1 5 

50-346 

F 

KEPPLER. J G 

8000270716 

50-315 

F 

KEPPLER, J 0 

8000270719 

50-159 

F 

KEPPLER, J 0 

0008270720 

50-483 

F 

KEPPLER, J G 

8000270722 

30-546 

F 

KEPPLER, J 0 

B006270724 

50-329 

F 

KEPPLER, J G 

8000270726 

50-266 

F 

KEPPLER, J G 

BQQ8270729 

50-440 

F 

KEPPLER, J 0 

0000270730 

30-263 

F 

KEPPLER, J 0 

8000270211 

50-373 

A 

KEPPLER, J 0 

8008270242 

30-319 

F 

KEPPLER, J 0 

8000260347 

30-295 

P 

KEPPLER, J 0 

8000260335 

50-237 

a 

KERNS, 9 

80081 9002B 

50-320 

H 

KERR, 0 H 

8000190229 

State Prog 

KERR, 0 W 

8008190243 

State Prog 

KERR, 0 W 

8008190254 

State Prog 

KERR.Q W 

8000200005 

State Prog 

KERR.Q W 

8008190273 

State Prog 

KERR.H 

8008030335 

50-2 

P 

KERR, 0 W 

8003270162 

State Prog 

KERR, 0 W 

8008270578 

State Prog 

KERR, 0 U 

8008270451 

State Prog 

KERR, 0 W 

8008270457* 

State Prog 

KERRIGAN, J D 

8000060043 

30-311 

P 

KERRIOAN, J 

8008180161 

50-3 1 1 

V 

KERRIGAN, J 

8000200463 

30-311 

P 

KERRIGAN, J D 

8000210574 

30-311 

P 

KERRIOAN, J 

0000200466 

50-3 l 1 

P 

KESSLER, D 

8000180460 

50-320 

H 

KETCHEM, E. 0 

8000070449 

50-275 

O 

KETCHEM, E 0 

8000120336 

50-279 

T 

KETCHEH, E Q 

8000200168 

30-275 

O 

KETCHEM, E 0 

8008200041 

50-275 

G 

KETCHEM, E 0 

8008200153 

30-273 

0 

KETCHEM, E 0 

8008220067 

90-275 

0 

KETCHEM, E. 0 

8008290476 

50-275 

G 

KETCHEM, E O 

8008280196* 

30-275 

0 

KETCHEM, E O 

8000220170 

30-369 

0 

KETCHEM, E G 

8008250491 

50-275 

0 

KETCHEM, E 0 

8008260460 

30-279 

A 

KETCHEM, E G 

8008280191 

30-275 

G 

KETNER, M H , 

8000270204 

30-209 

T 

KEY, W J 

8008120371* 

30-303 

G 

KILHEFMER, M. 

8000200011* 

90-320 

H 

KIHBALL , J 

0000270129 

30-3 SB 

A 

KINS, T, F. 

BOO 8040043 

90-456 

G 

KING, T F 

0000040136 

50-450 

A 

KING, T F 

8000180403 

50-456 

A 

KINNEMAN, J D 

0000060184* 

70-2749 


KINNEMAN, J D 

0008000035 

40-9632 


KINNEMAN, J D. 

0000210276 

70-269 


KINNEMAN, J D 

0008070540 

40-5259 


KINNEY, W H. 

8008140247* 

CONTRACT 


KINNEMAN, J D 

8008060026 

70-2749 


KINNEMAN, J D 

8008060387 

HE 


KINNEY, W W 

8008050549 

50-219 

8 


AUTHOR 

ACCESSION 

NUMBER 

SUBJECT 

CATEGORY 

KINNEMAN, J 
KINNEMAN, J D 
KINNEMAN, J D 
KINNEMAN, J 

6008060379 

0006280286* 

0000260264 

8000130211 

HE 

40-8329 

40-8329 

50-266 

8 

KINMISON.R R 

0OOSO8O2 19* 

WASTE MOT 

K INTER, L L 

eooai 10104 

50-364 

A 

KINTNER, L L 

8008000126 

50-341 

A 

KINTNER.L l 

0008130628 

50-364 

A 

KIPER, K L 

8000060153 

50-410 

A 

KIRNER.N P 

6000200026* 

WASTE MOT 

KIRSCH, D F 

8008270469* 

50-508 

Q 

KISCHLING, J L 

0000260612* 

50-316 

8 

MISTER, M B 

8008060169* 

50-333 

0 

KISTER, H 

8008010268* 

50-206 

0 

KISTER, H 0 

80082501 78* 

50-322 

0 

KLEHR.A S 

0008 5 90387 

50-S2B 

H 

KLEIHSORCE, W P 

BC081I00S7* 

50-518 

0 

KLEINSDROE, W P 

8008060210* 

50-553 

Q 

KLE1NS0RGE, <4 P 

6008200126* 

50-400 

a 

KLINE, J A 

8009210096 

50-275 

0 

KNAPP, P J 

6000200134* 

50-213 

0 

KNIEL, K 

B0OBO7O211* 

OEN TEC 

IS 

KNIGHTON, G W 

8004090079 

50-10 

p 

KNIGHT, R C 

KNIGHT, J P 

B0Q8E70224 

8008120401* 

NUREO 

50-275 

T 

KNIGHT, J P 

0008140169 

50-293 

P 

KNCJP.R C 

0008140160* 

50-329 

0 

KNOP , ft C 

B008270639* 

50-461 

0 

KNOP.R C 

8008210134* 

50-483 

0 

KNOTTS, J B 

8008070299 

50-445 

M 

KNOTTS, J B 

8008070298 

50-445 

M 

KNOTTS, J B 

800807029B 

50-445 

M 

KNOTTS, J B 

8008150303 

50-445 

H 

KNOTTS, J B 

8008190303 

50-445 

M 

KNOTTS, J 8 

8008210476 

50-445 

M 

KNOWLTON. A H 

KOCH, 0 S 

KOCH, L J 

9008010149* 

6008200001 

80QB050044 

40-8050 

XPDRTLIC 

50-461 

B 

KOCH, L. J 

8008030368 

50-461 

8 

KOCH, L J 

8008050446 

50-461 

B 

KOCH, L J 

8008150353 

50-461 

A 

KOCH, L J 

0008250676 

50-461 

A 

KOCH, L J 

0008250537 

50-461 

6 

KOCH, L J 

8008550773 

50-461 

B 

KOCH, L ■J 

8008260518 

50-461 

6 

KOCHEft, c n 

8008280177 

80-361 

0 

KODNOft, J L 

8008220155 

50-599 

0 

KODNOft, J L 

8008220155 

50-599 

0 

KOEBTER, 0 L 

0008080441 

50-402 

s 

KOEBTER, G L 

0008000431 

50-482 

3 

KOESTER, 0 L 

8000080435 

50-402 

8 

KOEBTER. 0 L 

8008080449 

50-482 

B 

KOESTER, 0 L 

8008140396 

50-482 

3 

KOESTER, 0 L 

800B080426 

50-402 

B 

KOESTER, 0 L 

8008 1 50146* 

50-462 

0 

KOEBTER, 0, L 

8008280328* 

5Q-4B2 

a 

KOEBTER, 0. L 

0008030393 

50-482 

F 

KOEBTER, G L 

8008070422 

50-492 

3 

KOESTER, 0 L 

0008070466 

50-482 

K 

KOESTER, 0 C 

00081 10124 

50-462 

M 

KOESTER, 0 L 

800B190564 

50-462 

A 

KOESTER, 0 L 

6Q0819044B 

50-462 

A 

KOESTER, 0. L 

0008260342 

50-462 

C 

KOHLER , J E 

B00814014S* 

50-295 

0 

KOLTAY, P S 

B008060006* 

50-334 

0 

KOLTAY, P S 

0008250233* 

50-271 

0 

KONKLIN, J E 

0008140201* 

50-440 

0 

KOSS, P 

00081 50199* 

50-206 

p 

K03TMAYER. P H 

0008210062* 

50-352 

u 

KOVALIC, J, J 

0008100565* 

50-269 

H 

KRAUSE, L 

KREBS, A H 

KREGER, W E 

0000110155* 

8000080047* 

6008080409 

70-1435 

CONTRACT 

50-369 

A 

KREIDER, D G 

0008190029 

50-320 

H 

KUDEN, C J 

KUOrP, T 

0007300130* 

6008120364* 

40-6659 

50-279 

T 

KU9HNER, W. L 

LA FOLLETTE, B C 

0008060378* 

0008060225 

70-135 

50-266 

G 

LA ORONE. J, 

LACEY. W 9. 

8008260134* 

6003040026* 

71-6478 

50-334 

S 

LACEY, W S 

eooao602i6* 

50-334 

B 

LACEY, 14 6. 

0008120370* 

50-334 

S 

LACEY, W B 

0008180402* 

50-334 

8 

LACEY, H. 3. 

eooBiao407* 

50-334 - 

8 

LACEY, M 8 

S0081S0410* 

50-334 

8 
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PERSONAL AUTHOR INDEX 


ACCESSION! SUBJECT 


AUTHOR 

NUMBER 

CATEGORY 

LACEY, U S 

800818041 I* 

50-334 

S 

LACEY, W S 

aooa26oz>4&* 

50-334 

S 

LACEY, W S 

8 Q 082 803 99* 

50-334 

5 

LACDNTE, B 

8Q0B070477* 

50-275 

A 

LADD, J E 

3008270023 

50-320 

K 

LADUM, R 

3008080146* 

70-37 1 


LAFLEUR, J D 

8008170087 

YPORTLIC 


LAQIEHSKI.J S 

a00805005A* 

50-3 1 7 

S 

LAGIEWSK J , J S 

e00Q260S42* 

50-3 1 7 

s 

LAOOHARSIfp'O, R 

00080 60362* 

MI SC 


LAHEY, R T 

0008 130257* 

faiA 


LAHEY, R T 

6008060253 

MI SC 


LA I NAS, 0 

6000120647 

50-206 

F 

LAHB.H R 

6008060208 

50-265 

P 

LAMBE, W 

600826067 5 

50-440 

M 

LAHM, D A 

600B180141 

NUREO 


LAMP SON# K 

6008150392 

50-155 

H 

LANCASTER. X F 

BOOB 1504 14* 

50-302 

S 

LANGLEY, E 3 

600BO 70303 

50-275 

X 

LANGLEY, E S 

6000270305* 

50-275 

A 

LANIK, 0 

600B 140575* 

50-296 

S 

LANPHER, L C 

6Q0B06D05 1 

50-275 

G 

LANPHER, L C 

00000 B0494 

50-312 

G 

LANPHER, L C 

8OOBO0O497* 

50-312 

G 

LANPHER, L C 

0OOB 150364 

50-275 

C 

LANPHER, L C 

600B 150364 

50-275 

G 

LANPHER, L C 

B00B2 10053 

50-275 

G 

LANPHER, L. C 

6 0002 100 53 

50-275 

G 

LAPOINTE# R E 

B 008140105 

RES 


LARKIN, M M 

8008060412* 

CONTRACT 


LARSON, T L 

B00B270447 

40-B34B 


LATHAM, S B 

B00B1 10537 

50-322 

0 

LATHAM, S B 

B0081 10537 

50-322 

G 

LAWFQRD, V U 

6000210416* 

50-313 

P 

LAWRENCE, L I 

BO 08260633* 

50-298 

S 

LAWTON, M D 

8000000416 

40-B0B4 


LAWTON, H D 

B008060346 

40-B084 


LAZARUS, W J 

BOOBOSOl 64* 

50-29 

G 

LAZARUS, W U 

800B2000U 

50-309 

S 

LAZO. R M 

DOOBOSOQ84 

50-369 

G 



ACCESSION 

SUBJECT 


AUTHOR 

NUMBER 

CATEGORY 

LESSOR, L C 

8000260621 

50-290 

S 

LESSOR, L C 

8008260529 

50-290 

9 

LESSOR, L C 

0008180525 

50-298 

R 

LESSOR, L C 

8008260 551 

SO-298 

S 

LESSY, R P 

8008040046 

27-39 


LESSY.R P 

8008180214 

40-1 162 


LE9YNA, J F 

8000190076* 

50-466 

0 

LEVINE, D 

8004040286 

50-320 

H 

LEVINE, H M 

8008010098 

MUREG 


LEVIN, J A 

8003180667 

50-2B9 

G 

LEVINE, J 11 

3008190592* 

50-213 

S 

LEWIS, R C 

0008140554* 

50-330 

Q 

LEWIS, R C 

8008220329* 

50-302 

G 

LEWIS, R C 

8008220318* 

50-302 

Q 

LEWIS, R C 

8008010023* 

50-330 

0 

LEWIS, R C 

8008280271* 

50-200 

0 

LEWIS, R C 

8008280275* 

50-390 

0 

LEWIS, R C 

8008280073* 

50-201 

0 

LEWIS, R C 

0008280249* 

50-338 

0 

LEWIS, R C 

0009140312 

50-324 

0 

LEWIS, R C 

8000140528 

50-330 

0 

LEWIS, R C 

8008140546* 

50-338 

0 

LEWIS, ft C 

8008220306 

50-302 

0 

LEWIS, ft C 

8008200517* 

30-390 

Q 

LEWIS, R C 

800B0 10240 

50-364 

a 

LEWIS, R C 

8000010249 

50-348 

Q 

LEWIS. R C 

8008120592 

50-338 

0 

LEWIS. M I 

8008210170* 

50-397 

H 

LEWIS. R C 

00081 BO 1 78 

50-261 

0 

LEWIS, fl C 

0008270262 

30-261 

0 

LEWIS, fl C 

B00801001 l 

30-321 

p 

LEWIS.fi C 

0008010020 

50-330 

a 

LEWIB.L 

8008080518 

REOOD 


LEWIS. R C 

8008280245 

50-280 

a 

LEWIS. R C 

8008280052 

50-291 

0 

LEWIS. R C 

8000280235 

50-338 

0 

LEWIS, K E 

8008050430* 

50-327 

s 

LEWIS. M I 

8008140351* 

50-289 

0 

LEWIS. K 

3008060243* 

50-327 

8 

LEWIS, fl C 

0008280258 

50-390 

a 


AUTHOR 

ACCESSION 

NUMBER 

BU3JECT 

CATEGORY 

LINDER, F 

8008060270 

50-409 

V 

LINDER, F 

8008130474 

50-409 

B 

LINDER, F 

8008130419 

50-409 

R 

LINDER, F 

8008210398 

50-409 

P 

LINDER, F 

S00S260619 

50-409 

P 

LINDER, F 

8008280347 

50-409 

P 

LI NEMAN, J U 

9008070468 

40-8681 


LINEMAN, J J 

S008090442 

40-9727 


LINEHAN, J J 

8008060192 

WASTE MGT 

LINEMAN, J J 

8008060196 

40-299 


LINEHAN, J J 

8008190190 

40-8452 


LINEHAN, J J 

0008190251 

WASTE MOT 

LINEHAN, J J 

8000270020 

40-8601 


L1NENBERGER, 0 

8008220069 

50-376 

0 

LINTON, □ W 

8008080466 

REOOD 


LIPIN8KI, R J 

8008270222 

NUREG 


LIPrNSKI, R E 

8008220124* 

50-361 

G 

LISELLA, F S 

8008130240 

40-8745 


LITHACK, 8 M 

8008050040 

50-389 

M 

LITTLE, W S 

80081 10090* 

50-295 

0 

LITTLE, M 

8008130256 

CONTRACT 


LITTLE, W S 

8008140149* 

50-295 

0 

LITTON. F B 

8008130479* 

50-466 

0 

LITVAK, 8 M 

8008080061* 

50-3S9 

M 

LIU, 0 T 

8008180579 

RES 


LIVERMORE, H H 

8008270639* 

50-461 

0 

LOBEL, R 

8008180571 

TOFflEP 


L0CH8TET, W A 

8008200033 

40-8745 


L0FTU8, T 

8008270383 

50-266 

0 

LDJ3E, F A 

8008060194* 

CONTRACT 


LONG, F J 

8008270612* 

FOIA 


LONG, F J 

8008200252* 

50-295 

0 

LONG, J. K 

8008140205* 

50-247 

p 

LONG, J K 

8008120586 

50-247 

p 

LOOM 1 6, J 8 

8008200021 

REOOD 


LOREK, M J 

8008250761* 

50-327 

8 

LUCHOW, H J 

0008080043 

XPQRTLIC 


LUMB.R F 

8008110176* 

FOIA 


LUNDVALL, A E 

8008010136 

50-317 

0 

LUNDVALL , A E 

8008090001 

50-283 

P 


LAZO, R M 

B00B0704 1 5* 

50-445 

0 

LEWIS, R C 

0008140365 

50-330 

Q 

LUNDVALL, A E 

6008060201 

50-317 

P 

LAZO, R M 

B008070420 

40-1 162 


LEWIS, R C 

8006200492 

50-390 

0 

LUNDVALL, A E 

8006190371 

50-317 

P 

LEAR, 0 

6008180318 

40— L 162 


LEWIS, R C 

8009220133 

50-324 

Q 

LUNDVALL, A E 

8008220169 

50-317 

F 

LEAS, J 

8008010067 

50-320 

H 

LEWIS, S H 

8008140278 

50-445 

M 

LUNDVALL. A fe 

8008270371 

50-317 

0 

LEASE, R S 

6008040158* 

90-315 

8 

LEWIS, M I 

6006280251 

50-289 

0 

LYLES, C 

8008110037# 

50-320 

H 

LEBLONO.P 

8008050331* 

50-295 

S 

LI r C Y. 

6009050167* 

50-352 

F 

LYNCH, M D 

8008060134 

50-397 

A 

LEBO.C D 

8008120034 

CONTRACT 


LI, C Y. 

60091 40470 

50-317 

P 

LYNCH, 0 D T 

8006110226 

50-320 

P 

LEODEUF, R U 

8008060208 

50-283 

P 

LISTS, C F 

6009260357* 

50-289 

H 

LYNCH, M D, 

8008200197* 

50-367 

0 

LECLAIR, D E 

6003190062* 

CONTRACT 


LISRIZZIiF P 

6008060007 

50-272 

F 

LYSTEfl, M D 

8008030379 

50-271 

V 

LEE. C K 

8008180657 

NUREG 


LI8RIZZI, F P 

8009190138 

50-272 

R 

MACARTHUR, T C 

8009060179* 

27-47 


LEE, 0 0 

8009110186 

FOIA 


LIBRIZZI.F P 

8000040034 

50-272 

F 

MACDONALD, C E 

B00B07G397 

71-9116 


LEE, E W K 

8008060183* 

50-341 

a 

LIBRIZZI.F P 

8000090249 

50-272 

H 

MACDONALD, C E 

600B060380 

71-2 


LEE, a R 

8008010187* 

50-267 

a 

LIBRIZZIiF P 

8000080266 

30-272 

H 

MACDONALD, C E 

6008220304* 

71-9103 


LEE, Q R 

6008200134 

50-267 

a 

LIBRI ZZI, F P 

6009080251 

50-311 

8 

MACDONALD, C E 

6008130136 

71-5939 


LEE, 0 R 

80082B0009 

50-267 

0 

LIBRIZZI, F P. 

8009080262 

30-272 

S 

MACDONALD, C E 

8008140436 

71-3957 


LEE. 0 R 

8008050179 

50-267 

p 

LIBRI ZZI , F P 

8009190319 

30-311 

P 

MACDONALD, C E 

6008140439# 

71-5957 


LEE-B R 

80080501 84* 

50-267 

p 

LIBRIZZI.F P 

8000120640 

30-272 

a 

MACDONALD, C E 

8008220224 

71-9044 


LEE, 0 R 

BOOB 150137 

50-267 

s 

LIBRIZZI.F P 

8008130482 

50-311 

8 

MACDONALD, C E 

8008220228 

71-368 


LEEDS, V 

8008070578 

90-329 

M 

LIBRIZZI, F P 

8008130497 

50-311 

s 

MACDONALD, C E 

8008220230* 

71-369 


LEHMAN, J 

80082805 IB* 

50-289 

H 

LIBRIZZI, F P 

8008140310 

30-311 

s 

MACDONALD, C E 

8008130030 

71-5071 


LEHMAN, R F 

8008260792 

50-387 

0 

LIBRIZZI.F P. 

8008140319 

30-311 

6 

MACDONALD. C E. 

6006130032* 

71-5071 


LEHMAN, L U 

8008270362 

50-320 

0 

LIBRIZZI.F P 

8009140326 

50-311 

s 

MACDONALD, C E 

8008190184 

71—9043 


LE I BY, A C 

8006060208 

50-285 

P 

LIBRIZZI.F P 

8008190419 

50-311 

8 

MACDONALD, C E 

8008190108* 

71-9045 


LEMPGE6, T E 

800B010079 

50-220 

0 

LIBRIZZI. F P 

8000180427 

50-311 

3 

MACDONALD, C E 

8008150127 

71-9046 


LEMPQEB, T E 

8006010216 

50-220 

0 

LIBRIZZI. F P 

8008190453 

50-311 

8 

MACDONALD, C. E 

0008150131* 

71-9044 


LEMPGES, T E 

6003070145 

30-220 

0 

LIBRIZZI.F P 

8009180493 

50-311 

9 

MACDONALD, C E 

Q0081S0194 

71-9051 


LEMPQES, T E 

3003 150100 

50-220 

0 

LIBRIZZI.F P. 

8009190528 

50-311 

6 

MACDONALD, C E 

8008190202* 

71-9051 


LEMPGES, T E 

8008180234 

50-220 

Q 

LIBRIZZI.F P 

8008260465 

50-311 

8 

MACDONALD, C E 

8008150326 

71-9050 


LEMPGES, T E 

8008050406 

50-220 

s 

LIBRIZZI.F P 

8008260407 

50-272 

8 

MACDONALD, C E 

6008150398* 

71-9050 


LEMPGES, T E 

8006050155 

50-220 

p 

LIBRIZZI.F P 

8008270361 

50-272 

V 

MACDONALD, C E 

8008180009 

71-6717 


LEMPGES, T E 

80081 10342 

50-220 

6 

LIBRIZZI.F P 

8006260385* 

50-272 

V 

MACDONALD, C E 

8008180012* 

71-6717 


LEMPGES, T E 

800B1B0404 

50-220 

R 

LIBRIZZI.F P 

8000260479 

50-311 

8 

MACDONALD, C E, 

8008180023 

71-9036 


LEMPGEB, T. E 

8006250561 

50-220 

S 

LIBRIZZI.F P 

8006260380 

50-272 

V 

MACDONALD, C.E 

aooa iaoo 26 # 

71-9036 


LEMPGEBi T E 

800827039 1 

50-220 

S 

LIBRIZZI.F P 

8006260433 

50-31 1 

r> 

MACDONALD. C E 

8008180030 

71-9007 


LENAHAN, J J 

8006070459* 

SO-34B 

a 

LIBRJZZIrF P 

8008260582 

50-272 

P 

MACDONALD, C E 

8008180033* 

71-9007 


LENT3CH, J W 

8008250627 

50-344 

a 

L ICHTENBERGER 

8008070304 

70-1100 


MACDONALD, C E 

8008180251 

71-6786 


LESSOR, L C 

8O0B26 0622 

50-298 

8 

L ICHTENBERGER 

8009110126 

70-1100 


MACDONALD, C E 

8008180255* 

71-6786 


LESSOR, L C 

8006260569 

50-298 

s 

L ICHTENBERGER 

8006070291 

70-1100 


MADCONALD, C E 

8008190166 

71-5830 


LESSOR, L, C 

8008260627 

50-298 

s 

L ICHTENBERGER 

8000060071* 

70-1100 


MADDEN. W 

8008080146* 

70-371 


LESSOR, L, C 

6008260642 

50-29B 

s 

LIEBMAN, H 

6008160243 

30-320 

H 

MADEDA, T J 

8008280495# 

50-254 

a 

LESSOR, L, C 

6003260639 

50-298 

9 

LINDER, F 

8006060177 

50-409 

H 

MADISON. W, R 

8008050031# 

50-338 

R 

LESSOR, L C 

6009260595 

90-298 

s 

LINDER, F 

BOOB 120527 

30-409 

p 

MADSEN, 0 L 

8008290283 

50-313 

a 

LESSOR, L C 

1 CQOttO 1 A 

0008260617 

50-293 

s 

LINDER. F 

8000220135 

50-409 

p 

MADSEN, 0. L 

8008160166 

50-290 

a 

Le,o8QR| L C 

6008260561 

50 -28a 

s 

LINDER, F 

8009040143 

50-409 

p 

MADSEN, 0 L 

8008010183 

50-267 

0 

LESSOR, L C 

0OOB26O459 

50-298 

8 

LINDER, F 

0008050068 

50-409 

p 

MADSEN, 0 L. 

0000120225 

50-298 

p 


PERSONAL AUTHOR INDEX 


3 ! 


AUTHOR 

ACCESSION 

NUMBER 

SUBJECT 

CATEGORY 

MADSEN, 0 L 

8008270197 

S0-2&7 

S 

MAOEE, W 

8008140484* 

10CFR 


MAGEE. W 

0000050509* 

10CFR 


MAGEE, W 

8000130252* 

10CFR 


MAGNUSON. C F 

0000270217 

NUREG 


HAOROW, « 

B00B1203B4* 

50-237 

5 

MAGROW, R 

B00B260616* 

50-237 

B 

MAJOR. R 

BQ0B180561 

50-209 

H 

MAKEPEACE, J 11 

0000040168* 

50-247 

S 

MALEC.W F 

8000190088* 

90-466 

G 

MALEC.W F 

B00B1 90263* 

50-466 

G 

MALEC, W F 

BOOBI 90307* 

50-466 

0 

MALEC.W F 

800B190361* 

50-466 

G 

MALLORV. K 

8008140179 

NUREO 


MALLORY. K 

8008120179* 

50-395 

A 

MALMROS, M H 

0008280552* 

50-344 

a 

MANAKTALA, H K 

8000050105 

NUREO 


HANDLER, J W 

8008180587 

RES 


MANRY, M 

8008120372 

50-366 

p 

MANRY, M 

8000040101 

50-321 

0 

MANRY, M 

8008050013* 

50-366 

S 

MANRY, M 

80Q8050025 

50-366 

9 

MANRY, M 

B008080322 

50-366 

S 

MANRY, M 

8000040139 

50-321 

9 

MANRY, M 

BOOB 000304 

50-321 

8 

MANRY, M 

0008110356 

50-366 

8 

MANRY, M 

BOOBI 10406 

50-366 

S 

MANRY, M 

0OOBO8O3OO 

50-321 

s 

MANRY, M 

BOOB 11 0409 

50-366 

9 

MANRY, M 

BOOBI 10423 

50-366 

8 

MANRY, M 

800B120492 

50-321 

S 

MANRY, M 

BOO012O463 

50-321 

S 

MANRY, M 

800B190553 

50-366 

0 

MANRY, M 

BOOB I 90561 

50-366 

S 

MANRY, K 

8000100393 

50-321 

R 

MANRY, 11 

8008100397 

50-366 

R 

MANRY, K 

8000250507 

50-321 

8 

MANRY, M. 

B00G22O1 4 1 

50-321 

8 

MANRY, M 

8000260933 

50-321 

8 

MANRY, M 

00062604 1 5 

50-321 

S 

MANRY, M 

0000260425 

50-321 

8 

MANRY, M 

0000260434 

50-366 

8 

MANRY, M 

800B260449 

50-366 

S 

MANRY, M 

800B260454 

50-366 

8 

MANRY, M 

0000260513 

50-366 

S 

MANRY, M 

80002605 19 

50-321 

8 

MANRY, M 

8008260545 

50-321 

8 

MANRY, M 

8008260638 

50-366 

8 

MANRY, K 

8008260643 

50-366 

8 

MANRY, M 

8000260657 

50-366 

8 

MANRY, M 

8008270346 

50-366 

S 

MANRY, M 

0009260597 

50-366 

s 

MANSER, W C 

0008050450 

70-143 


MANSER, W C 

0000250729 

70-143 


MARCHESE, A 

0008070051 

50-247 

p 

MARC HAL, J 

BOOBO0O473 

XPORTLIC 


MARC HAL, J 

8008110231 

XPORTLIC 


MARCUSQN, M F 

0008220 1 73 

30-409 

p 

MARCUCC I , D R 

B0082 1 0382 

70-2909 


MARCUCC 1 1 D R 

0000260042 

70-2909 


MARKEE, E H 

0000010015 

50-320 

p 

MARRANZINO, A P 

0008180379* 

70-121 


MARRANZINO, A P 

0000180301* 

70-121 


MARRACK, D 

8000010099 

50-466 

0 

MARRACK, D 

80080 S 0002 

50-466 

0 

MARRACK, D, 

8008210063 

50-466 

G 

MARRANZINO, A P 

8008270279 

50-274 

F 

MARRACK, D 

8008220056 

50-466 

0 

MARTELL, E A 

8000010200* 

PROJ 


MARTIN, W G 

0008000142* 

70-371 


MARTIN, W 0 

8008080141 

70-371 


MARTIN, T T 

8008080164* 

50-29 

a 

MARTIN, J A 

8008270234* 

50-289 

H 

MARTIN, J B 

8008070499 

40-8502 


MARTIN, W 0 

0008060076* 

70-1100 


MARTIN, W 0 

8008060373* 

70-133 


MARTIN, W 0 

0OOB1 10093* 

70-371 


MARTIN, W 0 

0000140248 

50-272 

Q 

MARTIN, E 0 

8008210073* 

XPORTLIC 


MARTIN, R D 

000801,0284* 

90-348 

0 

MARTIN, W 0 

8008210081 

XPORTLIC 


MARTIN- N 0 

8008210293 

70-820 


MARTIN, T J 

8008010220 

50-354 

a 

MARTIN, W Q 

8008110089 

70-371 


MARTIN, W 0 

8008060068 

70-1100 




ACCESSION 

SU3 jECT 



ACCESSION 

SUBJECT 

AUTHOR 

NUM0CH 

CATEGORY 

AUTHOR 

NUMBER 

CATEGOR 

MARTIN, 11 G 

80080603 70 

70-135 


MAYER. L 0 

0009220210 

50-202 

MARTIN, T T 

0008050280 

50-271 

S 

MAYER. L 0 

6008220192 

50-202 

MARTIN, J b 

0008 190333* 

50-295 

P 

MAYER. L 0 

0000250701 

50-202 

MARTIN, 0 

8000190361* 

50-466 

C 

MAYER, L 0 

0000250706* 

50-2G2 

MARTIN, T T 

0000130203 

50-293 

S 

MAYER. L 0 

8009200305 

50-202 

MARTIN, T T 

6000200011 

50-309 

s 

MCCABE, E 

8008070057 

50-277 

MARTORE, J A 

BOQBO0O 1 20 

50-416 

A 

MCCALL IS TER, P 

SOO027O16O* 

50-329 

MARTORE, J A 

000019001 9 

50-416 

F 

MCCLAIN. C M 

8008250344* 

50-219 

MARUCA, A J 

BOOB07O348* 

40-5239 


MCCLINTOCK, R O 

8008010203 

40-7903 

MARUSICH.R 11 

6000050226 

30-255 

P 

MCCDLLOM, K A 

0006050477* 

50-344 

MASSE, R E 

B00B260729* 

50-315 

0 

MCCOLL. A C 

0006040 1 17 

50-445 

MASS IE, H W 

B0080 10212 

RES 


MCCCLL.A c 

0OOGO4O122* 

50-445 

MASS IE, H W 

8000010217 

RES 


MCCCNNAUGHHAY 

8008210337 

S 0-320 

MATHEWS, C R 

BOOBI 40375* 

50-305 

Q 

MCCCRKLE.G W 

8008060390 

70-1426 

HATHEW8, E R 

0008070142 

50-305 

0 

MCCORKLE, 0 U 

8000060074 

70-2473 

MATHEWS, E R 

0008200519* 

50-305 

0 

MCCORKLE, 0 U 

0006060397 

70-2322 

MATHEWS, E R 

0008040056 

50-305 

S 

MCCDRKLE, 9 H 

0000210566 

70-754 

MATHEWS, E R 

6008060234 

50-305 

F 

MCCULLOUGH, E R 

3006040019 

50-10 

MATHEWS, E R 

00081303 1 6 

50-305 

0 

MCCULLY. D W 

3OO0O5OO41 

50-10 

MATHEWS, E R 

6008130 1 36 

50-305 

0 

MCDONALD, J A 

3000230263* 

50-390 

MATHEWS, E R 

0008060327 

50-305 

p 

MCDONALD. J A 

30062005 1 2* 

50-390 

MATHEWS, E R 

0008110301 

50-305 

p 

MCDONALD. D 

8000050150 

FOl A 

MATHEWS, E R 

8008270087 

50-305 

G 

MCDONALD. D D 

8000070056 

FOIA 

MATHEWS, E R 

BOO020OO44 

50-305 

6 

MCDOWELL, S H 

7907270248 

50-329 

MATHEWS, E R 

0008130520 

50-305 

5 

MCDUFFIE, M A 

300S070404 

50-400 

MATHEWS, E R 

3008130610 

50-305 

R 

MCDUFFIE. « A 

0008260402 

50-400 

MATHEWS, E R 

9008190406 

50-305 

S 

MCELROY, H (1 

300B 180638 

NUREO 

MATHEWS, E R 

9008260430 

50-305 

P 

MCENTREE.W P 

900B180362* 

40-0207 

MATH 18, C J 

9000000440 

50-293 

8 

MCCNTEE, J 

3006 180253 

50-320 

MATSON, V 

0008110004 

XPORTLIC 


MCFARLAND, C R 

300001001 /»■ 

50-413 

MATSON, V 

9000200379 

XPORTLIC 


MCFARLAND, C R 

800S070413* 

50-389 

MATSON, V 

0008260176 

XPORTLIC 


MC GARRY, J 11 

80060/0400 

PR 

MATTHEW3, C U 

0000000027* 

CONTRACT 


MC5ARRY, J M 

000806001 1 

50-369 

MATTHEWS, M H 

0000210465 

lit SC 


MCGARRY, J M 

000006001 1 

50-369 

MATTIA, J C 

0000120652* 

50-352 

G 

MCGARRY, J 11 

0008260100 

50-369 

MATTI HOE, J J 

□000070067 

50-312 

G 

MCGARRY, J M 

8000260160 

50-369 

MATT I A, M J 

0OOBO1O 1 46* 

CONTRACT 


MCGAUQHY. R W 

8000130426* 

50-412 

MATT HIDE, J J 

8000010166 

50-312 

0 

MCGAUGHY. J P 

6008210452 

50-416 

MATTIMDE, J J 

0000270252 

50-312 

0 

MCGAUQHY, R W 

600B120652* 

50 -352 

MATT IA, M J 

9008050496* 

CONTRACT 


MCGAUGHX.R 1 J 

Q 00003 0093* 

50-322 

MATTlhOE, J J 

9009070011 

50-312 

Q 

MCGAUGHY, R W 

0000250210* 

50-423 

MATTIA, M J 

0006010241* 

CONTRACT 


MCGAUPGHY, J P 

0000040051* 

50-416 

MATTIMDE, J J 

3000030203 

50-312 

B 

MCGAUQHY, R M 

0008050209 

50- 322 

MATT IHOE, J J 

9009050409 

50-312 

8 

MCGAUGHY, J P 

0000060257 

30-416 

MATT IMOE, J J 

9008270306* 

50-312 

0 

MCOAUGHY, J P 

6008050325 

50-416 

MATTIMDE, J J 

9000280020 

50-312 

0 

MCGAUGHY. J P 

6008060307 

50-416 

MATTIMDE, J J 

3000230276* 

50-312 

G 

MCGAUGHY, J P 

6008060354 

30-416 

MATTIA, M J 

9OO02BO363* 

CONTRACT 


MCGAUGHY. J P 

8008120514 

50-416 

MATTIMDE, J J 

900B0603B7 

50-312 

0 

MCOAUGHY, J P 

0COBI 20535 

50-416 

MATT IMOE, J 

BOO 0270293* 

50-312 

0 

MCGAUGHY, J P 

0008040046 

50-416 

MATT ISDN. 0 L 

80001 10321 

XPORTLIC 


MCOAUGHY, J P 

0008070433 

50-416 

MATT ISDN, G L 

BOOBI 10323* 

XPORTLIC 


MCOAUGHY, J P 

8008070339 

30-416 

MATTIMDE, J J 

8008030353 

50-312 

P 

MCOAUGHY, J P 

0OOBI 10397 

50-416 

MATTIA, M J 

0000120036* 

CONTRACT 


MCGAUGHY, J P 

8008140565 

30-416 

MATTIA, 11 J 

□009120052* 

CONTRACT 


MCGAUGHY, U P 

8000 14 0570 

50-416 

MATTIA, M J 

0000260272* 

CONTRACT 


MCGAUGHY. J P 

0000110448 

30-416 

MATTIA, M J 

8009220399* 

CONTRACT 


MCOAUGHY, J P 

0000190050 

30-416 

MATT IMOE, J J 

8009260503 

50-312 

3 

MCOAUGHY, J P 

8GO02BO4SO 

30-416 

MATTIMDE. J J 

0009260512 

50-312 

8 

MCGAUGHY, J P 

8008100516 

30-416 

MATTIA, M 

00092701/7* 

CONTRACT 


MCOAUGHY, J P 

BO 0820 0200 

50-416 

MATTIA, M J 

8000200076* 

CONTRACT 


MCGAUQHY, J P 

0008210348 

50-416 

MATTIMDE, J J 

0000260446 

50-312 

S 

MCGAUGHY, J P 

3009210396 

50-416 

MATTIA, M 

0009270198* 

CONTRACT 


MCGOVERN. J J 

0003 L 206 66 

50-54 

MATTSON, R J 

0OOB27O25O* 

msc 


MCQREU , J W 

80072Q0534 

71-6744 

MATTSON, R J 

0008070203 

GEN TEC 1 

IS 

MCGUIRE, D R 

8000270403* 

50-280 

MATTSON, R J 

9008200049* 

NUREO 


MCGUIRE. P J 

6003030057 

30-293 

MAURA, F A 

3008140361* 

50-373 

0 

MCGUIRE, P J 

8003060219 

50-293 

MAXWELL, 0 F 

0008200533* 

30-413 

a 

MCGUIRE. P J 

6008040060 

50-293 

MAXWELL, J, C 

9008080455 

50-70 

a 

MCGUIRE, P J 

6000040064 

50-293 

MAY, E L 

0000120407* 

50-29 

3 

MCGUIRE. P J 

6008030263 

50-293 

MAY, J N 

9008130108 

90-320 

H 

MCGUIRE. P J 

6008050206 

50-293 

MAY, B E 

0000180623 

50-334 

p 

MCGUIRE. P J 

6008040154 

50-293 

MAYERCHAK, 0 A 

800B270019 

50-320 

H 

MCGUIRE, P J 

ecoauo4 32 

50-293 

MAYER, L Q 

00090200 11 

71-9010 


MCGUIRE. P J 

6009110333 

50-293 

MAYER, D, 

9000260602* 

50-290 

3 

MCGUIRE. P J 

80081 104 1 2 

50-293 

MAYOR, L 0 

0OOBO4OO49 

50-306 

3 

MCGUIRE, P J 

8008190497 

50-293 

MAYER, L, Q 

3008080312 

50-282 

P 

MCGUIRE, P J 

0003110395 

50-293 

MAYER, L Q 

3008090326 

S 0-26 3 

P 

MCGUIRE, P J 

6008260400 

50-293 

MAYER, L 0 

3008 03 0383 

50-263 

P 

MCGUIRE, P J 

8009260490 

30-293 

MAYER, L. 0 

3000120187 

50-263 

F 

MCCUIRt, P J 

6003280436 

50-293 
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50-327 
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S0082S0547* 

50-369 
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8009180459* 

50-311 

S 

MOORE, R N 

80080S001 3 

XPORTLIC 

MROCZKA, E J 

8009200264 

50-245 

R 

MURPHY, H J 


BOO018O493# 

50-3(1 

S 

MOORE, R N 

8008130147 

XPORTLIC 

HROCZKA, E, J 

8000200266 

50-336 

R 

MURPHY, C E 


8000220099 

50-389 

a 

MOORE, V A 

8000230296 

50-364 A 

HROCZKA, E J 

800B220212 

50-245 

S 

MURPHY, M J 


800B190537* 

50-311 

a 

MOORE, D E 

0008080418* 
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MRQEZKA, E J 

8000080274 

50-245 

S 

MURPHY, C E 


8000280305 
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a 

MOORE, D E 

800BOS0427* 

30-261 a 

MUELLER. R 

804)9080292* 

50-2S5 

s 

MURPHY, W P 


8009200328 

50-271 

s 

MOORE, 0 W. 

8008060290 

30-334 R 

MUELLER, R 

8000120392* 

50-205 

B 

MURPHY. W P 


BC08200334* 

50-271 

s 

MOORE, R N 

0008140270 

XPORTLIC 

MUENCH, 0 W 

8009120520 

50-556 

A 

MURPHY, M J 


8000260469# 

50-311 

B 

MOORE, R, N 

8009260026 

XPORTLIC 

MUIR, D H 

8009100370* 

70-457 


MURPHY. M J 


00082604 10# 

90-272 

a 

MOORE, J E 

8008130376 

30-272 Q 

MULLEN, L 

8000110070# 

50-320 

H 

MURPHY, U P 


8009190373 

50-271 

F 

HOORE, J.E 

00081 40297 

30-133 0 

MULLEN, S A 

8009210563* 

SECY 


MURPHY, H J 


EC 062604 86* 

50-3! 1 

S 

MORI ARTY, T J 

8000180313 

REOOD 

MULLER, D R 

8009190109# 

50-10 

P 

MURPHY, W P 


S008260564 

90-271 

8 

MORIARTY, J M 

8000140107 

30-412 8 

MULLEN, S. A 

8009140593 

NUREO 


MURPHY, W P 


8008260579* 

50-271 

S 

MORI ARTY, J M 

8008080232 

30-334 8 

MULLER, D R 

8000270166* 

State Proa 

MURRAY, J 


B0Q9270527* 

50-344 

0 

MORRIS, R H 

8003120417* 

90-275 T 

MULLER, K 

8000260728 

40-8502 


MURRAY, J P 


6000120801 

50-327 

a 

MORRIS, R, H 

8000200002 

ORO 

MUNN, R. H 

8000270312 

71-331 


MURRAY, T D 


6009130307# 

50-346 

8 

MORRIS, C J 

8008190091 

NUREO 

MUNRO. J J 

9000200490 
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MURRAY, M J 


6000130494 
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50-327 

P 
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R 

MORRIS, R H 
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a 

MURRAY, T D 


S008120541 

50-346 
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MORRIS, R 

0000130403 
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800B210130 
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a 
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a 
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0009120567 

50-346 

8 
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0008010169* 

30-327 

a 
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0009120650 

50-346 

8 

MORROW, D 
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40-8502 
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0008110141* 

50-370 

a 

MURRAY, T D 


8000210437 

50-346 

S 
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50-438 

0 

MURRAY, T D 


0009120545 

50-346 
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0009110069* 
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a 

MURRAY, T D 
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50-346 

S 

MORROW, D 

8008120641 

40-8502 
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8009140402* 

50-491 

0 

MURRAY. T D 


0008250473 

50-346 

8 

MORROW, D 

8008270434 

40-0714 
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a 
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a 
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0 
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0008050022 
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MORTON, K V 

8008080163# 

CONTRACT 

MURPHY, C E 

9009110075 

30-390 

0 

MYER8, I T 


S0080800S4* 

CONTRACT 


MORTON, K U 

0000200392 

CONTRACT 

MURPHY, C E 
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50-438 

0 

MYRA BO, A L 


6008110317* 

30-263 

R 

HORTON, K V 

8008200397* 

CONTRACT 

MURPHY, c e 

8009190619# 

50-328 

0 

NAFT, 8 N 


0008050167* 

50-352 

F 

MORTON. K. V 

8008280513* 

CONTRACT 

MURPHY, C E 

8009200528* 

50-413 

0 

NAIDU, K. R 


0000050540* 

50-454 

a 

MORTON, K V 

8000000162# 

CONTRACT 

HUP PHY, C E 

0003010296 

SQ-231 

Q 

NAKA I , T 


0009250399 

XPQRTLIC 


MORTON, ft V 

8008060194* 

CONTRACT 

MURPHY, C E 

0009060182 

50-321 

0 

NAKAI, T 


0008260089 

XPQRTLIC 


HORTON, ft U 

8000190043* 

CONTRACT 

MURPHYrC E 

0009010016* 

50-413 

a 

NALEPKA, D S 


0009130543* 

50-305 

s 

MORTON, K V 

0008200388* 

CONTRACT 

MURPHY, C E 

80080704 1 0 

50-389 

0 

NALEPKA. D 8 


0008130526# 

30-305 

s 

HORTON, K V 

0000080170* 

CONTRACT 

MURPHYj C £ 

900B070457 

50-348 

0 

NALEPKA. D B 

0008190526* 

50-305 

s 

MORTON, Hi V 

0000070043# 

CONTRACT 
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0008110441 

30-395 

a 

NAPUDA, 0 


0008060090* 

50-269 

Q 

MORTON, K, V 

0008190062* 

CONTRACT 

MURPHY. C E. 

0008120307 

30-280 

Q 

NARDI, A J 


0000120410 

70-1143 


MORTON, K, V 

8008000047* 

CONTRACT 

MURPHY, C E 

0000080149 

30-424 

a 

HARD I, A U 


0008120412* 

70-1143 


MORTON, H V. 

8008190068* 

CONTRACT 

MURPHY, C.E 

80000501 11* 

30-400 

a 

HARD I, A. J 


0008120437 
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MORTON, H V 

8008080027* 

CONTRACT 

MURPHVrC E 

9000100221 

50-553 

a 

NARD I , A J 


8008120443* 

70-1143 


MORTON, K V 

0008080019 

CONTRACT 

MURPHY, C E 

0008180617 

50-439 

0 

NARD0N2. P 


0009060391* 

CONTRACT 

MORTON, K. V 

8008080021* 

CONTRACT 

MURPHY, C, E 

0008010155 

50-327 

0 

NARROW, L 


0008130426* 

50-412 


MORTON, R V 

0000080029* 

CONTRACT 

MURPHY i C B 

0008010041 

50-491 

0 

NAUOHTON. H 

F 

0008040072 

SO-29S 

p 

MORTON, K V 
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CONTRACT 

MURPHY, C E. 

BOOB010056 
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0 
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F 

0008050498* 

50-454 
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a 
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F 
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p 
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a 
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F 

0008050027 
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P 

MORTON, K V 

8008000148* 
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8008060199 

50-553 

a 

NAUOHTON. W 

F 

8008110481 

50-10 

V 

MORTON, K. V 

8008010049* 
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MURPHYrC E, 

8008 1 1 0062 
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a 

NAUOHTON, W 

F 

80001 10489* 

50-10 

V 

MORTON, K V 

8008080017* 

CONTRACT 
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8008 27022 7 

PR 


NAUOHTON. H 

F 

8008120926 

50-373 

A 

MORTON, K V, 

8008080094# 

CONTRACT 

MURPHY, C E 

8009180353# 

50-269 

a 

NAUOHTON. U 

F 

8009110379 

50-247 

p 

MORTON, K V 

8008190035* 

CONTRACT 

MURPHY. C E 

9008110009 

50-390 

Q 

NAUOHTON. W 

F 

8009190328 

50-295 


MORTON, K V 

8008280524# 

CONTRACT 

MURPHYj c E 

8000150209* 

50-270 

Q 

NAUOHTON. W 

F 

8008190133 

50-295 


MORTON, K, V 

8008220060* 

CONTRACT 

MURPHY, C E 

9000 1 3029 3* 

50-269 

0 

NAUQHTON. W 

F 

8008250471 

50-10 

P 

MORTON, K V 

8008280342# 

CONTRACT 

MURPHY, C E 

9009280106 

50-400 

0 

NAUOHTON, W 

F 

0009200314 

50-295 
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NEE5S, J C 

0008070409 

50-266 

U 

NOSENZO.L V 

8008280004 

XPORTLIC 

O'NEIL, R A 

B80B04009S 

50-445 

M 

HEIDI 0. R E 

8008230536* 

50-320 

H 

NOSENZO.L V 

B000200145 

XPORTLIC 


Q'NEIL.R A 

8003090090 

50-443 

M 

NEILL. R H 

8008270214 

WASTE I10T 

NOSENZO.L V 

8008200143 

XPORTLIC 

O'NEILL, J P 

8008140354 

50-155 

G 

NELSON i T A 

8008120405-* 

50-275 

T 

NOTLEV, 0 P 

8000010201* 

70-024 


□ 'REILLY, d P 

00001 10077* 

50-510 

3 

NELSON. 9 D 

0003080 1 48* 

CONTRACT 


NOVAK., T H 

60081 10040 

50-206 

F 

O'REILLY, J P 

8008270309 

30-200 

3 

NETTLE TOW, U 

0007300207 

11 ISC 


NOVAK, T 11 

8000120024 

50-247 

P 

O'REILLY, d P 

0000060467 

50-324 

3 

NEUMANN, 11 R 

8003270429 

40-0300 


NOVAK, T M 

8008220481 

50-313 

P 

O'REILLY, J P 

8000060460 

50-321 

3 

NEUMANN. H R 

8008140570 

40-0330 


NOVAK, T M 

8008120010 

50-295 

P 

O'REILLY, J P 

0000060469 

50-239 

a 

NEUMANN, M R 

8008270327 

<tO-S3BO 


NOVAK, T M 

8008130273 

50-348 

P 

O'REILLY, d P 

8008060495 

50-416 

3 

NEU5CHA6FER. E 

BOOS 1203 80* 

50-302 

s 

NOVAK, T M 

8008130311 

50-250 

P 

O'REILLY, J P 

8008060497 

50-518 

9 

NEUSCHAEFER.E 

8008 J 204 S8-* 

50-302 

9 

NOVAK , T H 

6008250378 

50-259 

P 

O'REILLY, P D 

0000000131 

50-302 

P 

NEUSCHAEFER.E 

800B260532* 

50-302 

S 

NOVAKOVJCH, 0 

6008010165 

XPORTLIC 


O'REILLY, J P 

BOO0O1O174 

30-327 

P 

NEUACHECK, R L. 

8008060206 

50-229 

F 

NOVAKGVICH, D 

6008200002* 

XPORTLIC 


0 'REILLY, J P 

0000070124 

30-416 

0 

NEWMAN. U R 

BOO8O0O49O 

50-466 

0 

NOVAK. T H 

6008060404 

50-335 

P 

O'REILLY, J P 

8008070081 

50-259 

0 

NEWMAN. J ft 

8008080490 

50-466 

Q 

NOVAK. T M 

6008130619 

50-247 

P 

O'REILLY. J P 

BOOS 120060 

50-310 

Q 

NEWHAM, J R 

8008010302 

50-466 

0 

NOVAK, T 11 

B0081 40043 

50-305 

p 

O'REILLY, J P 

8008I200B1 

50-323 

0 

NEWMAN, U fl 

90080 1 0302 

50-466 

G 

NOVAK, T M 

80081 40049 

50-280 

P 

O'REILLY, J P 

B00B1 20082 

30-321 

0 

NEWMAN, U ft 

eooao 80480 

50-466 

0 

NOVAK, T 11 

6006140052 

50-272 

P 

O'REILLY, J P 

0000070193 

50-324 

Q 

NEWMAN, J R 

8008080492 

50-466 

0 

NOVAK, T M 

8008140056 

50-334 

P 

O'REILLY, J P 

0OOSO7O1 95 

50-321 

0 

NEWMAN, J R 

B0080B0495 

50-466 

Q 

NOVAK, T M 

GO 08 140 058 

50-247 

P 
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8008140063 

50-206 

P 

0 'REILLY, J P 

0000070242 
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50-466 

0 
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P 

O'REILLY, J P 
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Q 

NEWMAN, J R 
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50-466 

0 

NOVAK, T M 

6008140079 

50-261 

P 

O'REILLY, J P 

B0QB070S77 

50-200 

0 

NEWMAN, J R 

6008190042 

50-466 

0 

NOVAK, T M 

B00B1 400B3 

50-340 

P 

O'REILLY, J P 

0008070592 

90-327 

Q 

NEWMAN, J R 

6008] I0S01 

50-466 

0 

NOVAK, T M 

3008140087 

50-250 

P 

O'REILLY, J P 

SO0Q12OO94 

90-488 

a 

NEWMAN, d R 

00081 10510 

50-466 

0 

NOVAK, T M 

8008060126 

50-285 

P 

O'REILLY, J P 
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50-302 

a 
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0 

NOVAK, T 

3008060430 
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P 
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0 
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O'REILLY, d P 
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r 

NOVAK. T M 

0000060377 

30-278 

P 

O'REILLY, J P 

8008120073 

50-395 

a 

NEWMAN, J R 

8003260206* 

50-466 

0 

NOVAK, T M 

0006030414 

50-321 

a 

O'REILLY, J P 

0008120078 

50-280 

3 

NEWMAN, J R 

8008260206* 

50-466 

0 

NOVAK T M 
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p 

O'REILLY, J P 
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a 

NEWMAN, J R 
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50-466 

C 
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p 

O'REILLY, J P 
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50-261 

3 

NEWMAN, J R 

8008270474 

50-466 

Q 

NOVAK. T M 

0OOB12OO19 

50-250 

p 

O'REILLY, J P 

8000260119 

50-395 

3 

NICHOLS, T C 

300S050395 

50-395 

A 

NOVAK, T 11 

0008140051 

50-324 

p 

O'REILLY, J P 

8008260123 

50-437 

a 

NICHOLS, T C 

BOOS 130201 

50-395 

Q 

NOVAK, T M 

80001 BO 1 04 

50-331 

p 

O'REILLY, J P 

8008260125 

S0-3B9 

a 

NICHOLS, T C 

8008090375 

50-395 

A 

NOVAK, T H 

80081 BO 1 09 

50-293 

P 

O'REILLY, J P 

8008260129 

50-424 

a 

NICHOLS, T C 

3008120540 

50-395 

A 

NOVAK, T 11 
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50-263 

p 

O'REILLY, J P 

0008260132 

50-395 

0 

NICHOLS, r c 

8008120544 

50-395 

I 

NOVAK, T M 

3008080433 

50-271 

p 

O'REILLY, J P 
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50-370 

a 

NICHOLS. T C 
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50-393 

A 

NOVAK , T H 

8006060929 

30-298 

p 

O'REILLY, J P 

8009260142 

50-488 

3 

NiCHOLS, T C 

3008150366 

50-395 

A 

NOVAK, T 11 

8008060530 

50-220 

p 

O'REILLY, J P 

0008260151 

50-400 

0 

NICHOLS. T C 

0008180192 

50-393 

A 

NOVAK, T M 
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50-249 

p 

O'REILLY, J P 

800B2601 53 

50-328 

0 
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50-393 

A 

NOVAK, T M 

8008110235 

30-133 

p 

O'REILLY, J P 
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50-327 
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R 

NOVAK, T M 
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50-333 

p 

O'REILLY, J, P 
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50-321 

0 
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50-395 

A 

NOVAK, T 11 

80001 10242 

30-259 

p 

O'REILLY, J P 

0000130317 

50-302 

a 

NICHOLS, T C 

H008260362 

50-393 

K 

NOVAK, T M 

0008150041 

50-344 

F 

O'REILLY, J P 

0008150319 

50-416 

0 

NJLSON, R 

80081 10084 

70-1237 


NOVAK. T M 

6008200015 

50-266 

F 

O'REILLY, J P 

8008150320 

50-395 

G 

NIMAROFFrF A 

8008280030* 

50-320 

H 

NOVAK. T M 

800B150274 

50-247 

P 

O'REILLY, J P 

8008150323 

50-340 

0 
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8008060297 

50-293 

P 

NOVAK. T M 
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50-236 

P 
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90-26! 

a 
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50-235 

P 

NOVAK, T M 
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50-298 

F 

O'REILLY, J P 
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50-250 

a 
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50-366 

S 
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50-259 

P 
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50-206 

a 

Nix.R r 
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50-366 

s 
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P 
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50-269 

0 
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8008120509* 

50-321 

8 
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50-277 

F 

O'REILLY. J P 
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50-239 

Q 
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9008190593* 

50-366 

S 

NOVAK, T M 
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50-302 

F 

O'REILLY, J P 

8000260213 

50-2BO 

0 

NIX.R T 
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50-366 

s 

NOVAK, T M 

8008160234 

50-259 

H 

O'REILLY. J P 
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50-321 

a 

NIX.R T 
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50-321 

s 

NOVAK, T H 

800B260082 

50-293 

P 

O'REILLY, J P 

8000140517 

50-395 

Q 

NIX, R T 
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50-321 

s 
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P 
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3 

NIX.R T 
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50-321 

s 
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50-313 

P 
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50-395 

Q 
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50-321 

s 
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50-312 

P 
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40-068 1 


PAPPAS, H 

0000220491 

ORO 


PAPPAS, II 
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BO0B07D4O7 

PR 


PARKEFI, W 0 

BOOB040O25 

50-413 

F 

PARKER, W 8 

000B8 10394 

50-207 

S 

PARKER, M 0 

G0080100I4 
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ROTHSCHILD, M U 

0008190540 

70-130 

REID, R W 

8000280324* 

50-269 

P 

ROBERTS, C P 

9000210414 

50-393 

11 

ROTHSCHILD, 11 U 

0008190426 

70-130 

REID, R H 

8008200058 

50-321 

P 

ROBERTS, C P 

9008210414 

50-395 

M 

ROTHSCHILD, M U 

0008210300 

70-130 

RElDi R W 

BOO 8 20 01 20 

30-277 

P 

ROBERTS, C P 

9008270489 

50-393 

M 

ROTHSCHILD, M U 

6008250402 

50-449 

REID, R W 

8008200496 

50-346 

P 

ROBERTS, C P 

9000270409 

50-395 

H 

ROTHSCHILD, M U 

8008200207 

50-445 

REIDrR W 

8008200500* 

50-346 

P 

RQCKHOLD, H C 

9000270336 

50-340 

P 

ROTHSCHILD, M U 

0008200193 

70 - 1 30 

REID, R, H 

0008200507* 

50-346 

P 

RODRIGUEZ. R J 

9009190453 

50-312 

R 

ROTHSCHILD, M U 

0 0082 G 0234 

70-130 

REIDtR w 

0008260352 

30-346 

P 

ROE, J W 

8000070214 

50-269 

G 

ROUSE, L C 

0008000212 

70-607 

REINHART, H 

80081 B0476 

50-320 

H 

ROOER8, H A 

8008080030 

70-1300 


ROUSE, L C 

0008270062 

50-201 

REIS, E J 

REITLER, E, 

8000150389 

8000120651 

40-1162 

70-1151 


ROGERS, H L 

RQ0ER8, W H 

800B2105SB 

8008120479* 

RE GOD 
50-321 

8 

ROWE. C A 

ROWLEY, C 14 

0000280206* 

0000130534* 

30-2QS 

RENBERDER, D L 

800B050195 

50-397 

A 

ROGERS, H A 

6008220174* 

70-1308 

ROWLEY, C W 

0000130525* 

50-209 

RENSEROER, D. L 

800B1204B2 

50-397 

A 

ROGERS, T R 

6008220060* 

CONTRACT 


ROYTEK, C 

0006210146* 

90-373 

REKBEROERfD l 

8008160421 

30-397 

A 

ROHAN. T W 

6008 IB 0408* 

50-220 

R 

RUDENSTEIN, L 6, 

0006200373 

50-364 

RENDEROER, D. L 

BO 08190434 

50-460 

A 

ROMINE.W D 

60091 10377* 

50-327 

B 

RUBIN, 9 

0000140375* 

30-296 

RENBERDER, D L 

00032202 J 3 

50-397 

A 

ROMINE, W D 

6000120422* 

50-327 

S 

RUDY, J n 

8000000425 

40-068 

RENBERDER, D L 

0ODS26O994 

50-508 

A 

ROOD, H 

6008060122 

50-361 

A 

RUFF, A G 

8000010260* 

50-251 

RENBGRO£Ri D L 

000827054* 

50-460 

Q 

ROOD, H 

6008140956 

50-361 

A 

RUFF, A 0 

8000150216* 

30-270 

RENBERDER, D L 

0008260934 

50-397 

8 

ROOD, 11 

6000180147 

50-361 

A 

RUFF, A D 

0000130301* 

90-269 

RENBERDER, D L 

0008280330 

50-397 

0 

ROOD, H 

6000200456 

50-361 

A 

RUNYON, J 

0 0002 20195 

50-599 

REUTTER, J M 

0000260281* 

50-346 

P 

ROOD, H 

6000220453 

50-361 

A 

RUPP, C W 

9OO027O3I4 

40-974 

REYES, L 

8008010032* 

50-346 

Q 

ROONEY, M A 

6000000264 

70-1300 


RUSLHIO, 0 H 

9000270273 

50-274 

REYNpLDS, A 

0008070278* 

50-320 

H 

ROONEY, M A 

6000060407 

70-1300 


RUS6ELL, L D 

0000030203 

50-310 

REYNOLDS, 0 

BOOB 1206 IB* 

50-307 

0 

ROONEY, M A 

80QB080264 

70-1300 


RUSBELL, W T 

3000070040 

50-334 

REYNOLDS, N 0 
REYNOLDS, N, 0 

SOO 0O7O4QB 
0008010091 

PR 

50-448 

0 

RODNEY, M A 

ROONEY, H A 

6000000407 

0008200070 

70- 1 308 
70- 1 300 


RUSSELL, M L 
RUSSELL, « T 

3000140057 

3000010120 

Rrs 

50-272 

REYNOLDS, N B 

8000040106 

50-445 

0 

ROONEY, H A 

6000200078 

70- 1 308 


RUSSELL. L B 

3000010214 

50-317 

REYNOLDS, N B 

0008010091 

50-445 

0 

ROONEY, M A 

6008220172 

70-130S 


RUSBELL, L B 

8000080224 

50-317 

REYNOLDS, N 8, 

8008040106 

50-445 

0 

ROONEY, H A 

0008260418 

70- 1 309 


RUSBELL, L D 

8000070337 

50-317 

REYNOLDS, N 8 

800B070S84 

50-445 

0 

ROOT, L D 

0008070096 

30-331 

Q 

RUSBELL, L D 

8000050067 

50-317 

REYNOLDS, N S 

8008070384 

50-445 

0 

ROOT, L D 

6008070080 

50-33! 

0 

RUSSELL, L B 

8000050469 

50-317 

REYNOLDS, N 8 

800B120 393 

50-445 

0 

ROOT, L D 

8000050043 

50-301 

a 

RUSBELL, L D 

8000000049 

50-317 

REYNOLDS, N S. 

8008120393 

50-445 

0 

ROOT , L D 

.0000050050 

SO-331 

a 

RUSBELL, L 8 

8008050050 

50-317 

REYN0LD8, N 8 

8008130933 

50-445 

0 

ROOT, L D 

6000060335 

50-33L 

0 

RUSBELL, L D 

8000130442 

50-310 

REYNOLDS, N 8 

0008130533 

50-445 

0 

ROOT, L 0 

8000040133 

50-331 

a 

RUSBELL, L ft 

3000180425 

50-317 

REYNOLDS, N 8 

8008200 IBS 

30-445 

0 

ROOT, L 0 

8000040153 

50-331 

a 

RUSBELL, L IS 

8000180496 

50-310 

REYNOLDS, N 8 

80Q8200203 

30-445 

0 

ROOT, L D 

8000050330 

50-331 

p 

RUSSELL, L B 

8000180325 

50-31 V 

REYNOLDS, N 8 

8008200188 

50-445 

0 

ROOT, L D 

6008110327 

50-331 

V 

RUSSELL, L ft 

8000180418 

50-317 

REYNOLDS, N 8 

8008200203 

30-445 

0 

ROOT, L D 

8000130560 

50-331 

a 

RUSSELL, L 0 

8000180436 

50-310 

REYNOLDS, N 8 

8000200033 

50-445 

Q 

ROOT, L a 

0OO02SOOO7 

50-331 

a 

RUSBELL, L ft 

0000180484 

50-310 

REYNOLDS, N. 8 

0009200060 

50-445 

0 

ROOT, F E 

8000220399* 

CONTRACT 


RUSBELL, L 8 

8000260520 

50-317 

REYNOLDS, N 6 

0008200176 

50-445 

0 

ROOT, L 0 

8000270360 

50-331 

F 

RUSBELL, L 8 

8008270395 

50-317 

REYNOLDS, N 8, 

0008200033 

50-445 

Q 

ROSALIE. E 

8000270523* 

50-344 

0 

RUTDERO, J 

8000120219 

50-413 

REYNOLOB, N S 

0008200060 

50-445 

Q 

ROBAUER, P. J r 

8000220297 

71-9100 


RYAN, ft 0 

8000190260 

State 
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SUBoEC T 

AUTHOR 

NUMBER 

CATEGORY 

RYAN, R 0 

8000] 90223 

State Proj 

RYAN, R 0 

00091 SOI 57 

State prog 

RYAN, R G 

8008190266 

State Prog 

RYAN, R 0 

8000190234 

State Prog 

RYAN, R G 

0008190238 

State Prog 

RYAN.R 0 

8008J 90642 

State Prog 

RYAN, J H 

80081 90068* 

contract 

RYAN, M T 

BC08 060421 

RES 

RYAN. U F 

8008280524* 

contract 

RYAN. C 

0008250/1 1 

90-320 H 

BADATINI , R L 

0008010117 

HUREO 

SABOL, A R 

8008080476* 

50-387 Q 

SABOL, A R 

8008120601* 

50-307 Q 

sager , b 

8008 I 10056* 

50-320 H 

SAGER , 0 

80081 10059* 

50-320 H 

SAHAN, P 

8008080429 

50-142 0 

SAIKI, T 

8000050493* 

70-2931 

SAIKI-T 

800S 140541 

XPORTLIC 

SALT2MAN, J 

BOOB 1 4014 4 

50-466 G 

SALTZI1AN, J D 

8008000036 

50-369 11 

SALZMAN.ft S 

8008210368 

50-275 0 

SAL 2 MAN, R S 

8008260229 

SO -275 G 

SAL Z MAN, R S 

8700260489 

50-275 0 

BAM, ft 0 

8000220237 

miREO 

SARSOUR, b 

8008120444* 

50-346 ft 

SAR9TEM, 0 E 

8008200248 

50-460 S 

SASSER , J 

8008270340 

50-259 H 

9ATTER THWAITE, C 

8008110094* 

50-320 H 

SAUER, R C 

80082800 07* 

50-28 1 0 

SAYLE6, W P 

8OOB20O419 

50-458 H 

SCARANO, R A 

8008010205 

40-8602 

SCARANO.R A 

8008010033 

40-1162 

SCARAIO.fi A 

8008060403 

40-83*8 

SCARANO.R A 

8008060406* 

40-0348 

SCARANO.R A 

8008060187 

40-6659 

SCARAfJo, R A 

8000010082 

40-8502 

SCARANO.R A 

80 08060060 

40-1 162 

SCARANO, R A 

8008280089 

40-4492 

SCARANO.R A 

800 B 1902 56 

40-1162 

SCARANO, r a 

8008180670 

WASTE I1GT 

SCARANO.R A 

8008 1 20636 

40-8752 

SCARANO.R A 

800B 130238 

40-8502 

SCARANO.R A 

80001 40472 

40-8084 

SCARANO.R A 

800B 180664 

40-0084 

SCARANO.R A 

8009100681 

40-8452 

SCARANO.R A 

8008190213 

40-8304 

SCARANO.R A 

0008130023 

40-0697 

SCARAND, R A 

BOOS 1801 58* 

40-1341 

SCARANO.R A 

BOOS 180680 

WASTE I1CT 

SCARANO.R A 

8008180153 

40-1341 

SCARANO.R A 

9008200024 

WASTE MOT 

SCARANO, R A 

BOO 026 02 97 

40-259 

SCARANO.R A 

800820041 1 

40-8452 

SCARANO.R A 

8008260022 

40-1162 

SCARANO.R A 

9008270066 

WASTE HOT 

SCARANO, ft A 

8000270205 

40-869 | 

8CHA0E, A R 

0008050189 

PROJ 

SCHAEFFER, M R 

80000601 35* 

40-8544 

SCHAEFFER , M R 

0008060139* 

40-8544 

SCHAEFER, D W 

8008200007 

50-312 S 

SCHAEFER. D 

80 08200400 

50-344 S 

BCHARXeR.J F 

8008120371* 

50-305 0 

SCHARDT, J F 

8008190103* 

50-466 0 

SCHERR, S J 

8008050208 

70-143 

SCHERR, S J 

8008050213 

70-143 

SCHERER. A g 

8008060234 

7DPREP 

SCHERER. A g 

8008 1 BO 3 52 

toprep 

SCHMIDT, P 1 

8000080170* 

CONTRACT 

SCHMIDT, A P 

00082 1 0378 

50-230 S 

SCHMIDT, A D 

0008050399 

50-251 S 

'HMIDT.A 1) 

8008050403 

50-251 S 

MMIDT, A a 

8008050392 

50-250 S 

WIBT, A & 

8C&82I0425 

50-335 B 

(MI &T, A 0 

8008210419 

50-335 S 

IM IDT, A D 

0008220226 

50-335 S 

MITT, K « 

0DOB2OO483 

RES 

(IDT, A D 

8008 2801 95 

50-335 S 

IDT, A D, 

0000210530 

50-335 S 

IDT, H C 

SCOBISOMal 

50-445 K 

n DT, A 0 

8008180309 

50-250 fi 

, 0 

8008250444 

50-250 S 

D 

8003250347 

50-251 6 

a 

8000230782 

50-335 S 

• ii 

3000070174 

50-272 0 

- n 

8008060341 

50-272 V 


ACCESSION 1 SUBJECT 


AU THDR 

NUMBER 

CATEGORY 

SCHNELL, » F 

80081 10116 

50-463 

O 

SCHNEIDER, F U 

8008030050 

50-272 

0 

SCHNEIDER, F W 

6000190024 

50-272 

0 

SCHNELL, D F 

8008050445 

50-483 

F 

SCHNEIDER, F W 

8008150190 

50-272 

Q 

SCHNEIDER, F U 

8000270340 

50-272 

O 

SCHNEIDER. F l» 

BOO 9 260 306* 

50-272 

P 

SCHQPF’MAM, M A 

0000210384* 

50-250 

S 

8CHUER0ER.fi 0 

8000 120340 

50-440 

A 

8CHUE55LER, H J 

8000150334 

50-466 

a 

SCHULTZ. A J 

8000060200* 

CONTRACT 

SCHULZ, R D 

0009110102* 

50-263 

Q 

SCHULZ, R D 

9008120699* 

50-315 

G 

SCHULTZ, 0 E 

6000270344 

50-367 

0 

SCHULTZ, G E 

8000270354 

50-367 

a 

SCHUSTER, M D 

8008200007 

50-312 

6 

SCHUSTER, M D 

8008200400 

50-344 

0 

SCHWARTZ, S3 A 

8003190150 

State Prog 

SCHWARZ. P 

0000210292* 

50-243 

P 

SCHWARTZ, R 

0000120698 

FOIA 


schwencer, A 

0008120662 

50-250 

P 

SCHHENCER, A 

8008120668 

50-251 

F 

SCHWENCER, A 

0004280293 

50-266 

P 

SCHWENCER, A 

8004280299* 

50-266 

** 

SCHWENCER, A 

0004280304* 

50-266 

P 

SCHWENCER, A 

B0082 50054 

50-327 

P 

SCHWENCER. A 

8008250097* 

50-327 

P 

SCHWENCER, A 

B008S50066* 

50-327 

P 

schwencer, a 

8008060053 

SO-311 

F 

SCHWENCER, A 

0008 130706 

50-416 

A 

SCHWENCER, A 

0000060400 

50-350 

A 

schwencer, A 

8008010075 

50-520 

G 

SCHWENCER, A 

0000080201 

50-361 

A 

SCHWENCER. A 

8008080456 

50-458 

Q 

SCHWENCER, A 

BOOS! 40098 

50-416 

A 

SCHWENCER. A 

8008210571 

50-413 

M 

SCHWENCER, A 

0000210373* 

50-413 

Tl 

SCHWENCER, A 

8008000035 

50-416 

A 

SCHWENCER. A 

0OOB 140096 

50-416 

A 

SCHWENCEft. A 

B0082701 30 

50-329 

A 

SCHWENCER, A 

0008210117* 

50-36 1 

U 

SCHWENCER, A 

8000210124* 

50-361 

LI 

SCHWENCER, A 

000821 016S* 

50-361 

U 

SCHWENCER, A 

8000210172* 

50-361 

U 

SCHWENCER. A 

0008270605 

50-361 

H 

gCDTT, W J 

BOO 8 0500 10 

50-10 

D 

SCOTT, D J 

8008200209 

50-10 

S 

SCOTT, C P 

0000260376 

50-29 

J 

SCOTT. D. J 

8008200310 

50-249 

s 

SCOTT, D J 

0008260608 

50-237 

0 

SCOTT. J 

00001 50334 

50-466 

a 

SCOTT, D J 

8008260570 

50-10 

s 

SCOTT. D J 

0000260600 

50-237 

s 

SCOTT. D J 

8000270339 

50-249 

0 

SCOTT. D J 

0008260581 

50-237 

8 

SCOTT. D J 

8008260437 

50-249 

0 

SEAL, 11 H 

8008270218* 

50-320 

H 

BEALE. R. L 

8008080439 

ACRB 


SEALE, R L 

8008150379 

50-113 

R 

SEIDLE, W C 

0008110433 

50-382 

G 

SEIDLE, W C 

8000130410 

50-382 

0 

SEIDLg.W C 

8008180105 

50-382 

a 

SEIDLE. W C 

80001 BO504 

50-458 

0 

SEIDLE. W C 

6008060112 

50-49B 

6 

SEIDLE, W C 

8000200505 

50-382 

a 

SEIDLE. 14 C 

9008270506 

30-498 

Q 

SEIDLE, W C 

8OO01SO142 

30-462 

O 

SEIDLE, W C 

8008150149 

50-382 

a 

SEIDLE, U C 

0000280323 

30-462 

Q 

SEKULEH.S N 

0008070305 

50-237 

Q 

BEKULER.S N 

0000070311* 

50-237 

0 

SEKULEfl. S N 

0000220176- 

50-367 

Q 

SEKULEH, S N 

0008220170 

50-367 

G 

SERAD IAN, J A 

0000280134* 

50-213 

a 

SEYFRIT. K V 

0000140219 

70-560 


SEYFRIT.K V 

0008140221 

70-1311 


SEYFRIT.K V 

8008140222 

40-0550 


BEYFRIT.K V 

00001 40227 

40-8403 


SEYFRIT.K V 

0000140230 

40-8672 


9EYFR TT, K V 

BOOS 140232 

40-0611 


SEYFRIT.K V 

0000 140233 

40-7363 


SEYFRIT, K V 

0008180205 

70-2185 


SEYFRIT.K V 

0008180206 

40-8064 


SEYFR I T, K V 

0008180207 

40-86S4 


BEYFRIT.K V 

0008180291 

70-1374 



ACCESSION SUBJECT 
AUTHOR NUMBER CATEGORY 


SEYFRIT, K V BOOS 1 80293 70-854 

SEYFRIT, K V 0000180293 40-7580 

SEYFRIT. K V BOO010O297 70-437 

SEYFRIT.K V 8000100290 70-943 

SEYFRIT.K V 0008100299 40-S5BO 

SEYFRIT, K V 00081 00301 70-647 

SEYFRIT, K V 8008180304 70-1363 

SEYFRIT, K V 0000100303 40-7006 

SEYFRIT, K V 0008100306 40-3207 

SEYFRIT, K V 800S 100307 70-121 

SEYFRIT, K V 8000180309 40-0593 

SEYFRIT, K V 8000100311 40-7073 

SEYFRIT, K V 0008260633 70-292 

SEYFRIT, K V 8000260658 70-2096 

SEYFRIT, K V 0008260673 40-0806 

SEYFRIT, K V 8000260676 4O-0OQ6 

SEYFRIT. K V 0008140279* 40-7363 

SEYFRtT, K V 8000140258* 40-0350 

SEYFRIT, K V 0009140264* 40-8403 

SEVFRIT, K V 8000100324* 70-2103 

SEYFRIT, K V 8000180326* 40-0684 

SEYFRIT, K V 0008100327* 4O-7SB0 

SEYFRIT, K V 8000180329* 40-9580 

8EYFRIT, K V 0008180334* 40-0207 

BEVFRIT, K V 8000260687* 70-292 

SEYFRIT, K V 0008220479 40-0027 

SEYFRIT, K V' 0000070331 50-496 0 

SEYFRIT, K V 0008070336 30-480 0 

SEYFRIT, K V 0000070357 50-302 O 

SEYFRIT, K V 8000070339 30-482 0 

SEYFRIT, K V 8008070363 30-443 0 

SEYFRIT, KV 8008070390 30-313 0 

SEYFRIT, 16 V 0000070391 50-267 0 

SEVFRIT, K V 8008070393 30-209 0 

SEYFRIT, K V 8008070395 30-290 Q 

SEYFRIT. KV 0009220292 QA949 

SEYFRIT, K V 8000190084* QA99? 

SEYFRIT, K V 0000220404 30-267 0 

SEYFRIT, K V 8008260683 30-313 0 

SEYFRIT, K V 8008260609 50-289 0 

SEYFRIT, K V 0000260690 50-298 0 

SEYFRIT, K V 8008260693 90-267 0 

SEYFRIT, K V 9009190628 50-267 0 

SEYFRIT, K V 8008190629 30-313 0 

BEVFRIT, K V 8008190630 50-203 0 

BEYFRIT, K V 8000190632 30-290 0 

SEYFRIT, K V 0000140101 40-9027 

SEYFRIT, K V 8000140104 40-3433 

SEYFRIT, K V 8000140109 50-274 0 

SEYFRIT, K V 80081401 1 1 90-131 0 

SEYFRIT, K V 0008140119 40-8690 

SEYFRIT, K V 9000140116 40-1162 

SEYFRIT. K V 8008140119 40-86B1 

SEYFRIT, K V 8008140123 40-299 

SEYFRIT, K V 8008140123 40-2259 

BEYFRIT, K V 00091 40129 40-4442 

SEYFRIT, K V 8000140131 50-72 0 

BEYFRIT.K V 0008140133 50-199 0 

SEYFRIT, K V 8008140147 50-148 0 

BEYFS I T, K Vt 8008140149 50-252 0 

BEYFRIT.K V 8008140153 50-99 0 

SEYFRIT, K V 8008140194 90-112 0 

SEYFRIT.K V 8008140153 50-192 0 

BEYFRIT.K V 9008140158 50-262 0 

6EYFRIT, K V 8008140161 50-284 0 

SEYFRIT, K V 8008280306 50-313 Q 

BEYFRIT.K V. 800B280309 50-29B 0 

SEYFRIT, K V 8008190634 30-267 0 

BEYFRIT.K V 8009190635 30-29B <t 

SEYFRIT, K V 8008190637 30-285 Q 

SEYFRIT, K V 8000190638 50-313 0 

SEYFRIT, K V 8008060510 90-438 <3 

SEYFRIT.K V 8008130689 90-313 0 

SEYFRIT, KV 800S060044 90-498 0 

SEYFRIT, KV. 0008070141 50-458 0 

BEYFRIT.K V 8000080080 50-205 P 

SEYFRIT, K, V 8008260654 30-382 Q 

SEYFRIT.K V 0008260655 50-490 0 

SEYFRIT, K V 0008260659 30-445 9 

SEYFRIT, K V 8008260661 90-313 0 

SEYFRIT.K V, 0008260664 50-203 (1 

SEYFRIT, K, V 0008260672 30-482 Q 

BEYFRIT, KV. 0008180140 50-3S2 A 

SEYFRIT, K V 8008280293 90-44S 0 

8EYFRIT, K. V 8000280297 50-402 0 
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AUTHOR 

ACCESSION 

NUMBER 

SUBJECT 

CATEGORY 

AU THOR 

ACCESSION 

NUMBER 

SUBJECT 

CATEGORY 


SEYFRIT, K V 

0008200300 

50-498 

a 

SHIVELY, C ft 

8 008050224* 

50-360 

S 

SEYFRIT, K V 

0008200302 

30-382 

a 

SHIVELY, C N 

aoOSO5O?50* 

50-369 

s 

SEYFRIT, K V 

80081 503S0 

50-302 

a 

SHIVELY, C N 

800825050B* 

50-313 

s 

SEYFRIT, K V 

0008130354 

50-267 

Q 

SHOLLY. 8 C 

B00SO4O024 

50-207 

G 

SEYFRIT, K V 

0008150420 

50-462 

a 

SKQLLY. S C 

8008060423* 

50-2S7 

G 

SEYFRIT, K V 

8008150422 

50-458 

a 

SHDLL1.S C 

B0081 10350* 

50-20? 

G 

SEYFRIT, K V 

800B 150425 

30-478 

a 

SHDLLY. 8 C 

BO0BI 10348 

30-2S? 

G 

SEYFRIT, K V 

80081 SO420 

50-445 

0 

SHOLLY. S C 

HC0B26O509 

50-289 

G 

SEYFRIT, K V 

8008 1 50429 

50-285 

a 

SHOP SKY, W E 

0008190392* 

50-369 

A 

SEYFRIT, K V 

BOO814O530 

30-362 

a 

SHORE, E M 

300S0600I3 

90-367 

F 

SEYFRIT, K V 

0008140542 

50-482 

Q 

SHORO.E H 

BOOS 11 0494 

50-367 

A 

SEYFRIT, K V 

0008140544 

50-445 

Q 

SHORE), E H 

BOO820OO36 

50-367 

0 

SEYFRIT, K V 

8008140549 

50-490 

o 

EHORB, E M 

BOOB20OO83 

50-367 

0 

SEYFRIT, K V 

80091 405S3 

50-450 

G 

BHORQ.E M 

0000190475 

50-367 

A 

SEYFRIT, K V 

8008200424 

50-445 

0 

SHUEY, C 

8O0B22C072 

50-523 

0 

SEYFRIT, K V 

8000200425 

50-402 

0 

SHULER. P E 

0008220355* 

State Prog 

SEYFRIT. K V 

8009200427 

90-302 

0 

8HUH.E Y 

00080701 30* 

70-1113 


SEYFRIT, K V 

8008200432 

50-478 

0 

SHUMAN. J 

0008200403 

50-375 

A 

SEYFRIT, K V 

8008200434 

30-458 

Q 

SIEOEL.B L 

8003110130 

50-358 

A 

SEYFRIT, K V 

8008150453 

50-482 

0 

SIHWEIL, I 

8003120397* 

50-27 5 

T 

SEYFRIT, K V 

8008130456 

50-458 

0 

S1LDES0, J E 

3003010290 

50-27 7 

0 

SEYFRIT, K V 

8000150458 

50-470 

G 

8IL0ERO, J E 

0003040001 

50-277 

c 

SEYFRIT, K V 

8008 1504 59 

30-445 

G 

81LBER0, J E 

0003040074 

50-277 

0 

SEYFRIT, K V 

8000150460 

50-362 

0 

8ILDER0, J E 

0003040135 

50-277 

0 

SEYFRIT. K V 

8000200374 

90-302 

F 

SILBERO, J E 

0008040130* 

50-27 7 

0 

SHAfER.W D 

0008070021* 

50-312 

0 

SILDERO, J E 

8O0BO4O1 35 

50-277 

o 

SHAFER, U D 

0000100101* 

50-261 

G 

3ILBER0, J, E 

BOO 3040138* 

30-277 

0 

8HALLER, D V 

0008040093 

50-316 

6 

SILBERO, J E 

BO0BO4O14O* 

50-277 

0 

8HALLER, D V 

8009040156 

50-315 

8 

SILBERO, J E 

BOOSQ1O290 

50-277 

c 

SMALLER, D V 

8000150351 

50-316 

ft 

SILBERO. J E 

8009040001 

50-277 

0 

SHALLER, d v 

0000100341 

90-313 

ft 

SILDERO. J E 

0008040140* 

50-277 

0 

SHALL ER, D V 

8000260443 

30-313 

S 

SILBERO, J E 

3008040074 

50-277 

G 

BHALLER.D V 

8000260603 

50-316 

B 

SILDERO, J E 

0OOB26O4S7 

50-367 

0 

SHANAHAN, S M 

8008 1 00282 

30-289 

H 

SILBERO, J E 

0008370271 

50-307 

0 

SHANAHAN, 8 M 

8000 1B0339 

50-287 

H 

SILDERO, J E 

0008260487 

50-307 

0 

SHANAHAN, 8 M 

8000180343 

30-209 

H 

8U-BER0, J E 

0006270271 

50-307 

G 

SHANAHAN, 8 M 

8008160344 

50-289 

H 

SILDERO, J E 

000026046/ 

30-387 

0 

SHAtJ, L C 

8008210284* 

30-327 

P 

SILBERO, J E 

0008270271 

50-387 

0 

SHARP, R A 

8009110015* 

PROJ 


SILVEY, L 

0008200109* 

40-4472 


SHEA, J R 

8000260404* 

FDIA 


8ILVERSTR0M, L 

0008060015 

70-143 


SHEA, J R 

8008260610* 

F0IA 


SILVER, H 

0008120043 

50-23? 

p 

SHEA, J R 

8008130083 

SECY 


SILVER, H 

0006140462 

50-289 

1 

SHEA, J R 

8000270001 

SECY 


SILVER, H 

0000120033 

50-289 

F 

SHEA, J R 

8000270006 

8FCY 


SIMKO, A E 

0009130505 

50-320 

H 

SHEA. J 

8000260574* 

50-367 

A 

8IN0ER, L N 

BOOB20O567 

50-287 

0 

SHEA, ft H 

0000250032 

50-367 

0 

SISTER FRANCIS 

0OOBO5O474* 

70-2370 


SHEA, K H 

8000250032 

30-367 

0 

8KOVH0LT, 0 J 

0008080273* 

90-124 

P 

SHEFFY, A L 

80081 S0310* 

50-237 

H 

SLAUGHTER, 0 11 

BOOBHOSB6 

OEN TEC 

IS 

8HEHEEN, N N 

0000260001 

NUREO 


SLOAN, 0 E 

0007240353 

90-329 

s 

SHELLEY, W J 

8008260710* 

40-8006 


SLOSODIEN, M J 

0008070401 

State Prog 

SHELLEY, M J 

80092607 18* 

40-8506 


SMITH, K 

800S270S10* 

90-393 

M 

8HELLEY, « J 

8000260712* 

40-8006 


SMITH, R E 

000808004?* 

50-201 

P 

SHELLEY, W J 

8000260713* 

40-8586 


SMITH, 0 H 

0008060032* 

70-2749 


SHELLEY, D W 

8000070482* 

30-273 

A 

SMITH, J 

0000100250 

50-320 

H 

SHELLY, F 

80082704/9* 

50-344 

H 

8MITH.0 H 

BOOB1 10135* 

70-2100 


SHELLEY, W J 

8008200066 

70-1173 


SMITH, 0 H 

8008010193* 

40-8030 


SHELLEY, W J 

8008270187 

40-B027 


SMITH, P D 

0008260573* 

90-293 

P 

SHELLEY, W J 

8008120299 

40-2061 


SMITH, P 

BOOS 190039 

50-320 

H 

SHELTON, W (1 

8000170239* 

30-466 

0 

SMITH, 0 H 

00002801 19* 

50-213 

0 

SHEPARD, R L 

8000060123 

TDPREP 


SMITH, 0 H 

8003200319* 

50-443 

Q 

SHEPARD, A M 

8000110362 

50-443 

F 

SMITH, I H 

aooaoaoui* 

50-213 

0 

SHERWOOD, 0 0 

0008230237 

50-447 

0 

SMITH, M C 

aooao6oi63* 

90-206 

H 

SHERWOOD, 0 0 

8008190034 

50-461 

8 

SMITH, r C 

aooai 40029 

40-8692 


SHERWOOD, 0 0 

0008170471 

TOPRCP 


SMITH, T C 

0008140030* 

4 0-8692 


SHIELDS, S W 

0008110436* 

90-946 

Q 

SMITH, L L 

0008260001 

NUREO 


SHIELDS, S W 

8000070261* 

50-946 

a 

SMITH, P A 

BOOBO 10170 

CON TRAC T 

SHIELDS, 8, U 

80001 10439* 

50-946 

0 

SMITH, P A 

SOOBO 10234 

contract 

SHIELDS, S W 

8000220234 

30-946 

A 

SMITH, P A 

aooao 10238 

CONTRACT 

SHIELDS, 8 W 

80081 10109 

50-546 

A 

SMITH, P A 

a 0080904 7 I 

CONTRACT 

SHIELDS, 8 W. 

8000040090 

50-946 

0 

SMITH, P A 

8008050909 

CONTRACT 

8HIELDS, S W 

800B1900B3* 

90-946 

8 

SMITH, P A 

8008060388 

CONTRACT 

SHIELDS, 8 W 

0000190639* 

50-946 

0 

SMITH, P 

8008060401 

CONTRACT 

SHIELDS, 8 W 

0008050034 

90-546 

6 

SMITH, T H 

8008120605* 

50-213 

0 

SHIELDS, S W 

0008060290 

50-546 

8 

SMITH, J H 

0008010228 

RES 


SHIELDS, S W 

8008090338 

50-946 

8 

SMITH, 0 H 

0008010135 

40-9050 


SHIELDS, S W 

8000260328 

50-546 

A 

SMITH, 0 H 

0003110133 

70-2100 


SHIELDS, N 

8008120177* 

90-393 

A 

SMITH, P, A 

8008050142 

CONTRACT 

SHIELDS, 3 W. 

8000250011 

50-946 

0 

SMITH, P. A 

0000050146* 

CONTRACT 

SHIELDS, 8 W 

0000200332 

90-946 

S 

SMITH, 0 H 

800828 01 03 

50-213 

Q 

SHIFFLETT, H 

8008270081* 

90-2B9 

H 

SMITH, H 0 

8008060446 


SHIMA, 8 

0008170040 

XPDRTL1C 

SMITH, 0 

8008060397 

HE 


BHIMECK, D J 

B0081 40127 

RES 


SMITH, 0 H 

8009280291 

50-443 

a 

SHIMSHAK, R E 

8008050318 

50-40? 

I 

SMITH, 0 H 

8003070178 

70-135 


6HIM9HAK, R E 

0008130341 

30-409 

P 

SMITH, D E 

80082 1 0281* 

30-327 

p 

SHIRLEY, N. C. 

8000190343* 

50-466 

0 

GMITH60N, J D 

8008050281* 

50-327 

s 




ACCESSION 

SUBJECT 


AUTHOR 

NUMBER 

CATEGOR 1 

SMITH, P 


800806C408 

CONTRACT 


9M1TH50N. J D 

8000050356* 

50-327 

£ 

SMITH, R L 


8003120366 

50-271 

f 

SMITH, 0 H 


0OO8P7O1O8* 

50-247 

F 

SMITH, I W 


00081 10491 

50-287 

( 

SMITH, R L 


0008110396 

50-271 

t 

SMITH, I W 


00031 10497 

50-361 

C 

SMITH, I W 


80031 10502* 

50-361 

0 

SMITHSON, J D 

00091 20434* 

50-327 

c 

SMITH, I W 


80081 20 7 1 4 

50-20? 

C 

SMITH, R L 


8003190313 

Su-27 1 

f- 

SMITH, M P 


SC 082603 76 

50-29 


SMITH, I W 


8003250903 

50-2S9 

c 

SMOKER, C 

S 

0009040061 * 

50-305 

B 

SMOKER, C 

S 

8009130543* 

50-305 

c 

8N AIDER, R 

P 

8008140467 

GEN TEC 

IS 

8NIEZEK. J 

H 

80082602*7* 

50-437 

Q 

SNOUE, 0 J 


8008270350 

1P0RTL I C 


SNYDER, B 

J 

BOOS 120654 

SO- 320 

H 

SNYDER, 8 


8008010074* 

50-320 

H 

SNYDER, B 

J 

8008070509 

50-320 

H 

SNYDER. B 

J 

8000070525 

50-320 

H 

SNYDER. B 

J 

8008120153 

50-320 

H 

SNYDER. B 

J 

3000270165 

50-259 

H 

SNYDER, B 

J 

0000080043 

50-320 

P 

SNYDER, D 

J 

8000120159 

50-320 

H 

SNYDER. B 

J 

8000120199 

50-320 

K 

SNYDER. B 

J 

3006070293 

50-320 

H 

SNYDER. B 

J 

8000110425 

50-320 

H 

SNYDER. D 

J 

900B070249 

50-320 

H 

SNYDER, D 

J 

8000070269 

50-320 

H 

SNYDER. D 

J 

8008030100 

50-320 

H 

SNYDER. B 

J 

8000080239 

50-320 

H 

SNYDER, 0 

J 

3008080404 

50-320 

H 

SNYDER, 8 

J 

3006030470 

50-2B9 

H 

SNYDER. D 

J 

8008 1 1 003 1 

50-320 

H 

SNYDER, B 

J 

0003110033 

50-320 

H 

SNYDER, B 

J 

0008 1 10037 

50-320 

H 

SNYDER, 8 

J 

800BI 10044 

50-320 

H 

SNYDER, 0 

J 

30081 10053 

50-320 

H 

SNYDER, 8 

J 

80001 10067 

50-320 

H 

SNYDER, B 

J 

80001 10092 

50-320 

H 

SNYDER, D 

J 

8008] 10100 

50-320 

H 

SNYDER, B 

J 

3006130701* 

50-320 

H 

SNYDER, J 

H 

SOO0 180660 

50-320 

H 

SNYDER. 8 

J 

8000200002 

50-320 

H 

SNYDER, B 

J 

B0DB120136 

50-320 

N 

SNYDER, P 

J 

8008080470 

50-2&9 

H 

SNYDER, 0 

J' 

8008000475 

50-269 

H 

SNYDER, 8 

J 

00,00000504 

30-26? 

H 

SNYDER, B 

J 

8008000903 

50-289 

H 

SNYDER, U- 

J 

8000080507 

50-289 

H 

SNVOER, 0 

J 

S0081 10001 

30-28? 

H 

SNYDER, 8 

J 

6003110002 

50-2&9 

M 

SNYDER, 0 

J 

0003110003 

50-26? 

H 

SNYDER, 0 

J 

0000110006 

50-28? 

H 

SNYDER, 0 

J 

6000110008 

50-28? 

H 

SNYDER. B 

J 

8003110011 

50-269 

R 

SNYDER, 0 

J 

6008120242 

50-320 

P 

SNYDER, 0 

J 

0008120246 

50-320 

F 

SNYDER, 0 

J 

8003280516 

50-20? 

H 

SNYDER, 9 

J 

000925032 2 

50-28? 

H 

SNYDER, 9 

J 

0008250363 

50-320 

H 

SNYDER, 9 

J 

0008250373 

50-26? 

H 

SNYDER, B 

J 

•0SCB25O45O 

50-320 

H 

SNYDER, 8 

J 

8008250759 

50-320 

H 

SNYDER, 0 

J 

8003260201 

50-320 

G 

SNYDER, 0 

J 

8008260716 

50-320 

H 

BNYDER, B 

J 

8008270067 

50-26? 

M 

SNYDER, 0 

J 

8008270039 

50-207 

H 

SNYDER, 0 

J 

8009270093 

50-26? 

H 

SNYDER, 0 

J 

9009270106 

5U-26? 

H 

SNYDER, 0 

J 

800827022? 

50-26? 

H 

SNYDER, 0 

J 

600927024 4 

50-320 

H 

SNYDER, 8 

J 

0009280010 

50-320 

H 

SNYDER. B 

J 

0008280013 

50-269 

H 

8NYBER, B 

J 

00082600? 7 

50-320 

H 

SNYDER, 0 

J 

0008280353 

50-207 

H 

SNYDER, B 

J 

0003280375 

50-289 

ft 

SNYDER, B 

J 

000828041 1 

50-267 

H 

SNYDER, B 

J 

8008220430 

50-320 

0 

SNYDER, B 

J 

8008250321 

50-209 

H 

SNYDER, B 

J 

800825033? 

50-20? 

H 

SNYDER, B 

J 

80082S0365 

50-2B? 

H 

SNYDER, B 

J 

800026023* 

50-269 

H 


PERSONAL AUTHOR INDEX 


AUTHOR 

ACCESSION 

NUMBER 

SUBJECT 

CATEGORY 

SNYDER, D J 

80Q82606B2 

50-320 

P 

SNYDER, B J 

8008260030 

50-320 

H 

SNYDER, 8 J 

8006260108 

50-320 

H 

SNYDER, EJ J 

3008260157 

50-320 

H 

SNYDER, 0 J 

800826024*? 

50-320 

H 

SNYDER, B J 

B 00326 0276 

50-209 

H 

SNYDER, B J 

8008260707 

50-269 

H 

SNYDER, 8 J 

6009260723 

50-320 

H 

SNYDER, B J 

6008260/37 

50-320 

H 

SNYDER, 8 J 

8008270213 

50-320 

H 

SNYDER, B J 

SNYDER , & J 

0008270237 

8000200012 

Ml SC 
50-320 

K 

SNYDER, 0 J 

0003280514 

50-239 

H 

BMttHKI. S H 

8003040123 

50-483 

G 

80MINKI, 8 H 

8003130334 

50-466 

0 

BOMINKI.S 11 

8008130455* 

50-466 

0 

80HINKI, 8 M 

8008 130460* 

50-466 

D 

GOHINKI.S M 

3008130370 

50-466 

0 

BOKINKl, 6 n 

8008140345 

50-466 

0 

BOHINKI, 8 tl 

3008260044 

50-466 

G 

SDD, P 

8QUDER, J L 

aoosoioii7 

8008270037 

NUREO 

50-402 

A 

SQUDER, J L 

8OO023O1B1 

50-482 

A 

SOURER, J L 

0008280 134 

50-463 

A 

SOUDER, J L 

8008280218 

50-4B3 

A 

SPADY, R. U 

80082 10416* 

50-313 

P 

SPANGLER, ft 0 

8008180172* 

50-290 

a 

SPANGLER, N 8 
8PEAR, R H 
SPENCER, W C 

BQ0B26OO17 

8008140267* 

8003130396* 

NUREG 

40-8403 

50-230 

a 

SPENCER, O S 

8003270443* 

50-300 

0 

SPENCER, 0 8 

BOO BO 10094 

50-460 

Q 

SPENCER, 0 S 

0003070404 

50-523 

0 

SPENCER, W, C 

8008060251 

50-281 

0 

SPENCER, o a 

SO0B27O432 

50-503 

0 

SPEROFF, R 

8008120423* 

50-249 

s 

GPERQFF.fl 

8000260592* 

50-237 

s 

SPE89ARD, R L 

30081 10090* 

50-254 

Q 

8PC03AHD, ft L 

9008140361* 

50-373 

Q 

SPETH, 0 

9008260568 

50-367 

A 

SP 1EQEL, 0 

6008050456 

50-445 

M 

SPIEGEL, 0 

8000000357 

50-445 

M 

SPIEGEL, 0 

8000280666 

50-445 

tl 

SPIEGEL, 0 

8008260666 

50-445 

M 

3PIELES, P 

SPIELES, P 
SPIELER, P 

6PIELE3, P 
BPRENCEL, J F 
SPRINGER, E R 

80090S0401 

8008060275 

8008130065 

BO 00 130069* 
8000050496* 
B003140330* 

40-8697 

40-83B0 

40-3697 

40-3697 

CONTRACT 

50-2Q9 

I 

BPRINOER, D 

S003I 30678 

50-463 

0 

SPRINGER, E R. 

0003140340 

50-289 

J 

SPRrNOER, E R 

3006220175 

50-269 

0 

STACHNIAK, fl 

8008260609* 

50-237 

8 

STAHL Ei C H 

0008060043 

30-311 

P 

8TAIILE. C 

0003110122 

50-390 

A 

STAHLS, C H, 

800B21 0574 

30-31 1 

P 

STAHL, D H 

0008150377 

50-445 

M 

STAHL, D M 

300B 150377 

30-445 

M 

STAHL, D. N 

0008150377 

50-445 

M 

STAHL, D M 

BCO01 50377 

50-445 

M 

STAHL, D M 

8008150377 

50-445 

11 

STAHL, D H 

8003220096 

50-445 

tl 

GTAHL, D H 

8003220096 

50-445 

tl 

BTAHIft IS, D 

8003220063 

50-329 

0 

8TAMJRJB, B 

0008210067 

50-329 

G 

0 TAHIR 13, B 

8006280663 

50-329 

G 

8TANCAVASE, P ft 

6008 190057* 

30-466 

0 

STARK, R n 

0000180039 

50-387 

A 

STARKEY, « B 

90081 2051? 

30-261 

6 

STARKEY, R Q 

0009180929* 

50-26 1 

8 

STARKEY, I! 8 

3000120597 

50-261 

R 

STARK, ft |1 

3008190070 

50-387 

A 

STARK, R H 

8008260156 

60-307 

F 

BTARKEV.ft 8 

000026054 1* 

50-261 

S 

BTARKEY, R 8 

8000260549 

80-261 

8 

gtari<ey, r a 

8QQ027O34Q 

50-261 

R 

BTAU0, H 6 

B0082S034B* 

50-289 

H 

STEARNS, IR, 0 

STEIN, H J 

BTEINHAQEN.C C 

8003160647 

B003010116 

8003130686 

HUfiEO 

TOP REP 

50-317 

H 

0T6KETEE, P U 
STELUJ, V, 

8003270360 

8008070044* 

RH 

30-344 

0 

BTELUJ, V 

8003000447 

30-293 

0 

STELLO, V 

8000 200025* 

50-293 

H 


AUTHOR 

ACCESSION 

NUMBER 

SUBJECT 

CATEGORY 

STELLO, V 

8009130099 

50-546 

H 

STELLO, V 

8003130246 

90-324 

a 

STELLO, V 

8C03QBO52 1 

50-280 

a 

6TELL8, V 

8003270681 

90-280 

0 

BTELLO, V 

8003070025 

90-324 

a 

STELLO. V 

8008180349 

SO- 3 1 7 

0 

STELLO. V 

BOO&l 30096 

S0-2B6 

0 

STELLO. V 

8000120627 

90-346 

s 

STELLO. V 

8008270420 

50-320 

0 

STELLO. V 

BOOB 2 50406 

50-498 

H 

STELLO, V 

3008280001 

30-498 

H 

STELLO, V 

0008280336 

50-496 

H 

STELLO, V 

Q00B2B0550 

50-546 

H 

STELLO, V 

900S270499 

50-322 

0 

STELLO, V 

8000280024 

50-293 

H 

STELLO, V 

8008280309 

50-259 

a 

STEPHENSON, & B 

6008050313 

50-249 

s 

STEPHENSON, B 8 

8003120411 

50-249 

a 

STEPHENS ON, ft B 

BO 031 203 31 

50-237 

3 

BTEPTOE, P P 

B0031309 1 B 

50-373 

H 

8TEPT0E, P P 

8003210379 

50-237 

0 

STEPTOE, P P 

8003210379 

30-237 

G 

STERNBERG, D Jt 

8008230552* 

50-344 

a 

STETKA.T F 

0008060169* 

90-333 

a 

STEVENS, S C. 

0OO0OSO259 

50-285 

s 

STEVENS. 0 C 

6000030267 

50-283 

s 

STEVENS. 8 C 
STEVENSON, R L 

0006000209 

8008130261* 

50-285 

70-1257 

s 

STEVENS, a C 

B008 120543 

50-285 

6 

STEVENS, S 

BOOB 130484 

50-285 

8 

STEVENS, 8 C 

0008180365 

50-205 

8 

STEWART, R C 

3008130414* 

50-382 

a 

STEWART, R C 

8000110437* 

50-382 

a 

STEWART, ft C 

8008160166* 

50-302 

0 

BTILWELLrT C 

6008200064* 

30-321 

p 

8TILWELL, T C 

8008200121* 

50-239 

p 

6TICWELL, T C 

6008200131* 

50-277 

p 

8T1LWELL, T C 

8006260329* 

30-219 

p 

BTIRN.R C 

STOHR. J P 

80 08190 113* 
0006060175 

30-466 

27-47 

G 

STOUR, J P 

80030101 86 

50-250 

a 

STOHR, J P. 

00031 10114* 

50-369 

0 

STOHR, J P 

80031 101 19* 

50-369 

a 

STOHR, J P 

800318020? 

50-364 

0 

STOHR, J P 

0003140372* 

50-36? 

a 

STOHR, J P 

8008270326 

50-335 

0 

8T0HS, J P 

9008100608* 

50-36? 

Q 

8T0HR, J.P 

aooe 1 B 0612 * 

50-369 

a 

3T0HR, J P 

3008150186* 

50-491 

o 

8T0HR, J P 

3008220040* 

50-269 

0 

aroHR, j p 

3003220120 

50-370 

a 

STONER , P 8 

30002601 16* 

50-320 

H 

STOUT, J W 

800B040163 

30-317 

S 

8TRACHAN, A ft 

8008050070* 

30-206 

8 

STRATMAN, ft A 

BOOS1 10336* 

50-336 

S 

STRATMAN, ft A 

B00SI204 97* 

50—336 

8 

STflEETEft, J F 

8003280343* 

50-253 

P 

8TRONO, H 

8002200943 

50-320 

H 

STRONG, T ft 
STRVHWABSER.H J 

0003200026* 

0003040036 

WASTE MOT 
PROJ 

STUART, I F 

8TUCKI, J F 

SULL I VAN, U H 
8ULLIVAN, T J. 

0006190243* 

0008260719* 

0008140601 

0008010288 

50-466 

70-2396 

WUREO 

PR 

0 

SULLIVAN, J 1 a 

0008060287* 

50-219 

V 

SULL IVAN. J H 

80000 50345* 

50-327 

6 

GULL IVAN, ft A 

8000 190061* 

50-466 

0 

SULLIVAN, T J 
SUMMERS, R 

0008210485 

8008110097* 

50-329 

70-371 

A 

SUMNER, J 

8008070474* 

50-275 

A 

SUMPTER, J, R 

8 0080 BO 502* 

30-466 

0 

8USEE.R. 

SUTTON, J W 
6WANBY.0 T 
SWANBY.G T 

8008060260* 

B008130684* 

B0O8CBO43B 

8003120679 

50-344 

0A799 

40-3453 

40-3433 

V 

SWANS EN, E ft. 

0000120699* 

50-315 

Q 

SWANSON, D T, 

8003120461 

30-70 

0 

BWART, F E 

8003270030 

50-267 

a 

SWART, F. E 

000 B 2/0026 

30-267 

0 

SWARTZ, L. L 

80080 10297 

30-239 

0 

SWARTZ, L L 

0OOBO4OO75 

50-275 

0 

SWARTZ, L L 

800B040Q79* 

50-275 

0 

SWARTZ, L L 

8008060049 

50-289 

0 

SWARTZ, L L, 

3008060053 

30-28? 

0 

8WARTZ.L L 

80DBO 70454 

30-289 

0 


AUTHOR 

ACCESSION 

NUMBER 

SUBJECT 

CATEGORY 

SWARTZ, L L 

0000070313 

50-289 

0 

8WARTZ, L L 

800826 0348 

50-209 

0 

SWARTZ, L L 

BOO82801BS 

50-2B9 

Q 

SWEARINGEN, J D 

8000110440* 

30-327 

8 

8WEARINGEN, J D 

0000250408* 

30-327 

5 

SWEENEY, L E 

000303036 1 

SO- 28? 

2 

SWEENEY, L E 

0000120361 

30-28? 

4 

SWEENEY, L E 

6008230335 

50-29? 

9 

SWEENEY, L E 

8003290621 

50-29? 

1 

8WEENEY, L E 

3006260264 

30-28? 

1 

SYLVIA, B R 

8004230337 

50-33? 

P 

SYLVIA, B R 

0DOB2SOO63* 

50-281 

0 

SYLVIA, B R 

0003260267* 

50-230 

a 

SYLVIA, B R 

8009010271 

50-33? 

f 

SYLVIA, B R 

0009010266 

50-290 

4 

SYLVIA, 8 fi 

8009010291 

50-338 

R 

SYLVIA, B. R 

3003040042 

50-339 

p 

SYLVIA, B. R 

800805016 L 

50-339 

p 

SYLVIA, B R 

3009090029 

50-331 

p 

SYLVIA. B R 

6006050029 

50-338 

ft 

SYLVIA, B. R 

8008060315 

50-280 

0 

SYLVIA, B R 

3006060320 

50-200 

a 

SYLVIA, B. R 

3008070460 

50-280 

f 

SYLVIA, B R 

8008090318 

30-200 

4 

SYLVIA, B. R 

3009090379 

30-339 

a 

SYLVIA, B R 

0003140390 

50-280 

F 

SYLVIA, B R 

0008130426 

30-300 

ft 

SYLVIA, 8 R 

8008190505 

30-231 

a 

SYLVIA, B R 

0000190279 

30-33B 

p 

SYLVIA, B R 

8008190560 

50-280 

r 

SYLVIA, B R 

0000220139 

90-039 

p 

SYLVIA, B ft 

8008220200 

50-339 

p 

SYLVIA, B R 

8008220209 

50-038 

8 

SYLVIA, 8 ft 

8009250464 

50-280 

4 

SYLVIA, B R 

8003260513 

50-291 

a 

SYLVIA, B R 

80082803 87 

50-33? 

p 

SYLVIA, B R 

8009200423 

50-280 

H 

SYLVIA, B R 

9000290431 

50-339 

a 

6YNDER, B J 
8ZWAJK0WSK1, ft 

9ZWAJK0W&KI, H 
BZUAJKOWSKI/R 

6 ZWA JKOWSK I , M 
8ZWAUKQW8KI , R, 
3ZWAJK0WBKI, R W 

8ZWAJK0W8K1.R W 
SZWAJKOWSKI, R 
8ZWAUK0WSKI, R 

tabqada, a. 

900B260738 

3008080264 

0009090407 

3003090264 

0008030407 

8008080417* 

8009200078 

0008200078 

8008250710 

8000290710 

0003140059 

50-28? 

70-1308 

70-1309 

70-1308 

70-1309 

70-1309 

70-1300 

70-1309 

70-1300 

70-1308 

NUREO 

w 

TALWANI , P 

8008200157* 

50-395 


TAPIA, J I. 

TARDUNO, M 

TAT8CH, R E 

8008270514* 

8009130220* 

9009180376* 

30-490 

40-1162 

70-1363 

Q 

TAUBER, H 

8008120522 

30-341 

F 

TAUBER, H 

TAUKE, ft 

8008120547 

BOOBOlOtlO 

50-341 

Pft 

A 

TAYLOR, J. H 

0007230239 

30-320 

& 

TAYLOR, J H 

TAYLOR, J H 

0009070481 
800813061 S 

30-404 

TOPHEP 

9 

TEDESCO, R L 

9003120345 

30-267 

F 

TEDE6CD, R. L 

8009090057 

30-440 

A 

TEDESCO, ft L 

9008060454 

50-341 

A 

TEDESCO, R. L 

8008140383 

30-327 

P 

TEDESCO, R L 

8008070117 

30-390 

A 

TEDESCO, R. L 

8008080089 

30-36? 

A 

TEDESCO, ft L 

9008080093 

30-36? 

A 

TEDESCO, R L 

8008110019 

30-142 

P 

TEDESCO, R L 

8000110244 

30-364 

A 

TEDESCO, R L 

8008140327 

30-308 

A 

TEDESCO, R. L 

8008110058 

30-339 

F 

TEDESCO, ft. L 

8008140603 

90-397 

4 

TEDESCO, R L 

8008140609 

30-367 

4 

TEDESCO, R L 

8009270197 

30-369 

A 

TEDESCO, fi L 

0008130318 

30-327 

P 

TEDESCO, R L 

8008190056 

50-327 

P 

TEDESCO, R L 

8008270134 

50-460 

A 

TEDESCO, fi L. 

9008130020 

50-327 

P 

TEDESCO, ft L. 

00082 10206 

50-327 

t 

TEDESCO, R L 

BOOB I 80 162 

30-410 

A 

TEDESCO, fi L 

8008260735 

30-382 

A 

TEDESCO, R L. 

3003270200 

30-387 

A 

TEHRANCHI, F 

8008120373* 

30-366 

P 

TEMME, M 

TENZER, R E. 

TENZEft, B. E 

8008260271* 

8003010179* 

8003130339 

30-346 
0A999 
TOP REP 

P 
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AUTHOR 

ACCESSION 

NUMBER 

SUBJECT 

CATEGORY 

AUTHOR 


ACCES5ECN 

NUMBER 

SUBJECT 
CATEQQR Y 

TEAL. A H 


0000140403 

PR 


TR10BLE, J E 

0000070321 

50-271 

P 

UHRIO.R E 


3000280026 

50-335 

Q 

THOMAS. T A 


0008200377* 

CONTRACT 


TRIMBLE, D C 

0004230471 

50-313 

S 

UHRIO.R E 


8006120427 

50-335 

P 

THOMAS R D 


0OOS27O33B* 

50-206 

Q 

TRIMBLE, D C 

0000270317 

50-313 

0 

UHRIO.R E 


0008150424 

50-250 

P 

THOMAS. R 0 


0003120335# 

30-10 

0 

TRIMBLE, D C 

S00BI902B2 

50-313 

0 

UHRIO, R E 


eooai 50)92 

50-250 

1 

THOMAB. M 


00031 10070* 

50-390 

a 

TRIMBLE. D C 

0OOB2SOO22 

50-313 

a 

UHRIO.R E 


0008250594 

50-250 

P 

THOMAS, M 


BOOSOSO 1 30* 

50-424 

Q 

TRIMBLE, D C 

B008170203 

50-313 

a 

UHRIO. R E 


0008250624 

50-335 

P 

THOMAS, E B 


8000060210 

50-220 

P 

TRIMBLE, D C 

0000040162 

50-360 

8 

UHRIO, R E 


6008260560 

50-250 

P 

THOMPSON, O 

A 

80QSOB0447 

50-70 

0 

TRIMBLE, D C 

BOOBOSOOSS 

50-313 

a 

ULIN, D R 


0008070500 

90-397 

H 

THOMPSON, D 


8000070013 

50-324 

B 

TRIMBLE, D C 

800005 0207 

50-360 

6 

ULLRICH, W T 


8006070099 

50-27B 

S 

THOMPSON, 0 


8000120683 

50-320 

S 

TRIMBLE, D C 

BO0BO5O243 

50-36B 

S 

UPRIGHT, C 41 


8008280263* 

50-330 

0 

THOflNflUAO, H D 

0008270506* 

50-322 

a 

TRIMBLE- D C 

0009050465 

50-36B 

P 

UPR IGHT, C rt 


8000010244# 

50-364 

Q 

THORNBURG, H D 

0000100283 

50-341 

H 

TRIMBLE, D C 

9008100199 

30-313 

F 

UTLEY, E E 


8006280370 

NUREO 


THORN1URO. H D 

0000130252 

50-341 

H 

TRIMBLE, D C 

0008130467 

50-313 

S 

UTLEY, E E 


6006040149 

50-261 

P 

THOflNSUROH 

R 

0008040107 

50-320 

P 

TRIMBLE, D C 

aooai 70233 

90-313 

a 

UTLEY, E E 


8006050197 

50-261 

F 

THORNBURG, H D 

0008080524 

50-397 

If 

TRIMBLE, D C 

0000060205 

50-360 

s 

UTLEY, E E 


8000050206 

50-324 

F 

THRALL, V D 


0008130259* 

CONTRACT 


TRIMBLE, D C 

0000100190 

50-360 

p 

UTLEY, E E 


BOQ8Q6O290 

50-261 

F 

THURMAN, P 


8000120339* 

50-263 

8 

TRIMBLE, D C 

0000100179 

50-313 

p 

UTLEY. E E 


8008060344 

50-324 

F 

THURMAN, 0 8 

S0081 50371# 

50-273 

G 

TRIMBLE, D C 

0008000260 

50-313 

s 

UTLEY, E E 


8008000252 

50-324 

P 

THURMAN, 0 8 

8000150371* 

30-275 

0 

TRIMBLE, D C 

9000000299 

50-313 

s 

UTLEY, E E 


8008000258 

50-324 

F 

TlEPtLi E W 


800B0702I2 

40-0502 


TRIMBLE, 0 C 

0000000309 

50-313 

3 

UTLEY, E E 


8000080273 

50-261 

F 

TlEPELf E W 


S0081 20304 

40-9302 


TRIMBLE, D C 

8000000290 

30-360 

S 

UTLEY, E E 


8008120506 

50-324 

P 

TIERNEY, F P, 

8000030310 

50-306 

S 

TRIMBLE, 0 C 

00001 10422 

50-369 

3 

UTLEY, E E 


6006120515 

50-261 

P 

TILLMAN, A 


8000150313# 

50-259 

0 

TRIMBLE, D C 

0000120403 

50-313 

S 

UTLEY, E E 


6003130551 

50-261 

P 

TIMKO, B R 


8000190473* 

50-334 

R 

TRIMBLE, D C 

0000160420 

50-313 

F 

UTLEY, E E 


BOOS 1 50394 

50-26L 

a 

TOBIN, W J 


8000070024# 

50-324 

Q 

TRIMBLE, D C 

0000210412 

50-313 

P 

VAN BRUNT. E 

E 

B003270492* 

50-528 

s 

TODD, 0 A 


8000140369* 

70-1201 


TRIMBLE, D C 

0000180415 

50-313 

5 

VAN BRUNT, E 

E 

6006270501* 

50-528 

s 

TOLAN, J, H 


8000000314 

REGQD 


TRIMBLE, D C 

6000200265 

50-360 

R 

VAN BRUNT. E 

E 

8000270226* 

50-520 

s 

TOLL I SON, A 

C 

8000120511* 

50-324 

S 

TRIMBLE, D C 

0009220206 

50-368 

R 

VAN BRUNT. E 

E 

8006050472 

50-520 

s 

TOLL I SON, A 

C 

8008050036 

50-325 

0 

TRIMBLE, D C 

BOOB290504 

50-313 

S 

VAN BRUNT, E 

E 

0006050416 

50- 5 2a 

s 

TOLLIBON, A 

c. 

800B030039# 

50-325 

S 

TRIMBLE, D C 

6000250642 

50-368 

S 

VAN BRUNT, E 

E 

8006050332 

50-528 

A 

TOLL I EON, A 

c 

0OOBO5OO42 

50-325 

s 

TRIMBLE, D C 

6009250545 

50-366 

s 

VAN BRUNT, E 

E 

60001 10308 

50-528 

F 

TOLLIBON, A 

c 

0008050047# 

30-325 

0 

TRIMBLE, D C 

6000260370 

50-360 

p 

VAN BRUNT. E 

E 

80001 10403 

50-528 

A 

TOLL ISON, A 

c 

0003090451 

50-325 

B 

TRIMBLE. D C 

B008260395 

50-313 

6 

VAN BRUNT, E 

E 

8009130590 

50-528 

S 

T0LLI80N, A 

c 

0003060326# 

50-324 

V 

TRIMBLE, 0 C 

6009280392 

50-369 

& 

VAN ERP, J B 


B008270137# 

one 


TOLL ISON, A 

c 

0000060331# 

50-324 

V 

TRIMBLE, D C 

0000260444 

50-313 

6 

VAN HILTEN, 

R 

6008130663* 

0A999 


TOLLIBON, A 

c 

8008060334* 

50-324 

V 

TRIMBLE, D C 

6009260452 

50-313 

6 

VANDELL, T 


800B190190 

40-0452 


TOLLIBON, A‘ 

c 

8008060323 

30-324 

V 

TRIPP, L E 

6000120618# 

50-307 

0 

VANDELL, T 


8C0B270395 

40-8432 


TOLLIBON, A 

c 

8000040037 

30-324 

0 

TRIPP, L 

BOOB 130277# 

50-352 

a 

VANDENBUROH, 

D 

8009250437 

90-27 

P 

TOLL I SON, A 

c 

8000030457# 

50-323 

8 

TRIPP, L E 

80QB050093# 

50-322 

a 

VANDDORN. P K 

0OOB2BO2O4# 

90-518 

0 

TOLLIBON, A 

c 

80001 10411 

30-324 

6 

TRIPP. L E 

QO0BO6O443# 

50-352 

o 

VANOOORN. P K 

6003180226* 

50-553 

0 

TOLLIBON, A 

c 

B00B11O4I8# 

30-324 

s 

TROUP, 0 L 

0OOBO6O1 79# 

27-47 


VANSICKEL. J 


6003190581* 

50-331 

B 

TOLLIBON, A 

c 

0008120339 

30-325 

8 

TROUP, 0 L 

0000110119# 

50-369 

0 

VAN91CKEL. J 


BO 09210363* 

90-331 

fi 

TOLL I SON, A 

c 

B00B120347* 

50-325 

B 

TROWBRIDGE, 0 F 

£3000040027 

50-269 

0 

VARACALl E. D 

J 

600014051 1 

NUREO 


TOLL T SON, A 

c 

0008110357 

50-325 

8 

TROWBRIDGE, 0 F 

0OOB21O397 

50-269 

G 

VARELA, A 


B009D60090# 

90-209 

0 

TOLLIBON. A 

c 

0009120324 

50-324 

0 

TROWBRIDGE, 0 F 

0OOB2 10397 

50-269 

0 

VARGA, S A 


6003 S 20032 

90-247 

p 

TOLLI0ON, A 

c 

0009120332* 

50-324 

8 

TROWBRIDGE, 0 F 

8000200667 

50-269 

0 

VARGA, S A 


0008270220 

90-206 

p 

TOLLIBON, A 

c 

9008120900 

50-324 

B 

TROWBRIDGE. 0 F 

9000230669 

50-269 

0 

VARGA, S A 


0008120022 

80-247 

p 

TOLLIBON, A 

c 

0009190214 

50-324 

R 

TRU8BELL, H H 

8000130218 

40-0064 


VARGA, 3 A 


6006130296 

90-250 

Q 

TOLLIBON, A 

c 

9009100457 

50-324 

B 

T8A I , C C 

8000140121 

RES 


VARGA, S A 


0008130309 

30-226 

P 

TOLLIBON, A 

c 

0009190466# 

50-324 

S 

TUN8TALL, J E 

0000260363# 

CONTRACT 


VARGA, S A 


0008 130609 

50-250 

P 

TOLLIBON, A 

c 

8008200274 

50-324 

Q 

TURK, 8 E 

0006060046 

50-445 

G 

VARGA, 6 A 


8006130614 

90-280 

P 

TOLLIBON, A 

c 

3000170420 

50-325 

S 

TURK, S E 

0000200069 

70-2909 


VARGA, S A 


8006140040 

90-349 

P 

TOLLIBON, A 

c 

0000170302# 

50-325 

s 

TURK, S E 

0000200006 

70-2909 


VARDA, S A 


0000200060 

50-261 

P 

TOLLIBON, A 

c 

9000200261 

50-324 

8 

TURK, B E 

600B280213 

50-445 

G 

VASQA, S A 


0008130271 

50-303 

F 

TOLLIBON, A 

c. 

9009200273# 

50-324 

9 

TURLEY, R E 

0OOB19O375 

50-72 

f 

VARGA, S A 


8008130283 

90-250 

P 

TOLLIBON, A 

c 

0009170470 

50-324 

0 

TWEED, R h 

0000030095# 

lOCFR 


VARGA, a A 


BOOB 140228 

50-316 

P 

TOLLIBON, A 

c 

8000200276 

50-325 

8 

TWEED, R M 

0OOB14O476# 

10CFR 


VARGA, S A 


0006140235* 

50-316 

P 

TOLLIBON, A 

c 

8000200201* 

50-325 

0 

TWEED, R M 

0000050530# 

10CFR 


VARGA, 8 A 


6008140241# 
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50-466 

0 

WOLFE, 8 J 

B008QB0481 

40- 1 1 62 


WOLFE. 8 J 

8008190357 

50-466 

c 

WOLFE, 8 J 

G00B220069 

50-376 

0 

WOLFE, 8 J 

8008260504 

50-466 

0 

WOLFE, a J 

800B26051& 

50-466 

0 

WOLFF, C E 

8008010294 

40-8602 


WDLFF.C E 

8008210152 

40-8602 


WOLFF, C E 

8008060361 

40-8602 


WOLKENHAUER, U 

0008070163 

PR 


WOLLETT. 8 A 

800B0601 90 

CONTRACT 


WQLLMAN, 6 8 

800B260373* 

50-293 

p 

WQNO, T 

8008040071 

40-299 


U0N0, T 

8008050239 

40-299 


WONG, T 

□008270069 

40-299 


MONO, T 

8008150302 

40-299 


WOOD, E C 

8000060200 

50-309 

V 

WOODHEADi C P 

8008070312 

50-409 

0 

WQODHEAD, C P 

8000070329 

50-344 

0 

WOODHEAD, C P 

8008140266 

50-409 

o 

WOOOHEAD, C P 

8008140273* 

50-409 

G 

WOODSON, H H 

8008000496* 

50-466 

0 

WOODSON, H H 

8000030500* 

50-466 

o 

WOODSON, H. H, 

8008030500* 

50-466 

0 

W00D8HALL, W A 

8008130430* 

50-339 

R 

WOOLEVER, E, U 

8008010221 

30-412 

Q 

WOOLEVER.E J 

8008 1 B0089* 

50-412 

s 

WOOLEVER, E J 

000804 002 1 

50-412 

A 

WOOLEVER.E J 

8008140299 

50-412 

a 

WOOLEVER, E J 

800B13053? 

30-334 

p 

WOOLEVER.E U 

8003220129 

50-334 

p 

WOOLEVER.E U 

0008190285 

50-412 

8 

WOOLEVER.E J 

800Q1 90574 

50-334 

P 

HORLEOOE, D H 

0008 1 20277 

NUREQ 


WQTTON, 0 R 

800808024 1 

50-309 

F 

WU, 0 

8008180663 

WASTE HOT 

WVLLER, 0 E 

8008070506 

50-461 

a 

YALICH, (1, 

8008260453* 

TOPREP 




ACCESSION 

SUBJECT 


ACC r SSI ON 

EU3JEC 

AUTHOR 

NUMBER 

CATEGORY 

AU1H0R 

NUMBER 

CATEOCI 

YAMAZAK 1 , M 

0000 1 1 0218 

XPORTLIC 


ZAHLER, R E 

0000040053 

50-2B9 

vbarrondo, l J 

8000180560 

RCS 


ZAHLER. R E 

0008040080 

50-289 





ZAHLER, r c 

C0081 30393 

30- 2 £59 

YBAflRONDD. L U 

8000270260 

NUREG 


ZAHLER, R E 

80081 30397* 

50-209 

YIN, J T 

8000010143* 

50-303 

0 

ZAHLER, R C 

8000150397* 

50-289 

YIN, I T 

8000140130* 

50-237 

0 




VOOSE. W A 

8000 190367* 

50-244 

P 

ZAHLER, R E 

8008280667 

50-209 

YOUNG, F 

BOO018O2SO 

50-320 

H 

ZAHLER, R E 

0008280667 

50-20? 





ZAJAC.L D 

GO081 10149* 

30 370 

YOUNGBLOOD, P U 

BOOBOtOOOB 

50-30? 

H 

ZAJAC.L D 

8000190631* 

50 323 

YOUNQBLODD, d J 

BOOS 01 00 10* 

50-389 

« 

ZANARDI, 0 

8008140380* 

90 298 

YOUNGBLOOD. 0 J 

8008060019 

50-38? 

M 




YOUNGBLOOD, 9 J 

0008010210 

50-369 

A 

ZARAKAS, P 

8008010137 

50-3 

YOUNGBLOOD, Q J 

9008040129* 

50-405 

0 

ZARAKAS, P 

6008010140 

50-247 





ZARAKAS, P 

0000040165 

50-247 

YOUNGBLOOD, B J 

8008 0800 71 

50-410 

A 

ZARAKAS, P 

8008050192 

50 247 

YOUNGBLOOD. B J 

8008120689 

50-443 

H 

ZARAKAS, P 

8000080354 

511-24/ 

YOUNGBLOOD, B J 

8000100122 

50-443 

H 




YOUNGBLOOD. B J 

8008140171* 

50-443 

A 

ZARAKAS, P 

□008060292 

SO-3 

YOUNG. G A 

0008 120323* 

50-275 

T 

ZARAKAS, P 

800806024 1 

50-247 





ZARAKAS, P 

8008 06025 3 

90-247 

YOUNGBLOOD, D J 

8008100262 

50-397 

F 

ZARAKAS, P 

BOOS] 40294* 

50-247 

VOUNOHLQOB, B J 

0008180270 

50-339 

E 

ZARAKAS, P 

8008140291 

SO -247 

YOUNGBLOOD, B J 

800826037 4 

50-483 

A 




YOUNGBLOOD, B J 

0008260237 

50-369 

A 

ZARAKAS, P 

8008130382 

50-24/ 

YOUNODAHL , R C 

8000260607* 

50-255 

P 

ZARAKAS, P 

BOOB 130394 

50-247 





ZARAKAS, P 

0008 130395* 

50-247 

YOUNG DAHL , R C 

□008270396* 

50-155 

P 

ZARAKAS. P 

□008 1 30462 

50-247 

YOUNGBLOOD, B J 

0008260456* 

50-403 

A 

ZARAKAS, P 

8008 1 904 1 / 

50-247 

YUHAB, G P 

0008270323* 

50-312 

0 




YUNDT, C P 

8008060258 

50-344 

V 

ZARAKAS, P 

8000200278 

50-247 

YUNDT , C P 

0008060262* 

50-344 

1 ' 

ZARAKAS, P 

800021 0307 

50 -247 





ZARAKAS, P 

G00829Q390 

50-3 

YUNDT, C P 

8008120393 

50-344 

R 

ZAVADQWBK.I . R, 11 

00082 70403* 

50-200 

YUNDT, C P 

8008190300 

50-344 

8 

zecir, o o 

0000070320 

ACRS 

YUNDT, C P 

80081 50380 

50-344 

S 




YUNDT, C P 

0008260399 

30-344 

S 

ZEFF, 0 IV 

9000140367# 

70-1201 

YUNDT, C P 

8000260473 

50-344 

8 

ZEFF, D W 

8000260507 

70-1201 





ZE1DERS.R H 

8008210292* 

SO-243 

YUNDT, C P 

0009260353 

50-344 

8 

ZEIDEL, T R 

0OOQ 100047 

40-8745 

ZAHLER, R E 

B008040050 

50-289 

G 

ZIRWA3, K R 

0008270343* 

50-249 

ZAHLER, R E 

0000040053 

50-289 

0 




zahler, r e 

8008040090 

50-289 

0 

ZITTCL, M C 

eooaiaoaba 

RES 

ZAHLER, R E 

0008040050 

50-289 

0 

ZITTCL, H E 

8008140261 

RES 





ZOLLER, J If 

8008220194 

50-289 





ZUDANS, Z 

0002150030 

ACRD 





ZUDAN8, Z 

8008080459 

ACRS 





ZUDANS, Z 

GOQGQ0O444 

ACR8 





ZUFELt, E 

B0OBI4O3OI » 

90-333 





ZULLA , 8 8 

8008040002 

30-206 





ZULLA.8 a 

8008060357 

90-206 





ZULLA, 3 a 

8008180406 

30-206 





ZULLA, 3 8 

BOOQI 904 1 0 

30-206 





ZULLA, 3, 8 

8008190504 

50-2P6 





zwETzro, o e 

0008250296# 

30-312 
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Tha subject category column in this Index gives the docket 
number and the symbol for the category of Information 
within that docket; for example, 60-320 P. The docket sub- 
ject categories are defined in Appendix A. 

Subject categories for nondocketed items are also entered 
in this column by symbol; for example, ACRS, These cate- 
gories are defined In Appendix B and listed In the Contents. 


An asterisk following the accession number In this Index 
Indicates that the document Is an enclosure to another 
document. To obtain the accession number of the prinicpal 
document under which the enclosure is listed, refer to the 
Index entitled "Cross Reference of Enclosures to Principal 
Documents." 


AUTHOR 

AFFILIATION 


A J Bchultl. P C. . Camulting Engineer 

AOIP U8A. Inc 

ARCO Petroleum product* 

Advanced Technology, Inc 

Advleory Council on Hl»torlc Pr#*»rvatlon 


Aeratest Operation* 

Air iculture, Dip t of 

Agriculture. D«ptr. of. Fore*t Bervlce 

Air Force. Dept. of 


Adr Product* A chemical*. Inc 


Alafeow* Pou*r Co, 


ACCESSION 

SUBJECT 


AUTHOR 

ACC EBB ION 

SUBJECT 

MtfHBEH 

CATEGORY 

AFFILIATION 

NUMBER 

CATEGORY 

0008060200* 

CONTRACT 



0000130316 

50-364 t 

B0092S0743 

XPORTLIC 



8008130522 

50-364 t 

BOOB 130036 

71-9044 



8008130529 

50-364 t 

9000070063 

FOIA 



8008130555 

S 0-364 i 

8000040043 

30-438 

0 


8000130564 

30-348 f 

B00B04O043 

30-438 

0 


6008130364 

50-340 F 

aot>ao4oiafc 

30-430 

A 


B00BJ30620 

30-364 ( 

8003040136 

30-438 

A 


0000140316 

30-364 f 

0008040137* 

30-438 

A 


8000130165* 

30-348 ( 

0000040137* 

30-458 

A 


6009180479 

50-340 F 

000 BO 60 249* 

30-438 

0 


0000180479 

30-340 F 

8000060249* 

30-438 

0 


60031904*4 

30-340 F 

8008100403 

30-458 

A 


8000190496 

30-364 t 

0008180480* 

50-4SB 

A 


8000190499* 

30-364 t 

8008230227* 

30-438 

D 


BOOB 190 301 

30-364 ( 

0008230227* 

30-438 

G 


9009190 396 

50-364 t 

8008060206 

30-228 

F 


90091906*7 

50-364 ( 

0008200322 

30-320 

P 


9009210503 

50-348 £ 

0OOB27O314 

40-8743 



9009210500* 

50-340 E 

0008000078 

40-9392 



0009210513* 

30-348 £ 

800B1 40272* 

40-8672 



80082103*0* 

30-34 B £ 

8008140274* 

40-0611 



0009250431 

50-340 F 

0008140202* 

40-7363 



0008230651 

50-349 f 

0008180360* 

40-0500 



8009250699 

50-349 t 

0008100362* 

40-0207 



0009230698# 

50-348 F 

SQOB 100374* 

70-647 



00082603 S3 

30-364 4 

8008100376* 

70-1363 



0000260366 

30-34 9 F 

8008180303# 

40-7073 



0000200033 

30-340 ( 

8008010163 

XPORTLIC 


Alabama, Strata of 

8000280381 

50-364 4 

800B200001 

XPORTLIC 


80000300*2 

70-2909 

8008200002* 

XPORTLIC 



8000 0000*9* 

CONTRACT 

8008010289 

50-364 

A 

Aldartan Reporting 

800BG900S4* 

CONTRACT 

8000040003 

80-34B 

P 

8008110013* 

PRQJ 

8000040028 

30-340 

8 

Allegheny Electric Cooperative. Inc 

0000120032* 

CONTRACT 

800BQ4Q036* 

30-348 

8 

8000260407 

50-387 C 

8009030024 

• 30-364 

A 


8008260497 

30-397 C 

8000030346 

30-348 

P 


00082605*7 

50-307 C 

8008050346 

30-348 

P 


8008250527 

50-307 C 

8008030381 

30-348 

0 


0008270271 

50-307 C 

800803030 1 

30-348 

Q 


0008270271 

50-307 C 

80080304 10 

30-364 

A 

Allied Chemical Corp 

8000220208 

40-3392 

800803041 7* 

30-364 

A 

Al 1 1»-Chalnt*r* Corp 

8008210292* 

50-245 F 

8008060333 

30-364 

A 

A1 1 iton & Pi|f«r 

8000030291* 

50-463 G 

8008 070007 

30-364 

8 

American College of Radiology 

8008090466 

regod 

8000070339 

30-340 

0 

American Institute of Chemical Engineer* 

0008110012 

PR 

8008110106 

30-349 

a 

American Institute of Steel Con* truetion. 

0008280408 

TOPREP 

00001 10339 

50-364 

A 

Inc 



0OOSUO35I 

30-364 

A 


0008280410* 

TOPREP 

8008120971 

30-348 

P 

American Mining Congr*** 

BOOB 13 0308 

REOOD 

BOOB 130406 

50-348 

R 

American National Standard* Institute 

8008200048 

regod 


American Nuclear Society 

8008200018 

REOOD 

8008130400# 

30-340 

R 

American Harming 4: Ventilating. Inc 



0008130432 

30-349 

S 

8007240393 

30-329 ! 

8008130496* 

30-349 

0 

American* for Nuclear Energy 

0008110186 

FOIA 

0008130439 

30-348 

9 

Anti-Nuclear Group Representing Yurt 

0008260793 

50-209 C 

8008130466# 

30-348 

8 

Applied Health Physics. Inc. 

0000010204 

70-070 
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AUTHOR 

AFFILIATION 

Argonne National Laboratory 
Arnona Public Service- Co 


Arison*, Univ of 


Arkansas Power 4 Light Ci> 


ACCESSION 

SUBJECT 


AUTHOR 

ACCESSION 

SUBJECT 


NUMBER 

CATEGORY 

AFFILIATION 

NUMBER 

ca recto f 

6009040016 

70-870 





8000260923 

50-313 

3 

800 90700 12 

NUREG 





8008260544 

50-360 

S 

600al40323 

NUREff 





8008270317 

50-313 

0 

8008270137* 

ORQ 





8008270341 

50-313 

4 

SO 06030332 

50-520 

A 




8008280012 

50-313 

6 

9008030416 

50-528 

S 




80082B0022 

50-313 

0 

8008050472 

50-526 

S 




8000280392 

50-369 

8 

8008110399 

50-523 

F 




0008200394* 

50-369 

S 

800B1 10403 

50-528 

A 




8000280444 

50-313 

6 

6008110403 

SO- 520 

A 




0008200440* 

50-313 

a 

9008110403 

SO- 520 

A 




8008200452 

50-313 

s 

8009130390 

50-520 

S 




0008200454* 

50-313 

s 

B009130590 

50-520 

S 

Aran/, Dap t of 



0008050041 

50-10 

D 

8009130590 

50-529 

s 




0008000627 

50-293 

P 

9009270226* 

50-529 

0 




8008190047 

MUREO 


8000270492* 

50-529 

8 

Army, Dept of, Corps 

of Engineers 

8008060009 

40-0745 


9008270501* 

5Q-52B 

9 




B00B220173 

50-409 

P 

8008010049* 

CONTRACT 





8008270160* 

50-329 

A 

8009010199* 

CONTRACT 


Army, Dept of, White 

Sands Missile Range 

8OOB10O377# 

40-7006 


60090 10251* 

CONTRACT 

Atlas Mineral* 



8008000439 

40-3453 


6000080439 

ACRE* 





BOOS 120679 

40-3453 


8008150379 

SO-l 13 

R 

Atomic Energy of 

Canada, Ltd 

SOOS070009 

PT21 


6004230471 

50-313 

S 

Atomic Indus trial 

. Forum 

000814021 1 

50-330 

N 

9004230473* 

90-313 

9 




0ODS27OOS2 

OHO 


8003040162 

50-3 6B 

S 

Aus tra 1 i a 



0000250025 

50-574 

9 

8009050055 

50-3 1 3 

0 

Babcock 6 IJilcojc 

Co 


0007230239 

50-320 

3 

0QOBO5OQ55 

90-313 

0 




0008070379 

50-312 

3 

9003050207 

50-360 

s 




0000070375 

50-312 

S 

0003050224* 

50-368 

s 




8000070375 

50-312 

s 

0008050243 

50-368 

s 




0000070375 

50-312 

e 

6008050253* 

50-340 

s 




0000070375 

50-3(2 

s 

6008050465 

50-368 

p 




8000070401 

50-404 

3 

6009060205 

50-360 

s 




B0080704B1 

50-404 

9 

600-9060209* 

50-368 

s 




8000070401 

50-404 

9 

8008090269 

50-313 

s 




0OO0O7O4B1 

50-404 

B 

8008080270* 

50-313 

s 




8OOQOBO140* 

CONTRACT 


B0060B0290 

50-363 

8 




8009130619 

TOPREP 


8008030295* 

50-363 

6 




8008130616* 

TOP REP 


BO 09 03 0299 

50-313 

S 




8008140209 

70-27 


3008080305* 

50-313 

S 




00001 40367* 

70-1201 


80QB0BO309 

50-313 

S 




8008140443 

70-27 


8008090316* 

50-313 

8 




8008260387* 

50-320 

P 

6000110422 

50-368 

S 




8008260507 

70-1201 


9000 110426# 

50-368 

S 




800B270399 

70-924 


BO 03 1204 03 

50-313 

3 




8008280523 

70-27 


9008120408# 

50-313 

S 

Babcock ft Wilcoi 

Co 

, Naval Nuclear Fuel 

8008270374 

70-27 


9009130467 

50-313 

e 

Di v 






8008130467 

50-313 

8 

Babcock & Uil cox 

Co 

, Nuclear Material 

B00S060158 

71-6294 


9009190179 

50-313 

p 

D 1 Y 






BOOB 190190 

50-360 

p 




800B0701B1* 

70-135 








B00B070223 

71-6400 


0000160199 

50-313 

F 




800B070227# 

71-6400 


6008100415 

50-313 

S 







6008100417* 

50-313 

s 




8009270221 

70-139 


8008100420 

50-313 

F 

Badger Safe Energy Alliance, Inc 

B0081 10521 

50-404 

9 

6009100420 

30-313 

F 

1).» i 1 1 y All lance, 

IL 


8009250467 

50-367 

4 







8008280264 

50-367 

4 

8003190179 

90-313 

Q 

Baker 5, Betts 



8008010302 

50-456 

4 

B00B1 90203 

50-313 

0 







8008190233 

50-313 

a 




8008070317 

50-490 

0 

3008 1 90233 

50-313 

0 




8008080400 

50-465 

0 

BOOB 190282 

50-313 

0 




0008000488* 

50-466 

4 







8008080490 

50-466 

0 

6000200123 

50-313 

0 




SOOSQ0O492 

90-466 

0 

6009200265 

50-368 

Ft 







8009200271* 

50-36B 

R 




8008080495 

50-466 

0 

0000210412 

50-313 

P 




8008110510 

50-466 

0 

0008210417 

50-369 

P 




8008 I 90042 

50-466 

<3 







800B19004B* 

50-466 

0 

0006210421* 

50-369 

P 




6008190053* 

50-466 

0 

8006210429 

50-36B 

P 







3009210434* 

50-369 

P 




8008190066* 

50-466 

0 

BODB2202O6 

50-34B 

R 




8008190069* 

50-466 

0 

8008220207* 

50-369 

R 




0000190080# 

50-466 

0 







0OOS1 90006* 

30-466 

0 

6009250504 

50-313 

9 




8000190094# 

50-466 

0 

6000250500# 

50-313 

9 







8008250545 

50-368 

9 




80001900 98* 

50-466 

0 

8000250552* 

50-36B 

8 




0009190100# 

50-466 

0 

BOO B 23 0560# 

50-34B 

8 




80001901 1 1# 

30-466 

0 







0009190120# 

50-466 

4 

8008250 S67* 

50-36B 

S 




0000190124* 

30-466 

0 

8006250575* 

50-368 

8 







B0082 50642 

50-368 

S 




8008190159* 

30-466 

0 

9008250646# 

90-368 

S 




8000190160# 

50-464 

0 

0009250653* 

50-368 

E 




0008190177# 

50-446 

0 







8009190181* 

50-466 

0 

8008250063# 

50-360 

3 




8008190189* 

50-4*6 

G 

8000240370 

50-369 

P 







9008260395 

50-313 

3 




8008190206* 

30-466 

0 

8003260397# 

50-313 

3 




8008190236# 

50-466 

9 

800 826052 5 

50-3 1 3 

S 




8008190292* 

50-466 

0 
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AUTHOR 

AFFILIATION 


Baltimore Gas & Electric Co 


Baltimore' MO 

Battelle Memorial Institute. 
Laboratories 

Batts lie Memorial Institute! 
Northwest Laboratory 


Bechtel Corp. 


Columbus 

Pacific 


ACCESSION 

NUMBER 


0003190357* 

8003190373* 

6008190284* 

6009190393* 

6003190398* 

8008190311* 

6003190330* 

6003190331* 

8003190337* 

6000190309* 

BOOB1 90395* 
B00B26O16A 
BO 03 26 0200 
6009340306* 
8003010136 

8008010214 

800B040t63 

0OOBQ4Q163 

B003050001 

800B050001 

BO 09090001 
8003050049 
8008050050 
8009050050 
8003050054* 

0008050047 

8008050070* 

8008050469 

800B050469 

B008060201 

8008060301 

8008060203* 

8 00 BO 60 203* 

8008070337 

8008070343* 

8008080224 

800B0C02B3 

8008000287* 

8008000333 

BOO8O0O337 

8008130442 

8008130446* 

3008130626 

8008130626 

8008180325 

800818041 a 

8009180423* 

8009180425 

8009180434* 

8009180436 

8008180440* 

8008180446 

8008160446 

9008100484 

8008100491* 

8008100496 
800B160S06* 
8008190371 
8000 190373* 
8009220185 

8000220105 

8000250648 

9000250657* 

8000250659* 

9000250659* 

8Q08260S20 

8008260542* 

8008270355 

8009270356* 

0008270371 

8000250724 

8009180659 

6009080213 

B008080219* 

9008180481 

8008180370 

8008180574* 

8008180375 

8008180629 

8008190091 

8000220244 

0000110483* 

8008120337* 


SUBJECT 

CATEGORY 


50-466 0 

50-466 0 

50-466 G 
5Q-466 G 
50-466 G 

50-466 G 
SO-466 G 
50-466 G 
30-466 0 

50-466 G 

50-466 0 

50-445 M 
30-466 G 
30-466 0 

50-317 Q 

50-317 S 
50-317 S 
50-317 S 
50-285 P 
50-285 P 

50-285 P 
50-317 8 

50-317 S 
30-317 fi 
50-317 E 

50-317 E 
50-317 B 
50-317 S 
30-317 S 
50-317 P 

30-317 P 
30-317 P 
30-317 P 
50-317 S 
30-317 S 

50-317 B 
50-318 8 

50-318 S 
S0-31S 8 

50-317 S 

30-318 8 

50-310 8 

30-317 M 
30-317 H 
30-317 8 

30-317 3 

30-317 B 
30-317 B 
50-317 B 
30-318 8 

30-310 S 
50-317 P 
30-317 P 
50-318 S 
30-318 B 

30-318 S 
50-318 B 
50-317 P 
50-317 P 
50-317 F 

50-3 1 7 F 
50-317 R 
30-3 1 7 R 
50-317 R 
60-3 1 7 R 

50-317 8 

50-317 8 

. 50-317 S 
50-317 E 
50-317 0 

50-320 J> 
NL/REO 

WABTE MOT 

WASTE MOT 
30-382 E 

RES 

TOPREP 

RGB 

REB 

NUJ5EQ 

HUHEO 
50-10 P 
50-155 P 


AUTHOR ACCESSION SUBJECT 

AFFILIATION NUMBER CATEGORY 



8009210000* 

30-329 

K 


8000210083* 

30-32? 

K 


8000210387* 

50-293 

F 


8000210406* 

30-293 

F 


8000210413* 

50-293 

F 


80002104 IQ* 

50-293 

F 


BOO02I 0424* 

50-293 

F 


0008210430* 

50-293 

F 


3008210436* 

50-293 

F 


800821044 1 * 

50-293 

F 


8009210443* 

30-293 

F 


8003210440* 

50-293 

F 


8008210457* 

50-293 

F 


S0082 60319* 

50-155 

a 

Bechtel Power Corp (subs of Bechtel 

8008070010 

PT21 


Carp ) 


0008070440* 

50-416 

s 


8008070445* 

50-416 

s 


9008110118* 

50-493 

0 

Bergen-Pat tersoit Pipe Support Corp 

8008060386 

0008140255 

50-492 

PT21 

s 

Bethlehem Steel Corp 

8008080464 

RE000 


Boeing Computer Services. Inc (tubs of 

80080S0510* 

CONTRACT 


Boeing Ca ) 

Borg-Werner Corp , Nuclear Valve Div 

800B070071 

50-413 

s 

Boston Edison Co 

0004230469 

50-293 

p 


BOOBO 101 29 

50-293 

a 


8008040060 

50-293 

s 


8009040063* 

SO-293 

s 


8008040064 

50-293 

s 


800S040067* 

50-293 

3 


8008040 1 54 

50-293 

s 


9008040157# 

50-293 

s 


8009050057 

50-293 

9 


8009050063* 

50-293 

S 


8003050263 

50-293 

S 


8003050204* 

50-293 

S 


8006050286 

50-293 

s 


8000 050301* 

50-293 

6 


8006060224* 

50-293 

R 


8008000073 

50-293 

a 


8008080448 

50-293 

s 


80061 10365 

50-293 

g 


80091 10390* 

50-293 

s 


aooai 10393 

50-293 

s 


8008110400* 

50-293 

s 


8008110412 

50-293 

s 


8009110420* 

50-293 

3 


8008110432 

50-273 

V 


3008110435* 

50-293 

V 


3009120292 

50-293 

0 


9008150396 

50-293 

3 


0003180632 

50-293 

a 


0009180646 

50-293 

Q 


800H1V005B 

50-293 

G 


6009190487 

50-293 

R 


8009190492* 

50-293 

R 


0008210162 

50-293 

0 


80082 1 0383 

SO-293 

F 


0009210390* 

50-293 

F 


6008210393* 

50-293 

F 


6008210399* 

50-293 

F 


8008210401* 

50-293 

F 


B00825059B 

SO-293 

P 


8008260400 

50-293 

0 


6009240405# 

50-293 

0 


8009260490 

50-293 

S 


9008260500* 

50-293 

S 


8009260565 

50-293 

P 


8003260573* 

50-293 

P 


8003270345 

50-293 

P 


8008270347* 

50-293 

P 


8003280379 

50-293 

G 


6003280330* 

50-293 

0 


8003290436 

50-293 

8 


8009290441* 

8003280500 

50-293 

71-5971 

S 

Bovay Engineers. Inc 

9007300134* 

40-6659 


Bowling Green State IJfiiv 

8008260271* 

50-346 

P 

Brand {. Hal 1 

8008070424 

50-395 

M 

8008210414 

50-395 

M 


800B270489 

50-395 

M 

Brigham Young Univ 

8000140250* 

70-569 


Brookhavfn National Laboratory 

8007210010 

8000010098 

RES 

NUREC 
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CORPORATE SOURCE INDEX 


AUTHOR 

AFFILIATION 

ACCESSION 

NUMBER 

SUBJECT 

CATEGORY 

AUTHOR ACCESSION 

AFFILIATION NUMBER 

SUBJECT 

CATFOOI1V 


6006010117 

NUREG 


8008060326# 

30-324 

V 


8006050103 

nureg 


8008060326* 

30-324 

V 


8006 050374 

TOPREP 


0008060331* 

30-324 

V 


8006050376* 

TOPflEP 


8008060331* 

50-324 

Y 


6008070060 

NUREG 


8008060334* 

30-324 

Y 


8008230759* 

ORO 


6008060334* 

30-324 

V 

Sroiunivi 1 1 tj TX 

800B 150372 

50-445 

M 

8006060344 

30-324 

F 


800B2B0666 

50-445 

H 

8008060344 

BO-324 

F 

Bruce Nerton 

8006120309 

50-273 

G 

8000070002 

30-324 

Q 

Burns 6 Rae Co 

6006060391* 

CONTRACT 


0008070020* 

30-324 

0 

C"^C Poiufr System - ! 

6006070291 

70-1100 


8000070404 

30-400 

F 


6006070293 

70-36 


8OO0OQOOSB 

30-324 

<1 


6009070304 

70-1100 


80090800 SB 

50-324 

<1 


8008110126 

70-1100 


800B080246 

30-324 

0 


6008120354 

70-3* 


B008080246 

30-324 

a 


3006120357* 

70-36 


8008080232 

50-324 

p 


8008 19 0062* 

CONTRACT 


8008080252 

30-324 

p 


8008220229* 

50-361 

A 

8008080258 

30-324 

F 

CONOCO Inc (Cont lnont ial Oil Co > 

8008220307 

40-8743 


8008080258 

30-324 

F 


6008220310* 

40-8743 


8008080275 

30-261 

F 

Cahill< Gordon 4. Reindel 

800B270335 

50-393 

M 

8008 11 0066 

30-324 

a 


8008260269 

50-395 

M 

800B1100BB 

30-324 

a 

California! State of 

8008040086 

PftOJ 


8008110230 

30-324 

Q 


8008060031 

30-273 

G 

8008110230 

30-324 

a 


6008060051 

50-273 

0 

BOOBl 10397 

30-323 

s 


6006080494 

50-312 

0 

80081 10411 

30-324 

a 


8009080497* 

30-312 

0 

8008110418* 

30-324 

8 


8008120318 

50-275 

T 

8008120324 

30-324 

e 


6008120318 

50-275 

T 

8008120332* 

30-324 

a 


8008120323* 

50-275 

T 

8008120338 

50-323 

8 


8008120323* 

30-275 

T 

B008120347# 

30-323 

s 


6008120328* 

50-275 

T 

8008120500 

30-324 

8 


8008120328* 

30-275 

T 

8009120506 

50-324 

P 


B009 130524 

30-275 

0 

8009120311* 

30-324 

e 


8008 I 5036 4 

30-273 

0 

8000120319 

90-261 

p 


8003150364 

50-275 

0 

0008120919 

30-261 

6 


BOOS 1 5037 1 * 

50-279 

0 

8008120529* 

30-261 

8 


6008 150371* 

50-275 

0 

8008120587 

30-261 

R 


BOOS 1 5037 4* 

50-275 

0 

8008120591* 

30-261 

R 


BOOB 150374# 

50-275 

0 

8008130551 

30-261 

P 


8008180340 

50-206 

p 

8008140024* 

30-400 

Q 


8008180340 

50-206 

p 

8008140028* 

30-400 

41 


B00B2 10053 

50-275 

0 

8008140189* 

30-400 

0 


B0082100S3 

50-273 

0 

8008130394 

30-261 

0 


BOOBS' 1 0096 

50-279 

0 

800B1B0323 

30-261 

a 


800821009* 

50-275 

0 

8008180416 

30-400 

A 


800821013** 

50-206 

p 

8009180457 

30-324 

a 


B00B2 10136* 

50-206 

p 

BOOB 100466* 

30-324 

s 


8006210136* 

50-206 

p 

8008180642 

30-261 

a 


8008260227 

50-279 

0 

8008190214 

90-324 

R 


80082701 18* 

50-361 

A 

8008190220* 

30-324 

R 


S00B27O12Q* 

50-361 

A 

8008190220* 

30-324 

R 


8008270120* 

30-3*1 

A 

8008190388 

30-324 

R 


6008270126* 

50-3*1 

A 

8008190388 

50-324 

R 


6008270 1 26* 

50-361 

A 

8008190389* 

30-324 

R 

California! Univ a f , Berkeley 

8003280447 

50-224 

F 

8008190389* 

30-324 

R 


B008280451# 

50-224 

F 

BOOB 190397 

90-324 

0 

California! linlv ofi Los Angeles 

6008110393 

30-142 

R 

BOOBl 90397 

30-324 

a 


6006110398* 

SO- 1 42 

R 

8008190420 

30-329 

s 


8008180*57 

NUREQ 


8008190470 

30-324 

a 

California! Univ ofj San Diego 

eooai 30*76* 

30-279 

T 

800B 190470 

50-324 

a 

Camden - Clark Memorial Hoop Parkersbur 

8006080462 

REOGD 


BOOBl 90302* 

30-323 

e 

g, WV 




BOOB20Q261 

30-324 

8 

Canada 

8008250779 

XPORTLlC 


BOOB200273* 

30-324 

8 


000 92 SO 760* 

XPORTLIC 


8008200274 

30-324 

a 

Capital Legal Foundation 

8008200053 

PR 









8008200274 

90-324 

a 

Carolina Power & Light Co 

80090IC03a» 

50-400 

0 

8008200276 

30-323 

8 


0008040057 

30-324 

o 

8008200201* 

30-325 

8 


0008040096 

50-324 

8 

8008210426 

90-261 

F 


0006 040096 

50-324 

S 

8008210426 

50-261 

f 


8008040149 

30-2*1 

P 








B00B2 10426 

30-261 

F 


0OOBO4O1SO* 

90-261 

P 

BO0B220063 

30-400 

Q 


800805003* 

50-329 

8 

8008220197 

50-323 

S 


8008050039* 

50-329 

6 

8008220198* 

30-323 

B 


800B0 30042 

50-329 

a 

8008230326 

30-324 

B 


8008030047* 

50-325 

s 








8008230334* 

30-324 

8 


B0080501 07 

50-400 

0 

8008260402 

30-400 

A 


8008050197 

30-261 

F 

0008260442 

30-325 

S 


800805020* 

50-324 

F 

BO 08260444* 

30-323 

8 


0008050206 

SO— 324 

F 

8008260331 

50-400 

e 


6008050451 

50-325 

S 








B00B260S41* 

50-261 

8 


B0Q8050457* 

50-323 

8 

800B260347 

30-393 

a 


8008060298 

50-261 

F 

8000260549 

30-261 

3 


80080*0323 

50-324 

V 

8008260378 

30-324 

3 


8008060323 

30-324 

V 

8000260389* 

30-324 

8 


AUTHOR 

AFFILIATION 


C«nttr for Development Policy 
Centrel It Bouth Meet Corp 
C*ntr«l It South Noit Strvicn, Inc 


Control Electric Power Cooperative! Inc 
Control Payor & Light Co 
Control Btoto Unlv rOK 
ChowNuc loor 8y»t#m»i Inc 


Chooopooko Energy Alllonco 
Chicogo Bridgo k Iron Co 


Chlckoring fc Qregory 
Cincinnati Eloctronic Corp 
Clnclnnoti 0o» it Eloctric Co 


Cltltent Agointt Nuclcor Power 
Cltiteni A»*oclotion for Sound Enorgy 
Cltlceni for Fofr Utility Rogulotlan 


Cltiiom for tho Contorvotlon of Noturol 
Rt»ource«> Inc 

Ctovolond Eloctric 1 1 luminoting Co 


Clovolond-Clif ft iron Co 
Cohni D B ' 

Colt Induotrloii Inc > Foirbonko Mono 
Enjint Div 

Coobuitian Engineering! Inc 


ConniOTcit Dopt of 

Connorcor Dopt of> National Buroou of 
Standard* 


Committee to Bridgo tho dtp 
Commonwealth Edioon Co 


CORPORATE SOURCE INDEX 


ACCESSION 

NUMBER 


0000270340 
8000270392* 
800B2703B2 
800 02 BOOS1 
8000200081 

0008260370 

8008110323* 

0000190377 

0000130377 

0000220096 

8000210414 

0008270489 

8008190377 

0008280419 

8000180372* 

8000060 1 1 S 
8008260019 
0008260021# 
8008210105 
0006110479* 

0008110480* 

8000110485* 

8008180669 

800B2B0177 

8008220210 

0008060009 

0000060261 

0008080124* 

0008080183 

8008110499 

0008130229* 

8008130469 

8008290639 

8000260349 

8006280026 

8000220159 

800B2B0215 

8008040117 

8008040117 

8008040122* 

8008040122* 

8008120706 

8006010282 

8006090377 

8006110402 

800B120340 

6008120344* 

0008190601 

8008290917 

8008250734 

800B270397 

8008260264 

8008060232 

8008140107 

8008090003* 

800B090003* 
8008060071# 
8008060130* 
0008060234 
BOOB 110407 

8008120433* 

8008120439# 

8008130601# 

0008100952 

8008210059 

8008140429 

8008180091 

8008080932 

6008140299 

0008250781# 

8000000429 

0OOBO1OD96 

8008010096 

8008040098 

8008040099# 

8008040065 

800B0400A5 

6008040072 

8008040160 

8008040160 

8000040160 

8000040160 


SUBJECT 

CATEODRY 


90-261 R 
90-261 R 
50-261 Q 
50-324 0 

90-324 0 

NUREQ 
XPORTLIC 
50-449 M 
50-449 M 
30-449 M 

50-399 M 
90-395 M 
90-445 M 
90-498 H 

70- 943 

PR 

71- 9144 
71-9144 
90-289 O 
50-10 P 

90-10 P 
50-10 P 
90-361 0 

50-361 0 

71-9010 

90-35B 0 

90-39B F 
90-358 0 

90-358 Q 
50-358 S 

90-398 3 

50-358 0 

90-358 A 
50-398 A 
90-358 Q 

50-599 0 

50-445 O 
90-449 © 

50-445 0 

90-443 O 

90-445 O 
90-376 0 

90-440 F 
50-440 A 
50-440 0 

50-440 A 
90-440 A 
50-440 G 
50-440 Q 
90-440 a 

40-8714 
90-367 0 

50-334 B 

90-412 8 

90-209 P 

90-285 P 
70-1100 
S0-2S5 P 
TOPREP 
TOPREP 

90-335 P 
90-335 P 

70- 36 
TOPREP 
XPORTLIC 

XPORTLIC 

40-8749 

REOOD 

71- 4058 
XPORTLIC 

90-142 0 

90-237 0 

90-237 G 
30-249 P 
90-249 P 

30-299 P 
90-295 P 
gO-299 P 
30-237 P 
30-237 P 

30-237 P 
30-237 P 


AUTHOR 

AFFILIATION 


ACCESSION SUBJECT 

NUMBER CATEODRY 


8008040160 
0008090027 
8006030027 
0OO8OSO14O 
8Q0S0 50140 

8008050140 

aooaoso i 40 

8008050 1 40 
8008050140 
8008050140 

8008050140 
80080501 40 
800S050140 
8008050140 
8008050140 

8008030 1 40 

aooaosoaia 

0008050321# 

6008050323 

8006090326* 

0008050320 

8008050331# 

S00B090372 

6008050439 

8008030435 

8008050455 

8008050460# 

8008050498# 

8008060006 

8008060337 

6006060337 

8008060337 

9008060337 

0000060337 

6006060337 

8009070029 

8000070029 

6009070029 

8000070119 

8009070153 

8000070153 
80080701 93 
B008070 1 53 
S008070 1 93 
8000070230# 

0000060006 

8008060006 

0008060086 

0009060006 

6009080145 

8000060221 

0006060229 

6008060223 

0009060343 

6009060412# 

6009110379 

6009110379 

6008110478 

9009110401 

0008110401 

80091 10481 
9009110401 
90091 10401 
90091 10401 
8008110401 

8008110401 
0009110491 
9008110409# 
9008110469* 
900S1 10499# 

00061 10489# 
BOOB 110409# 
0000 110409# 
8008110489# 
6008110499# 

8008110499# 
9008120391 
9000120394* 
0008 1 204 1 1 
9008120423* 

6000120432 

8008120432 

8008120526 

8000120926 

8000120526 


90-237 f 

50-295 I 

50-299 ( 

50-10 I 

50- 1 0 f 

50-10 f 

30-10 f 

50-10 f 

50-10 f 

50-10 F 

50-10 f 

50- lO F 

30-10 F 

30-10 F 

50-10 F 

30-10 F 

50-249 9 

50-249 8 

50-295 9 

50-295 S 

50-295 0 

50-295 8 

50-254 P 

50-254 S 

50-254 0 

50-298 9 

30-299 S 

50-454 S 

71-9130 
30-373 F 

50-373 F 

50-373 F 

50-373 F 

50-373 F 

50-373 F 

50-10 0 

50-10 G 

so-io a 

50-237 G 

50-10 0 

50-10 G 

50-10 G 

50-10 G 

so-io a 

50-456 0 

50-237 G 

50-237 0 

50-237 0 

50-237 Q 

50-249 0 

30-237 P 

30-373 A 

30-373 A 

30-10 P 

30-456 0 

30-247 P 

50-247 P 

50-10 P 

50-10 V 

so-io u 

50-10 V 

50-10 V 

50-10 V 

50-10 V 

30-10 V 

50-10 V 

50-10 V 

50-10 V 

50-10 V 

50-10 V 

50-10 V 

30-10 V 

90-10 V 

50-10 V 

SO-IO V 

90-10 V 

50-237 S 

90-237 B 

90-249 S 

50-249 S 

50-10 F 

50-10 F 

50-373 A 

50-373 A 

90-373 A 
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CORPORATE SOURCE INDEX 


AUTHOR ACCESSION 

: I L I AT ION NUMBER 

SUBJECT 

CATEGORY 

AUTHOR 

AFFILIATION 

ACCESSION 

NUMBER 

SUBJECT 

CATEGORY 

BO 08120326 

50-373 

A 


0006230468* 

30-10 

P 

800BIS0526 

30-373 

A 


0008250488* 

30-10 

P 

8008120526 

30-373 

A 


0009230489* 

30-10 

P 

aooaiooiA7 

50-237 

0 


0008250540 

50-295 

8 

Booaiaozoa 

50-265 

R 


8008250553 

50-237 

S 

BOOa 130213a 

30-265 

R 


8008230S69 

30-249 

8 

6009130498 

30-295 

P 


8008250582 

30-237 

6 

8008130498 

50-295 

P 


6008250614 

50-237 

5 

8008130506 

50-10 

P 


8008250616 

50-265 

8 

9008140103 

50-10 

F 


80082506B1 

30-10 

P 

BOOS 140103 

50-10 

F 


8006250691 

50-10 

P 

8008140108 

50-10 

F 


8008250707 

50-249 

0 

BOOB 1 40183 

50-10 

F 


8008260305 

50-10 

P 

900B1 40294a 

80-247 

P 


8006260437 

50-249 

6 

BOOB 140364a 

50-10 

0 


8008260438 

50-249 

8 

00081 40377* 

50-454 

a 


8008260440* 

50-2419 1 

8 

a00B!4O61O» 

50-373 

Q 


8008260570 

50-10 

8 

8000190399 

50-254 

j 


8008260577* 

50-10 

S 

9008180077 

50-10 

Q 


8008260581 

50-237 

a 

BOOB 180077 

50-10 

0 


0008260592* 

50-237 

3 

BOOB 100077 

50-10 

Q 


8008260600 

50-237 

3 

8006100077 

50-10 

0 


9008260608 

30-237 

a 

B003 160077 

50-10 

Q 


800B260607* 

50-237 

a 

3008190099* 

50-10 

P 


8008260616* 

30-237 

s 

8000190133 

50-295 

P 


8008270339 

50-249 

8 

8008190133 

SO -295 

P 


8008270343* 

50-249 

8 

BOOB 190328 

50-295 

P 


8008270372 

30-237 

P 

8008190328 

50-295 

P 


8008270372 

50-237 

P 

3008190-340 

50-234 

R 


0008270372 

50-237 

P 

8009190340 

50-254 

R 


■8008270372 

50-237 

P 

B0081904S1 

50-373 

A 


8008270375 

30-237 

P 

B00BI9C495 

50-237 

P 


8008270333 

50-10 

H 

8008190495 

50-237 

P 


8008270533 

50-10 

H 

0OOB19O495 

50-237 

P 


8008270533 

50-10 

H 

6008200089* 

50-373 

a 


8006270533 

30-10 

it 

000(3200221* 

50-255 

0 


0000270533 

50-10 

H 

8006200586 

50-254 

R 


8008270533 

30-10 

H 

3000200206 

50-254 

fl 


8008270533 

30-10 

H 

8009200586* 

50-254 

R 


9008270533 

50-10 

H 

6009200283* 

50-254 

ft 


8008270533 

50-10 

H 

BCC8200269 

30-10 

R 


8006270533 

90-10 

H 

6003200269 

50-10 

R 


6008270533 

50-10 

H 

8008200269 

30-10 

fl 


8008270533 

30-10 

H 

BOO 9200290* 

50-10 

fl 


8008270533 

30-10 

H 

6008200290a 

5Q-10 

R 


8008280045* 

30-295 

0 

6008200290* 

50-10 

R 


8008280323 

90-10 

F 

6003200314 

50-295 

P 


8008280325 

90-10 

F 

800B20031 4 

30-295 

P 


8008200439* 

50-295 

0 

B00320031S* 

50-295 

P 


800B280439* 

50-275 

Q 

600020031 5* 

S 0-29 5 

P 

Computer System* Support Carp 

8008220399* 

CONTRACT 


8006200316 

50-249 

8 


8008270198* 

CONTRACT 


6008200325* 

30-249 

6 

Cdmsip.Inc . Delphi Systems Div 

0000180212 

PT21 


6006200538* 

80-295 

0 

Connecticut Yankee Atomic Power Co 

8008010280 

50-213 

0 

0006510107* 

30-295 

fl 


8008130503 

30-213 

P 

8009210333 

30-295 

8 


8008140413 

50-213 

P 

B00B2 10334* 

SO-295 

S 


8008190543 

30-213 

R 

3008510379 

50-237 

0 


8O0919OSS0* 

50-213 

R 

6009210379 

50-237 

0 


8008190353* 

50-213 

a 

0008210530 

50-237 

a 


8008190556 

50-213 

a 

6006250003 

30-237 

0 


,6008190583 

50-213 

g 

BOO02SOOO3 

30-237 

a 


8008190592* 

50-213 

3 

0008250335 

50-293 

p 


8000190599* 

30-213 

g 

8000250385 

50-295 

p 


8008300304 

50-213 

p 

B0082S0390 

50-3 

F 


800B260464 

50-213 

p 

6000250390 

50-3 

F 


0OOB26O5B7# 

50-213 

V 

6006250459 

50-237 

p 


6008260590* 

50-213 

V 

0003250458 

30-237 

p 


8008280112* 

50-213 

a 

0009250459 

50-237 

p 

Connecticut. State ot 

8008080452 

REGOD 


B0082S0458 

30-237 

p 


8008080519 

REQQD 


8003250453 

50-237 

p 

Conner. Moore l Corber 

0008010290 

50-277 

0 

BOO02SO471 

50-10 

p 


8009010290 

30-277 

a 

8006250471 

50-10 

p 


6008010290 

30-277 

0 

8000250471 

50-10 

p 


8008040001 

50-277 

0 

BOO0Z5O471 

50-10 

p 


8006040001 

50-277 

0 

0000250471 

50-10 

p 


6008040001 

30-277 

0 

BOOS 2 50471 

50-10 

p 


8006040047 

30-393 

M 

6008250471 

50-10 

p 


8008040074 

50-277 

0 

6006250471 

50-10 

p 


8008040074 

50-277 

0 

9008250471 

50-10 

p 


6000040074 

50-277 

0 

8008250471 

50-10 

p 


6000040135 

30-277 

0 

S 00625 0471 

50-10 

p 


8000040135 

50-277 

0 

60QS250471 

50-10 

p 


8008040139 

30-877 

0 

6008250471 

50-10 

p 


0000040130* 

30-277 

0 

0 006250 4SB* 

50-10 

p 


8000040130* 

30-877 

0 

6008250460* 

30-10 

p 


8008040138* 

50-277 

Q 
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author accession subject 

affiliation number category 


Q 0000501 SB 50-352 F 

0OOBOSO439 27-39 

BG0B060009 50-358 G 

8000130409 50-3SB O 

8000370365 90-395 M 

Cont erva live Law Foundation of Rhode 8000130700 50—320 H 

1 1 land _ 

Coni 0 1 i d a ted Edison Co of New York 800B010137 SO— 3 Q 

800BO 10148 50-247 O 

800B04O165 50-247 S 

8000040168* 50-247 S 

0000050192 50-247 F 

0008060241 50-247 P 

8000060259 30-247 P 

0009060292 50-3 I 

0009080334 90-247 P 

8000 1 30382 50-247 0 

8000130380# 50-247 0 

0009130394 50-247 P 

8C09130395* 50-247 P 

6008130390* 50-247 P 

8000130462 50-247 P 

0000140291 50-247 P 

0009100490 50-3 R 

8009190417 50-247 R 

8009190490* 50-247 R 

8009200278 50-247 P 

8008200339 50-3 R 

8000200339 50-3 R 

8008200339 50-3 R 

8006200341* SO-3 R 

8000200341* 50-3 R 

800B20034 1 * 50-3 R 

800B2 10307 50-247 P 

Consumers Power Co 7009050034 30-329 S 

7011 160103 50-329 K 

7011270132 50-329 A 

7012120154 30-329 K 

7903270394 50-329 8 

7904050249 90-329 8 

7905300478 30-329 9 

7907270248 50-329 S 

8007150497 50-329 A 

8009010162 50-269 Q 

800B0 10208 PR 


8009010300 

50-155 

F 

8000040010 

30-329 

A 

0009040018 

50-329 

A 

6009040066 

50-259 

8 

8009040070* 

30-255 

8 

8008040063* 

50-329 

A 

8009040003* 

50-329 

A 

0009050014 

50-259 

Q 

0009050077 

50-2S9 

8 

8009050000* 

50-239 

8 

8009030226 

50-235 

P 

8009030316 

30-329 

G 

8003030316 

50-329 

G 

8009030399 

50-155 

0 

8009050436 

50-155 

P 

8000050437 

30-155 

a 

800 BO 30 440* 

30-155 

p 

8009050441 

30-155 

a 

8009050447* 

30-199 

8 

8009060011 

50-369 

G 

8009060291 

50-299 

a 

800B060296 

90-259 

a 

8009000245 

30-329 

9 

8009080245 

50-329 

8 

800BQB0 254 

50-329 

8 

0OO8OBO254 

50-329 

B 

6009000320 

'50-1 59 

8 

8009000324* 

50-199 

8 

8009000403 

30-135 

8 

8OOBO0O4O6* 

90-139 

8 

800800041 1* 

30-155 

B 

800B0 00437 

REOOD 


80091 10374 

50-329 

B 

80001 10374 

50-329 

a 

8009120333 

90-159 

p 

8008120348 

50-255 

a 

0003120306 

50-235 

s 

8003120387 

90-329 

K 

8003 120 300* 

90-239 

B 

8006120389 

50-235 

8 


AUTHOR 

AFFILIATION 


Cool > Stolowi 1 1 Frame 

Cornel I Un i v 
Cotter Cor? 

Council cF State Coisi nwnti 

Critical dan Cneijy Pro/ect 
Crosby Valve £ Gage Co 
Oalryland Power Cooperative 


ACCESSION SUBJECT 

NUMBER CATEGORY 


8008120390* 

50-255 

£ 

8000120428 

50-255 

£ 

POO012O436* 

50-235 

£ 

0009120454 

50-255 

e 

0003120436 

50-155 

V 

6008120436 

50-155 

c 

8C08120493* 

30-155 

V 

0000130042 

30-255 

0 

0000130471 

50-155 

R 

B009130475* 

50-155 

ft 

8008130492 

50-155 

a 

8003180475 

50-155 

a 

8008100524 

50-155 

p 

8008190160 

50-155 

p 

800 B 190262 

50-155 

p 

0008190293 

50-255 

a 

0008190409 

50-155 

s 

0003190465 

50-255 

s 

0003190463* 

50-255 

8 

0003190474 

50-255 

8 

8008190477* 

50-255 

8 

3008190481 

30-2S5 

R 

80081 90485* 

50-255 

R 

0000190491* 

50-159 

0 

0008 190548 

50-255 

a 

0008190605 

50-329 

B 

00082001 S 1 * 

50-155 

a 

8003200462 

50-330 

8 

000821 0069 

50-329 

K 

8008210069 

50-329 

K 

0003210070* 

50-329 

K 

600821 0073* 

50-329 

K 

6008210078* 

50-329 

K 

SOQ62LOQ70* 

30-329 

K 

0009210331 

50-155 

8 

0008210335* 

50-155 

6 

000821 0396 

50-329 

G 

60002 I03S6 

50-329 

0 

0008210430 

50-155 

a 

6008210440 

50-329 

G 

0OOB21O44O 

50-329 

a 

0008210444 

50-155 

p 

0009210433* 

50-1 55 

p 

0009210461* 

50-155 

p 

0003210405 

50-329 

A 

8008220193 

90-255 

Q 

8008220233 

90-255 

S 

8008220236* 

90-235 

3 

0009250392 

50-255 

G 

00082 50674 

50-329 

A 

8008250674 

50-329 

A 

0008250679* 

90-329 

A 

0008250679* 

50-329 

A 

0008260050 

50-155 

P 

0008260056* 

50-155 

P 

G008260SS0 

50-369 

0 

8008260371* 

90-135 

0 

0000260491 

SO-255 

S 

0008260493* 

50-255 

3 

0008260506 

90-329 

A 

0008260604 

50-255 

P 

8008260607* 

50-255 

P 

8008260796 

50-255 

G 

0000270232* 

50-329 

8 

0003270310 

TOP REP 


8003270333 

50-329 

M 

8000270393 

50-135 

P 

0006270396* 

50-155 

P 

BQ0E270401 

90-155 

P 

0QOB29O39S 

SO-255 

P 

8008200397* 

50-253 

P 

0008280401 

50-155 

P 

0008200405* 

50-155 

P 

8008280440 

50-255 

P 

8008140393* 

MISC 


0008220060* 

CO-N TRACT 

8008140025 

40-0692 


B008 140030* 

40-0692 


6000130259# 

CONTRACT 

5000220237 

NUREG 


0000230264 

50-367 

G 

0008010157* 

0A999 


0008040143 

50-409 

P 

0OO0O3CO68 

50-409 

P 

0000090071* 

50-409 

P 
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AUTHOR 

AFFILIATION 

ACCESSION 

NUMBER 

SUBJECT 

CATEGORY 

AUTHOR ACCESSION 

affiliation NUMBER 

SUBJECT 

CATEGORY 


aooao3o3is 

50-409 

I 

0OOBO6O336 

30-26? 

F 


0008050324# 

30-409 

1 

0008060330 

30-4B8 

F 


aooaofioi77 

50-409 

H 

8003060336 

30-269 

F 


0000060270 

50-409 

V 

0000060368 

30-370 

A 


8008060271* 

50-409 

V 

800B070407 

PR 



8008120927 

50-409 

p 

8009000518 

RECCD 



8008120336* 

50-409 

p 

8008110111 

50-369 

a 


80081304 1 5 

50-409 

R 

0000110137* 

50-370 

A 


0008130418* 

50-409 

R 

80081 1032B 

50-269 

F 


6008130474 

50-409 

3 

0000110328 

50-269 

t 


6008130941 

50-409 

P 

8000110330* 

50-869 

F 


80-08210398 

50-409 

? 

8008110330* 

50-26? 

P 


8008220139 

30-409 

P 

0008110339 

50-24? 

V 


80082606 19 

50-409 

P 

0008110359 

90-269 

J 


8008280347 

30-409 

P 

8008110335 

50-269 

V 

Dames 6 Moore 

800811044S* 

30-250 

R 

80081 10350* 

30-269 

V 


800821 0403S 

50-409 

P 

8008110350* 

50-269 

V 

Data Composition Seryl ces, Inc 

8008260272* 

CONTRACT 


BQOBt 10350* 

80-269 

V 

Date Consultants' Inc 

8008270177* 

CONTRACT 


8008110360* 

50-269 

V 

Damn Mining Co 

00081 4 0092 

WABTE MOT 

8008110360* 

30-26? 

V 

Deg 6 Zimmerman. fne. 

6008140267* 

40-9483 


8008110360* 

50-269 

V 

Debevoise U Liberman 

80080 10 091 

50-445 

0 

8000110387 

50-370 

3 


8008010091 

30-443 

0 

BOOS! 10410 

30-269 

9 


8009040106 

50-445 

0 

0000110413* 

30-269 

e 


800 B 040 J 06 

50-443 

Q 

0008110429 

30-26? 

f 


0000060011 

50-369 

Q 

8000110427 

30-269 

r 


8006070298 

50-445 

M 

8008110429 

50-269 

p 


8008070400 

PR 


0000120191 

30-369 

A 


8OO0O7QS84 

50-44S 

0 

8008120496 

30-491 

A 


80080705B4 

30-445 

0 

0000120496 

90-491 

A 


80080B04B3 

50-443 

Q 

8008120910 

30-287 

S 


6009080483 

50-449 

0 

8008130093 

80-36? 

0 


8008120393 

50-445 

<J 

8008130458 

50-270 

a 


0008130533 

50-445 

Q 

8008130527 

50-26? 

s 


80081 30383 

90-443 

H 

8008130533* 

30-269 

8 


80081 5 03 63 

50-445 

M 

8008130593 

30-36? 

G 


8008150383 

50-445 

M 

8000140371 

30-369 

0 


8008200033 

50-445 

0 

8008140473 

50-491 

0 


0006200033 

50-445 

O 

8008130170 

30-491 

0 


0008200060 

30-445 

0 

8008130170 

30-491 

a 


8008200060 

50-445 

a 

8008190201 

SO- 270 

a 


S008200176 

50-443 

0 

0008130201 

30-270 

0 


6008200176 

50-445 

0 

8008190296 

30-26? 

a 


80082001 8B 

50-445 

0 

8008100176 

30-413 

a 


60 08200 IBB 

50-445 

0 

8000180102 

30-36? 

a 


8003200203 

30-445 

0 

0008180182 

50-369 

0 


8009200203 

50-445 

0 

0008180108 

30-413 

0 


80002 L0476 

50-445 

H 

0003180248 

50-26? 

0 


8003260180 

30-369 

0 

8008180248 

30-269 

a 


80082 B0663 

50-445 

0 

0009180317 

90-369 

8 

Dai Mar Technical Associates 

8008 1 40469* 

30-206 

p 

8008180348 

30-269 

a 


9008130205# 

50-206 

p 

8008180348 

30-269 

a 

Detroit Edison Co 

8004230489 

30-341 

8 

8008180447 

30-270 

8 


8008120922 

50-341 

F 

8008180434* 

30-270 

a 


8008120547 

50-341 

A 

0000180313 

30-369 

A 


8008100468 

50-16 

R 

8000180320 

30-413 

9 


0009100470* 

50-16 

R 

8008100380 

30-269 

0 


0009190442 

S 0-341 

A 

8008180601 

30-36? 

0 


0008230241* 

50-341 

S 

8008190152 

30-36? 

F 

Dial. Jennings. Windham, Thomas t Bob arts 

0008210414 

50-393 

ft 

8008190132 

30-36? 

F 


9000270469 

50-395 

M 

8008190384 

30-36? 

A 

Doggett, 8 A 

0008150334 

30-466 

Q 

8008190384 

30-36? 

A 

Doherty, J F 

80001 10203 

30-466 

a 

8008190399* 

30-369 

A 


0008260322 

30-466 

0 

8000200337 

30-270 

8 


8000200178 

90-466 

o 

8008200326* 

30-413 

0 


8009280333 

50-466 

0 

8008200326* 

30-413 

a 

Dow Chsmical Co 

7907250287 

50-329 

H 

8000210333 

30-269 

p 

Dresser Atlas Export Sales 

8009180370* 

70-457 


8008210353 

30-269 

p 

Duane, Morris L Heckscher 

BOOB 1 50 d O3 

50-289 

0 

8008210333 

50-26? 

p 

Duke PoLrer Co 

8008010014 

50-413 

0 

8008210337 

50-3*9 

K 


00080 IOOI 4 

50-413 

a 

8008210337 

30-3*9. 

K 


8000010044* 

30-491 

a 

8008210362* 

30-369 

K 


8008040029 

50-413 

F 

8008210362# 

50-369 

X 


8000030017 

50-270 

P 

8008210364* 

30-3*9 

K 


6008050038* 

50-270 

P 

8008210372 

30-413 

A 


80030502 73 

30-369 

A 

8008210394 

30-287 

8 


8008050333 

30-269 

S 

8000210400# 

30-287 

S 


80090504 1 5 

50-287 

8 

8008210471 

30-269 

P 


8000050459* 

50-2B7 

e 

8008210471 

30-269 

P 


8008060246 

30-269 

p 

8008210473# 

30-2*9 

P 


8008060246 

SO -269 

p 

9008210473# 

30-2*9 

P 


8008060246 

SO- 269 

p 

800B2104S7 

30-3*9 

A 


8008060300 

50-413 

8 

0008210493 

30-36? 

A 


8008060336 

30-269 

P 

8008210493 

30-369 

A 


8008060336 

50-269 

P 

8008220039 

30-26? 

a 


i 

I 
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author 

AFP I LI AT I OH 


Dugueen* Light Co 


E4L0 Idaho. Inc 


EOiOi Inc 


ACCESSION 

NUJ1DER 

SUBJECT 

CATEGORY 

3008220033 

50-269 

a 

6006220033 

50-269 

Q 

S006230B7 1 

30-369 

A 

8006230871 

30-369 

A 

8000250375* 

50-369 

A 

0003250375# 

90-369 

A 

8008250875* 

30-369 

A 

8008260375 

30-369 

8 

8008260402 

50-270 

P 

8008260483 

30-269 

P 

800B26D4B5* 

90-270 

P 

800S260S39 

90-369 

s 

800B260539 

50-369 

8 

8008270289- 

50-269 

0 

8008270289 

50-269 

0 

8008270209 

90-269 

0 

8008270304 

50-249 

Q 

8008270384 

30-269 

Q 

8000280539* 

50-369 

0 

800820054 I « 

S 0-369 

0 

aooao ioi58 

50-334 

B 

8008010221 

50-412 

Q 

BO 0804 00 13 

50-334 

B 

8008040020 

50-334 

E 

8008040021 

BO-412 

A 

8008040026* 

50-334 

8 

8008050352 

50-334 

n 

8008050360* 

S 0-334 

R 

8008050361 

SO -334 

0 

80080S04Q5 

90-334 

0 

8008050433 

50-334 

a 

800B0602J2 

50-334 

8 

8008060216* 

30-334 

8 

8008060245 

90-334 

Q 

B00306C2S0 

50-334 

R 

8009060252# 

SO -334 

R 

8008070406 

SO -334 

F 

3008120358 

90-334 

8 

8008120370* 

30-334 

S 

8008120406 

90-334 

P 

8008120457 

80-334 

P 

6008130461 

90-334 

0 

8008130539 

90-334 

P 

8008130544* 

SO-334 

P 

6008140299 

90-412 

a 

8008180089# 

90-412 

s 

3000130399 

90-334 

a 

8008100402* 

90-334 

s 

8008100407# 

90-334 

s 

800B1B0410# 

90-334 

8 

800818041 l# 

90-334 

8 

8008190289 

90-412 

8 

8008190423 

90-334 

R 

8008190473# 

90-334 

ft 

8008190374 

50-334 

P 

8008 190579# 

90-334 

P 

8008210461 

30-334 

a 

B00B220129 

90-334 

p 

0008220229 

71-9108 


6008230526 

30-33* 

0 

8008290637 

50-334 

Q 

8000260472 

50-334 

0 

8008260539 

30-334 

0 

8008260640 

50-334 

6 

800B260646# 

50-334 

a 

8008280396 

50-334 

8 

8008280399* 

50-334 

8 

80081400S7 

RES 


8000140103 

RES 


0008140113 

RES 


800B140121 

REfl 


8008140127 

RES 


8008140101 

NUREQ 


800014051 1 

NUREQ 


0008160143 

NUREQ 


8000160560 

RE0 


0000180579 

sea 


6008160987 

RES 


80 Q8 18 0623 

50-334 

P 

8000190012 

50-340 

P 

6006200485 

RE 9 


8008210184 

RES 


8008260275# 

50-313 

P 

8008270260 

NUREQ 


8008060297 

50-235 

P 


AUTHOR 

AFFILIATION 

ACCESSION 

NUMBER 

SUBJECT 

CATEGORY 


8008060306 

90-285 

f 


0000060329 

50-259 

f 


0006270336 

50-348 

r 

iba»co Service*. Inc l-eub* of En**rcA 

0008010179* 

0A999 


Carp ) 





8008130359 

topRep 



8008190061 • 

50-466 

0 


0008(90008* 

50-466 

Q 


0008190263* 

50-466 

a 


8000190307* 

30-466 

a 


8000190361* 

50-466 

a 

Eberlln* Inetrumant Corp 

8008060197 

XPOftTLlC 


Eckert. Seamant. Cherln K Mel lot t 

0OOB2 10382 

70-2909 



0008260042 

70-2909 


Edlinn Electric Institute 

8008050496* 

CONTRACT 


Ed l ow International Co 

8008070299 

70-1252 



0000000104 

XP0RTL1C 



0008140284* 

XPDRTLIC 



8000220301 

XPCRTLIC 


El chhorn. Elchh orrv 5 Link 

8000250033 

90-367 

0 


0003200564 

50-367 

o 


0000280671 

90-367 

0 

Eli Lilly U Co < Lilly Research 

0OOS1CO312 

REGOB 


liberator ie* Dlv 




Energy Fuell Nuclear. Inc 

8000070471* 

40-0681 



8008130054 

40-0691 



8003210141 

40-0631 



0009210146# 

40-0681 



0000210243 

40-0681 


Energy. Dept of 

8000030246 

90-201 

p 


8008060015 

70-143 



8000070260* 

90-320 

H 


8009080007 

PR 



8009080472 

PR 



800B080482# 

50-209 

H 


8003120162* 

90-320 

H 


0003130066* 

SECY 



8008130007* 

SECY 



8008130509 

50-259 

0 


8008140137* 

FOIA 



8008 150362 

80-269 

P 


8000150413 

S 0-321 

a 


□008 1000 59 

71-6337 



8008200189* 

30-361 

0 


3008220184 

NUREQ 



800B220471 

71-6400 



8000250576 

50-320 

p 


90082 8 0668 

90-344 

8 


8008260124 

71-6478 



3008260134* 

71-6478 



0008260162* 

50-320 

II 

Environmental Coalition on Nuclear power 

80080 80489 

90-239 

Q 


8009280199 

50-320 

Q 


0OO028O229 

50-320 

0 


00 08280236 

50-277 

0 


0008280236 

50-277 

0 


8000280241 

50-387 

<3 


9008280244 

30-209 

0 


9008280277 

90-289 ' 

0 

Environmental Protection Agency 

9008050344 

50-280 

P 


8008140992 

40-0745 


Environmental 8c lance 9 Engineering* Inc 

8000130633 

CONTRACT 


E**»x Corp 

0008 120 179# 

30-398 

A 


80081401 79 

NUREQ 


E***x Internationa). Inc (*ube, of 

8009280076# 

CONTRACT 


United Aircraft Corp > 




European Communlti**. Control *» ion, of 

8008080473 

XPORTLIC 



8008110231 

XPDRTLIC 


Enon Mineral* Co « USA 

8003130210 

40-8064 



8008100364* 

40-8064 



0008260350 

40-8102 


Euan Nuclear Co < Inc (-tub* of Exxon 

8008010088 

XPORTLIC 


Corp ) 





B008010190# 

XPORTLIC 



8008110004 

70-1257 



0008140407 

XPORTLIC 



8008200047 

XPORTLIC 



6000800313 

TOPREP 



0008200317# 

TOPREP 



8003270002 

71-6501 



8000270004* 

71-6501 


F«nit*el» Inc 

8008180356# 

40-7500 


Federal American Partner* 

8003130052 

40-4492 



8008280105# 

40-4492 


Flelichaker. D 8 

8008080434 

80-273 

0 



382 


CORPORATE SOURCE INDEX 


author accession subject 

AFFILIATION NUMBER CATEGORY 


B00B130670 50-275 T 

8003210370# 50-275 G 

6009260235 50-275 0 

Florida Pojer * t-.ofct Co 80CS040123 50-250 P 

6009040123 S0-250 P 

sooaosoooa 50-309 a 

0003050392 50-250 S 

8003050397* 50-250 S 

3000050399 50-251 3 

SOO0OSO4O3 50-251 S 

0OOBO5O433* 50-251 S 

6003050449* 50-251 S 

8009060340 50-250 V 

6008060346 50-350 0 

BOO 8070360 50-335 F 

00081 10073 50-335 Q 

eooanoioi 50-aso o 

60091 1010S 50-339 0 

3003110443 50-250 R 

6006120427 50-335 P 

8006120430* 50-335 P 

8009130206 50-250 Q 

6006130206 50-250 0 

8003140263 50-335 Q 

6008140473 50-250 G 

60081501 92 50-250 I 

80031 SO 192 50-250 I 

60031 SO 1 92 50-250 I 

S0081 50424 50-250 P 

B00B1 60240 50-335 0 

800B1S03B9 50-250 R 

8008180369 50-250 R 

9006190369 50-250 R 

8008160391* 30-250 H 

800B160391* 50-250 R 

0003100391* 50-250 R 

GO 082 I 0376 50-250 3 

6003210364* 50-250 S 

6008210417 50-339 S 

0003210455 50-335 S 

6008210474* 50-339 S 

8006210462* 50-335 8 

6006210538 50-335 8 

800S2I0543* 50-335 S 

80082201 II* S0-3B9 0 

8000220117* 90-3B9 0 

90082201 95 50-335 S 

6003220196* 50-335 S 

8000220226 50-335 S 

£1009220232* 50-335 9 

6003250444 50-250 S 

0003230452* 50-290 S 

0008230547 50-251 S 

6008250558* 30-251 S 

6006250394 50-250 P 

60062 50394 50-250 P 

6008280603* 50-230 P 

6006250603* 50-250 P 

8008250624 30-333 P 

6008250752 50-338 0 

6008250782 50-335 S 

BO-0 82507 SB* 50-333 8 

8003260580 30-250 P 

8008270040 50-290 G 

BQO027OG4O 50-250 G 

8008290026 50-335 0 

8009260316* 50-250 0 

Florid* Pojbf Corp 8008090011 50—302 P 

0003030056 50-302 P 

600B05006S* 50-302 P 

6006030412 50-302 0 

900B0S0167 50-302 P 

6006110096 50-302 G 

6008! 10345 50-302 Q 

8008120374 50-302 S 

8006120360* 50-302 S 

0008120447 50-302 S 

800B12045B* 50-302 S 

0008120512 50-302 P 

6000130411 30-302 R 

6008130413* 50-302 R 

P00313049! 50-302 Q 

6006150411 50-302 S 

0008150414# 90-302 S 

8008150419 50-302 3 


AUTHOR 

AFFILIATION 

ACCESSION 

NUMBER 

SUBJECT 

CAT600RV 


60081 50427* 

50-3(12 9 


800818012? 

NURE<? 


0000180194 

30-302 0 


8008200016 

30-302 G 


9000220326* 

30-302 0 


8008230520 

50-302 P 


6000260926 

50-302 S 


8008260932* 

50-302 B 


0009260634 

50-302 P 

Florida Sta t & of 

8009220355# 

State Frag 


0009270169* 

State Prpj 

Florida) Univ of) Qainesville 

8008080170* 

CONTRACT 


0009000276 

SO -BO H 


9008120362 

50-03 F 

FoJtboro Corp 

8008190074* 

QA999 


8008190091* 

QA999 

Franc i Metfdoff Go 11 hauii Inc 

8009090203# 

40-1341 

Franklin Ins 1 1 tute/Frank 1 in Research 

8002150090 

ACRS 

Center 


8008010004# 

50-324 P 


9008010093* 

30-324 P 


0008070043# 

CONTRACT 


0008000444 

ACRS 


0008080459 

ACRS 


800S200064# 

30-321 P 


0000200121# 

90-259 ? 


8009200121# 

50-259 P 


8000200131# 

50-277 P 


8003260295 

50-244 P 


0000260329# 

50-21? P 

Fred C Hart Associates) Inc 

8008050404# 

CONTRACT 

Friends of the Earth 

8008000491# 

50-361 0 


8009090493 

50-361 0 


0008220150 

30-361 0 


8003220150 

50-361 C 


0000220157 

50-361 Q 


800B220157 

SO-361 0 


8008220160# 

50-361 0 


0000220160# 

50-361 0 

Friend* of the Korean People 

00081 10321 

XPORTLIC 

0000110323* 

XPORTLIC 

Oage-Babcock Associates. Inc 

0008190339 

CONTRACT 

Carii* IN 

8008200264 

50-367 0 

Gasser Associates 

0008370492# 

FOI A 

0009270490# 

FOIA 

General Accounting Office 

0008140177# 

COMMISSION 

General Atomic Co (subs of Gulf Oil 

0000130125 

XPORTLIC 

Co > 


0000130129* 

XPORTLIC 


0008130540 

TOPREP 


0000130663# 

GA999 


0009190004 

XPORTLIC 


0000190006# 

XPORTLIC 


0009100265 

XPORTLIC 


9000190430 

70-734 


9000180456# 

70-734 


8000200003 

XPORTLIC 


6008200004# XPORTi-IC 

8008200009 XPORTLIC 

B00820001Q# XPORTLIC 

8008250245 XP0HTL1-C 

8008250254* XPORTI-IC 

6008250715 XPORTLIC 

8008250723# XPORTLIC 

6008260165 XPORTLIC 

900B260171* XPORTLIC 

General Electric Co 6009010275 TOPREP 

8008040005 50-70 0 

0008050433 TOPREP 

0000070204 70-1300 

8008080033 70-1300 

6000000162* CONTRACT 

0008080264 70-1300 

8000000407 70-1308 

80080004 1 7# 70-1300 

6008110341 50-70 P 

0008120576 TOPREP 

0008140390* 50-298 P 

000914045 1 50-70 P 

0008140597 XPORTLIC 

0006190054 50-461 B 

8008190057* 30-466 0 

8008190076# 50-466 0 

0000190103* 30-466 0 

8006190115# 50-466 0 


CORPORATE SOURCE INDEX 


383 


AUTHOR 

AFFILIATION 


General Electric Co , Morrl* rue 1 Storage 
Feci I ity Biv 

Centre 1 Electric Co . Nuclear Energy 
Preiucte Div 


General ElettrU Operating Plant Qmnere 
Croup 

■General Public UtiliHe* - QPU Service 
Corp 


George 8 Bush 6 Co 

Georgia Institute of Technology 

Georgia Power Co 


ACCESSION 

SUBJECT 





NUMBER 

CAlEOOftV 

AUTHOR ACCESSION 

SUBJECT 





AFFILIATION NUMBER 


BOOB 190130* 

50-466 








8008190171 

50-70 

P 

000130401 31 * 

30-321 

0 

80081901 98* 

50-466 

0 

8003040139 

30-321 

s 

8008190239* 

50-466 

0 

80080401 4£* 

30-321 

s 

8008190287* 

50-466 

0 

8009050013* 

50-366 

s 




8908050025 

SO-366 

s 

8000190303* 

50-466 

0 




8008190326* 

50-466 

Q 

8000060248 

50-321 

0 

8008190343* 

50-466 

0 

BO 080602 4 9 

50-321 

a 

8008190434 

TCPRE P 


8000060202 

50-321 

p 

0008190471 

TOPREP 


8008060282 

50-321 

p 




8003060329 

50-321 

Q 

8008190490 

TOPREP 





8008200009 

71-9001 


8008060328 

50-321 

0 

SOO02OOO12* 

71-9001 


8000060339 

50-321 

0 

8008300070 

70-1308 


8009060339 

50-321 

Q 

8008220174* 

70-1308 


8003080301 

SO -321 

a 




8008080281 

50-321 

0 

8008220216 

TOPREP 





8000220216 

TOPREP 


8008080300 

50-321 

s 

9000250237 

30-447 

& 

800B080304 

50-321 

3 

8008250261* 

50-447 

D 

8008080310* 

50-321 

5 

8008250265 

30-447 

0 

9008080317* 

50-321 

& 




9008080322 

50-366 

S 

8008250272 

50-447 

8 




8008250277 

50-447 

8 

8008080329* 

50-366 

3 

8008250204 

50-447 

D 

30001(0356 

SO-366 

S 

8000250290 

30-447 

B 

8008110359* 

50-366 

s 

600B250293 

50-447 

B 

8003 1 10372 

30-424 

A 




90031)0406 

50-366 

S 

8008250297 

50-447 

D 




6008250320 

50-447 

D 

80001 10409 

50-366 

3 

8008250325 

50-447 

a 

80081 10413* 

50-366 

S 

8008250323 

50-447 

0 

8008110419* 

SO-366 

S 

8008250332 

50-447 

B 

80081 10423 

SO-366 

S 




8008110427* 

30-366 

6 

800S25033S 

30-447 

& 




8000230342 

50-447 

B 

8G08I20372 

50-366 

P 

800825034* 

50-447 

B 

6008120373* 

50-366 

P 

6008230350 

30-447 

B 

8008120449 

50-321 

1 

0OO02SQ3S7 

50-447 

B 

8008120449 

50-321 

1 




8008120449 

50-321 

I 

8008250339 

30-447 

B 




8008250361 

50-447 

0 

8008120463 

50-321 

8 

8008250367 

BO-447 

0 

8008(20479* 

50-321 

S 

800825039 1 

50-447 

B 

8000 t 20492 

50-331 

8 

0008280396 

50-447 

B 

0000120309* 

50-321 

8 




0009130956 

50-321 

a 

8008250399 

50-447 

B 




0008230400 

30-447 

0 

8003130956 

30-321 

a 

0008250401 

50-447 

8 

BOOB 130972 

30-321 

a 

0OG825O4O3 

50-447 

0 

8009130572 

50-321 

a 

8008290693* 

50-271 

P 

BOOS 130502 

50-321 

p 



8003130582 

50-321 

p 

8008250710 

70-1308 





8000260324* 

50-195 

Q 

9008130611 

50-331 

Q 

8000360328* 

30-155 

Q 

8000130611 

SO— 33 1 

a 

8000260333* 

50-155 

0 

9008180036 

50-321 

a 

0008260339 

50-447 

A 

8008190036 

50-321 

a 




9008130393 

30-321 

R 

0008260360 

TOPREP 





8000270394 

70-1113 


8008160395* 

50-321 

n 

8000270597 

70-1309 


9000180397 

50-366 

fl 

0000140362 

71-6458 


8008 I 80400* 

50-366 

n 


8008100455 

30-321 

p 

8007240019 

71-9139 


8008 1 90265 

50-321 

P 




8008190269 

50-321 

p 

8000070309 

70-1113 


8008190-270* 

90-321 

r 

80001 10016* 

70-1113 


8008190553 

50-366 

s 

0008180593 

71-9001 


8008190561 

50-366 

s 

8008180593* 

71-9001 


8008190593* 

50-366 

s 

8000 I 9084 5* 

SO-466 

0 

0OOB19O6O7* 

50-366 

s 

8008210404 

70-1113 


8008210350 

30-424 

s 

8008250194 

71-4906 


6003220141 

50-321 

b 

8008260624 

7Q-IU3 


6008230397 

50-321 

F 

8008010299 

TOPREP 


0008250597 

50-321 

s 

8008060349* 

50-320 

T 

6009250997* 

50-321 

8 


6008260415 

50-321 

3 




6-008260421* 

50-321 

S 

8008060345* 

50-320 

T 

6008260425 

50-321 

8 

8003060345* 

50-320 

T 

0008260431 * 

50-321 

8 

8008060349* 

50-320 

T 

6009260434 

50-366 

S 

8008060349* 

50-320 

T 

8008060349* 

90-320 

T 

0008260436* 

8008260449 

50-366 

SO-366 

s 

s 

8008270084 

XPDRTUC 


0008260491* 

50-366 

6 

8000080009* 

CONTRACT 


0008260454 


9 

8008040044 

30-424 

8 

8008260457* 
0008260458 
80082605 IS 

50-366 

50-321 

50-366 


8008040044 

8008040062 

50-424 

50-424 

a 

s 

S 

P 

s 

8009040062 

B0O8040101 

50-424 

50-321 

8 

8 

0009260319 

8008260321* 

50-321 

50-366 

8 

S 

8008040104* 
Q0O804O 1 30 
8008040130 

50-321 

50-321 

50-321 

S 

Q 

0 

8008260522* 

0008260533 

9000260340* 

50-321 

50-321 

50-321 

s 

3 

S 

8008040131* 

50-321 

0 

8008260543 

8008260350* 

50-381 

50-321 

9 

3 
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CORPORATE SOURCE INDEX 


AUTHOR 

AFFILIATION 


Jetty Oil Co > Petrotcmics Co Div 
Sibhi U HI 11> Inc (subs of Dravo Corp 


3i I ber t ACommonueal th Cot 
DTifflr Hotp Derby, CT 


On 1 f h Hostern Industries, Inc 
Sulf Oil Corp i Oulf Mineral Resources 
Co 

Oulf States Util i t m * Co 


HHSi Dipt of. US Public Health Service 
Hanford Engineering Development 
Laboratory 


Harvard Medical School 
Harvard Univ 

Health 6 Human Service*. Dept ofp 
Hill Christopher t Phillips 


Hillcreit Medical Center Tulsa. OK 
Hittman Nuclear &■ Development Corp 
(subs Hittman Corp > 

Holland >/ Hart 

Holmes t Narver, Inc 
Honeywell. Inc 

Hotp of St Raphael New Haven. CT 
House of Rep 


House of Rep i Foreign Affair* 

House of Rep i Interior % Insular Affai 


House of Rep . Interstate & Foreign 
Commerce 

Houston Lighting S' Power Co 


ACCESSION 

SUBJECT 


AUTHOR 

ACCESSION 

SUBJECT 


NUMOER 

CATEGORY 

AFFILIATION 

NUMBER 

CATEGORY 

0008260597 

50-366 

S 


8008080430 

90-464 

9 

00002606.1 1* 

30-366 

9 


8008080408* 

90-464 

4 

9Q0S26063S 

50-366 

3 


8008080490 

30-466 

4 

8Q0B2A06A3 

30-366 

3 


8008080492 

30-464 

4 

a 00026064 4* 

30-366 

S 


8008080493 

30-464 

4 

6008260647* 

50-366 

B 


0008000476# 

30-464 

4 

B00B2606S7 

50-366 

8 


8008080500* 

30-446 

4 

0000360670* 

50-366 

S 


8008000302# 

30-466 

4 

8009370346 

50-366 

S 


8009080562 

30-443 

H 

8000270349* 

50-366 

S 


8008080562 

30-445 

H 

8008270370 

50-321 

0 


8008080562 

50-445 

H 

0000270370 

30-321 

Q 


8008080562 

50-445 

ft 

3008270390 

30-321 

Q 


8008080567* 

SO-445 

M 

3008270390 

50-321 

Q 


8008080567* 

90-443 

H 

6008200421 

50-424 

A 


800S080S67* 

90-445 

N 

80073001 14 

40-6639 



800a080367» 

90-449 

H 

8007300121* 

40-6657 



8008110424 

50-490 

S 

B0O7300 1 30* 

40-6639 



8008110424 

50-498 

8 

) 80090101 30* 

8A979 



8009110501 

90-464 

4 

8006010134* 

0A999 



8008110910 

30-466 

4 

0000010237# 

CONTRACT 



0008190481 

30-499 

A 

3008170391* 

50-395 

A 


0008190311* 

90-464 

0 

0000220363 

RECOD 



8008140393 

30-498 

D 

0003060029* 

70-2749 



800B140395 

90-470 

8 

8000060191* 

70-2749 



BOOS 130379 

30-490 

A 

8008130679* 

QA799 



8008190042 

30-464 

0 

B00B210559 

REOOD 



8009190048* 

50-464 

4 





8008170033* 

30-466 

0 

8000040039 

50-458 

A 


0008190066* 

30-466 

4 

8000060020 

50-458 

a 


8009190069* 

50-466 

0 

0002060023 

50-438 

0 









8009190000* 

30- 466 

4 

8008060028 

50-438 

0 


8008190006* 

30-466 

0 

8008080422 

50-438 

8 


8008190094* 

50-466 

0 

0000000422 

50-498 

8 


8000190090* 

50-466 

0 

00081 10401 

30-450 

F 


8008190100* 

30-446 

4 

8008190482 

50-459 

0 









8008190111* 

50-446 

4 

8008260373 

30-45B 

A 


9008190120* 

30-464 

4 

8008130240 

40-8745 



8000190124* 

30-464 

4 

BOO-8050187 

PR CM 



B0081 90139* 

30-464 

4 





8008190168* 

90-464 

4 

8000050195* 

PROJ 






3008 1 80638 

WUREO 



8008190177* 

30-466 

0 





6008190181# 

30-466 

4 

0008 1 8032 1 

REQGD 



0OOB19O189# 

30-466 

4 

0008110191* 

FCJIA 



8008190206* 

90-466 

4 

0008270532 

50-320 

H 


8008190336* 

90-466 

0 

8008130524 

50-273 

0 





800BI 50364 

50-273 

0 


0008190252# 

90-466 

0 





8008190257* 

50-466 

4 

B008 150371 a 

50-275 

Q 


8008190272* 

50-466 

4 

8008150371# 

50-275 

0 


8008190234* 

50-4 6 6 

0 

6008150374# 

50-275 

0 


0008190292* 

90-466 

4 

80001 S03 7 4# 

50-275 

0 





8006210053 

50-275 

0 


8008190298* 

90-466 

4 





8008190311* 

30-466 

4 

8000210096 

50-275 

0 


0008190320* 

30-466 

4 

0008260227 

30-279 

0 


8008190331* 

30-466 

4 

BOOS 180341* 

70-2195 



0008190337* 

30-466 

4 

600B270391* 

50-289 

p 









8008190349* 

30-466 

4 

8008060004 

40-1162 



8008190333# 

90-466 

fi 





8008260166 

30-443 

h 

B003140262» 

40-8550 



8008260206# 

30-466 

0 

8008140357# 

40-7782 


Idaho State Univ 

8008180367# 

70-1074 


8008010147# 

40-8050 






8000 0700 59 

50-320 

H 

Ihrlg, R 

80081 10321 

30-404 

4 

8008210062s 

30-352 

u 

Illinois Power Co 

8000030044 

30-44 1 

9 





8008030368 

30-441 

a 

8008210375 

50-275 

u 


8000030446 

30-461 

8 

8008270350 

XP0RTL1C 



8000070306 

30-461 

4 

8 00800 0362* 

MI9C 






r* 8008130671* 

COMMISSION 


8008130333 

30-461 

A 

8009270467 

30-339 

u 


8008230337 

30-461 

6 





0008230676 

50-461 

A 

8000270396 

50-466 

H 


8008230773 

30-461 

0 





8008260318 

30-461 

9 

8000010302 

50-466 

0 





0008040077 

50-470 

A 

Illinois. State of 

8008030010 

30-10 

D 

0008040077 

50-470 

A 


8008030020 

30-10 

0 

0009 0 4008 1* 

90-490 

A 


8008070049 

F01A 






8008070309 

30-237 

0 

0000040091* 

50-498 

A 


8008070309 

30-237 

4 

8009060036 

50-499 

a 





0008060036 

50-498 

Q 


8008070311# 

30-237 

4 

8000060305 

50-498 

S 


000807031 1# 

30-237 

4 

8008060305 

50-498 

8 


8008080308 

70-1308 






8008080393* 

70-1308 


800806031 1 

30-398 

S 


8008080399* 

70-1308 


8006060311 

50-378 

S 





8008060352 

50-498 

8 


8000000440 

70-1300 


8008080417 

30-498 

3 


8008130494 

27-39 


8008080451 

50-498 

B 


8008220176 

30-367 

4 





8000220170 

30-367 

0 

8008080451 

50-498 

a 


8008270207 

40-2061 



CORPORATE SOURCE INDEX 


385 


AUTHOR 

AFFILIATION 

Illlnale, Uriv of, Urbana-Champaign 
Indian* I* Michigan Elactric Co 


Indian* L Michigan Pow*r Go 
Indiana Unlv 

UdJ»tri*l Talking Laboratories Inc 
Initltuta of Nuclear Power Operationi 
Interior, Dept of 


Interior* Dept of, Bureau of Land 

Management 

Interior. Dept of, Qaologleal Survey 


International Book L Subscription Agency, 
Int 

International Brotherhood of Electrical 
Honker* 

international Bueina** Service*, Inc 
International Telephone 4, Telegraph Corp 
Iowa Electric Light L Power Co 


ACCESSION 

SUBJECT 


AUTHOR 

ACCESSION 

SUBJECT 


NUMBER 

CATEGORV 

AFFILIATION 

NUMBER 

CATEGORV 

8008280294a 

50-367 

F 


8000210361 

50-331 

n 

8008110267 

50-70 

0 


00082(0363* 

50-331 

R 

8008120242a 

50-273 

T 


8000220(01 

50-331 

R 

8008040093 

50-316 

S 


8008220183* 

50-331 

R 

0008040094a 

50-316 

0 


8000250007 

50-331 

0 

0008040097a 

50-316 

a 


0008250525 

30-331 

s 

8008040 1 St 

50-315 

3 


0008280538* 

50-331 

8 

8008040 ISBa 

50-313 

S 


0000250704 

30-331 

B 

800B130174 

50-3 1 3 

a 


8008250719* 

50-331 

S 

0008150331 

30-316 

R 


0008270368 

50-331 

F 

0008 1503 33a 

50-316 

* 


SO 08200424 

50-331 

8 

8008150376 

50-313 

U 


0000280426* 

90-331 

a 

800B100541 

50-315 

R 

Iowa Power 

0008060330* 

50-290 

j 

BOOB 180550* 

50-315 

R 

Ieham. Lincoln 4t Beale 

8000130517 

50-329 

G 

0008260424 

50-313 

0 


8003130510 

90-373 

H 

8008260443 

50-315 

S 


0008150377 

90-445 

M 

0008260445* 

50-315 

S 


8000210379 

50-237 

G 

8008260584 

30-316 

J 


BOOS 220090 

50-445 

M 

0008260603 

90-316 

s 


0000260368 

50-155 

0 

8008260612a 

50-316 

8 


800B260371* 

50-155 

0 

8008270246* 

50-315 

F 


0008260798 

50-255 

0 

8OQ019GO6B* 

CONTRACT 


Iiotopic Analytic, Inc 

0OOB 100369* 

70-034 


80081 B05O2* 

50-220 

F 

Iiaak Walton League of America, Porter 

8008260191 

50-367 

0 

8008070497* 

50-275 

A 

County Chapter 




0OOBOQO425 

40-8681 



0000260215 

50-367 

0 





0008280282 

50-367 

a 

8008120417* 

50-275 

T 





8003130197 

40-B743 



0000280672 

50-367 

0 

8008140411* 

40-1162 


J t P Cor p 

0000180346* 

40-8684 


8008270227 

PR 



0008100470* 

4O-B604 





Jereag Central Power t. Light Co 

8008050023 

50-2 1 9 

p 

0008040082 

50-332 

A 


0OOBO5OO4B 

50-219 

s 

0000150369 

30-332 

A 


8000050052* 

50-219 

0 

0008180379* 

7o-iai 



8008050073 

50-219 

8 

0008100381* 

70-121 



8000050076* 

50-219 

S 

0003100521* 

30-369 

A 


0009050172 

50-219 

P 

8008200082 

ORO 



8008060012 

50-219 

a 

0000200090* 

ORO 



0008060014 

50-363 

a 

00002101 20 

ORO 



0000060215 

30-219 

F 

0000210123* 

ORO 



0008060281 

50-219 

V 

0000210130 

90-206 

P 


BOOBO6O207* 

50-219 

V 

0000210130 

30-206 

P 


800S060342 

50-320 

T 

0000210130 

30-206 

P 


8008070439* 

50-219 

0 

0000210136* 

50-206 

P 


8008030006 

50-219 

s 

0008210136* 

30-206 

P 


800S 09001 1* 

30-219 

s 

0008210136* 

30-206 

P 


0008000066 

50-219 

a 

0000260461* 

30-273 

A 


8008080171 

50-219 

0 

8009270126* 

30-361 

A 


0008080174* 

50-219 

S 

8008270126* 

30-361 

A 


0008080361 

50-299 

0 

800027027 3 

50-274 

F 


0008110382 

SO-219 

P 

, 8008130254 

FQIA 



0008110386* 

50-219 

P 





8008110391* 

30-219 

P 

0000140614* 

30-320 

H 









0000120361 

50-209 

0 





0008120546 

50-219 

8 

8008280363* 

CONTRACT 


0000130577 

50-219 

P 

0008210416* 

30-313 

P 


800SI 30579 

30-219 

S 

0000040030 

30-331 

a 


8000130505* 

30-219 

P 

8000040041* 

30-331 

a 





8000040133 

30-331 

0 


8000130593* 

30-219 

P 





8008140334 

30-219 

P 

0000040153 

50-331 

0 


BOQ014O337* 

50-2 1 9 

P 

0000040166 

50-331 

8 


S003140439 

30-206 

P 

0QOBO4O167* 

50-331 

8 


8003150211 

50-219 

0 

BD0B040169 

50-331 

8 





0000040170* 

90-331 

8 


BC 03180 135 

30-219 

p 





8003180133* 

50-219 

p 

800B030043 

80-301 

0 


8000180330 

30-219 

8 

0000030058 

80-33 I 

0 


8000180437 

30-219 

S 

BOOBOSO170 

50-331 

3 


8000100441* 

30-219 

8 

0000050338 

50-331 

P 





8000060341 » 

50-331 

P 


0000100576 

30-219 

Q 





0008190032 

50-219 

G 

0000060335 

5 0-33 J 

0 


8000190052 

30-219 

a 

8008070080 

50-331 

0 


0008190346 

SO-219 

8 

0000070096 

80-331 

a 


8000190352* 

30-219 

B 

800B1 10327 

50-331 

V 





BOOB 110331* 

50-331 

V 


B00B200283 

50-219 

3 





8008200207* 

50-219 

B 

80001 10361 

30-331 

8 


0000200346 

50-219 

P 

0OOB1 10366* 

50-331 

a 


800B20034G* 

50-219 

P 

800B130486 

50-331 

8 


0000200361 

50-219 

8 

0008130496* 

50-331 

S 





8008130502 

50-331 

0 


8008200365* 

50-219 

3 





0000200543 

50-219 

a 

0000130510* 

50-331 

a 


0008210431 

50-219 

B 

0000130915 

50-331 

3 


0008210467* 

50-219 

8 

0008130533* 

'50-331 

3 


0000250339 

50-219 

R 

8008130560 

50-331 

0 





8000140308 

50-331 

8 


8008290344* 

50-219 

ft 





8000250437 

50-219 

9 

8000190972 

50-331 

3 


8008290440* 

30-219 

9 

8008190501* 

50-331 

3 


0008250533 

30-239 

0 


38 $ 


CORPORATE SOURCE INDEX 


AU THOR 
ArFJLIATION 


denes. Orey ’< Bayley 
Justice. Dep t ef 


Justice. Dept of. Attorney General's 
Off it* 

Kaiser Steel Corp 
Kansas Gas £, Electric Co 


Kansas. State of 
Kentucky. State of 

Keptord. C 

Kerr-McCee Corp 

Karr-McOee Nuclear Corp 


Kodner. J U 

Lake Michigan Federation 

Lakeside Bridge t- Steel Co 
Lawrence Livermore Laboratory 


LeSoeuf. Lamb. Leiby t MacRae 

League of Women Voters 
Lehigh Univ 

Long island Lighting Co 


Las Alamos Scientific Laboratory 


Louisiana Power J. Light Co 


ACCESSION SUBJECT 

HUMBER CATEGORY 


AUTHOR 

affiliation 


ACCESSION SUBJECT 

NUMBER CATEGORY 


8008230621 
00082 60264 
300027 0236 
80082 70329 
0003280471 


50-26? I 
50-209 I 
50-21? 0 

50-219 0 

50-21? P 


Louisiana. State of 


800008047? 
8008110326 
80081 50153* 
8000270358 
8008060247 


30-302 K 
50-302 A 
30-302 Q 
50-302 A 
50-490 0 


800B280474* 

8OO8030255 

8008010241* 

B0080B0061* 

8008110505 


50-21? P 
FOIA 

CONTRACT 
50-30? M 
50-445 M 


8008060247 

8008060249* 

8008060249* 

8008250227* 

8008250227* 


30-456 9 
30-458 0 
90-450 Q 
50-458 0 
50-450 0 


8008 1 10505 
8008110905 
BOOB 1 10505 
90081 10526 
80081 10556 


30-445 M 
50-449 M 
50-445 M 
90-445 M 
SO-445 M 


Lumens tein. Newman. Rel s. Are lrad 5 Tall 


8008010085 
8008010097* 
80080 10302 
8008080480 
800808048B* 


50-344 0 

30-344 0 

90-466 0 

90-466 9 

50-466 0 


00083 10556 
0008110556 
BOOBl 10556 
9003140403 
8008100047 

8000190676 
800828034 1 
8000050040 

8000260314* 

EQ09030393 

8009070422 

8008070466 

8008080426 

8000080431 

8008060435 

0008080441 
8008080445 
SOOSI 10124 
BOOS 140596 
8003150146* 

B00819044S 
SO 09 190 564 
BO 08260 342 
8000280320* 
8009060452 

8008060263* 

9008060264* 

8008060266* 

0009010253 

8008010259 

8008260710* 

800B260712* 

8008260715* 

8009260710* 

8003120299 

8000 1 2030 1 * 
8008200066 
BOO827O107 
80082201 55 
8000260152* 

8008010109* 
0003010225 
8009120405* 
8009120409* 
BOOS 260003* 

0OOB06O2O0 
80080602 IB 
8008210415 
8008050257* 
8008200388* 

8009070166 
80030802 1 6 
60031 10537 
0008120402 
0008120404* 

0008130552 

8008280349 

8009200382 

0000280383* 

8009140191 

80091B0600 
800826000 1 
0008260642 
9008090210 
80080 502 15* 

8000050348 

8008060150 

8008080279 

0009000262* 


50-445 

M 


6000080490 

30-466 

50-445 

M 


B0080S0492 

50-466 

50-445 

M 


0000080495 

50-466 

PR 



0000110501 

50-466 

40-8745 



0009110510 

30-446 

50-445 

M 


8000130300 

30-446 

50-275 

H 


000613051 1* 

30-466 

50-389 

M 


8008190042 

50-446 




0000190040* 

50-466 

50-155 

0 


0000190053* 

50-466 

50-482 

F 







8000170066* 

50-466 

50-402 

S 


0008190069* 

50-466 

50-482 

K 


9QQ319OQ0O* 

SQ-464 

SO-4B2 

S 


0000190006* 

50-444 

50-4B2 

8 


8000190094* 

50-466 

50-432 

S 







8000190098* 

50-466 

50-462 

s 


0008190103* 

50-465 

50-402 

0 


8000190111* 

50-466 

SO-402 

n 


8000190120* 

50-466 

50-482 

s 


8000190124* 

50-466 

50-492 

0 







80081 9Q1 59* 

50-466 

50-482 

A 


0008190160* 

50-466 

50-492 

A 


0008190177* 

5Q-466 

50-482 

c 


8008190181* 

50-445 

90-482 

0 


8QQB1 90189* 

50-466 

State Prog 







9008190206* 

50-466 

90-358 

F 


8008190236* 

90-464 

90-358 

F 


0008190252* 

90-444 

50-356 

F 


8008190257* 

50-464 

50-277 

0 


8009190272* 

50-446 

50-277 

0 







8008190284* 

50-466 

40-8006 



9008190292* 

50-466 

40-3006 



0008190298* 

50-466 

40-8586 



8QQ8 190311* 

50-466 

40-0596 



8008190320* 

50-466 

40-2061 








8009190331* 

50-464 

40-2061 



8008190337* 

50-466 

70-1193 



8009190349* 

50-466 

40-8027 



8008190355* 

50-466 

50-599 

0 


8008250032 

50-367 

50-367 

0 







8008260166 

50-445 

QA999 



0000260206* 

50-466 

RES 



8000260217 

50-466 

50-275 

r 


8008270474 

50-466 

50-275 

T 


8000270477* 

50-466 

QRG 



8008200671 

50-367 

50—205 

P 

Luther Hoep Eau Claire. MI 

8008110155* 

70-1439 

50-220 

P 


8008110157* 

70-143 9 

50-285 

P 

Magnaflut Corp fsub* of Peabody Gallon 

8008220297 

71-9108 

50-201 

P 

CoTf 1 



CONTRACT 

Main® Yankee Atomic Power Co 

8008010204 

30-309 

50-322 

0 


80080 1Q211 

30-309 

50-516 

F 


0008040005 

50-309 

50-322 

Q 


0008040146 

50-309 

50-322 

0 


6008050364 

50-309 

90-322 

Q 


8008060280 

50-309 

50-322 

F 


8008060209* 

90-309 

50-322 

A 


8008080269 

50-309 

50-322 

0 


8008180556 

90-309 

30-322 

Q 


8008100562* 

50-309 

NUREO 



80082S0454 

50-309 

NUREO 



8008250457* 

50-309 

NOR EG 



8008260270 

50-309 

NURE0 


MarrAC V . D 

0008010099 

50-466 

50-382 

K 


0008050002 

50-466 

5G-3B2 

It 


0008210063 

30-466 

50-332 

S 


8008220056 

30-446 

50-302 

0 

M*r«h * Jlct,*nn*Tir Inc - M 8 M Nuclear 

8008060338 

50-272 

50-302 

K 

Con* u 1 t-a n fr s f TltC Div 



50-3B2 

K 


0008130604 

30-280 


0 

0 

0 

0 

9 

0 

0 

0 

9 

9 

0 

0 

0 

9 

9 

0 

0 

c 

0 

9 

0 

0 

0 

9 

9 

0 

9 

a 

o 

0 

9 

0 

0 

9 

0 

9 

0 

9 

9 

9 

fi 

9 

9 

9 

9 

0 


9 

0 

P 

P 

P 

V 

V 
p 
fl 
R 
R 

fl 

P 

9 

9 

0 

9 

J 

J 


CORPORATE SOURCE INDEX 
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AUTHOR 

AFFILIATION 

ACCESSION 

NUMBER 

SUBJECT 

category 


AUTHOR ACCESSION 

AFFILIATION NUMBER 

SUBJECT 

CATEOORY 

tfirUbtnl Amur 1 c a Corr (subs of Mai ubeni 

6000000467 

XPORTLIC 


8008150397* 

30-299 

0 





8008150402 

30-289 

F 


800B2 50389 

XPORTUC 


60 0S180 1 84 

30-320 

s 


8008230395* 

XPORTLIC 


0008180373 

30-320 

s 


6008260089 

XPORTLIC 


0008100511 

90-320 

6 


8008260098* 

XPORTLIC 









8008100917* 

50-320 

s 


BOO021O337 

50-320 

P 

00001 90426 

50-209 

G 

fHjri,l»ndi Unlv of 

8000200206* 

50-344 

P 

8008190446 

50-289 

Q 

Kanin ?< Hanger - Silas Mason Co , Inc 

8000140193 

NLPREQ 


8008190469 

50-289 

8 

Massachusetts Institute of Technology 

B00B1 90055a 

CONTRACT 


8008 l 90479* 

50-209 

8 


8008200027 

71-164 









8008190493 

50-320 

P 

Massachusetts. State of 

8008010154a 

contract 


800819051 1 

50-209 

a 

MaijST. Broun 6 Platt 

B008080264 

7O-130B 


8008190518* 

50-289 

s 

0OOBO8O4O7 

7O-I30B 


6008190603 

50-320 

p 


80080804 1 7» 

70-1300 


8008140604 

30-289 

0 


8008200078 

70-1300 









0008190604 

50-239 

0 


8008220172 

70-1308 


8009190606 

50-320 

p 


00002507 10 

70-1308 


8008190609* 

50-320 

p 


B0082604IB 

70-1308 


S008I90610* 

50-320 

p 


B008040019 

50-10 

D 

8008210346 

50-289 

G 

HcKay-Dea Hosp Center Ogden. UT 

8008260719a 

70-2096 









0008210397 

50-239 

0 

Mentor. KV 

aooai 50436 

30-350 

F 

6003210439 

50-23? 

s 

Methodist Hosp St Louis Part, MU 

800B190644 

REGQD 


0008210442 

50-320 

F 

Hetrop o 1 1 tat* Edison Co 

BOOBO 10286 

50-320 

■P 

BO 0321 04 59* 

50-209 

S 


8008010290 

30-277 

Q 

8009210478 

50-289 

0 


8008010290 

30-277 

0 








8008250370 

50-269 

ft 


B0080102 90 

30-277 

0 

8000250374* 

50-209 

R 


6000010292 

50-320 

F 

8008250490 

50-320 

8 


8008040006 

30-209 

G 

8008250496* 

50-320 

G 


800B040017 

30-320 

8 

8000250313 

50-320 

S 


0008040022a 

50-320 

S 








0008250529* 

50-320 

3 


B00804003la 

30-209 

G 

8000260377 

50-209 

G 


800B040033a 

30-209 

0 

800B260383 

50-320 

P 


800B040037a 

30-209 

<J 

BOOB26 0391 

50-320 

0 


8008040050 

30-289 

G 

8008270204 

S0-2B9 

T 


0008040053 

30-289 

0 








8008270319 

30-289 

P 


B008040068 

30-320 

P 

S008270342* 

50-289 

P 


8008040069a 

30-320 

P 

8003270362 

50-320 

G 


8000040076a 

50-320 

P 

□0082703BB 

50-209 

P 


8OO0O4OOBO 

SO-209 

0 

8003270412 

50-239 

P 


6000040135 

30-277 

0 








80092704 16* 

50-209 

P 


8000040135 

30-277 

0 

0008280667 

30-239 

0 


0008040135 

30-277 

0 

8000280669 

30-28? 

0 


0008040135 

30-277 

0 

Mich 1 jam State Unlv GOOB190073 

30-320 

P 


0000040135 

30-277 

G 

Michigan. Unlv of 0008050335 

50-2 

P 


8000040139a 

30-277 

0 








0000080027* 

CONTRACT 



800B040138a 

50-277 

0 

Midwest Electric Cooperative 0008040095 

30-443 

M 


Q008040138a 

30-277 

G 

Miller Technical Services 8008010250 

40-299 



8000040138a 

50-277 

0 

8008070064 

40-299 



8008040136a 

50-277 

Q 

8008070066* 

40-299 



0008040140a 

50-277 

0 








Miller Testing Co 0000010250 

40-299 



800B0401 40» 

50-277 

0 

6003050564* 

40-299 



8008040140a 

50-277 

0 

8009070064 

40-299 



8000040140a 

50-277 

0 

0OOBO7OO66* 

40-299 



8008040140* 

50-277 

0 

Hiller. 9a lit fc O'Neil 8008040095 

50-445 

M 


0008090315 

30-320 

Q 








8000040099 

50-445 

M 


8008090322 

30-320 

8 

8008040095 

50-445 

M 


8000080411 

50-209 

Q 

8000050090 

50-445 

M 


8008070394 

50-320 

P 

0000050090 

30-445 

M 


80 OS 000204 

30-2B9 

K 

8000050090 

50-445 

M 


8008000204 

S0-2B9 

H 








Minnesota. Urciv afr Minneapolis 0008180595 

NUfiEO 



BO 08000209 

90-289 

B 

Mississippi Power U tight Co a00804004B 

50-416 

K. 


6008080315 

30-320 

P 

3008040048 

50-416 

K 


0008080353a 

30-289 

0 

0008040031* 

50-416 

K 


8008110217 

30-320 

8 

0003040051* 

50-416 

K 


0008110349 

SO -289 

P 








3008040033* 

50-416 

K 


8008110352a 

30-289 

P 

8000040035* 

50-416 

K 


8008110394a 

30-289 

P 

6008050325 

50-4 1 6 

6 


B0081 10376 

30-289 

F 

B00SQ60257 

50-416 

G 


8008110376 

50-209 

F 

8008060307 

50-416 

8 


8008110416 

90-2B9 

6 








8008060007 

30-416 

a 


0008110421a 

30-289 

8 

8008060354 

50-416 

s 


80081 10443 

30-289 

P 

8003060354 

50-416 

8 


8000110449a 

30-289 

P 

8008070339 

50-416 

s 


0000110452a 

30-289 

P 

8000070339 

50-416 

b 


00081 10504 

30-320 

P 








8003070433 

50-416 

s 


8QQ0 110508a 

30-320 

P 

8008070433 

50-416 

s 


8008 1103 13a 

30-320 

P 

80031 10397 

50-416 

8 


8008120297a 

50-320 

G 

80081 10397 

50-416 

8 


8008120460 

30-320 

P 

80001 10438 

50-416 

A 


0008120504 

50-320 

S 








0008110439 

50-416 

A 


8008120513* 

30-320 

6 

800BI1044B 

80-4 J 6 

s 


8008140563 

71-9081 


80001 10448 

50-416 

b 


8000150102a 

30-289 

G 

8008120470 

30-416 

K 


8008150384 

30-320 

P 

8008120914 

50-416 

S 
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CORPORATE SOURCE INDEX 


AUTHOR 

AFFILIATION 

ACCESSION 

NUMBER 

SUBJECT 

CATEGORY 


8008120514 

SO-416 

6 


8006120539 

50-416 

0 


8006120535 

50-416 

0 


6008140565 

50-416 

a 


80031 4056S 

50-416 

s 


6008140970 

50-416 

6 


0008140570 

50-416 

6 


0006180516 

50-416 

6 


B0081 90050 

50-416 

3 


0006190050 

50-416 

3 


8008 190459 

50-416 

K 


8006 190459 

50-416 

K 


8000190577 

50-416 

A 


8006190577 

50-416 

A 


0008190560 

NURES 



8008200200 

50-416 

8 


8008210340 

50-416 

0 


8006210346 

50-416 

8 


8000210396 

50-416 

A 


8009210396 

50-416 

A 


8006210452 

50-416 

8 


8009250666 

50-416 

0 


8008280450 

50-416 

8 


6006280450 

50-416 

3 

Missouri, State of 

9009060194s 

CONTRACT 

Missouri, Univ of, Columbia 

8006080514 

REOSD 


Mitsubishi International Corp (subs of 

8000190040 

XPORTLIC 


Mitsubishi Corp ) 




Mitsui U Co , Ltd 

6006050493# 

70-2931 



9008140941 

XPORTLIC 



BOOB1 40547# 

XPORTLIC 


Mitsuilinr Travti Service of America, 

80081 1023B 

XPORTLIC 


Inc 




Montana State Univ 

800B26 0697# 

70-292 



0006260703* 

70-292 



S 003260706* 

70-292 


Mudge, Ross, Outhris & Alexander 

3008280299 

70-2623 


NUS Corp 

3008010092 

NUREQ 



3006050 1 67# 

50-352 

F 

NUSAC, Inc 

6008270479 

FOl A 


National Wildlife Federation 

6008270049 

40-3745 


Natural Resources Defense Council 

6003010057 

70- 1 43 



EOO90SO20E9 

70-143 



3003050213 

70-143 



0008110173 

FOIA 


Navy, Dept of 

60093(0219 

XPORTLIC 



6008310224# 

XPORTLIC 


Navy, Dept of. Naval Facilities Engineer! 

0008070217 

71-5071 


ng Command 




Navy, Dept of. Naval Research Laboratory 

6008010069# 

RE9 



0000010073# 

REB 


Nebraska Public Power District 

8008060324 

50-299 

J 


6006120574 

50-290 

B 


6006140378 

50-290 

P 


0008140379* 

50-290 

P 


BOOB 160371 

50-296 

P 


aooaisos25 

50-290 

R 


6008160535# 

50-290 

R 


B00919Q227 

30-290 

Q 


8008190430 

50-296 

0 


6000190563 

50-290 

P 


BOO01 906 1 2 

50-290 

P 


8060200116 

50-290 

0 


9Q0B20O139 

50-290 

■0 


6009200439 

50-290 

0 


0006200548 

30-290 

0 


0000260459 

50-290 

B 


6008260462* 

30-298 

s 


8000260529 

50-298 

8 


6008260535# 

50-298 

6 


6006260551 

90-298 

3 


6000260569 

50-298 

8 


6006260575# 

50-296 

S 


6008260585* 

50-290 

0 


0009260595 

50-293 

8 


6006260602# 

30-290 

8 


6000260613# 

30-298 

0 


6008260617 

50-290 

3 


6008260621 

50-298 

8 


6000260622 

50-298 

8 


6008260627 

50-298 

3 


6006260628* 

50-293 

8 


8008260629* 

50-293 

s 


8008260630# 

50-290 

8 


8008260633# 

50-298 

6 


AUTHOR 

AFFILIATION 


Nebraska, Stats of 
Nekton, Inc 


No u England Conference of Public 
Utilities Commissioners, Inc 
N*u Mexico, Stats of 

New York, Stats of 


New York r Stats Univ, of* (Albany) 
Niagara Mohawk Powsr Corp, 


North Carolina Municipal Powsr Agencies 
North Carolina State Univ 
North Dakota, Stats of 


Northeast Nuclear Energy Co (subs of 
Northeast Utilities) 


ACCESSION 

NUMBER 


00002*0639 

8009260642 

0000260643s 

8008260630* 

0008270300 

0008060446 

0000040100# 

8006040103* 

8003040103# 

800S04010S* 

0OOSO4O1O3# 
8000040108# 
800S040108# 
8008040112# 
80060401 12* 

6008040114# 
8006040114# 
80080401 16# 
6008040116# 
8008040120# 

0003040120# 

8006040121# 

8000040121# 

8008040129# 

8000040126# 

0006040126# 

8006040127# 

80QB040127# 

0008270145 

8006270214 

0000010263 

8008000046# 

8000000048# 

6008190045# 

0000010079 

6008010122 
8008010216 
0006050159 
9008050 40B 
6006050422# 

6008050496 

0006060022 

8006060221# 

6008060223# 

6008070145 

0008 110333 
60001 10342 
6006110344# 
0008120936 
80081 S0100 

8009160234 

6OO0ISO4O4 

60081S04QB# 

8006160498 

8008180942 

8008290561 

8006250571# 

9003270391 

0000270353# 

8008270373 

8000270376 

8008280317 

0006210465 

8009270312 

8009220167 

8008270634 

6006010267 

8008040124 

6000050304 

8008090330 

8006060008 

8000070110 

8008070149 

6008070429 

0008080068 

6006080181 
6000060274 
90081 10332 
800B 110336# 
8006110347 

8008110389 

6008190409 

8008190410# 


SUBJECT 

CATE60RY 


90-290 6 

90-296 8 

90-293 8 

90-296 B 
90-296 3 

Stats Prog 

90-361 A 
90-361 A 
50-361 A 
50-36 1 A 

90-361 A 
90-361 A 
50-361 A 
30-361 A 
50-361 A 

50-361 A 
90-361 A 
90-361 A- 
90-361 A 
90-361 A 

50-361 A 
90-361 A 
50 -361 A 
90-361 A 
50-361 A 

50-361 A 
50-361 A 
90-361 A 
NUflEO 

WASTE MOT 

PR 

90-320 P 
50-320 P 
CONTRACT 
90-220 Q 

50-410 0 

50-220 a 
50-220 P 
50-220 B 
50-220 8 

50-4(0 8 

90-220 6 

90-220 f> 
50-220 P 
90-220 a 

50-220 P 
90-220 8 

90-220 a 
90-410 8 

90-220 3 

90-220 0 

90-220 R 
90-220 R 
50-220 F 
50-220 F 

90-220 8 

90-220 B 

90-220 a 

90-220 S 
90-410 A 

90-410 A 
90-220 F 
urge 
71-331 
90-484 0 

Stats Pray 

50-249 0 

50-249 P 
90-423 F 
90-249 Q 

50-845 0 

50-245 0 

50-213 a 
50-336 8 

50-336 0 

50-245 P 
50-245 8 

90-336 3 

90-336 S 
90-423 A 

90-249 P 
50-336 8 

90-336 8 



CORPORATE SOURCE INDEX 


389 


AUTHOR 

AFFILIATION 


Northeast utintm 


North*™ Indiana Public Bervie* Co 


Northern Statas Power Co 


ACCESS I ON 
NUMBER 


8008180133 

800B1B0939 

8000190312 

8008190322* 

8008190643 

8000210287 

0000220212 

8006220217* 

8008290630 

0008260276 

800B260996 

0008010086 

0008010097 

8000010107 

0008040030 

B008060 1 06 

8008120487 

B008120497* 

8008120932 

8008200264 

8008200266 

6008200270* 

8008200277* 

0008260439 

8008260441* 

0008260983 
0008260998* 
S00826061S 
0008260 628 
0000090009 

8000060013 

0000110494 

8000190443 

0OOB19O47S 

8000290032 

0OOB2BOO36 

Q00B2500B3 

0008280564 

8008200671 

0OOBO4OO49 

0OOBO4OOS4* 
8Q0609Q3 10 
8008060111 
0008070100 
8008070131 

8008070147 
0008070472 
8008070472 
8008070472 
8008080 1 34 

8008000139 

8000000312 

8008080312 

8000080319* 

8OO0OBO319* 

80Q80B0323* 

0008080323* 

0008000326 

8008000339* 

0OQBQ8O342* 

0000000383 

B00B1 10316 
8008110317* 
0008120187 
8008120931 

0003120539* 
0008130161 
80081 40033 
□008140286 
8008140283* 

B008140303 

8008140300* 

8008140300* 

8008150390 

8008190633* 

8000210330 
800B210340* 
8008220192 
00082202 1 0 
8008220222* 

0008290036 

8008250043 

8000250701 

8008250701 

8008250703 


SUBJECT 

CATEGORY 


80-336 P 
50-336 P 
50-336 S 
50-336 0 
50-336 P 

50-245 P 
50-245 9 
50-245 S 
50-336 P 
50-245 P 

50-336 P 
50-245 Q 
90-336 0 
90-423 0 
50-336 P 

90-213 H 
50-336 8 
90-336 3 
50-249 S 
50-245 R 

50-336 R 
50-336 R 
50-245 R 
50-336 G 
50-336 8 

50-213 V 
50-213 V 
50-336 P 
50-213 P 
50-367 R 

50-367 F 
50-367 A 
50-367 R 
50-367 A 
50-367 0 

50-367 Q 
50-367 Q 
30-367 5 
50-367 0 
50-306 0 

50-306 S 
50-306 0 
50-263 M 
50-2S2 <3 
50-263 0 

50-263 Q 
50-263 V 
50-263 V 
50-263 V 
50-282 0 

50-263 G 
50-202 P 
50-202 P 
50-282 P 
50-202 P 

50-202 P 
80-202 P 
50-263 P 
50-263 P 
50-263 P 

50-263 P 
50-263 fi 
50-263 R 
90-263 F 
50-263 0 

50-263 S 
50-263 G 
50-202 G 
50-263 P 
50-263 P 

50-282 R 
50-282 R 
50-282 R 
50-282 F 
50-263 0 

50-263 R 
50-263 R 
50-282 F 
50-202 a 
50-202 3 

50-263 G 

90-282 a 

90-282 P 
50-202 P 
90-282 F 


AUTHOR 

AFFILIATION 


Northwestern Univ 

Nuclur Associates Internationa] 

Nuclear EnsT-gg Service- Inc 


Nuclear Engineering Co . Inc . (subs of 
Teledyne, Inc > 

Nuclear Fuel Serviced Inc (cube of 
Getty Oil Co 1 


Nuclear Fuel Services- Inc . West Valley 
Reprocessing Plant 

Nuclear Information It Resource Service 
Nuclear Packaging, Inc 

Nuclear Pharmacy. Inc 
Nuclear Services Corj 
Nuclear Sources 6 Services Corp 

Nuclear Syitems. Gamma Industries Div 

Nuclear Technology, Inc (NutechJ 
Oak Ridge National Laboratory 


Oyle Petroleum Inc 

Ohio State Univ 
Ohio. State of 
Oklahoma. State of 


Omaha Public Power District 


ACCESSION 

NUMBER 


8008250703 
6000 230706* 
6000290706* 
BOO025O7O9* 
B00825Q709* 

6000270262* 
80002 B0049 
00002-30070 
8000230331 
0008230305 

0008280306* 
B00902001 1 
800B 120664 
8000140247* 
800B 1 1 0020 

6006130954* 

0000060155 

0008050450 

8008140290 

3008180431 

3008250510 

8000250729 

800B230793 

8008280445 

8008250680 


B008250687* 
3008250690* 
300025071 t 
8000130045 
8 000 130047* 

8000050150 
300 BO 700 96 
8003130525* 
8006130534* 
8009 1306 74 

8008130677* 
8008010 146* 
0009200101 
0003500 1 06* 
0009190333* 

0OOBO1O22S 

8008060421 

0009120259 

0008140261 

0009140306 

000305032? 

0003120539 

0003260231* 

0003080165* 

0003260174 

0008260494 

0003260494 

0009260499 

0003260499 

0003280253 

0008060211* 

0003060213* 

0003000299 

0000080260* 

0003080267 

0003080271* 

0008080269 

0008080292* 

0003120543 

0003120552* 

BO 03 12057 9 
8003130464 
BO 03130521 
8008180350 
8003180352* 

BO 03180365 
BOO910O375 
000819009? 
0003190102 
6003190271 

0008190276 

0003200100 

0003210420* 

0003210422* 

0003270033 

0009280016 

0003280013 


SUBJECT 

CATEGORY 


50-232 P 
50-232 P 
50-282 P 
50-232 P 
50-232 P 

50-263 Q 
50-263 0 

50-263 G 
50-263 0 

50-282 G 

50-2B2 Q 

71-9010 

RECC'D 

CONTRACT 

71-9039 

50-409 P 
27-39 

70-143 

70-143 

70-143 

70-143 

70-143 

70-2313 

70-143 

70-2313 


70-2313 

70- 2313 
50-320 H 

71- 192 
71-192 

FOIA 

FQIA 

50-205 P 
50-235 P 
71-394 

71-394 
CONTRACT 
71-6717 
71-6717 
50-295 P 

RES 

RES 

RES 

RES 

OEM TEC IS 

40-3745 
40-3745 
50-346 P 
CONTRACT 
PR 

50-556 0 

50-556 G 
50-556 G 
50-956 0 

50-556 0 

50-285 P 
50-205 P 
50-205 8 

50-205 8 

50-235 S 

50-235 8 

50-235 8 

50-205 8 

50-205 6 

50-205 8 

50-205 V 
50-205 S 
50-203 P 
50-205 R 
50-205 R 

50-205 S 
50-205 F 
50-205 a 
50-205 a 
50-205 3 

so-205 a 

50-285 0 

50-205 < 

50-235 
50-285 

50-235 
50-289 ( 


390 


AUTHOR 

AFFILIATION 


Oregon State Umv 
Oregoht State of 
Osann, E M 


POM lot ernafc lona I , L t 4 
PK Engineering Co . Inc 


Pacific Oa 9 * Elecfcrjr Co 


Pan American World Airways- 
Pathfinder Mines Corp 

Penncytv-snla Electric Co 

Pennsylvania Power h Light 


nndylvanla State Urm 


y 1 ven l a, State of 


CORPORATE SOURCE INDEX 


ACCESSION 

SUBJECT 


AUTHOR 

ACCESSION 

SUBJECT 


NUMBER 

CATEGORY 

AFFILIATION 

NUMBER 

CATE0ORV 

HO0B2BO954 

50-385 

0 


8008040107 

50-320 

P 

e0QB2E04<?2 

50-243 

fi 


8003060276 

30-209 

0 

8Q0SQ7OO44* 

50-344 

0 


8008070032* 

50-320 

0 

B008260191 

50-367 

0 


8008070032* 

30-320 

0 

8008860215 

SO -367 

0 


3008070039* 

50-320 

0 

8003230282 

50-367 

0 


8008070038* 

■COMMIBSItW 

80082004-72 

50-367 

G 


8008070039* 

COMMISSION 

8008060! IB 

XP0RTL1C 



8000070041* 

50-320 

0 

6007240023* 

71-9139 



8008070041* 

50-320 

fi 

8007240026* 

71-9139 



8008180282 

50-299 

H 

8007240033* 

71-9139 



9008100339 

50-289 

H 

8008040032 

50-133 

0 


8008 180343 

50—289 

H 

000304010? 

30-133 

Q 


8000100344 

30-289 

H 

0OQSO4OOS4 

50-133 

Q 


8008180667 

50-289 

fi 

■C00S06D347 

30-275 

F 


8008270206* 

30-209 

T 

8008070061 

50-133 

Q 


8008270207* 

50-289 

r 

BOO0O7OOS9 

50-133 

0 


8008370208* 

50-20? 

T 

Q0Q80 70303 

50-275 

K 


8008270212* 

50-289 

T 

8008070307* 

90-275 

K 


8008280350 

50-289 

F 

8003070470 

30-275 

A 


8008200963 

50-289 

0 

S00B&7O474* 

50-275 

A 

people Against Nuclear Energy 

8008140349* 

30-289 

0 

8009070474* 

SO-275 

A 

Philadelphia Electric Co 

8008010148 

30-277 

0 

8008070477* 

90-279 

A 


8008010263 

80-277 

p 

800BO-70477* 

30-275 

A 


8008010269* 

50-277 

p 

8008070482* 

SO-275 

A 


8008010290 

50-277 

fi 

8008070435* 

50-275 

A 


80080(0290 

50-277 

fi 

6008070488* 

50-275 

A 


8008010290 

50-277 

0 

800307049 i* 

SO-275 

A 


8008010290 

50-277 

0 

8008070493* 

50-275 

A 


8008010290 

50-277 

0 

8008080168 

50-275 

Q 


8008040001 

30-277 

0 

8008080 I 76 

50-133 

a 


8008040001 

50-277 

fi 

8003120309 

30-273 

Q 


0008040001 

50-277 

fi 

8008120970 

50-133 

R 


8008040001 

50-277 

0 

8008120579* 

SO- 133 

fi 


0000040001 

50-277 

■0 

8008130682 

50-275 

T 


8008040004 

50-332 

A 

3Q0aiB&473 

SO- 133 

8 


8008040007* 

50-952 

A 

8008180430* 

50-133 

S 


8009040135 

50-277 

0 

B 0082 10327 

50-275 

A 


8008040135 

50-277 

0 

8008210328* 

50-275 

A 


8008040133 

30-27 7 

0 

8008210328* 

SO-275 

A 


8008040140* 

50-277 

fi 

8003250512 

SO-275 

0 


8008040140* 

50-277 

9 

8003250312 

SO-275 

0 


8008040140* 

30-277 

fi 

8009270299 

50-275 

A 


80Q8040140* 

50-277 

fi 

8009270305* 

SO-275 

A 


8008040140* 

30-277 

0 

8003180315 

ftEQCi) 



8008050362 

50-277 

fi 

80080504 13 

40-2259 



8008050362 

50-277 

fi 

8003 190S65 

40-2259 



8008050365* 

30-277 

P 

8008250377 

40-2259 



8008090363* 

50-277 

fi 

8008140348 

30-289 

1 


8008050367* 

S0-277 

P 

0003140350* 

50-289 

1 


8008060367* 

50-277 

P 

8006280178 

SO- 289 

9 


8008060219 

50-293 

n 

8009050336 

SO-387 

A 


8008070099 

30-278 

0 

6000030336 

50-397 

A 


8008070136 

30-277 

0 

8003080397 

90-3-87 

A 


80Q8070136 

30-277 

a 

80CBO80397 

50-387 

A 


8008070467 

50-277 

F 

800808040 1 * 

50-387 

A 


8008Q7Q467 

50-277 

F 

8008080401* 

50-387 

A 


8008000041 

50-171 

a 

0008080476* 

90-387 

0 


8008080063 

50-332 

a 

8008120346 

50-387 

F 


0008110373 

50-277 

8 

800812036? 

SO -387 

F 


80081 10373 

30-277 

B 

8008120369 

SO-387 

F 


80081 10380* 

50-277 

8 

8008120376* 

50-387 

F 


8008110300* 

50-277 

9 

8008120376* 

SO-387 

F 


8008110458 

50-277 

p 

8008120601* 

50-387 

0 


80081 10465* 

30-877 

P 

8009 I 30557 

SO-387 

A 


80081 10465* 

50-277 

p 

800BI 90532 

50-387 

Q 


00081 10469* 

50-277 

p 

8009190532 

50-387 

a 


80081 10469* 

30-277 

p 

8008220298* 

50-387 

s 


8008120317 

50-270 

8 

8O0S25O413 

50-387 

A 


0008120924* 

30-270 

8 

8008250413 

50-3B7 

A 


8008120563 

30-278 

S 

8009250416* 

50-307 

A 


8008120628* 

30-352 

fi 

8008250416* 

50-337 

A 


8000120628* 

50-352 

fi 

0003260487 

50-337 

0 


0000130267* 

SO-352 

a 

8008260487 

30-307 

9 


8009150109 

50-277 

a 

8008260527 

50-367 

0 


8008190109 

80-277 

a 

3008260527 

30-387 

0 


B0081 50243 

90-277 

0 

0OOB24O792 

50-387 

0 


8008150243 

30-277 

G 

8003260792 

50-387 

0 


S00BIS0406 

30-332 

A 

<3008270271 

30-387 

0 


8008180193* 

90-358 

E 

800027027 1 

30-387 

0 


8000100199* 

50-392 

fi 

0003050180 

50-5 

8 


8008180543 

30-277 

0 

00080504 1 4 

50-320 

H 


8008180543 

50-277 

G 

8000130607 

50-5 

F 


8008180548* 

30-277 

G 

0000200035 

40-8745 



8008180554* 

30-277 

£ 

8008040011 

50-269 

fi 


8008180537* 

30-277 

C 
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AUTHOR. 

AFFILIATION 


phllbTlctrS 8 

Pittsburgh Testing Laboratom 
plateau Resource*. Ltd 

pollution Environmental Problems 

PorUr"Oi rti Consultants. Inc 


Portland General Electric Co 


Potomac Research. Inc 

pew*!* A.ti fcho p i of th* of 


ACCESSION SUBJECT 

NUMBER CATEGORY 


8008180563* 

50-277 

0 

S00B190494 

30-277 

R 

8008190496 

50-277 

S 

0009190500* 

50-277 

R 

0009190504* 

50-277 

R 

BOO019O5O6* 

50-277 

S 

BOOB! 9053 1 

50-278 

S 

800B190552 

50-270 

S 

8009200031 

50-277 

Q 

9009200263 

50-277 

R 

0009200263 

30-277 

R 

B008200269* 

50-277 

R 

8008200268* 

50-277 

R 

8008210409 

30-277 

P 

900922032] * 

50-352 

3 

0009220321* 

50-332 

S 

600B260392 

50-352 

A 

8008270519 

50-277 

S 

800B270524* 

50-277 

S 

0000270682 

50-277 

o 

BOOS 080040 

50-70 

□ 

8009130035 

71-6717 


BOOB 0601 42 

40-B69B 


8008060147* 

40-0690 


6008050007 

30-10 

D 

8000040012 

50-320 

R 

0008040012 

50-320 

R 

8008040015* 

50-320 

R 

80090400 1 5* 

50-320 

R 

0004 2002 96 

50-344 

P 

8OOB0 100B5 

50-344 

0 

8QQBOIQO07* 

50-314 

G 

B0080602 5S 

50-344 

V 

0000060260* 

50-344 

V 

B009060262* 

50-344 

V 

QQQ8QQ0183 

50-344 

0 

800B 120393 

50-314 

R 

8009120396* 

50-344 

A 

0000120478 

50-344 

P 

6008190380 

50-344 

S 

BOOB 1 50386* 

50-344 

s 

90081 50398 

50-344 

s 

80081 50395* 

90-344 

8 

80081 80208 

NUREG 


8008210381 

50-344 

P 

0008250657 

90-344 

0 

S0082A034 4 

90-344 

p 

8008260399 

90-344 

s 

0008260473 

90-344 

8 

8008260476* 

90-344 

s 

S0062603S3 

50-34 4 

8 

B00S26O562* 

S0-344 

S 

0000270247* 

90-344 

Q 

0009270367 

50-344 

P 

8000280021 

90-344 

Q 

B0QB2BO029 

50-344 

0 

B0082B0946* 

50-344 

Q 

0OOS28O67O 

SO-344 

0 

0008050146* 

CONTRACT 

t 0008040002 

80-206 

R 

8008050 003 

SO-333 

Q 

SOO3QSOO01 

SO-333 

S 

0000050008* 

50-333 

0 

0008060161* 

90-333 

0 

8008060357 

50-206 

P 

8000070105 

BO-333 

Q 

8000000263 

80-333 

0 

8008000272 

50-206 

P 

8000140300 

50-333 

R 

0009140301* 

S0-<333 

R 

BOO0 140433 

50-206 

P 

BOO014O43B* 

S0-2B6 

P 

8009140441* 

50-206 

P 

8009140446* 

50-286 

P 

0008150448 

80-206 

P 

8009 100239 

50-366 

a 

80001 B0260 

SO-333 

a 

8008180406 

30-236 

8 

0008180413* 

gO-236 

s 

0OO81SO443 

30-333 

3 

80091 Q 04 5 2* 

90-333 

8 

80001 904 18 

50-236 

P 

8000190476* 

50-206 

fi 

80001 909S7 

50-333 

e 

0QO019OSB4 

50-286 

8 


AUTHOR 

AFFILIATION 


Pres id ent of US 5 Eiecutive Offices 


Princeton Uru\ 

Protective Packaging. Inc 


Puhlic Interest Research Croup. Ohio 
Public Service Co of Colorado 


Public Service Co of Indiana, Inc 


Public Service Co of Me in Hampshire 


Public Service Cd of Oklahoma 

Public Service felsctrlc 4 Gas Co of N*u 

Jersey 


ACCESSION 

NUMBER 


8008190994* 
800B190596 
eooai9£>ii7 
BO 08190621 
0003190623* 

80031 90*2 5 « 
80CSZ10307 
B00B21O50 1 
0008230315 
BOOB 2503 18* 

8008120456* 
GQ0S26O56B 
0QOB26Q574* 
80082/021 G* 
8008270330 

B00B27O334* 

900S07054B* 

0QO72BO539* 

0007200542* 

0007290550* 

BOO720D954* 
B00/2BO55S* 
80 0.01 80 11 6* 
6000010187* 
8008050179 

8000050184* 
8008050186* 
8008130419 
8008130420* 
BOOB 130473 

8000130483* 
8008130509 
BOOS 13051 4* 
9008150137 
BOOB 1 50418 

B00B190597 
800B190602* 
8008190608 
8009190616* 
BOOB2GO t OB 

800B200 1 34 
BOO 92 604 03 
S0032604P6* 
8000260466 
8 0032604 b B* 

8000260475 

0003260470* 

0009260480 

0009260501* 

8000260543 

8000260392* 

8000260631 

8000260636* 

0008270026 

0006270030 

800B2900Q9 

8008040090 

0006040090 

B008050034 

SO0BO5O35B 

BOOS 06 0290 
000907026 I* 
8003070261* 
8008110109 
00001 10436* 

900BI 10439* 
8008110439* 
0008190093* 
B 000 190033* 
S0QB190639* 

0008190639* 
B00B200332 
800322023-1 
8008220234 
000025001 1 

8009260523 
BOOSI 10362 
BOO015O445 
3009180247 
8000200300* 

8009120520 

0000010220 

8000040001 

8008040001 


SUBJECT 

CATEGORY 


90-206 S 
30-206 F 
50-333 S 
50-333 8 

50-333 S 

50-333 8 

SO -247 P 
50-333 J 
50-333 8 

50-333 S 

50-564 0 

50-367 A 
50-367 A 
50-320 H 
COMMISSI ON 

COMM 1 6 SION 

40-5239 

71-6744 

71-6744 

71-6744 

71-6744 
71-6744 
50-346 K 
30-267 0 

50-267 P 

50-267 P 
50-267 P 
50-267 B 
50-267 R 
50-267 S 

50-267 S 
50-267 S 
50-267 S 
50-267 B 
50-267 8 

50-267 S 
50-267 B 
50-267 8 

50-267 S 
50-267 0 

50-267 0 

50-267 R 
50-267 R 
50-267 S 
30-267 9 

30-267 S 
80-267 S 
50-267 S 
50-267 S 
50-267 S 

50-267 9 

50-267 S 
50-267 9 

50-267 0 

50-267 0 

50-267 Q 
30-546 S 
50-546 S 
50-346 B 
50-546 S 

50-546 S 
50-346 Q 
30-546 Q 
30-546 A 
30-546 Q 

50-546 Q 
50-546 Q 
50-546 9 

50-546 B 
30- 54 A 0 

50-546 Q 
50-346 S 
5U-S46 A 
50-546 A 
60-546 0 

50-546 A 
50-443 F 
50-443 A 
50-443 0 

50-443 0 

50-556 A 
50-354 0 

50-277 0 

30-277 0 
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AUTHOR 

AFFILIATION 


ACCESSION SUBJECT 


NUMBER 

CATEGORY 

6005040001 

50-277 

0 

0008040034 

50-272 

F 

S008040040 

90-272 

3 

0008040074 

50-277 

Q 

8008040074 

50-277 

0 

S008O 40074 

50-277 

0 

0008040074 

SO-277 

0 

BOO0O4OQ74 

50-277 

0 

8008040135 

50-277 

0 

6000040135 

50-277 

0 

0008040135 

50-277 

0 

0008040 1 33* 

50-277 

0 

8008040130* 

50-277 

0 

8006040 I 30* 

50-277 

0 

8003040140* 

50-277 

0 

0008040140* 

50-277 

0 

B008040140* 

50-277 

0 

0000040140* 

50-277 

0 

0008040140* 

90-277 

0 

0008050327 

50-354 

F 

8008060007 

50-272 

F 

8006060010* 

SO-272 

F 

0008060341 

50-272 

V 

3008070174 

50-272 

Q 

0008000050 

SO-272 

0 

8008000050 

50-272 

0 

0008000240 

50-272 

H 

80080805240 

50-272 

H 

6000000251 

50-311 

S 

8003080255* 

50-311 

B 

8008080262 

50-272 

S 

BOOBO0O263* 

50-272 

s 

0003080266 

50-272 

H 

B0060S0266 

50-272 

H 

0000120542 

50-334 

A 

0000120640 

50-272 

B 

8008 120646* 

50-272 

S 

6000130402 

50-311 

S 

8008130480* 

50-311 

8 

0000130497 

50-311 

S 

8008130505* 

50-311 

S 

8003140010 

50-311 

S 

8008140314* 

50-3f i 

8 

6003140319 

50-311 

9 

8008140323* 

50-3 1 1 

S 

8000140326 

50-311 

s 

BOOS 1 4033 i * 

50-311 

s 

0000 I 50190 

50-272 

a 

BOOS 150347 

50-272 

H 

0000 1 50340* 

50-272 

R 

000013041? 

50-311 

0 

8008160424* 

50-31 1 

8 

0008100427 

50-311 

8 

8008100431* 

50-31 1 

S 

0000100453 

50-311 

S 

0000100459* 

50-311 

B 

8008 180 4 8S 

50-311 

S 

0003100493* 

50-311 

0 

8008190024 

50-272 

a 

0000190024 

30-272 

a 

9000 I 90130 

30-272 

a 

0008190319 

50-311 

p 

0000190523* 

50-311 

p 

00081 90527* 

50-311 

p 

0000190523 

50-31 1 

s 

0008190529* 

50-311 

p 

80 OBI 90533* 

50-311 

p 

0008190535* 

30-311 

p 

0000 I 90S 37* 

50-311 

s 

0000190539* 

30-311 

p 

8008190542# 

SO-31 I 

p 

8006190546* 

30-31 1 

p 

8008190549* 

50-311 

p 

90001 9055 1-* 

SO-31 1 

p 

0000200279 

30-31 1 

p 

6008200203 

50-31 1 

p 

BOO0B1O47O 

30-31 1 

p 

0008210479 

50-311 

E 

0003260300 

30-272 

V 

0008260335* 

50-272 

V 

0000260407 

50-273 

s 

800B2604 10* 

50-272 

0 

8000260433 

50-31 1 

p 

8008260435* 

50-31 i 

p 

SODS 26 04 6 5 

50-3 1 1 

s 


AUTHOR 

AFFILIATION 


Purdu 1 * Reeearch Foundation 
Quadr*x Corp 

R ti D Aiiaciatai 


R U Sick i< Associate* 
RMI Co . RNT Titanium 


Radiation Management Corp 
Radiation Technology 

Rancher* Exploration & Development Corp 
Reactor Experiment*. Inc 


Reed College 

R*n**eiaer Polytechnic In*t 


Republic National Bank of Delia* 


Reuter-Stokee . Inc 


Rhoda ttland Atomic Energy Comml**ion 
Rhode letandi State Df 
Rio Algom. Ltd 

Rochaeter Qas & Electric Corp 


Rockuail International Corp < Energy 
Syetems Div 

Rockwell international Corp < Hanford 
Operation* 

Rocky Mountain Energy Co. 


Sacramento Municipal Utility District 


ACCESSION 

NUMBER 


6003260469* 

0008260479 

6008260406* 

600B260SS2 

9008260382 

800S260386* 

0008260386* 

0008260508* 

0008260388* 

8008260606 

8008260614* 
80002703a t 
8008270381 
8008270540 
0008200167 

B0082B0171 

0000280314 

8008200376 

8008200342* 

8008120658 

8008090082 

BOQBQBOO02 

8008110029* 

0008130323* 

0008140393* 

8000140393* 

8000140396* 

8008140396* 

0000050123* 

8008060133# 

8000060139* 

0008190143* 

0000010005 

8008120639 

8008220497 

0008280005 

0008200006 

8008040102 

8008060293 

0000130257* 

0000070475* 

8008070479* 

0008070409* 

8006180271 

9008280149 

6008110023 

8008010261 

9008060346 

0000080416 

800423038? 

0008080237 

3000000396 

8008080400* 

800812041? 

8008190362 

8008190367* 

9QOB27O220 

8008270440 

8008080049* 

8008080044 


8009090401 

8000030407* 

8000060279 

0003060277* 

8000130065 

8000130069* 

8008140590 

8OO027O1Q9 

8008270115* 

80QS270191 

8008270327 

8008270429 

8008010166 

80Q8050285 

0008090208* 

0008030353 

8000050409 

8008050420 

8008050423* 

0008050427* 

0008030429* 

0008070011 

0000070067 


SUBJECT 

CATEGORY 


50-311 e 
50-311 8 

so-311 a 
50-272 P 
30-272 P 

50-272 P 
50-272 P 
50-272 P 
50-272 P 
30-31 l P 

30-3 1 1 P 
50-272 V 
30-272 V 
30-272 0 

30-311 P 

50-311 P 
90-311 P 
30-311 P 
CONTRACT 
ftEOOO 

50-327 P 
50-327 P 
CONTRACT 
50-327 P 
90-327 P 

30-327 P 
9Q-327 P 
90-327 P 
90-443 M 
40-6544 

40-8944 
SO-272 fl 
FOIA 
71-143 
XPORTLIC 

XPORTLIC 
XPORTLIC 
50-208 H 
MI9C 
FOIA 

40-0601 

40-8601 

40-6681 

XPORTLIC 

XPORTLIC 

50-193 P 
30-193 F 
40-0004 
40-8084 
30-244 P 

50-244 P 
30-244 0 

90-244 B 
50-244 P 
30-244 P 

50-244 P 
50-244 V 
NUREO 
50-201 P 

90-201 P 


40-8697 

40-0697 

40-0300 

40-0390 

40-0697 

40-8697 

40-0380 

40-8497 

40-8697 

40-0697 

40-8300 
40-0300 
50-312 0 

30-312 S 
50-312 0 

50-312 P 
50-312 S 
90-312 V 
50-312 V 
50-312 8 

50-312 V 
50-312 0 

50-312 0 
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AUTHOR 

AFFILIATION 


Bill Entrgy Alliance 


San Diego Oat 4. Electric Co 


Bin Diego State College 


San Lull Qbitpo Mother* for Peace 


Bardie Laborafcor 1 »* 


Bargant 4 Lundy.- Inc 


Saiiafrat Audubon Society 
Science Ap p 1 1 cat ionit Inc 

Scotlabank (The Bank of Nova Scotia! 

Senate 


Senate* Appropriation! 

Senate* Convmer c «> Be i »nc* it Traneportatlon 
Smite* Environment & Public Work* 

Senate* Foreign Relatione Committee 
Senate, Governmental Affaire 
9 aymour l< HI 1 1 1 * 

Shawi Pittman* Pott* Si Trowbridge 


ACCESSION 

NUMBER 


0000000307 
aOOBOS0390e 
BOOB 120521 
BOOB 1904 S3 
8000190457# 

BOOB I 9057 1 
0008190578# 
B0082 50276* 
80082604 46 
B008260447* 

8000260503 
BOO026O5 1 Oe 
8000260512 
B00B24O514* 
BO 08270 2 52 

B0082702 93» 
0008270306* 
0000230020 
B 00806001 9 
8008 120700 

8008120659 
BOOB 13043 l* 
8000180669 
8008120491# 
BOOB 120499# 

8008080434 
800815040? 
8000270195 
8008010106 
8008010! 16 

80080600 1 S 
8008070368 
8008070376 
8008 I 2027 7 
8008140601 

0008 180652 
8008270217 
8008270222 
B00B270224 
8000080230# 

800000023 1 * 

B00B080234# 

8000080238* 

8008200021 

80Q8Q40QB7 

0008010243# 
800326022 1 
8008260376 
600308037 1 » 
BOOS 140206 

8000220160 
8008270340 
8OOBO0O331 # 
0008010274* 
8008140207* 

B 008260731 * 

B008260731* 

8000270195 

8008010290 

8000010290 

0008010290 
800B04000I 
0008040 001 
8008040001 
8008040027 

B008040031* 
0000040033* 
8008040037* 
8008040050 
8008040 053 

0008040074 

8008040074 

0008040074 

BOO0D4OOBO 

8008040133 

8008040135 
8008040135 
8008040138# 
BO 08040 138# 
8000040 13B# 

800 BOB 0349 

800B080353* 

800B150J79 

0000130162# 

0008150393 


SUBJECT 

CATEGORY 


50-312 

S 

50-312 

S 

50-312 

G 

50-312 

R 

50-312 

R 

50-312 

8 

50-312 

B 

50-312 

Q 

50-312 

a 

50-312 

8 

50-312 

8 

50-312 

S 

30-312 

S 

50-312 

S 

50-312 

a 

50-312 

a 

30-312 

a 

50-312 

a 

70-2909 

70-2909 

PR 

30-361 

K 

50-361 

0 

50-361 

A 

50-361 

A 

30-275 

0 

50-273 

0 

50-275 

0 

NUREG 

TOPREP 

REB 

NUREG 

NUREG 

NUREG 

NUREG 

NUREG 

NUREG 

NUREG 

NUREG 

30-373 

A 

50-373 

A 

50-373 

A 

50-373 

A 

REOOD 

50-10 

D 

CONTRACT 

CONTRACT 

50-29 

J 

COMMISSION 

50-309 

H 

30-309 

u 

30-239 

H 

40-90B4 

50-846 

U 

COMMISSION 

FOIA 

F01A 

50-275 

0 

50-277 

0 

50-277 

0 

30-277 

0 

50-277 

0 

30-277 

0 

50-277 

0 

50-289 

0 

50-209 

0 

90-289 

0 

50-209 

0 

50-289 

0 

50-289 

0 

50-277 

0 

50-277 

0 

50-277 

0 

50-289 

0 

50-277 

0 

50-277 

0 

30-277 

a 

50-277 

a 

50-277 

a 

50-277 

a 

50-289 

o 

30-28? 

o 

50-209 

0 

50-20? 

g 

50-209 

G 


AUTHOR 

AFFILIATION 


Sheffield* llniv of 
Sheldon* Harmon 6 Htiea 


Shorehem Opponent* Coalition 
Sna 1 1 S* Hi Imer 


Aisoc 1 etlon* Inc 
South Carolina Public Service Authority 


South Carolina* Gtata of 

South Carolina* Univ of 
South Dakota* State of 
Southern California Edlion Co 



ACCESSION 

NUMBER 

SUBJECT 

CATEGORY 


8008150397# 

50-28? 

G 


3008210346 

50-28? 

G 


8008210397 

50-289 

0 


8008260033 

30-289 

G 


8008260463 

50-312 

0 


8008260407 

50-387 

0 


8008260487 

50-387 

G 


0000260527 

50-387 

0 


8009260527 

SO -387 

0 


8009270271 

50-387 

0 


0008270271 

50-387 

G 


8008200467 

50-209 

0 


8008200669 

50-289 

0 


8008200397* 

CONTRACT 


B0080S0208 

70-143 



8000050213 

70-143 



8008060428* 

50-239 

G 


8008060442* 

50-289 

G 


0008080487 

50-289 

G 


00081 10487 

S0-247 

0 


aooai 10490* 

SO- 247 

G 


8008140048* 

PRK 



8008 L 40347 

50-239 

G 


800BJ 40349* 

50-28? 

G 


8008250020 

70-143 



8008260169 

30-289 

0 


8008260223 

50-28? 

G 


0008270363 

50-320 

P 


0000110537 

30-322 

0 


8008120309 

50-275 

0 

' Co * Inc 

8007240014 

71-9036 



80072400 1 6* 

71-9036 



0000200079 

70-102 


Co 

0008040047 

50-395 

M 


800B050395 

50-395 

A 


8008050454 

50-395 

S 


60080B0375 

50-399 

A 


8000090537 

REGOD 



6008120177 

30-395 

A 


H 000120540 

30-395 

A 


8008120544 

30-395 

1 


8008120354* 

90-395 

I 


B0031 20356* 

30-395 

I 


000012020! 

50-393 

Q 


8000150366 

50-393 

A 


8008180192 

50-395 

A 


0008180195* 

50-395 

A 


B0081905S8 

50-395 

A 


0000200155 

50-395 

R 


0000260342 

50-395 

K 


8000260364* 

50-395 

k 


0OOS26O365 

50-395 

A 


6000200269 

50-395 

n 


BOOS! 80403 

30-395 

A 

native 

Booea7osto» 

50-395 

H 

Authority 

8008120950* 

50-395 

1 


8008120559* 

50-395 

I 


8000270335 

50-395 

M 


8008270337* 

30-395 

H 


8008200022* 

State Prog 


8008200137* 

50-395 

R 


8008220167 

50-404 

0 


8008040099 

50-361 

A 


8008050074 

50-206 

8 


8008050078* 

50-206 

8 


0008060061 

50-206 

0 


0008060266 

50-206 

V 


0000060301 

50-206 

p 


0000060304* 

50-206 

p 


8000060300* 

50-206 

p 


8000040310* 

50-206 

p 


0000060314* 

50-206 

p 


8006040316# 

50-206 

p 


8000040319# 

50-206 

p 


8008060321* 

50-206 

p 


8008070065 

50-206 

0 


8008070083 

50-206 

Q 


8008070430 

50-361 

A 


0008000 1 79 

50-206 

G 


8000080491* 

50-361 

0 


8008080491* 

30-361 

0 


8008110113# 

50-206 

Q 


90001201 71 

50-361 

A 


6000120377 

50-206 

Q 
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CORPORATE SOURCE INDEX 


MJ THOR 
AFFILIATION 


Southern Co Services, Inc 
Southwest Research Institute 

Southuest Texas Electric Cooperative 
Spiegel 6. HcDtamn) 


Bt Francis Hosp Hartford, CT 
Standard I zed Nuclear Unit Power Plant 
System 


Stanford Research Institute 
Stanford Unlv 
State, Dept o f 

State, Dept of. Bureau of Oceans & 
Internatl Environ U Scientific Affair* 


St*ketee,P If 

Stone >a Webster Engineering Corp 


System Safety, Inc 
System* Control, Inc 
TEftA Corp 


7 MI -2 & Peach Bottom fntervenors 


ACCESSION 

NUMBER 


BOOB 12044 a 
80081 20451* 
0008120469 
9000 1 20507* 
8008120564 

BOOB 120564 
BOOB 130430 
BOOB 130430 
B003I30431* 
800B 130432* 

8008130405 
300B1 40342* 
300B1403B1 
BOOS l 30196 
0008150199* 

BOOB IB 0669 
B 008 J 90393 
(3008190393 
8008210349 
6008220205* 

6009220227 

£5009220227 

6008250643 

6008250650a 

B0OB25O636 

8009260326 
8008260326 
SO 082604 90 
800 82604 9B 
8009270325* 

BOO 827053 1 
9008270531 
8008280063 
5008 280177 
80OB2BOJ77 

8008040062 

B008050496* 

9008180141 

8006050090 

8008090456 

B00S0&0456 

8006050456 

S0080S0456 

Q0080803S7 

8008080357 

8008060357 

6008080357 

8008280666 

8000050474* 

8008070461 


BOOa 150365 

8008060403a 

8000080465 

8008080036 

8000010206 


8008 1 20046 
8006200142 
BQ0820014S 
8008220166 
8008260047 

9008260093* 

8008200004 

8000270360 

8008070075 

6008220130a 

6008250605a 
6006250607a 
8009250609* 
80082506 1 2a 
6009270190 

8009080021* 
8009060412* 
8008120036* 
8008210351 * 
8008210352* 

8008210354* 
8009210353* 
8009260332* 
90080 1 0247 
8006010247 

3008010247 

3008010253 

0003010239 


SUBJECT 

CATEGORY 


50-206 R 
50-206 R 
30-361 A 
50-361 A 
50-361 A 

50-361 A 
50-361 K 
50-361 K 
50-36 1 K 
50-361 K 

50-206 S 
50-361 A 
50-206 P 
50-206 P 
50-206 P 

50-361 0 

50-361 A 
50-361 A 
50-206 P 
50-206 9 

50-361 A 
50-361 A 
50-206 3 

50-206 S 
50-206 P 

50-361 A 
50-361 A 
50-361 K 
30-361 K 
50-206 Q 

50-361 9 

50-361 S 
50-206 0 

90-361 © 

30-361 0 

30-424 S 
CONTRACT 
NUREC 
S 0-443 M 

50-44S M 

90-443 11 

50-445 M 
50-445 M 
50-445 M 
50-445 M 

50-445 H 
50-445 M 
50-445 H 
70-2390 
50-482 K 


50-492 A 
CONTRACT 
50-70 O 
XPORTLIC 
XPORTLIC 


XPORTLIC 

XPORTLIC 

XPORTLIC 

XPORTLIC 

XPORTLIC 

XPORTLIC 

XPORTLIC 

RM 

50-322 B 
50-334 P 

50-29 P 
30-29 P 
50-29 P 
50-29 P 
50-322 8 

CONTRACT 
CONTRACT 
CONTRACT 
50-206 P 
50-206 P 

50-306 P 
50-206 P 
90-361 A 
50-277 0 

50-277 0 

90-277 0 

50-277 0 

50-277 0 


AUTHOR 

AFFILIATION 


ACCESSION SUBJECT 

NUMBER CATEGORY 


Taylor 6 Ulin 

Tech/Ops (Technical Operations, Inc 


8000010259 

8008010239 

0000070500 

8008200490 

8008200493* 


30-277 0 

50-277 0 

30-397 H 
71-9143 
71-9143 


Teledyne Energy Systems 
Teledyne Engineering Services 

Temple, Barker ti Sloane, Inc 
Tennessee Valley Authority 


0007280334 

71-6744 


8007310386 

90-329 

A 

0007310387* 

90-329 

A 

0000070331 

TOPREP 


8008270149 

NUREO 


8004230431 

50-966 

8 

0004250432* 

90-966 

S 

B007 170272 

50-390 

a 

8007310208 

50-299 

a 

0008010156 

50-327 

<J 

8008010163* 

50-327 

a 

8000040159 

SO-296 

3 

8000040161* 

50-296 

B 

8008090260 

50-327 

0 

S00S050274 

40-1341 


8008090201* 

50-327 

3 

8008090287 

50-327 

S 

8000090290 

50-259 

R 

8008050290 

50-259 

R 

8008090290 

50-239 

A 

8000090295# 

50-259 

R 

800B0S0295* 

50-239 

R 

8008050299* 

30-259 

R 

8000050297# 

50-327 

Q 

8Q0B0SQ3Q3 

3Q-259 

8 

8000050306 

50-327 

V 

0000050306 

50-327 

V 

0000090309# 

90-259 

a 

800809031 1 

50-327 

p 

8000090311 

50-327 

p 

0008050017 

90-327 

K 

0000090319 

90-327 

P 

8000090340 

90-327 

e 

8008090345# 

50-327 

a 

0000050349 

90-327 

S 

8008030396* 

SO -327 

6 

0000050303 

30-260 

Q 

8008090390* 

90-260 

8 

8008090396 

50-327 

8 

0000050390 

50-430 

S 

0OO8OSO4O4* 

50-327 

s 

8000090421 

50-327 

8 

0000090424 

50-327 

P 

8000090424 

50-327 

P 

8008030420 

90-327 

A 

0000090420 

90-327 

A 

8000090430* 

50-327 

3 

8QQ809Q434 

50-439 

3 

8008090432 

30-593 

8 

0008090550 

50-299 

P 

0000060227 

90-327 

5 

0008060229* 

90-387 

S 

0008060232 

90-327 

8 

8000060235* 

50-327 

S 

800B060236 

50-327 

6 

0000060230* 

50-327 

3 

0000060240 

50-327 

3 

8008060243* 

50-327 

3 

0000060244 

50-430 

9 

0000060312 

90-327 

3 

8008060318* 

90-327 

S 

0000060359 

50-327 

S 

8008060360* 

50-327 

G 

0006060303 

50-259 

a 

800B070094 

90-299 

Q 

8000070094 

50-239 

0 

aooao7oo94 

50-259 

0 

8008070344 

50-327 

p 

8008070344 

50-327 

p 

8000070402 

50-327 

p 

0008070402 

80-327 

p 

8008070500 

30-327 

V 

8008070508 

50-327 

V 

8000070315* 

50-327 

V 

0000070515* 

50-327 

V 

8008090227 

50-327 

p 

8000080227 

50-327 

p 

8008080285 

50-259 

p 

8008080285 

90-299 

p 

8000080200* 

50-239 

p 
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AUTHOFf 

AFFILIATION 

ACCESSION 

NUMBER 

SUBJECT 

CATEGORY 

AUTHOR ACCESSION 

AFFILIATION NUMBER 

SUBJECT 

CATEGORY 


8009000208* 

50-259 

P 

8008180338 

50-327 

S 


0000090294 

30-259 

P 

0008100333 

50-327 

S 


0008090294 

50-259 

P 

0003100412 

50-320 

s 


BOOBO0O294 

50-259 

P 

8003180412 

50-320 

s 


0009090301* 

50-259 

P 

E0081S04 1 2 

50-32B 

s 


800 BO 00301* 

50-239 

P 

00081804 1 4 

50-327 

p 


60080B030 1 * 

50-259 

P 

8003180433 

50-327 

R 


80091 10063# 

50-319 

Q 

800 3 1804-1 4 « 

50-327 

R 


8009110074* 

50-518 

a 

800818062 1 

50-327 

0 


80091 10091 

50-296 

a 

0008180665 

50-259 

a 


0003110318 

50-327 

s 

900S 190010* 

50-259 

a 


B00B1 10320* 

50-327 

9 

8008190123* 

50-438 

a 


0008110333 

50-390 

s 

8000190134* 

50-438 

a 


BOOB! 10360 

50-327 

3 

8000190248 

50-259 

p 


8000110375 

tqprep 


800S19024B 

50-259 

p 


80081 10377* 

50-327 

S 

0008190248 

50-259 

P 


8000110303* 

TOPREP 


8000190258* 

50-25? 

p 


8008110408 

50-327 

P 

8009190258* 

50-259 

p 


8008110408 

50-327 

P 

800a 190258* 

50-259 

p 


6008110414 

50-566 

s 

8008190318 

50-327 

F 


8008110434 

50-327 

8 

0008190318 

50-327 

F 


0008110440* 

50-327 

3 

800B190410 

50-327 

S 


8008110446 

50-438 

8 

800S 19041 1 

50-327 

S 


8000120416 

50-327 

0 

8000190413 

30-327 

s 


8008120416 

50-327 

0 

0008190414 

50-327 

s 


8008120418 

50-327 

8 

0008190432 

50-390 

0 


8000120421 

50-327 

8 

8008190436 

50-327 

p 


800B1 20422* 

50-327 

6 

3008190437 

50-25? 

s 


0008120423 

50-390 

S 

8008190438* 

50-327 

p 


8008120426 

50-327 

P 

0009190441* 

50-25? 

s 


8000120426 

50-327 

P 

0OOSI9O444 

50-328 

s 


BOO01 20429 

50-327 

S 

B003I90445 

50-260 

s 


8000120431 

30-327 

P 

9009190449# 

50-260 

s 


B00B1 20431 

30-327 

P 

0003190458 

50-390 

s 


8008120434* 

30-327 

B 

3008190459 

50-390 

s 


8000120462 

50-390 

B 

8008190460 

50-327 

p 


800ai20464 

50-327 

P 

8000190460 

50-327 

p 


8008120464 

50-327 

P 

8008190462* 

50-327 

p 


8008120472 

50-260 

8 

8003190463 

50-328 

s 


8008120473 

50-327 

P 

Q003I 90463 

50-328 

s 


8008120473 

30-327 

P 

8008190463 

50-326 

8 


8008120474 

50-327 

P 

0000190497#- 

50-327 

s 


8008120474 

50-327 

P 

800819049? 

50-327 

B 


8008120481 

50-327 

P 

8008190503* 

50-327 

s 


8003120481 

30-327 

P 

8009190508# 

50-327 

B 


8008120483 

50-259 

B 

8008190510 

50-327 

8 


8008120463* 

50-260 

8 

600819051 4* 

50-327 

S 


600812048B 

50-327 

P 

eOOSI90516* 

50-327 

8 


8008120490 

50-259 

8 

6008190520* 

50-327 

a 


8008120494# 

50-259 

S 

8003190538 

50-390 

A 


□00B1 20493 

50-327 

P 

0008190569 

50-327 

B 


8009120495 

30-327 

P 

8008190575 

50-390 

A 


8008120303* 

50-359 

8 

0008190575 

SO-390 

A 


8008120310 

30-327 

P 

8008190586 

50-390 

a 


0008120537 

30-327 

F 

0008190584 

50-390 

a 


8000120369 

30-327 

E 

8008190589* 

50-327 

s 


0008120369 

50-327 

E 

8009190611 

50-518 

8 


8003130464 

50-327 

8 

6003190613 

SO -327 

3 


8000130464 

50-327 

6 

8009190614 

50-327 

P 


8008130464 

50-327 

8 

6008190614 

50-327 

P 


8008130476 

S0-390 

8 

8003190620 

30-438 

S 


8008130476 

50-390 

S 

8009190622* 

50-327 

s 


8008130493 

50-438 

8 

8009190624* 

50-320 

a 


8003140283 

50-259 

a 

8008200352 

50-518 

8 


8000140203 

50-259 

0 

8008200514* 

50-390 

a 


8008140283 

50-259 

a 

8008210343 

50-391 

F 


8Q0BM0309 

50-239 

P 

8008210369 

50-390 

S 


8008140309 

50-259 

P 

6008210423 

50-327 

9 


BOOB! 4031 1# 

so^g? 

P 

6008210581* 

50-327 

9 


8008140311# 

50-259 

P 

8008250394# 

50-259 

P 


8008130212 

50-390 

8 

8009250404 

50-327 

9 


0000150212 

50-390 

9 

Q00925040B* 

50-327 

S 


0000150335 

50-296 

S 

80092504 i 1 

50-327 

S 


0000130343# 

50-296 

8 

6009250412* 

50-327 

s 


8008150363 

50-327 

P 

6009250415 

50-296 

3 


8008130363 

50-327 

P 

8009250420# 

50-296 

S 


80081 S0440 

NUREO 


8009250527 

50-327 

s 


8008180128 

50-327 

P 

8009250534* 

50-327 

s 


0000180130# 

50-327 

P 

6003250602 

50-327 

3 


0008180169 

50-259 

0 

8009250610# 

50-327 

5 


8008180322 

50-259 

R 

6003250617 

TOPREP 



8008180322 

50-259 

R 

8008250634 

50-327 

9 


8008180330 

50-327 

P 

6008250638# 

50-327 

9 


8008180330 

50-327 

P 

6000250747 

50-327 

3 


8008180332* 

50-259 

R 

6003250761# 

50-327 

3 
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AUTHOR 

AFFILIATION 



CORPORATE SOURCE INDEX 

ACCES3 rOfi SUBJECT AUTHOR 

NUMBER CATEGORY AFFILIATION 

ACCESSION 

NUHDER 

SUBJECT 

CATGOOflY 




0008260239 

50-259 

0 


8009200033 

30-445 

0 




8003260239 

50-259 

Q 


8008200060 

50-443 

0 




0003260239 

50-259 

Q 


0008200060 

30-445 

0 




8003260293 

50-327 

P 


9008200176 

50-445 

0 




8009260293 

50-327 

P 


8008200176 

50-445 

0 




8005360336 

50-327 

P 


8008200198 

50-443 

G 




B0O9260452 

50-546 

S 


8008200188 

50-443 

0 




8008260474 

50-390 

6 


8008200203 

50-443 

0 




8008260474 

50-370 

S 


8008200203 

50-445 

a 




B008260497 

50-566 

S 


8008210336 

50-445 

F 




8008260508 

50-519 

s 


8008210366 

50-445 

F 




8008260509 

50-519 

s 


8008210366 

50-445 

F 




800B260508 

50-519 

s 


8000210376 

50-445 

A 




8008260503 

50-516 

s 


8008220146 

50-443 

F 




9OOB260S23 

50-327 

p 


8000280*63 

50-445 

G 




8008260523 

50-327 

p 

The Analytic Sciences Corp 

8008010101* 

CONTRACT 





8008260524 

50-260 

s 

Three Hi 1 e Island Alert 

8000010103 

90-209 

0 




8008260536 

30-51B 

6 


8000060414 

50-209 

0 




8008260536 

50-518 

8 


8009060420* 

30-209 

0 




8008260536 

50-518 

S 


8008060443* 

50-299 

0 




8008260536 

50-518 

8 


8009070596 

30-289 

7 




8003260537* 

50-260 

S 


8008070601 * 

50-289 

7 




8008260539 

50-327 

P 


800B070606* 

30-289 

G 




8008260543 

50-327 

S 


0000070609* 

30-289 

G 




B008260556 

50-327 

8 


8008070610* 

30-299 

0 




3008260560 

50-438 

S 


8000210339 

30-289 

0 




0008260567 

50-328 

A 


8008290560 

50-289 

0 




3008260567 

50-328 

A 

Todd Shipyards 

8008010018* 

CONTRACT 





8008260567 

50-328 

A 

To ledo Edison Co 

8008050373 

30-346 

F 




8008260593 

30-328 

S 


8008060364 

50-346 

P 




8008260605* 

50-327 

8 


800B070104 

50-346 

a 




BO 03270364 

50-328 

9 


8008070244* 

50-346 

3 




8008270369 

50-566 

Q 


8003070350 

50-346 

P 




8003270377 

50-327 

0 


8008120440 

60-346 

R 




8003270379 

50-259 

a 


8008120444* 

50-346 

ft 




8008270379 

50-259 

a 


B00B1 20498 

50-346 

V 




8003270379 

50-359 

a 


8009120502* 

50-346 

V 




8009270380 

50-438 

A 


8008120541 

SO-346 

& 




8008270385 

50-327 

F 


800B1 20549 

50-346 

s 




9006270385 

50-327 

F 


6009120553* 

90-346 

s 




S00B27Q3B7* 

50-327 

F 


8008120560 

50-346 

s 




8003270387* 

50-327 

F 


8008120562* 

50-346 

9 




600S270529 

30-259 

I 


8008120369 

50-346 

B 




9003270S29 

50-259 

1 


8008120566* 

50-346 

S 




8009270529 

50-259 

I 


8003120567 

50-346 

5 




8003260174* 

50-519 

0 


B00812056B* 

50-344 

B 




B0092804I7 

50-327 

A 


SOOB 120378* 

50-346 

S 




8003280430 

50-327 

3 


8008120650 

50-346 

S 




8003280434* 

50-327 

S 


8008120655* 

50-346 

9 

Ttnriflsset* State of 



BO 00280 51 3* 

CONTRACT 



8008130499 

50-346 

P 

Tennessee, Univ of 



B009190S44 

MISC 



8008130304 

50-346 

8 

Terrain Corf) 



8003200042 

REGOD 



9003130307* 

50-346 

8 

Tfrton Exploration Drilling 

Co . 

. Inc 

8008050369 

40-8778 



8003150356 

50-346 

8 




80061 50444 

40-8729 



0009150361* 

50-346 

3 




BOOS I 50446* 

40-B728 



8008190331* 

50-344 

a 

Texas Public Interred Research 

Group 

8008150334 

50-466 

0 


8008210437 

50-346 

8 

T*i*i T<eh Univ 



80080 10106 

NUREG 



8008210447* 

50-346 

B 




aoosososoo* 

50-464 

0 


8000290473 

30-344 

3 

Tatar Utilities Generating 

Co 


6008010091 

50-445 

G 


8009250483* 

50-346 

8 




8000010091 

50-445 

0 


0000250590 

50-346 

P 




800B0 10261 

50-443 

6 


0008260243 

50-346 

P 




80080401 06 

SO-445 

0 


9000260248* 

50-346 

P 




800B040 I 06 

50-445 

0 


0009260252* 

50-344 

P 




8008050004 

SO-445 

9 


8008260266 

50-344 

P 




8008060016 

50-445 

a 


8008260317 

50-344 

P 




8009060367 

50-445 

A 


8008260323* 

50-344 

P 




8008060367 

SO-445 

A 


0000260330* 

50-346 

P 




8009070298 

50-443 

M 


8008270080 

50-344 

a 




8009070594 

SO-445 

0 


0008280437 

50-344 

p 




9008110323 

50-445 

K 

Transmit 1 e ar > Inc 

3009110004 

XPDRTLIC 





90081 1 0353 

30-443 

K 


8008200379 

XPDRTLIC 





80081 10324* 

90-445 

K 


8008260176 

XPORTLIC 





6008110324* 

50-443 

K 


8008260189* 

XPdRTLIC 





8008120395 

50-445 

G 

Trojan Oecomni s-s Inning Alliance 

8008270523* 

50-344 

0 




e DOB 120395 

50-445 

0 

Twomey, Latham & Schmitt 

8009 U 0337 

50-322 

0 




0OOB12O459 

50-445 

6 

UOP, Inc 

8009090043 

XPQRTLIC 





BOOB 130533 

SO-445 

G 

(JSAF Academy Hosp Colorado 

800S 140253* 

70-1311 





8008140397 

50-445 

S 


9008180393# 

40-9583 





8008150391 

50-445 

K 

Union 76 Hinerals Exploration Co 

8008010287 

40-9584 





6009150381 

50-445 

K 


8008010303 

40-0584 





0009150393 

50-445 

M 


8008010306# 

40-8584 





0009150383 

50-445 

M 


8008180052 

40-B584 





80081 503S3 

50-445 

H 


9008280525 

40-9594 





8008190370 

50-445 

8 

Union Carbide Corp 

8009040071 

40-299 





6008200033 

SO-445 

0 


8008050239 

40-299 
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AUTHOR 

AFFILIATION 

ACCESSION 

NUMBER 

SUBJECT 

CATEGORY 

AUTHOR ACCESSION 

AFFILIATION NUMBER 

SUBJECT 

CATEGORY 


B0080B0273 

70-687 


BC 0804004 2 

50-339 

P 


00081 1O01S 

71-5937 


80080401 1 l 

S0-2BI 

S 


aoQsiaoAii 

50-34 

0 

0008040118* 

50-281 

s 


8000140457 

71-9044 


8008040143 

50-338 

s 


SOOB 140474 

71-109 


8008040146* 

50-338 

s 


90081 40477* 

71-109 


60080401 47 

50-280 

9 


0008150382 

40-299 


8008040151* 

50-200 

8 


8008270069 

40-299 


8008040152 

50-339 

S 


8008270583 

70-6B7 


8008040155* 

S0-339 

s 

Union Electric Co 

8008030298 

50-483 

9 

0008040164# 

50-368 

s 


800B0304 1 9 

50-483 

8 

8008030015 

50-338 

p 


00080504 43 

50-483 

F 

8008050015 

50-330 

p 


8008050461 

50-483 

B 

8008050016# 

50-338 

p 


8008030466 

50-483 

B 

9000050018* 

50-338 

p 


800B07045B 

50-483 

K 

8008050019# 

50-339 

p 


8008110116 

30-483 

Q 

8008050019* 

50-338 

p 


8008200523# 

50-483 

0 

B00B050028 

50-338 

p 


8008210156« 

50-403 

S 

8008050029 

50-336 

p 


8008260373 

50-403 

A 

800B050029 

50-338 

fl 


8008260620 

30-403 

A 

0008050031# 

50-33B 

R 


8008280428 

90-4B3 

C 

800B050033# 

50-338 

P 

Untan Oil Co of California 

8008270447 

40-3348 


8008050033# 

50-336 

P 

Union of Concerned Sciontl»fcs 

8008010067 

50-320 

H 

800B05016 1 

50-339 

P 


8008060420# 

50-209 

0 

8003050432 

50-281 

8 


8008060435# 

30-289 

0 

8008050444# 

50-281 

8 


8008060442# 

50-289 

a 

8008060116* 

50-280 

P 


8008110467 

50-247 

0 

80030601 16* 

50-280 

P 


8008140347 

50-209 

0 

800806025 1 

50-281 

a 


8000260169 

S0-2B9 

0 

800906031 5 

50-280 

a 

Uni tod Ensi noons i< Constructors) Inc 

8008140424# 

0A999 


8009060315 

50-280 

a 

(subs of Raytheon Co ) 











800-B06Q320 

50-200 

0 


B00B2SQ24B 

90-460 

a 

8008060320 

50-280 

a 

United Nuclear Corp 

8008010294 

40-0602 


8008060351 

50-280 

p 


0008060361 

40-8602 


8008060351 

50-280 

p 


8008060363* 

40-0602 


8008060353* 

50-280 

p 


80082 101 S2 

40-0602 









800B060353* 

50-280 

p 


B00B280037 

40-0720 


8008070460 

50-200 

p 

United Nuclear Corp .Naval Producte Div 

8008070159 

70-371 


8008070460 

00-280 

p 

Utah. Univ Of 

8008190373 

30-72 

F 

8000070463* 

50-280 

p 

Vifdirb i It Univ 

8008180647 

NUREO 


8008070463* 

50-280 

p 


8008280338* 

CONTRACT 









6008000318 

50-280 

0 

Vermont Vania* Nuclear Power Corp 

6000010124 

30-271 

0 

8008060363 

30-200 

8 


0008030330 

50-271 

8 

BOOBOBQ367 

30-339 

B 


B008030355# 

80-271 

B 

80080B036B# 

50-280 

s 


8008050379 

30-271 

V 

8008080372# 

30-339 

B 


8008050302* 

30-271 

V 








8008080373# 

50-260 

S 


8008050383* 

30-271 

V 

800B0B0377 

50-339 

S 


8008070321 

50-271 

p 

BQ0B08O379 

50-339 

a 


8008070323# 

50-271 

p 

B0080B0380 

30-330 

3 


B00S0704 19 

50-271 

F 

8OQ8OBO302 

50-339 

S 


8008110314 

50-27 1 

S 








8008080306# 

50-338 

8 


80081 10313* 

50-27 1 

8 

8008080391* 

50-339 

S 


80081 10396 

50-271 

II 

8009080392# 

50-339 

S 


80081 1040S 

50-271 

8 

8008080394 

50-281 

3 


8008 110417# 

50-271 

8 

8008080398# 

50-281 

8 


8008120366 

50-271 

F 








3008120343 

50-339 

P 


8008140324 

50-271 

F 

B008I20391 

50-338 

3 


8008140331 

30-271 

a 

8008120413 

50-339 

3 


80081 9000B 

30-271 

Q 

8008120420# 

50-339 

3 


8008190036 

50-271 

Q 

8003120424 

50-339 

8 


8008190313 

50-271 

P 








9008120435* 

30-339 

8 


8008190378 

50-271 

F 

9008120442 

50-339 

8 


8008190416 

50-271 

R 

8008120452# 

SO-339 

B 


BOQB19O404# 

50-271 

R 

80081204 55 

50-339 

8 


8008200328 

50-271 

9 

8008120466# 

50-339 

8 


8008200334# 

50-271 

0 








8000120475 

50-338 

8 


800823069 1 

50-271 

P 

8000120409* 

50-338 

S 


8008260564 

90-271 

S 

8000120501 

50-339 

S 


8008260579# 

50-271 

S 

8000120516# 

50-339 

8 

Viri*onti State of 

8008080017# 

CONTRACT 


8000120504* 

50-333 

S 

VirjilUe Electric 5 Power Co 

8004230337 

50-339 

P 








8003130396# 

50-200 

0 


8007310354 

30-280 

P 

8008130531 

50-339 

P 


8007310354 

50-230 

P 

8008140390 

50-280 

F 


8007310421 

30-200 

P 

8008150370 

50-339 

0 


800B0 10266 

30-280 

0 

80081 S0426 

50-339 

P 


8008010266 

30-280 

o 








G0031 80426 

50-338 

R 


BOOBO 10266 

30-280 

0 

8008180428 

30-339 

8 


B00BO10266 

50-280 

0 

80081 B0430* 

50-338 

ft 


8008010271 

30-339 

P 

8000180432# 

30-339 

S 


8008010291 

30-330 

K 

0000180464 

50-338 

s 


8008010291 

30-339 

R 








8000180467 

50-338 

s 


800B01029S# 

30-330 

R 

8000180472* 

50-338 

0 


8008010295# 

so-aaa 

R 

8008180474* 

50-338 

0 


BOOBO 1 0296# 

30-330 

R 

8000100549 

50-338 

s 


800B0 10296# 

50-330 

R 

8008180555* 

50-338 

9 


398 


CORPORATE SOURCE INDEX 


AU THOR 
AfTILlATIO I 


Virginia Tech 


Virginia.! State of 
Vo lien, R J 


U A Wahler * Associates. Inc 
Washington Public Power Supply System 


Washington Slate Umv 
Washington. State of 
Washington* Umv at 


Waterbury fiosp Wat erbury. Cl 


West Teiat Utilities Co 

Western Nuclear- Inc isubs of Phelps 
Dodge Corp I 

Western Nuclear. Inc 


ACCESSION 

HUMBER 


S00BI9C05 1 ? 

eooaiRoa?? 

S00319027V 

eooai9050s 

800BS90560 

800B190560 

0009190566* 

0003190570* 

8003190570* 

0OQBI9O576* 

0008190576* 
0003200336 
SO 08200342* 
0003200366 
£000200365 

8008200370* 

8003200372* 

0009210410 

0003210429* 

0000220139 

000822013? 
0008 220200 
E3008220209 
0003250464 
0008250919 

0009250655 
0008250660* 
000926051 1 
8008260513 
8009260517* 

0003260559 

0003260591* 

0003260599* 

0008260791 

0OO82BOO63* 

0008280267* 

0006290267* 

8009280387 

0006230423 

0003280431 

6008260431 

BCO8O0OQ47* 

S0090S0277 

0008200308 

3009200673 

8009140219* 

0000260191 

9009260215 

0OOB20Q262 

0009280672 

3008080197 
60 C BO 5 01 96 
0008050200* 
0000070163 
0008120 4 B2 

8003130550 

0003(80421 

B008190434 

8008190434 

B003220213 

8008220215* 

0006260290 

8008260471 

0006560471 

8008240471 

8000260534 

B00926056! 

9008260594 

BO0B27O546 

B008270546 

8008290330 

0009060295 

9008200026* 

0008130469 

300B260S24* 

8008110139* 
00031 HU 39* 
8009110146* 
00091 101 46* 
8009150377 

BOOBQ6000-4 

BOOS 140224 
90031 40404* 
50 OB 1 3005S 


SUBJECT 

CATEGORY 

50-404 

S 

50—330 

P 

SO-338 

P 

50-281 

0 

30-280 

fl 

50-200 

R 

50-280 

R 

50-200 

R 

50-280 

R 

30-2BO 

R 

50-280 

R 

50-280 

S 

30-280 

s 

50-339 

s 

50-339 

3 

30-339 

3 

50-339 

S 

30-339 

S 

50-339 

s 

50-339 

p 

30-338 

p 

50-338 

p 

50-338 

0 

50-280 

Q 

50-339 

s 

50-2B0 

B 

50-280 

S 

S0-33B 

s 

50-291 

a 

50-330 

3 

50-290 

s 

30-280 

s 

50-290 

s 

50-339 

0 

50-281 

0 

50-280 

0 

50-200 

a 

50-339 

p 

50-290 

H 

50-339 

0 

50-330 

CONTRACT 

Q 

50-124 

P 

50-124 

F 

50-124 

P 

50-333 

H 

50-367 

0 

50-367 

0 

50-367 

0 

50-36? 

0 

WASTE MOT 

50-397 

A 

50-377 

PR 

A 

50-397 

A 

50-397 

A 

50-397 

A 

50-460 

A 

50-460 

A 

50-397 

A 

30-397 

A 

50-397 

A 

30-397 

H 

50-397 

H 

50-397 

H 

50-397 

S 

50-290 

s 

50-509 

A 

50-460 

a 

50-460 

a 

50-397 

S 

50-27 

F 

WASTE MOT 

50-139 

F 

conthac r 

70-2100 

70-2100 

70-2100 

70-2100 

90-445 

40-1162 

40-1162 

40-1162 

40-1162 

H 


AUTHOR 

AFFILIATION 


We « t insti euse Electric Corp 


Westinghouse Electric Corp PWR Systems 
Div 


Weston Geophysical Corp 
Wharton & Posalies 


Widoff, Reader, Selkomlti & Adler 


Wisconsin Electric Power Co 


Wisconsin Public Service Corp 


ACCESSION 

HUMBER 


8009010212 

BO0BO1O217 

8008050320* 

B00B050359 

8OOBOB029O 

8003110216 
BOO01 10219* 
800S120410 
9009120412* 
800S120651 

8008140105* 
0009140197* 
8009 190320 
9000190367* 
8000190392# 

8008210302 

0OO921O3S5 

8009220201 

0000220202* 

8009250765 

9009260042 

BOOB26O440 

9000260450 

8008260453* 

0009260496 

8000010102 

8008120437 

0000120443* 

0008140417# 

8008000493 

8009320 1 50 
0009220150 
8009220157 
9009220157 
8009220160* 

8008220160 * 

0009010103 

8008060414 

0008060420* 

8008060445* 

8008070996 

B008070601* 

9008070606* 

8009070609* 

8009070610* 

8009210358 

8009290560 

9007150649 

8008010110 

8009040035 

9009070476 
6008070480* 
8009080105 
8008030136 
80081 10363 

8009110423 
BOOB 120379 
8008120302 
8009120382 
8008120303* 

8008120383* 

0000120305* 

8008120385# 

9008120398 

8008120398 

9000120400# 
BOOB120465 
8000120465 
8008f 40375* 
0000150431 

BD0B150442 

8008IS0442 

8008210391 

0000210402* 

800S260370 

8008280060 

80082B0060 

9009040056 

8000040061* 

0000060234 

9009060327 
8008060332* 
90090701 42 
0009110381 


SUBJECT 

CATEGORY 


RES 

RES 

50-327 P 

TOPREP 

TOPREP 

TCPR EP 

TOPREP 

70-1143 

70-1143 

70-1151 

0A999 
0A999 
NUREO 
90-244 P 
50-369 A 

70-2909 

TOPREP 

TOPREP 

TOPREP 

XPORTLIC 

70-2909 

TOPREP 

TOPREP 

TOPREP 

TOPREP 

PR 

70-1143 
70-1143 
50-213 P 
50-361 0 

50-361 0 

50-361 0 

50-361 0 

50-361 0 

50-361 0 

50-361 0 

50-239 0 

50-289 0 

50-2 S? 0 
50-28? & 

50-289 0 

50-20? 0 

50-299 0 

50-289 0 

50-2B9 0 

50-209 0 

50-289 0 

50-266 P 
50-266 0 

50-502 F 

50-266 P 
50-266 P 
50-266 P 
50-266 0 

50-266 P 

50-502 A 
NUREO 
50-266 V 
50-264 V 
50-266 V 

50-266 V 
50-266 V 
50-266 V 
SO-266 R 
50-266 R 

50-266 R 
30-266 P 
50-266 P 
50-305 a 
NUREO 

50-266 P 
50-246 P 
50-266 9 

50-246 9 

50-266 0 

50-266 Q 
30-266 0 

50-305 8 

30-305 B 
50-303 F 

50-309 P 
90-305 P 
50-305 a 
90-305 P 



AUTHOR 

AFFILIATION 


HI « c on * l n ' i Env I ronmenta 1 Decade 

Wisconsin. State of 

Wisconsin. Umv, of. Madison 

HoM ! b*In.G L 

Uauduar d-C 1 yd * Consultants! Inc 
Wyoming Mineral Corp 


Wgoming> State of 


YanM* Atomic Electric Co 


CORPORATE SOURCE INDEX 
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ACCESSION 

HUMBER 

SUBJECT 

CATEGORY 

AUTHOR ACCESSION 

AFFILIATION NUMBER 

SUBJECT 

CATEGORY 

9000130136 

30-305 

G 

0008000341 

50-29 

S 

8009130316 

50-305 

G 

8003120394 

50-29 

s 

8003130520 

50-309 

S 

0003 120 4 07* 

50-29 

8 

8008130526* 

50-305 

S 

3003130536 

50-29 

P 

0000130543* 

50-305 

S 

8008150401 

50-29 

R 

0000130610 

50-305 

R 

0OOB15O4O4* 

50-29 

R 

8000130613* 

50-305 

R 

8000220487 

50-29 

P 

8008190406 

50-305 

8 

8008250493* 

50-29 

P 

8008190 526* 

30-305 

S 

80082S0497* 

50-29 

P 

8000900519* 

50-305 

a 

8000250500* 

50-29 

P 

0000260430 

50-309 

p 

800B250522* 

50-29 

P 

B00827C087 

30-305 

a 

8000250520* 

50-29 

P 

8008200044 

50-305 

a 

B00S250531* 

50-29 

P 

8008060228* 

80-266 

0 

8000250532* 

50-29 

P 

0008130648 

50-266 

0 

8003250533* 

50-29 

P 

8008130632* 

30-266 

0 

0009250536* 

50-29 

P 

8000270409 

50-266 

u 

0000250539* 

50-29 

P 

6000060225 

50-266 

0 

0000250542* 

50-29 

P 

0008250521 

50-266 

0 

80 09250544* 

50-29 

P 

8000270383 

50-266 

0 

8008250546* 

50-29 

P 

8008040115 

50-156 

R 

0003250540* 

50-29 

P 

8008040119* 

90-156 

R 

0000230550* 

50-27 

P 

8008130575* 

CONTRACT 


8008250553* 

50-29 

P 

8008120477* 

50-361 

A 

8000250554* 

50-27 

P 

0008120404* 

50-361 

A 

8000250557* 

50-27 

P 

8007280402 

40-6502 


0008250562* 

50-27 

P 

0007280405* 

40-0502 


0000250564* 

50-2? 

P 

0008070212 

40-0502 


0000250565* 

50-29 

P 

8008070464 

40-8502 


8008250570* 

50-29 

P 

0000120304 

40-8502 


8Q08250372* 

50-2? 

P 

8009120638 

40-0502 


8000250574* 

50-29 

P 

8008130061 

40-8302 


8000250580* 

50-29 

P 

800B130062* 

40-8502 


0006250581* 

50-29 

P 

8000010182 

40-8202 


0006250583* 

50-29 

P 

8000010293 

40-8502 


0006250586* 

3Q-29 

P 

0003010297 

40-0502 


8000250508* 

30-29 

P 

8008060097 

40-8502 


0OOC23O391* 

50-29 

P 

8008120641 

40-8502 


B00B2TO595* 

50-29 

P 

8008120675 

40-0502 


0006230599* 

30-29 

P 

8000260720 

40-0502 


0008250604* 

30-29 

P 

0008270016 

40-0745 


0000250615* 

50-29 

P 

8008270434 

40-8714 


8008250620* 

50-29 

P 

8008040080 

50-29 

P 

8008250622* 

50-29 

P 

8008050046 

50-29 

8 

8000250623* 

50-29 

P 

8000050051 » 

50-29 

0 

0003250625* 

50-29 

P 

80080S0053 

30-29 

P 

8000250629* 

50-29 

P 

0OO8O5O41B 

30-27 

V 

3000250631* 

50-29 

P 

0000050425* 

50-29 

V 

8008250*36* 

50-29 

P 

0000050462 

90-29 

p 

80002*0546 

50-29 

S 

8008080154* 

50-29 

0 

0009260558* 

50-29 

s 




6000260563 

50-29 

s 




U008260572* 

50-29 

8 




8008260601 

50-29 

0 



REPORT NUMBER INDEX 


The subject category column in this index gives the docket 
number and the symbol for the category of Information 
within that docket; for example, 60-320 P, The docket sub- 
ject categories are defined in Appendix A. 

Subject categories for nondocketed items are also entered 
In this column by symbol; for example, ACRS. These cate- 
gories are defined in Appendix B and listed in the Contents. 


An asterisk following the accession number in this indeec 
indicates that the document is an enclosure to ano&*®r 
document. To obtain the accession number of the prlnlopffil 
document under which the enclosure is listed, refer to 
Index entitled "Cross Reference' of Enclosures to Princt^®! 
Documents." 


REPORT 

ACCESSION 

SUBJECT 


OTHER REPORT 

NUMBER 

NUMBER 

CATEGORY 

NUMOEft 

172 

0003260281-t 

50-346 

P 


79-69 

00001805214 

50-369 

A 


79-9-40 

80081805024 

50-220 

F 


GO-Z 

8000200157* 

50-395 

R 


BO-919 

00002000904 

0R0 



BO-919 DRFT 

8008260461* 

50-275 

A 

ISSUANCES QL 

B007210010 

0007210010 

RES 



aooaoiooio 

0008010060 

RES 



8008010212 

0000010212 

RES 


RP959-I 

0008010217 

0000010217 

REG 


RP999-1 

0008010225 

0008010225 

RES 


I1C 00-07-05 LR 

800601 0228 

SOOS01 0228 

RES 



aooootooia 

0000060018 

RES 



BQOE06O421 

0000060421 

RES 


QRNi-/HABRD-07 

8008120258 

0000120258 

RES 


0RNL/ED7EI8-I33 

BOOB 140057 

S008I 40037 

RES 


LO- 14-00-06? 

8006 1 40105 

8008140105 

RES 


EOO-TFOP-5200 

80081401 13 

00081401 13 

RES 


EGQ-CAAP-S 1 40 

8008140121 

0000140121 

RE8 


EG0-CDAP-5207 

8008140127 

0000140127 

RES 


EQO-BEKI-S20I 

3008140261 

0000140261 

RES 


0RWL7ED/EIB-132 

8000180560 

8000180960 

RES 



8008160570 

8008100970 

ncs 



8008180375 

8008180575 

RES 



8000180579 

0008100579 

RES 


E00-TFQP-5209 

8008180587 

0008100387 

RES 



8008180623 

0000100623 

50-334 

P 

COO-EA-5206 

0008180629 

0000100629 

RES 


BN-8A-6 1 0 

8008190012 

0000190012 

50-348 

P 

CEQ-EA-5203 

8008200485 

0OO0SOO405 

REG 


EOO-TFBP- 520 3 

8008210104 

0008210104 

RES 


EGO-CAAP-5210 

8008270336 

8000270336 

50-348 

P 

ECO-EA-520B 

AP-0500 

0PO0O5Q425* 

50-29 

V 


AP-0740 

0008030302* 

50-271 

V 


AP-Q7I1 

60080303054 

30-271 

V 


BAW- 1598 R2 

0008260330* 

50-346 

p 

645 

CE-l-A H13 

0000250480* 

50-10 

p 


CEN-127 ( B)-NP 

0000220229* 

50-361 

A 


COM-0709-01 R 1 

8000190333* 

50-295 

P 

64 002 0010 

CUC-I06A 

8008080197 

WASTE MOT 

16050 

ECTPN-7B 

8000200410* 

TOPREP 



EF-126 

0008180470* 

50-16 

n 


CA-A15738 

8000130540 

TOPREP 


VC-77 

NDS7P0Q-77-I R3 

0008210364* 

50-349 

K 


NEO-0- {0004 -2 R2 

8008100593* 

71-9001 


16B99 

NED0-IOO84-2 VI R2B 

0008200012* 

71-9001 


16099 

NEDQ-24238 

0008140380* 

50-290 

P 

80NED267 

NEL D-T I "75002-41 

0000050199* 

PROJ 



NEB 0190092 

8000130554* 

50-40? 

P 


NUREO-OOEO V4 NQ7 

0000260009 

NUREO 



NVFlEG-0020 V4 116 

8008010132 

NUREO 



NUREO-0053 811 

0000140197 

30-339 

E 


NUREO-0053 Sit 

0008180200* 

50-339 

E 


NUREO-0313 R 1 

8008140039 

NUREO 



NURE0-0390 V4 N02 

8008270201 

NURFO 




REPORT 

NUHBER 


ACCESSION 

NUMBER 

SUBJECT OTHER REPORT 

CATEGORY NUMBER 

NUREO- 0308 


8003120273 

NUREO 


NUREO— 0909 


8000120260 

NUREO 


NUREQ-0535 


0OOS1 10S25 

NUREO 


NURU0-0340 V2 

N04 

BQ000SQ446 

NUREO 


NUSEQ-053? 


0003050233 

NUREO 


NUREO- 03 90 R2 


9009260007 

NUREO 


NUREQ-061 2 


8008260010 

NUREO 


NURE0-0A25 


8008060371 

NUREO 


NURE0-046I 


0000060369 

NUREO 


NUREG-0662 V2 


0006070169 

50-320 

P 

NUREO -067 5 BIO 

0008140214 

50-275 

E 

NURE0-0692 


aoofl i i 0032 

30-260 

P 

NUREO-069? 


8000060365 

NUREO 


NURE0-0701 


8008260017 

NUREO 


NUREG-0703 


8008140593 

NUREO 


NUREQ/CR-0330 

V2 

0003220244 

NUREO 

PNL-3232 

NUREQ/CR-04S3 

R7 

0000260001 

NUREO 

LA-751S-M 

NUREO/CR-OS43 


0000140193 

NUREO 

MHBM-B0-7at6 

NURE0/CR-0720 


8000! 30630 

NUREO 

HEDL-TME 79- IB 

NURE07CR-0744 


8000070376 

NUREO 

8AND79-7032 

NURE07CR-1 1 98 

V2 

0000070360 

NUREO 

8AWD79-237B/2 

NUflEO/CR- 1 262 


30000 10106 

NUREO 

BANDBQ-0137 

NUflEO/CR- 1277 


6000270217 

NUREO 

8AN079-21 68 

NURE07CR-I353 


6000070060 

NUREO 

BNL-NURE0-3U3! 

NUREO/CR-1356 


80000101 17 

NUREO 

DNC- NUREO -311 56 

NUREO/CR-1373 


0000520237 

NUREO 

TN-316 

NURE07CR- 1375 


0008270224 

NUREO 

SAND-79-1694 

NURE0/CR- 1376 


0008190047 

NUREO 


NUREO/CR-1390 

VI 

0008190091 

NUREO 

PNL-3325 

NURE0/CR-1400<2) 

0000270260 

NUREO 

EGO-2049 

NUREO/CR-1403 


0000010090 

NUREO 

BNU-NURE0-5H7B 

NURE0/CR-1409 


8008070012 

NUREO 

ANL-80-M 

NUREO 7CR- 1466 


0000180655 

NUREO 

BAND 79-1561 

NURE0/CR-I4B0 


60081 40191 

NUREO 

LA-0361-HS 

NUREO/CR-I401 


00010270145 

NUREO 


NUREO/CR-14B0 


0000140601 

NUREO 


NURE07CR-IS0I 


0009100647 

NUREO 


NUREO/C R-15 1 4 


8009050105 

NUREO 

DNL-NUfiEC-5 1 250 

NURE0/CR-I513 


0009570222 

NUREO 

6AHD0O-O7O1 * 

MUREO/CR-1524 

VI 

8009140523 

NUREO 

ANL-BO-54 VI 

NUREO/CR-1534 


8009260692 

NUREO 

LA-NUREO-6623 

NUREO/CR-1530 


0009140511 

NUREO 

E00-2O47 

NUREQ/CR-1349 


0003010092 

NUREO 


NUREO/CR-t 962 


0003100657 

NUREO 


NUREO/Cft-1564 


BOOB 180600 

NUREO 

LA-04 2 3 -MB 

NUREO/CR-1569 


8008100595 

NUREO 

NRC -04-76-29? 

NUREO/CR-1570 


8008 140101 

NUREO 

E00-2049 

NURE07CR-ISB0 


6006! 40179 

NUREO 


NURE07CR-1 60i 


0006100659 

NUREO 

BM1-20S5 

NURE0/CR-161 1 


0OOB 120277 

NUREO 

3AND80-0328 

NU3-35S2 


BOOB 050 167* 

50-352 

F 

OA-70-1 


8000130047* 

71-192 

1690B 

RH0-UD-130 


8008080049* 

50-201 

P 16647 

6AND80-0510C 


0000010116 

TOPREP 


8CE-1-A A3 


8008140342* 

50-36! 

A 


401 



402 


REPORT NUMBER INDEX 


REPORT 

ACCESSION 

SUBJECT 


OTHER report 

NUMBER 

NUI BER 

CATEGORY 


NUMBER 

SECY- 79-2338 

8008260404 » 

FOJA 



SECY- 79-2338 

8000260610* 

FOI A 



SECY-BO- 284 

80082105*1 

SEO 



SECY-80-353 

BOOB? 7 0001 

SECY 



SEC V-BO-354 

8008270006 

SECY 



SECY-80-356 

□008130083 

SECY 



S&S7M-EE-Q59 

8O0B19O527* 

50-311 

P 

61 10A 

Tl-BO 

□008050423* 

50-3 1 ? 

V 


T2-80 

□008050429* 

50-312 

V 


TR-3501 8) 

8003070331 

TOPREP 


1 EO— 79-02 


REPORT 

NUMBER 

ACCESSION 

NUMBER 

SUBJECT 

CATEGORY 

OTHER REPORT 
NUMBER 

TR— 3887-2 R1 NO i 

□007310387* 

50-329 A 


TVA-TR75-1A R4 

8008110383* 

TOPREP 


WCAP-8587 SI 

8000260450 

TOPREP 

E0DP-E5E-1B R2 

WCAP-B5e7 92 

8008260453* 

TOPREP 


WCAP-9500 A1 

80081 10219* 

TOPREP 


WCAP-9750 

8009220202* 

TOPREP 


WC AP— 9751 

8008190392* 

50-369 A 


XM-52-02 

8008270004* 

71-6581 

17073 

KH-NF-1A R3 

8008200317* 

TOPREP 




CROSS REFERENCE OF ENCLOSURES 
TO PRINICPAL DOCUMENTS 


Items listed as enclosures are those Indicated by an asterisk 
following the accession number In the Indexes. The second 
column gives the accession number of the principal docu- 
ment under which the enclosure Is listed. Knowing the 
accession number of the principal document, the date 
issued, and the category enables locating the title listing of 
the enclosure. 


The subject category column In this Index gives the docket 
number and the symbol for the category of information 
within that docket; for example, 50-320 P. The docket subject 
categories are defined In Appendix A. 

Subject categories for nondocketed items are also entered 
In this column by symbol; for example, ACRS. These cate- 
gories are defined in Appendix B and listed In the Contents. 


ACCESSION NUMBER ACCESSION NUMBER 



PRINCIPAL 

DATE 

SUBJECT 



PRINCIPAL 

DATE 

SUBJECT 


ENCLOSURE 

DOCUMENT 

ISSUED 

CATEGORY 

ENCLOSURE 

DOCUMENT 

I 0SUED 

CATEGORY 

8004090085 

8004090079 

80/03/24 

50-10 

P 

BOOBOl 0123 

0000010119 

30/07/17 

0A999 


0004090009 

8004070079 

80/03/24 

90-10 

P 

B00001 0127 

00060101 1 9 

00/07/17 

0A999 


0004230473 

0004230471 

80/04/16 

50-313 

B 

BOOBO 10130 

BQOBOIOI 19 

00/07/17 

QA999 


8004290033 

80042 900 18 

00/04/01 

BO-247 

H 

0008010134 

00060101 19 

80/07/17 

0A999 


8004290432 

0004290431 

00/04/21 

50-966 

S 

SOOBO 10139 

0000010119 

60/07/17 

0A999 


0004200299 

0004200293 

60/04/03 

90-266 

p 

B 008010141 

aOOBOiOl 19 

B0/07/17 

0A999 


8004200301 

0004200293 

00/04/03 

50-266 

p 

0000010143 

0OO0OJO 1 30 

60/06/26 

50-305 

a 

8004200304 

0004200293 

00/04/03 

90-266 

P 

8008010146 

0OO8OJO14O 

80/06/27 

CONTRACT 


B0051 90432 

0003150423 

00/04/24 

COMMISSION 

8000010147 

0000010144 

80/07/09 

QA999 


0009220439 

8009220422 

80/09/16 

XPOFITLIC 


6000010149 

6000010135 

00/07/10 

40-0050 


8007130031 

8007190021 

00/07/02 

70-1191 


BOOBO) 01 90 

6008010144 

B0/07/09 

QA999 


8007230032 

8007230024 

00/07/19 

70-929 


0000010192 

BOO0O1O135 

60/07/10 

40-B030 


0007230222 

B007230219 

00/07/10 

50-209 

H 

0000010193 

B008010144 

80/07/09 

QA999 


000724001& 

0007240014 

00/07/03 

71-9036 


0000010194 

800QQ101 51 

80/01/01 

CONTRACT 


0007240023 

0007240019 

80/07/11 

71-9139 


6000010197 

80 00010144 

B0/07/09 

OA999 


8007240024. 

B007240019 

00/07/11 

71-9139 


0008010159 

B009010135 

00/07/10 

40-0050 


8007240033 

B00724001 9 

00/07/11 

71-9139 


0008010163 

8000010195 

80/07/14 

90-327 

a 

B00726040S 

0007200402 

00/06/23 

40-8902 


0008010164 

B003010J61 

00/07/09 

QA999 


0007260939 

0007260934 

60/07/02 

71-6744 


0008010167 

6003010161 

80/07/09 

0A999 


BOO72Q0942 

8007200934 

00/07/02 

71-6744 


8000010169 

0008010159 

00/07/14 

90-327 

a 

0007200990 

0007200934 

80/07/02 

71-6744 


BOOBOI0173 

0000010161 

00/07/09 

QA999 


0007200594 

0007280934 

80/07/02 

71-6744 


6000010175 

8000010171 

00/07/10 

70-1966 


0007200998 

8007200934 

00/07/02 

71-6744 


B00601Q176 

BOO 0010172 

80/07/18 

50-327 

p 

0007300121 

8007300114 

00/07/11 

40-6699 


0000010178 

0008010195 

80/07/14 

50-327 

0 

B007300130 

B0073001 1 4 

00/07/11 

40-6699 


8006010179 

0000010161 

00/07/09 

0A999 


0007300134 

B0073001 14 

80/07/11 

40-6659 


8000010180 

800B010171 

B0/07/ 10 

70-1966 


0007310307 

8OO73103B6 

00/09/19 

90-329 

A 

BOO0O1OI81 

BOOBOl Ql 70 

00/06/30 

CONTRACT 


0OOBO 10010 

0008010000 

00/07/ IB 

50-389 

M 

8003010104 

BOOBO! 01 99 

00/07/14 

SO -327 

a 

0000010014) 

8000010014 

00/07/17 

50-413 

0 

8000010107 

8008010103 

00/07/29 

50-267 

0 

0000010017 

6000010014 

80/07/17 

50-413 

0 

800001 0188 

800B0101B9 

00/07/21 

70-824 


00000 100 10 

0003010013 

00/07/14 

CONTRACT 


8008010192 

800B0101B6 

BO/06/26 

90-230 

a 

0000010023 

0000010020 

00/07/19 

90-338 

Q 

8006010194 

BOOBO 10109 

80/07/21 

70-824 


BQ0B010029 

8000010020 

B0/07/ 19 

90-338 

0 

0000010197 

8008010185 

80/07/21 

70-024 


0000010027 

0000010020 

80/07/19 

30-338 

0 

0000010198 

6000010080 

80/07/07 

XPORTLIC 


0000010032 

8008010031 

80/06/27 

50-346 

6 

0000010199 

0000010189 

80/07/24 

CONTRACT 


0000010030 

8000010037 

BO/07/16 

80-400 

0 

8008010200 

BOOBO 101 96 

00/06/ 1 6 

PRO J 


BOO0O1OO44 

0000010041 

80/07/19 

90-491 

Q 

0008010201 

8006010189 

00/07/21 

70-824 


8000010049 

0008010040 

60/07/24 

CONTRACT 


BOOBO 102 15 

BOOBO 10207 

00/07/00 

QRO 


000801004.9 

8008010060 

60/07/16 

RES 


0000010237 

BOOBO! 0234 

BO/06/dfr 

CONTRACT 


8000010073 

0008010060 

00/07/16 

RES 


0008010241 

0000010236 

00/07/24 

CONTRACT 


0000010074 

6008010064 

80/07/30 

50-320 

H 

00080 10243 

0000010230 

00/06/30 

CONTRACT 


8000010001 

6008010078 

00/07/23 

90-324 

P 

BOOBO 10244 

0008010240 

00/06/27 

90-364 

0 

SOOBO 10084 

0008010078 

00/07/23 

80-324 

P 

SOOBO 10248 

0000010243 

00/07/16 

40-8027 


0008010087 

800001 0009 

00/07/29 

90-344 

0 

SOOBO 10291 

6000010246 

00/07/24 

CONTRACT 


0008010090 

0000010076 

80/07/23 

90-324 

P 

600B0 10294 

6000010249 

00/06/27 

90-348 

0 

0000010093 

SOOBO 10070 

00/07/23 

80-324 

P 

0008010258 

BOOBO! 0232 

80/07/21 

PCI A 


SOOBO 101 00 

8000010094 

00/07/09 

90-460 

Q 

0008010260 

0008010256 

80/06/27 

50-251 

a 

0008010109 

00080 lbl 04 

00/07/17 

0A999 


0008010268 

8008010262 

80/06/24 

90-286 

a 

0OOBO1O1 12 

6000010104 

00/07/17 

0A999 


6000010269 

8008010263 

BO/07/30 

90-277 

p 

0000010114 

B00B01 0104 

00/07/17 

OA999 


0008010274 

6008010272 

80/07/17 

50-946 

u 


403 
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ACCESSION NUMBER 


ENCLOSURE 

PRINCIPAL 

DOCUMENT 

DATE 

ISSUED 

SUBJECT 

CATEGORY 

0003 01 0295 

800a010291 

00/07/30 

50-33 B 

ft 

0000010296 

8000010291 

80/07/30 

30-338 

R 

8000010304 

0OOBO 10303 

BO/07/24 

40-B384 


9008040007 

BOO BO 4 0004 

80/07/29 

30-332 

A 

0000040019 

8008040012 

80/07/24 

50-320 

R 

8000040022 

800B040017 

BO/ 07/23 

50-320 

8 

0000040026 

BOOB 04 0020 

80/07/23 

90-334 

S 

BOO 8040031 

8000040027 

00/07/29 

30-28? 

0 

0OOBO 40033 

000 BO 4 0027 

BO/ 07/29 

90—209 

0 

0000040036 

0008040020 

00/07/25 

50-340 

s 

0OOBO4OO37 

0OOBO4OO27 

BO/07/29 

90-ZB9 

G 

B00004 0041 

0000040030 

80/07/23 

50-331 

s 

0000040091 

800B040048 

00/07/31 

50-416 

K 

BOO 004 0094 

000 BO 4 0049 

80/07/29 

50-306 

B 

0008040099 

80080400 4B 

80/07/31 

50-416 

K 

BOO0O4OO99 

8000040050 

BO/07 /30 

30-249 

P 

8009040041 

8008040036 

a0/07/29 

90-305 

s 

0000040063 

0000040060 

S0/07/29 

30-293 

0 

0OOBO4OO67 

0000040064 

80/07/ 29 

30-293 

3 

B003040049 

8008040060 

80/07/31 

30-320 

P 

0000040070 

0000040066 

80/07/23 

30-295 

s 

BOO0O4OO76 

800 BO 40 060 

80/07/31 

90-320 

P 

0000040079 

8008040079 

80/07/30 

50-27 5 

0 

BOO0O4OO01 

0OOBO4OO77 

80/07/28 

50-498 

A 

0000040003 

0OOBO4OO1G 

B0/07/24 

90-329 

A 

0008040094 

8000040093 

80/07/29 

50-316 

a 

3000040097 

0OOBO4OO93 

80/07/29 

30-316 

s 

0008040100 

8009040099 

00/07/39 

30-36 1 

A 

0000040103 

B008D40099 

80/07/29 

30-361 

A 

0000040104 

0000040101 

80/07/17 

30-321 

s 

6008040109 

0000040099 

BO/07/29 

80-361 

A 

60000401 00 

0OOBO4OO99 

00/07/29 

30-361 

A 

6000040110 

SQ0BQ401G7 

B0/07/10 

30-320 

P 

6000040112 

0000040099 

80/07/29 

30-361 

A 

SO0B04O114 

0000040099 

80/07/29 

30-361 

A 

600B0401 16 

0000040099 

30/07/29 

30-361 

A 

0008040! 18 

0OOBO4O1 1 £ 

00/07/31 

30-2B1 

8 

8000040119 

80000401 1 5 

00/07/1 1 

50-1 56 

R 

0000040120 

0008040099 

80/07/2? 

90-361 

A 

8000040 121 

0000040099 

00/07/2? 

50-361 

A 

0000040122 

0008040117 

B0/07/23 

30-443 

0 

00000401 29 

0008040099 

80/07/27 

30-361 

A 

800B0401 26 

0OOBO 40099 

00/07/29 

30-361 

A 

3009040127 

8000040099 

80/07/29 

30-361 

A 

0000040129 

6000040128 

80/07/31 

90-485 

0 

300B040131 

800BQ40130 

00/07/25 

30-321 

0 

0009040132 

6008040126 

00/ 07/31 

30-485 

0 

0000040137 

00060401 36 

00/07/30 

90-438 

A 

0000040139 

8000040139 

00/07/ J 8 

30-277 

0 

8000040140 

0000040133 

B0/07/1S 

30-277 

0 

8000040141 

800B040139 

00/07/30 

50-321 

8 

0 000040146 

0000040143 

00/07/30 

30-338 

8 

8008040130 

B00B04014? 

00/08/01 

50-261 

P 

0008040131 

0008040147 

00/07/29 

50-2B0 

8 

0000040139 

B00B0401 32 

00/07/30 

50-339 

8 

0000040137 

0000040194 

00/07/31 

50-293 

8 

800B0401SB 

30080401 56 

80/07/29 

50-31 5 

S 

8000040161 

0000040199 

00/07/23 

30-296 

S 

BOO0O4O164 

B 000040162 

00/07/2? 

30-368 

S 

0000040167 

0000040166 

00/07/23 

50-331 

S 

0000040140 

8000040165 

80/07/30 

50-247 

s 

B006040170 

0000060169 

00/07/23 

50-331 

s 

8000090003 

0000090001 

80/07/31 

90-205 

p 

8000090013 

8 00 BO 5002 3 

00/07/29 

50-366 

a 

0008090016 

0008090013 

00/07/30 

50-338 

p 

8000090018 

800009001 S 

BO/07/30 

30-330 

p 

0008090019 

000809001 3 

80/07/30 

30-33B 

p 

3000090031 

800 BO 30029 

BO/OB/Ol 

30-330 

R 

0000090033 

9008090028 

BO/ 00/01 

50-338 

P 

SOOBO 50038 

8000030017 

B0/O7/31 

30-270 

P 

8000090039 

8000050036 

80/07/22 

30-329 

8 

0008090047 

0000030042 

00/07/24 

30-323 

B 

0000090091 

8000050046 

00/07/30 

30-29 

S 

6008090092 

0000090048 

00/07/30 

30-219 

B 

0000090094 

0OOBOSOO49 

00/08/01 

30-317 

8 

0008090061 

0008030099 

00/03/28 

40-0502 


0000090062 

8000030099 

80/03/28 

40-8902 


0008090063 

8000090097 

00/07/23 

30-293 

S 

0008090043 

0008090096 

B0/07 /31 

30-302 

P 

B 008050046 

0008090099 

80/03/20 

40-B3Q2 



ACCESSION NUMBER 

PRINCIPAL 
ENCLOSURE DOCUMENT 

DATE 

ISSUED 

SUBJECT 

CATEGORY 

0OOBO5OO7O 

8008090067 

80/07/30 

30-317 

S 

00 00030071 

8000030068 

80/07/28 

80-409 

P 

0008030076 

BQ0BO3OO73 

80/07/31 

30-219 

8 

0008050070 

8000090074 

80/07/23 

30-206 

0 

6000030080 

8000030077 

00/07/29 

30-233 

S 

0008050089 

0008030001 

80/07/30 

50-333 

0 

00080 50006 

0000030064 

80/07/07 

30-10 

P 

0OOBO5Q0B8 

8008030082 

80/07/24 

30-10 

P 

0000050093 

8008050091 

00/06/19 

30-322 

a 

0008050111 

8008030107 

80/07/21 

30-400 

a 

6000050120 

8000030107 

80/07/21 

50-400 

0 

8000030123 

0000090096 

B0/07/21 

50-449 

N 

00 OBO 30146 

0008090142 

B0/O7/1B 

CONTRACT 


0008050167 

0008090138 

80/07/31 

50-332 

F 

0OO0O5O1Q4 

8000090179 

00/07/24 

50-267 

P 

0008050108 

0000090179 

80/07/24 

50-267 

P 

0OOBO3O193 

000009018? 

B0/05/2B 

PROJ 


8000050200 

0000090196 

80/08/01 

30-397 

A 

0008030213 

0000090210 

80/07/30 

30-382 

K 

8008030224 

8000050207 

80/07/30 

30-360 

8 

8008030257 

0000050246 

80/06/03 

50-201 

P 

0008050290 

0000090243 

00/07/30 

50-360 

8 

8000030264 

800B050239 

80/07/29 

40-299 


0006030281 

BOO0O9O26B 

BO/07 /2B 

30-327 

0 

8008030283 

BOO0O9O274 

BQ/07/17 

40-1341 


8008050284 

0008090263 

80/07/30 

30-293 

0 

8008090200 

0000090209 

00/07/23 

30-312 

0 

0008030299 

0OOBO9O29O 

00/07/29 

30-239 

R 

8000030297 

800BQ902B7 

80/07/20 

30-327 

S 

8008030301 

8000090206 

00/07/30 

30-293 

B 

BOOBO 50309 

BOOBO3O303 

80/00/01 

30-239 

8 

BOOB© 30320 

0000030319 

80/07/31 

30-327 

P 

800B090321 

0008050313 

80/07/28 

30-249 

8 

8000030324 

000005031 B 

80/07/24 

30-409 

I 

BOOBO 3 0326 

BOO0OSO323 

00/07/30 

30-293 

6 

8000050331 

0000050320 

BO/07/24 

50-293 

0 

0008050341 

0000050330 

80/07/23 

50-331 

P 

0008050345 

0000030340 

00/07/28 

90-327 

0 

0000050333 

80080S0330 

00/07/31 

90-271 

B 

8008050336 

0000050349 

00/07/30 

90-327 

8 

0000030360 

0000050352 

80/07/31 

90-334 

R 

8008030363 

0000050362 

80/08/01 

90-277 

P 

0008030367 

0000050362 

80/00/01 

90-277 

P 

0OOBO5O376 

0000030374 

00/08/01 

TOPREP 


80OBKJ3O3B2 

8008050379 

BO/07/29 

30-271 

V 

8008030389 

0000030379 

80/07/29 

90-271 

V 

8000050390 

0008030383 

BO/07/2B 

50-260 

B 

8008030397 

8000050392 

80/07/18 

50-250 

8 

8006050404 

0000050396 

00/07/28 

90-327 

B 

BOOBO 50407 

800B050401 

00/07/31 

40-0697 


8008050417 

8008050410 

80/07/29 

30-364 

A 

8000050422 

8008090400 

BO/07/29 

90-220 

8 

0008050423 

0000050420 

80/07/24 

90-312 

V 

BOOBO 50429 

0OO0O5O41B 

BO/07/29 

30-29 

V 

8008050427 

000803040? 

80/07/23 

90-312 

B 

0008050429 

0008050420 

80/07/24 

30-312 

V 

BOOBO 904 30 

0008050421 

00/07/2? 

30-327 

a 

8006030438 

0OOBO3O4O3 

80/07/14 

50-231 

8 

0000030440 

8008050436 

80/08/01 

50-135 

P 

8008030444 

8008030432 

80/08/01 

30-281 

S 

0008030447 

0008050441 

80/00/01 

50-133 

B 

80000 30449 

BOOBO 50 399 

80/07/14 

30-231 

0 

0008030437 

0008030491 

BO/07/24 

50-323 

8 

0006050439 

8008030413 

00/07/30 

30-287 

9 

0008030460 

0000030433 

80/07/18 

30-293 

B 

0008030474 

8000030470 

00/07/21 

70-2390 


BOOBO 30477 

0000030463 

00/07/23 

30-344 

0 

8006030479 

0008030470 

80/07/21 

70-2390 


0006030482 

0000030463 

80/07/25 

50-344 

0 

BOOBO 504 84 

8008030471 

00/06/30 

CONTRACT 


800805040 5 

0000030470 

00/07/21 

70-2390 


0006050493 

0000030409 

00/07/28 

70-2931 


0000050496 

8008030490 

00/07/22 

CONTRACT 


0000050490 

0000030492 

00/07/30 

30-434 

8 

BOOBO 9050 9 

0008030304 

80/07/23 

10CFR 


0000050310 

0000030903 

00/06/30 

CONTRACT 


8000090320 

0000030913 

00/07/23 

30-346 

P 

8008050324 

0008030913 

80/07/23 

30-346 

P 

0008050527 

0008030913 

00/07/23 

30-346 

P 

0000030330 

8008030923 

00/07/21 

IOC PR 




CROSS REFERENCE OF ENCLOSURES 
TO PRINCIPAL DOCUMENTS 


ACCESSION NUMBER 


ENCLOSURE 

PRINCIPAL 

DOCUMENT 

DATE 

ISSUED 

SUBJECT 

CATEOORV 

9006050535 

0OOBO3O331 

80/06/ 18 

50-454 

a 

SOOfiO 90539 

8008030463 

80/07/25 

90-34* 

0 

30000505*0 

8000050531 

80/06/10 

50-454 

a 

0008050535 

8008050550 

80/06/30 

50-315 

0 

6008060003 

8008060001 

80/07/14 

50-334 

a 

0000060005 

8008060001 

00/07/14 

50-3 3 4 

a 

8000060006 

8008060001 

80/07/14 

50-334 

0 

8000060010 

0 008060007 

80/07/17 

50-272 

F 

000606002? 

800B06Q026 

00/07/17 

70-2749 


0000060032 

S00B060026 

00/07/17 

70-2749 


000006003? 

0008060026 

00/07/17 

70-2747 


80080600*0 

B008060035 

00/07/31 

50-466 

0 

0000060066 

0000060063 

BO/OB/O* 

70-1308 


800006006? 

0000060063 

80/08/04 

70-1308 


BOO0O6OO71 

6000060066 

B0/07/ 15 

70-1100 


0000060073 

B00B060063 

00/00/04 

70-1308 


0000060076 

0000060060 

00/07/15 

70-1100 


000006007? 

0000060060 

80/07/15 

70-1100 


00000600? 0 

8000060005 

80/06/18 

50-289 

0 

aooeo 6 oo ?0 

0000060092 

80/07/21 

PR 


0000060100 

0008060092 

00/07/21 

PR 


0000060116 

8007310354 

80/07/30 

50-200 

p 

0000060120 

B00B0601 14 

80/07/22 

50-302 

p 

0000060130 

B0080601 26 

00/07/22 

50-285 

p 

0000060135 

800B060131 

80/07/29 

40-0544 


000006013? 

0000060131 

80/07/29 

40-8544 


00000601*1 

8008060136 

00/07/29 

50-2B9 

p 

0OOBO6O145 

8000060138 

00/07/25 

50-285 

p 

80000601*7 

8008060142 

80/06/26 

40-B69B 


0000060149 

S00B0601 38 

B0/07/25 

50-285 

p 

BOO0O6O161 

8008060157 

00/07/17 

50-333 

Q 

SOO0O6O163 

8008060160 

80/07/23 

50-206 

H 

000906016* 

8008060157 

00/07/17 

50-333 

0 

0000060166 

0000060157 

80/07/17 

50-333 

a 

0000060168 

800B0601 57 

00/07/17 

80-333 

a 

BO00O6O174 

8008060171 

00/06/17 

50-269 

Q 

0000060179 

0008060175 

80/06/23 

27-47 


9000060183 

0008060180 

00/06/30 

50-341 

a 

000006018* 

8008060026 

00/07/17 

70-2749 


8000060186 

0000060102 

00/06/27 

50-321 

0 

0000060189 

0000060024 

00/06/30 

50-320 

p 

0000060191 

0000060026 

00/07/17 

70-2749 


000006019* 

0000060190 

80/06/03 

CONTRACT 


0000060200 

8008060198 

B0/06/10 

CONTRACT 


0000060202 

000006019? 

BO/07/16 

50-553 

a 

0006060203 

8008060201 

80/08/01 

50-317 

P 

000006020* 

0008060199 

00/07/16 

50-553 

a 

8000060207 

0000060133 

80/07/22 

REOSD 


0000060209 

0008060205 

00/00/01 

90-360 

B 

8000060210 

8000060199 

80/07/16 

50-553 

0 

8000060211 

8008060208 

B0/0B/03 

50-205 

P 

0000060213 

8008060208 

80/OB/05 

50-285 

P 

8000060216 

0008060212 

00/07/30 

50-334 

B 

0000060217 

0000060214 

80/07/14 

50-244 

P 

8000060220 

0000060214 

BO/07/14 

50-244 

P 

8000060221 

8008060218 

BO/OB/05 

50-220 

P 

8000060222 

8008060214 

80/07/1* 

50-244 

P 

8000060223 

0008060218 

SO/OB/05 

50-220 

P 

800006022* 

0000060219 

80/07/23 

50-293 

R 

8000060220 

0008060225 

80/07/30 

50-266 

e 

8000060229 

8008060227 

00/07/31 

50-327 

8 

0000060239 

800B060232 

B0/Q7/29 

50-327 

8 

8008060230 

0008060236 

00/07/31 

50-327 

8 

8000060243 

8008060240 

80/00/01 

50-327 

8 

800006024? 

8008060247 

80/00/04 

50-45B 

9 

8000060252 

0000060230 

80/07/30 

50-334 

R 

8000060260 

0008060250 

80/07/29 

50-344 

V 

0008060262 

0000060290 

00/07/29 

50-344 

V 

8008060263 

0000060261 

00/00/01 

50-3 5B 

F 

0000060264 

8008060261 

80/08/01 

50-358 

F 

0000060266 

8008060261 

80/00/01 

90-358 

F 

8008060271 

0008060270 

00/07/29 

50-409 

V 

0008060277 

800B060275 

80/07/31 

40-8380 


000006020* 

8008060279 

80/08/01 

50-466 

« 

8OO0O6O28S 

0000060280 

80/07/31 

50-309 

V 

0008060287 

00000602 B1 

B0/07/B8 

90-219 

V 

000006030* 

0000060301 

B0/07/31 

50-206 

p 

0000060300 

'0000060301 

B0/07/31 

50-206 

p 

8000060310 

0000060301 

80/07/31 

50-206 

p 

0000060314 

0000060301 

00/07/31 

50-206 

p 


ACCESSION NUMBER 


ENCLOSURE 

PRINCIPAL 

DOCUMENT 

DATE 

ISSUED 

SUBJECT 

CATEOORV 

B0OBO60316 

8008060301 

80/07/31 

30-206 

P 

8008060310 

8008060312 

80/07/31 

50-327 

8 

800B060319 

B008060301 

00/07/31 

50-206 

P 

8008060321 

9008060301 

90/07/31 

50-206 

P 

800B060326 

9000060323 

90/07/28 

50-324 

V 

0OOBO6O33O 

800B06O324 

80/07/29 

50-298 

J 

8008060331 

8008060323 

80/07/28 

50-324 

V 

BOO 0060332 

8008060327 

80/08/04 

50-305 

p 

800B060334 

9000060323 

80/07/28 

50-324 

V 

BOO 806 0340 

0000060335 

B0/07/23 

50-331 

Q 

□000060345 

900B060342 

80/07/31 

50-320 

T 

S00B060349 

900B060342 

80/07/31 

50-320 

T 

8008060353 

900B060351 

BC/0B/04 

50-200 

P 

8008060360 

900B060359 

80/07/31 

50-327 

8 

8008060363 

800B060361 

80/07/31 

40-8602 


800B060372 

6000060355 

B0/07/12 

30-10 

P 

0008060373 

0008060370 

80/07/15 

70-135 


8008060378 

BOO0O6O37O 

80/07/ 15 

70-135 


8008060391 

800B0603B9 

80/06/30 

CONTRACT 


8008060403 

8008060401 

00/06/30 

CONTRACT 


0000060406 

0OOBO6O4O5 

80/07/09 

40-834B 


3000060409 

8009060405 

80/07/09 

40-834B 


3008060412 

B 009060406 

80/07/28 

CONTRACT 


800B060420 

B009060414 

00/07/26 

50-289 

0 

8008060423 

8009060414 

80/07/26 

30-20? 

0 

0008060420 

8009060414 

B0/07/26 

50-209 

0 

0008060435 

0000060414 

80/07/26 

50-289 

0 

8008060442 

0009060414 

BO/07/ 26 

50-289 

0 

8008060445 

0000060414 

80/07/26 

50 -289 

0 

8000060448 

8009060414 

80/07/ 26 

50-299 

0 

8008070003 

8009070001 

80/07/28 

50-28? 

p 

8008070004 

BOO 9070001 

80/07/28 

90-299 

p 

8008070006 

BOO 9070001 

80/07/28 

50-299 

p 

8008070014 

8008070011 

80/07/23 

50-313 

0 

8008070017 

8008070011 

80/07/23 

50-312 

0 

8008070018 

800807001 1 

90/07/23 

50-312 

a 

8008070020 

8008 0700 15 

90/07/14 

90-32* 

a 

8008070021 

0008 070011 

□0/07/23 

50-312 

a 

8008070022 

000807001 5 

80/07/14 

90-324 

0 

BOO 8070024 

8008070019 

80/07/14 

90-324 

a 

0000070027 

8008070025 

80/08/01 

50-324 

0 

8008070030 

8008070025 

80/08/01 

50-324 

a 

800B0700D2 

BOOB 070028 

90/07/10" 

50-320 

0 

0008070034 

800B070031 

80/05/20 

50-249 

0 

8008070039 

0000070020 

90/07/10 

90-320 

0 

BOO0O7QO3B 

8008070028 

80/07/10 

COMMISSION 

BO 08070039 

8008070028 

60/07/10 

COMMISSION 

B008070041 

8008070028 

80/07/10 

90-320 

0 

0008070044 

□000070020 

80/07/10 

50-344 

0 

0OOBO7OO45 

0000070042 

80/07/02 

CONTRACT 


800B070047 

800B07002B 

B0/07/10 

50-320 

0 

8008070066 

8008070064 

B0/05/30 

40-299 


8008070066 

8008070064 

90/05/30 

40-299 


8008070138 

8008070132 

80/07/23 

70-1113 


6008070180 

0008070177 

80/07/31 

REOOD 


0OO8O7O1B1 

9000070 178 

80/07/24 

70-135 


□00007021 1 

8008070203 

60/07/23 

SEN TEC 

IB 

8000070225 

0000070223 

80/07/10 

71-6400 


8008070227 

8008070223 

80/07/10 

71-6400 


8008070230 

8008070224 

80/07/30 

30-456 

a 

8008070237 

8008070231 

80/06/16 

ACRB 


9008070244 

9008070234 

80/07/30 

90-346 

a 

8000070260 

8000070249 

80/07/31 

90-320 

H 

8000070261 

8000070251 

80/07/30 

90-546 

a 

8006070278 

8008070269 

80/07/31 

50-320 

H 

B 008070296 

0008070293 

80/07/30 

50-320 

H 

0008070307 

8009070303 

B0/07/29 

90-275 

K 

900807031 1 

8009070305 

00/09/04 

50-237 

0 

9008070325 

8009070321 

80/08/01 

50-271 

P 

0008070343 

8008070337 

80/07/29 

30-317 

8 

8000070413 

8008070410 

80/07/01 

50-309 

a 

8008070419 

8008070414 

80/08/01 

30-443 

0 

B0OB07043? 

6003070432 

B0/O7/30 

50-219 

b 

9008070440 

8008070433 

80/07/31 

30-416 

8 

0008070449 

8008070*33 

BO/07/31 

30-416 

8 

B0QB07044B 

BO0BO7O447 

80/00/01 

50-275 

0 

B008070456 

8009070494 

80/08/05 

50-289 

0 

8008070499 

8008070497 

80/07/01 

50-348 

a 

8008070463 

8009070460 

80/08/05 

30-280 

p 

8008070471 

8009070468 

00/06/30 

40-8681 




CROSS REFERENCE OF ENCLOSURES 
TO PRINCIPAL DOCUMENTS 


ACCESSION 

NUMBER 




ACCESBION 

numdeh 





PRINCIPAL 

DATE 

SUBJECT 



PRINCIPAL 

DATE 

SUBJECT 


ENCLOSURE 

DOCUMENT 

ISSUED 

CATEQOflY 

ENCLOSURE 

DOCUMENT 

ISSUED 

CATEGORY 

0008070474 

BOO 9 070470 

90707/30 

30-273 

A 

OOO0OBO27B 

8008080277 

80/OB/OI 

30-124 

P 

B00B070473 

800B0704&B 

90/06/30 

40-0601 


0000000202 

9000000279 

90/07/30 

50-392 

K 

0008070477 

900B070470 

00/07/30 

50-275 

A 

0008090287 

800B0802B3 

90/02/23 

50-31 B 

S 

0000070479 

8009070468 

80/06/30 

40-B6B1 


0008080209 

80 OS 08028 5 

90/09/06 

30-239 

P 

6000070460 

9009070476 

SO/OB/03 

30-266 

P 

80000 B0291 

6009000286 

00/09/01 

30-463 

Q 

0006070402 

BOO BO 7 04 70 

90/07/30 

50-275 

A 

8000080292 

B0000802B9 

90/07/31 

30-203 

9 

0000070469 

800B070470 

90/07/30 

30-273 

A 

8008000293 

8009000290 

90/09/05 

30-369 

0 

8000070400 

8009070470 

BO/07/30 

30-275 

A 

900 BOR 0301 

0000000294 

90/09/06 

30-23? 

P 

9009070489 

B00807046B 

80/06/30 

40-9601 


0009080303 

9008090299 

B0/09/04 

30-313 

0 

9009070491 

B009070470 

80/07/30 

50-273 

A 

BO OB 080310 

B0OB0SO304 

90/08/04 

30-321 

0 

BOOB07O492 

800B0704B4 

B0/07/ 1 O 

30-323 

G 

900B0B0316 

0000000309 

80/09/04 

30-313 

0 

9000070493 

0000070470 

B0/07/ 30 

30-275 

A 

0000000317 

000 80 B0300 

90/00/05 

30-321 

3 

8008070495 

8009070486 

80/07/25 

XP0RTL1C 


9000000319 

0QOBOBO31 2 

00/07/31 

30-282 

P 

8009070497 

BOO 9070470 

00/07/30 

30-27 5 

A 

8009080323 

6000090312 

90/07/31 

30-292 

P 

900B0705J 5 

8009070309 

BO/OB/05 

30-327 

V 

900 BO 80324 

0009000320 

90/09/04 

30-133 

0 

9009070946 

BOO BO 7 034 3 

BO/OB/04 

30-183 

P 

BOO 0080329 

8009000322 

00/07/29 

30-366 

s 

0000070948 

8000070340 

80/07/02 

40-3239 


900 90B0331 

9009080323 

00/07/29 

40-SOB4 


9009070395 

9009070337 

00/ 07/01 

30-233 

Q 

9009080333 

0OOBOBO326 

80/07/31 

30-263 

p 

0009070961 

9009070340 

80/07/02 

40-3239 


8008080342 

8000080326 

00/07/31 

30-263 

p 

9000070364 

9006070337 

BO/07/01 

30-233 

a 

B00B0B0333 

9009090349 

90/09/03 

30-20? 

0 

9008070366 

8008070340 

BO/ 07/02 

40-8259 


8006080362 

B0090B0339 

00/07/24 

MIBC 


8000070601 

8009070396 

80/07/31 

30-299 

0 

80060 B036B 

0009000363 

90/00/06 

30-200 

8 

8009070606 

8000070396 

80/07/31 

30-209 

Q 

0008000371 

80090 B0365 

90/07/24 

COMMISSION 

0009070609 

8000070396 

90/07/31 

50-289 

Q 

BOO0O0O372 

80080B0367 

90/09/04 

30-339 

s 

0006070610 

9000070396 

B0/07/3 J 

30-289 

0 

8006080373 

8008090363 

90/09/06 

30-280 

8 

8009000003 

9009080002 

80/07/28 

80-344 

p 

0009080306 

BOOBOBO30O 

00/09/04 

30-330 

8 

8009090003 

800-0000002 

00/07/25 

50-344 

p 

0000000390 

SO 080803 07 

00/07/30 

30-312 

8 

900BQ80009 

8006000008 

BO/07/24 

CONTRAC T 


8OO0OBO391 

0009000382 

80/09/04 

30-33? 

8 

80080B0011 

8000080006 

80/07/17 

30-219 

S 

900BOB0392 

9009090377 

80/00/04 

30-339 

8 

8009000013 

8OO0OBOO12 

00/07/28 

XP0RTL1C 


8000080393 

9009080389 

60/09/04 

70-1309 


BOO0OBOO16 

800608001 5 

B0/07/23 

XPOR TLIC 


8000060398 

9009090394 

00/09/04 

30-291 

8 

0009000017 

8 009 0800 I 4 

90/07/28 

CONTRACT 


0OOBOBO399 

0000090390 

90/00/04 

70-130B 


9008080031 

900G060019 

80/07/16 

CONTRACT 


0008090400 

9000000396 

90/09/05 

50-244 

9 

9000000023 

8000080020 

60/07/2B 

30-321 

P 

9000080401 

0OOBOBO397 

90/08/01 

30-3B7 

A 

0009000033 

8008080020 

90/07/28 

30-321 

P 

9000080403 

800BO 60404 

B0/07/31 

30-320 

H 

80080B002S 

8008080020 

90/07/29 

50-321 

P 

0008090406 

9000 060403 

90/00/04 

30-133 

B 

0009080027 

8009090024 

90/07/13 

CONTRACT 


0003080400 

0009000402 

90/06/30 

PR 


B0DB0S0029 

BOOSOaOD28 

B0/07/ 16 

CONTRACT 


000008041 1 

8OOBO0O4O3 

B0/09/04 

30-135 

9 

8009080046 

80090B0043 

B0/Q7/29 

30-320 

P 

0OOBOBO412 

0009000410 

90/07/2B 

30-436 

a 

0008080047 

800BOB0042 

80/07/ 14 

CONTRACT 


8008080417 

0009000407 

80/08/04 

70-1300 


9008080040 

9008090043 

B0/O7/2B 

30-320 

P 

BOOBOB041B 

9009000413 

00/07/29 

30-324 

a 

900B090049 

8000080044 

90/06/ IB 

30-201 

P 

0000080427 

0000000423 

90/07/29 

30-261 

8 

E009090034 

8008090032 

B0/O7/2B 

CONTRACT 


BOOB 080432 

9000000421 

80/06/30 

PR 


8008000061 

800B0BO0S6 

80/QB/01 

30-389 

H 

9000080443 

B00B0B0437 

B0/06/B3 

30-332 

0 

8008000069 

800B0B0002 

90/07/25 

30-344 

P 

BOOBOB0433 

8009000447 

00/02/19 

30-293 

0 

0OOBO0OO74 

0OOSO8OO63 

BO/07/0 1 

PR 


8008080461 

8008090447 

00/02/15 

30-293 

a 

900B0800B5 

BODB0B&079 

90/06/30 

PR 


0OOBOBO476 

9009000460 

00/07/16 

30-387 

a 

B0080B0093 

8008080090 

90/06/27 

lOCFR 


BOOBOB0477 

0009000471 

BO/07/29 

30-299 

H 

0008000103 

9000000100 

BO/07/31 

50-320 

H 

B00S0304B2 

9009090478 

90/07/31 

30-209 

H 

8008090107 

900BDB0099 

80/06/27 

REOQD 


BOOS 09 0488 

80090 BO 4 90 

00/09/04 

30-466 

0 

900B0801 ! 1 

9009080108 

90/06/26 

30-213 

a 

B0QB0BQ491 

9009090494 

80/09/09 

30-361 

G 

9008080114 

8008090113 

B0/06/23 

30-219 

a 

BOO0OBO496 

9009090492 

BO/OB/04 

30-466 

0 

8009080124 

9008090120 

aO/07/29 

30-338 

a 

8000090497 

9009080494 

80/08/04 

30-312 

0 

900B08014S 

900BOB0141 

90/01/23 

70-371 


0000090500 

B0080B0492 

90/00/04 

30-466 

a 

9008080146 

900008014 1 

90/01/21 

70-371 


8008000302 

8009080490 

00/09/04 

50-466 

a 

80000901 49 

BOOBOBQ 144 

90/07/24 

CONTRACT 


9000000312 

800B090307 

80/07/25 

5G-2B9 

H 

8008080133 

0008080 J 49 

00/07/03 

30-424 

a 

BOO0OBO32B 

0008080323 

90/07/25 

30-28? 

H 

80080901 34 

9009 090 J 30 

B0/07/ 16 

30-29 

a 

SOOB090367 

9009090362 

00/09/07 

50-443 

M 

0008090157 

9000090130 

B0/07/ 16 

50-29 

a 

8008110013 

900S110013 

0O/OB/O1 

PROJ 


0008000158 

0009090149 

90/07/03 

50-424 

a 

8008110016 

8009110010 

00/07/29 

70-1113 


8008080161 

B009-090130 

90/07/16 

30-29 

a 

8008110017 

9000110009 

00/07/25 

30-390 

a 

8008080162 

BOO BOBO! 39 

B0/06/0B 

CONTRACT 


8000110022 

9009110010 

80/07/29 

70-1113 


9008090164 

8008090130 

80/07/ 16 

30-29 

Q 

BOOB! 10023 

9008110009 

00/07/25 

30-390 

a 

8000090163 

9009000156 

90/01 /01 

CONTRACT 


0003 110029 

0008110029 

00/07/29 

CONTRACT 


8000090170 

90 000 BO 1 32 

90/07/01 

CONTRACT 


8008110034 

8000110009 

00/07/25 

30-390 

Q 

8009080174 

0009090171 

BO/O0/O1 

50-219 

S 

800B1 10037 

90081 10033 

00/07/31 

30-380 

H 

000009018 3 

BO 08 090194 

QO/07/S3 

30-280 

a 

8008110041 

8009110039 

00/07/31 

30-320 

H 

B0080B01G? 

B0090B0184 

BO/07/23 

30-200 

D 

0006110049 

8000110044 

80/07/31 

30-380 

H 

B0080S0195 

8008090191 

BO/07/25 

30-330 

P 

8008110030 

00061 10043 

80/06/23 

30-293 

0 

0000000219 

0000000213 

90/06/26 

HASTE MQT 

80081 10036 

0009110033 

00/07/31 

30-380 

H 

8 009080330 

0000090233 

80/09/04 

30-373 

A 

800B 110039 

9000110033 

80/07/31 

30-320 

H 

8008090231 

9008090223 

80/0B/04 

50-373 

A 

8008110060 

90091 10039 

80/00/04 

30-338 

F 

9009090234 

80090B022S 

90/09/04 

30-373 

A 

900B1 10069 

8008110062 

00/07/16 

30-319 

9 

B0080B023B 

800BOB022S 

B0/0B/04 

30-373 

A 

BOOB 1 10069 

80081 10062 

00/07/16 

30-31 B 

Q 

8009080242 

8009060239 

80/07/31 

30-320 

H 

BOOB 110070 

8000110067 

80/07/31 

30-380 

H 

B00B0B0253 

8OO0OBO331 

90/09/04 

30-311 

s 

0008110074 

9008110062 

90/07/16 

30-310 

a 

BOO 90S 0260 

80090002 59 

BO/07 /27 

30-293 

S 

BOOB! 10077 

9009110062 

80/07/16 

30-310 

9 

8009080263 

9008090262 

80/09/04 

30-272 

8 

80081 10078 

90001 10073 

00/06/24 

30-390 

a 

8000000270 

9009090369 

00/09/04 

30-313 

5 

90081 10079 

900B1 10062 

80/07/16 

30-318 

0 

900B0B0271 

9000000267 

BO/07/29 

30-293 

8 

0008110082 

0009110080 

00/06/24 

30-438 

a 
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0000110007 

8009110062 

30/07/ 16 

30-310 

0 

0000110090 

BOOBl 1 0083 

00/06/30 

30-294 

Q 

0000110093 

BOOBl 10089 

B0/07/09 

70-371 


9000 110094 

BOOBl 10092 

00/07/31 

30-320 

K 

0000 11 0097 

000911008? 

00/07/09 

70-371 


QOO01 10099 

0000110093 

00/07/01 

30-263 

Q 

9000 1 10102 

0OOB1 10099 

GQ/07/01 

30-263 

0 

8000110103 

BOOBl 10100 

80/07/31 

30-320 

H 

9000110110 

0008110107 

00/07/30 

30-206 

Q 

9000110113 

8008110107 

B0/07/30 

30-206 

0 

9000110114 

BOOBl 10111 

00/07/23 

30-369 

a 

9008110117 

0000110107 

00/07/30 

30-206 

a 

90081 101 IB 

GOOB1 101 16 

80/07/17 

30-403 

a 

0008 1 10119 

eooBiioin 

B0/07/2S 

30-369 

a 

8000110120 

B0081 10107 

00/07/30 

30-206 

0 

8008 1101 S3 

BOOBl 10107 

00/07/30 

30-206 

a 

00081 10127 

00001 10121 

00/07/28 

30-327 

0 

60001 10129 

00001 10121 

80/07/28 

30-327 

a 

00091 10131 

0000110121 

00/07/28 

30-327 

a 

00001 10133 

0000110133 

80/07/17 

70-2100 


8008110137 

0000110134 

B0/07/2B 

30-370 

a 

800B1 10139 

0000110133 

80/07/17 

70-2100 


GOQB1 10141 

800S1 10134 

80/07/28 

30-370 

a 

GOOB1 10149 

BOOBl 10134 

00/07/20 

30-370 

Q 

80091 10146 

8000110133 

00/07/17 

70-2100 


8009110149 

800B1 10134 

00/07/20 

90-370 

0 

8008110191 

BOOBl 10133 

00/07/17 

70-2100 


80081 101 9S 

BOOBl 10133 

B0/07/H2 

70-1433 


BOOB1 10197 

BOOBl 101 33 

00/07/22 

70-1433 


80091 10176 

00001 10166 

S0/07/01 

FOIA 


0OOG11O1BB 

BOOQl 10102 

00/00/01 

FQI A 


9009110191 

BOOBl 10102 

BO/O0/O1 

FDIA 


B00B1 10219 

BOOBl 10216 

80/07/23 

TOPREP 


9009110319 

BOOBl 10314 

B0/0B/06 

50-271 

B 

800S1 10317 

BOOBl 10316 

0O/OB/O6 

30-263 

n 

BOOQl 10320 

0000110310 

BO/OB/Q4 

30-327 

s 

00081 10323 

0008110321 

80/0B/01 

XPQRTLIC 


8009110324 

0000110322 

80/07/31 

30-443 

K 

00 OBI 10330 

0000110320 

B0/08/07 

30-269 

P 

BOOB 11 0331 

0000110327 

00/09/04 

30-331 

V 

BOOQl 10336 

0008110332 

00/00/04 

30-336 

s 

0OOB1 10344 

0000110342 

80/0B/01 

30-220 

s 

BOOBt 10350 

0000110340 

80/OB/04 

SQ-2B9 

e 

B00B1 103SB 

0000110349 

B0/0B/O7 

50-2B9 

p 

BOO01 10334 

00001 10347 

BQ/OB/07 

S0-2B? 

p 

B00B1 1035B 

BOOBl 10399 

00/07/31 

80-26? 

V 

90091 10399 

0000110396 

00/00/04 

30-366 

s 

B00B1 10360 

BOOBl 10333 

00/07/31 

30-269 

V 

BOOB 110366 

BOOBl 10361 

00/00/03 

30-331 

0 

B00B1 10377 

BOOBl 10360 

00/00/04 

30-327 

B 

9009 11 0390 

0000110373 

80/07/ 2B 

90-277 

S 

8009110393 

BOOBl 10373 

00/00/04 

TOPREP 


8003110396 

0000110302 

00/00/07 

30-219 

P 

B0031 10390 

BOOBl 103B3 

90/00/06 

SO-293 

6 

9003110391 

80001 103B2 

B0/0B/07 

30-219 

P 

BOOB 110398 

BOOBl 10393 

00/07/29 

BO-142 

R 

9003110400 

BOOBl 10393 

BO/OB/OB 

30-293 

0 

900B1104 13 

0000110406 

00/00/04 

90-366 

S 

BOOB 1 1041 S 

0008110410 

00/00/03 

90-269 

9 

BOOBt 10417 

0008110403 

0O/QB/O6 

30-271 

0 

0008110410 

BOOBl 10411 

80/00/01 

30-324 

9 

8000110419 

BOOBl 10409 

BO/O0/O3 

30-366 

S 

80031 10420 

BOOBl 10412 

80/00/06 

30-293 

0 

8008110481 

0008110416 

80/00/04 

S0-2B9 

B 

8008110426 

800811 0422 

80/00/07 

30-3 6B 

S 

B0081 10487 

0000110423 

00/00/03 

50-366 

S 

BOOBt 10430 

0000110429 

00/07/30 

30-320 

H 

BOOB 110433 

BOOBl 10432 

00/07/31 

30-293 

V 

BOOB 110436 

0008110431 

00/07/20 

90-946 

a 

900B110437 

0000110433 

00/06/24 

90-302 

a 

30091 10439 

BOOBl 10431 

60/07/20 

30-946 

0 

0009 1 10440 

BOOBl 10434 

0O/OB/O4 

30-327 

e 

300B! 10444 

BOOBl 10441 

00/07/01 

50-393 

a 

BOOB 110443 

BOOBl 10442 

0O/OB/O4 

90-230 

R 

BOOB 110449 

BOOBl 10443 

00/07/29 

30-209 

p 

BOOBl 10432 

BOOBl 10443 

00/07/29 

30-209 

p 

B00S1 10465 

BOOBl 10430 

00/00/00 

30-277 

p 

9008110469 

0008110430 

80/00/00 

30-277 

p 

9003110479 

BOO01 10470 

BO/OB/ 09 

90-10 

p 

BOOBl 10400 

0000110470 

00/00/03 

90-10 

p 
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0003110483 

BOOBl 10478 

SO/OB/OS 

50-10 

P 

BOOBl 10489 

BOOBl 10478 

60/00/03 

50-10 

P 

BOOBl 104B9 

BOOBl 104B1 

80/08/01 

50-10 

V 

BOOB 110490 

8008110487 

00/08/03 

50-247 

0 

0000110302 

0000 1 10497 

80/08/06 

50-361 

0 

eooBitasos 

BOOBl 10304 

8O/0B/O3 

50-320 

p 

BOOBl 10913 

BOOBl 10304 

80/08/09 

50-320 

p 

BOOBl 10510 

0OOB1 10312 

BO/ 07/01 

50-263 

a 

BOOB 120036 

3000120034 

00/ 08/05 

CONTRACT 


BOOB 120032 

BOOB120049 

00/00/05 

CONTRACT 


BOOB 120 137 

300SI20 1 56 

B0/07/15 

COMMISSION 

6008120162 

80081201 39 

B0/07/29 

90-320 

H 

0000120179 

0000120 177 

BO/OB/OB 

30-395 

A 

0000120103 

BOOB1201 36 

00/07/13 

commission 

0000120166 

BOOB120! 36 

B0/07/15 

COMMISSION 

0000120109 

800B120136 

60/07/13 

COMMISSION 

800B120193 

S00BI20 1 96 

00/07/13 

COMMISSION 

600B1201 90 

BOOBl 20 196 

00/07/13 

COMMISSION 

0000120202 

BOOBl 20 156 

00/07/13 

COMMISSION 

0008120203 

0008120199 

00/07/29 

30-320 

it 

00001 20297 

0003120293 

B0/O7/2B 

30-320 

0 

BOOBl 20301 

BOOBl 20299 

80/07/2B 

40-2061 


BOOB 1203 14 

8000120307 

80/07/02 

30-260 

0 

BOOB 120323 

BOOB12Q318 

00/00/08 

50-275 

T 

0000120327 

8000120319 

00/07/03 

50-10 

a 

0000 1 20328 

800BI2031B 

00/00/00 

30-275 

T 

BOOB 120332 

600BIB0324 

B0/0B/04 

30-324 

B 

BOO012O33S 

8003120319 

00/07/03 

30-10 

0 

0000120337 

800BI20333 

00/00/00 

30-135 

P 

0000120342 

8009120336 

BO/OB/OB 

50-275 

T 

B008I20344 

BOOBl 20340 

74/07/30 

50-440 

A 

0008120347 

8003120338 

00/08/01 

30-325 

S 

0008120331 

8008120336 

S0/08/0B 

30-275 

T 

0008120397 

8008120334 

80/08/07 

70-36 


8008120359 

BDOB120333 

B0/07/01 

30-305 

Q 

8008120364 

8008120336 

80/08/08 

30-275 

T 

6000120363 

8008120363 

80/06/23 

30-303 

a 

6000120370 

8003120339 

00/08/07 

30-334 

a 

B 000120371 

BOOBt 2036 3 

80/04/23 

30-305 

a 

B 0001 20373 

BO OB 120372 

79/10/02 

30-366 

p 

0008120376 

BOOBl 20369 

00/07/11 

30-387 

F 

0008120380 

Q 006120374 

0O/OB/O7 

30-302 

S 

8008120383 

BOOBl 203B2 

00/08/07 

30-246 

V 

8008120384 

8009120381 

SO/OB/OB 

30-237 

s 

8008120383 

BOOBl 20382 

00/08/07 

30-266 

V 

0OO812O3BS 

8000 120386 

80/08/08 

50-231 

s 

0008120390 

8008120309 

80/08/08 

30-235 

s 

0008120396 

B008 120393 

80/08/04 

30-344 

R 

0008120397 

8008 12033 6 

00/08/08 

30-275 

T 

0008120400 

BOOB 120398 

60/08/12 

30-266 

R 

0008120401 

8000120336 

60/08/06 

30-275 

T 

0008120404 

0000120402 

60/08/05 

50-322 

Q 

0008120403 

BOOB 120336 

60/06/03 

50-275 

T 

0008120407 

800B120394 

60/08/03 

30-29 

S 

BOOBl 2040 B 

0000120403 

60/08/ 07 

30-313 

8 

0003120409 

0000120336 

60/OB/06 

30-375 

T 

0003120412 

POOB 1 20410 

60/08/05 

70-1143 


8003120419 

0000120336 

60/08/08 

50-275 

T 

8003120417 

0000120336 

80/08/06 

50-275 

T 

8003120420 

8008120413 

60/0B/07 

50-339 

0 

8003120422 

80081 2041B 

60/08/06 

50-327 

B 

8003120423 

8008120411 

60/0B/04 

30-249 

S 

8003120430 

8008120427 

80/0B/0B 

30-333 

P 

8003120433 

BOOB 120427 

80/08/06 

30-335 

P 

8003120434 

8008120429 

80/00/06 

30-327 

0 

8003120433 

BOOB! 20424 

00/08/07 

80-339 

9 

BO081 2043* 

BOOBl 20420 

60/08/06 

30-255 

S 

8003120439 

BOOBl 20427 

60/08/06 

30-335 

P 

8003120443 

BOOBl 20437 

66/08/09 

70-1143 


B003120444 

BOOBl 20440 

60/08/07 

30-346 

R 

8003120491 

8008120448 

60/08/06 

50-206 

R 

8003120452 

8008120442 

80/08/07 

30-33? 

8 

8003120436 

8008120441 

60/08/07 

30-344 

0 

8003120438 

8008120447 

60/00/07 

30-302 

s 

6003120466 

8008120499 

30/08/08 

30-339 

s 

8003120477 

8008120469 

0O/OB/O1 

30-361 

A 

B003120479 

BOOB 120463 

60/0B/07 

30-321 

B 

S0031204B4 

6008120469 

80/OB/Ol 

30-361 

A 

0003120403 

BOOBl 20472 

60/08/03 

30-260 

8 

0000120489 

BOOB 120479 

60/08/07 

30-330 

8 
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DOCUMENT 

DATE 

ISSUED 

SUBJECT 

CATEGORY 

0008120491 

BOOB 1 20469 

80/0B/O1 

30-361 

A 

BOOB! 20493 

8000120406 

80/00/06 

30-135 

V 

B008 120494 

BOOB 120403 

00/08/00 

90-239 

8 

0000180497 

B00B1 20407 

80/08/04 

50-336 

S 

600B1 20499 

8OO01BO469 

eo/oa/oj 

90-361 

A 

80001 20502 

8008120498 

80/08/04 

50-346 

V 

BOOB1 20303 

8008120490 

80/00/06 

90-239 

a 

BOOB I 20307 

BOOBI 20 4 69 

BO/OB/Ol 

90-361 

A 

B00B1 20309 

8008120492 

80/00/03 

90-321 

s 

BOOB 120311 

8000120300 

BO/00/06 

90-324 

6 

B00B120S1 3 

8008120304 

80/00/05 

90-320 

0 

BOOB 120 31 6 

BOOB 120301 

BO/ 00/ 07 

30-339 

S 

0000120324 

800B120S17 

80/00/04 

30-278 

s 

B00B120 329 

0006120319 

B0/08/ 07 

30-26 1 

s 

0008180336 

BOOB 120327 

80/07/14 

30-409 

p 

8008120339 

BOO012O531 

80/00/07 

30-263 

s 

800B1 20330 

80081 £0344 

80/00/06 

50-393 

I 

B00B120332 

0000120343 

80/00/09 

30-203 

9 

8008120333 

8008120345 

80/OB/OB 

30-346 

8 

8000120354 

8008120344 

80/08/06 

30-393 

1 

B00B120356 

B0OB12O944 

80/00/06 

30-393 

1 

BOOS 120339 

8008120 344 

80/08/06 

50-395 

I 

BOOB 120 362 

8006120541 

80/08/07 

30-346 

S 

B00B12O566 

8000120360 

80/08/07 

30-346 

8 

0000120360 

8008120363 

80/0 B/07 

30-346 

B 

B008I20979 

BOOB1 20370 

80/OB/04 

30-133 

R 

SOO012O37B 

0008120367 

0O/OB/O7 

30-346 

8 

B00B1 20384 

B00B1 20391 

80/06/07 

30-338 

S 

0000120591 

80081 2038 7 

80/00/07 

30-261 

R 

0000120398 

8008120392 

00/07/01 

30-330 

0 

8000120601 

8008120394 

80/07/23 

30-307 

0 

B00B12060S 

BOOB 120397 

00/07/01 

50-213 

0 

8008120609 

800B1 20394 

80/07/23 

90-3B7 

Q 

B0081206 12 

0008120603 

80/07/24 

50-2BO 

0 

0000120613 

800B1 20394 

00/07/23 

90-3B7 

0 

SOO012O617 

8000120600 

BO/OB/O 1 

30-317 

P 

0008120610 

0008120394 

00/07/23 

30-307 

0 

8000120619 

0008120608 

BO/OB/Ol 

50-317 

p 

0000120623 

00001 20 60S 

00/00/01 

30-317 

p 

8008120628 

8008120624 

00/07/24 

50-352 

a 

B00B1 20634 

8000120624 

B0/07/24 

30-352 

0 

0008120643 

0008120624 

S0/Q7/24 

30-332 

Q 

0000120646 

0000120640 

00/0 8/OB 

50-272 

6 

0000120632 

8000120624 

B0/Q7/24 

30-332 

0 

0008120633 

8008120630 

80/08/07 

80-346 

8 

0000120694 

8008120693 

00/07/10 

50-313 

a 

00081 20699 

8008 1 20693 

80/07/ 1 0 

50-31 3 

a 

8000 130032 

800B 130030 

00/07/31 

71-5071 


0000130047 

8008130045 

00/07/ 31 

71-192 


0008130062 

BOOB 130061 

BO/OB/ 1 1 

40-0302 


800813006? 

8008130063 

00/07/31 

40-8697 


0008130086 

BOOB 130083 

00/07/20 

6ECY 


80081300B7 

8008130003 

00/07/28 

SECY 


8008130128 

BOO013O123 

BQ/07/S3 

XPORTLIC 


8000130143 

8008130)40 

80/07/26 

XPORTLIC 


8000130149 

8008130147 

60/07/35 

XPORTLIC 


8008130213 

8008130200 

00/07/30 

30-263 

R 

8000130223 

BOOB 13021 7 

00/07/23 

30-272 

0 

BOOB! 30223 

8008130221 

00/00/00 

30-399 

a 

BOOS] 30227 

80OB13O217 

ao/03/21 

30-272 

Q 

8008130233 

0000130217 

80/07/23 

30-272 

a 

8000130232 

8000130247 

00/00/0) 

tOCFH 


8008130233 

BOOBI 30246 

00/06/11 

30-324 

a 

BOOS 130237 

BOOB 130249 

80/08/04 

FOIA 


80OB13023? 

8008130256 

60/06/30 

CONTRACT 


BOOB 130267 

8003130263 

B 0/07/23 

30-392 

0 

800B1 30270 

8000130263 

60/07/23 

50-392 

0 

8008130273 

8008130263 

00/07/25 

30-392 

Q 

BOOB 130277 

8008130263 

00/07/25 

30-332 

0 

8008130323 

80081303)0 

80 /OB/06 

30-327 

p 

0000130308 

60081 303B2 

80/0B/11 

30-247 

0 

8000130393 

BOOBI 30394 

60/08/ 1 1 

30-247 

p 

80 OB 130396 

8008130392 

00/07/20 

30-280 

a 

8008130398 

BOOB 1303 94 

BO/08/1 J 

50-247 

p 

8000130399 

BOOBI 30392 

80/07/20 

30-280 

a 

8008130402 

0008130392 

80/07/20 

3Q-2B0 

a 

8006130403 

BOOB 130392 

00/07/20 

30-280 

a 

8008130408 

8008130406 

80/00/00 

50-340 

R 

BOOB1304 13 

00061304)1 

80/08/06 

90-302 

R 

8008130414 

0OOB1 304 1 0 

00/06/29 

50—302 

a 


ACCESSION NUMBER 


enclosure 

PRINCIPAL 

DOCUMENT 

DATE 

IBBUED 

SUBJECT 

CATEGORY 

80081304 IB 

SO 0813041 9 

SO/OB/OB 

90-409 

R 

8006130420 

8000130419 

80/0B/07 

90-267 

R 

S00B130421 

8000130417 

60/07/29 

90-412 

a 

0OOBI 30424 

B008130417 

80/07/29 

50-412 

a 

BOOBI 30426 

BOOS 1304 17 

60/07/29 

90-412 

a 

BOOBI 30431 

8008130430 

80/08/13 

90-361 

K 

600B1 30432 

BOOB 130430 

80/00/13 

50-361 

K 

6000130446 

BOOS 130442 

00/08/06 

90-318 

8 

6008130453 

8008130384 

60/00/08 

90-466 

0 

0000130436 

S00S1 30432 

80/00/08 

50-348 

8 

6009130460 

80001 30304 

60/00/08 

90-466 

0 

0000130463 

80081 303S4 

80/08/00 

50-466 

0 

0009130466 

B008 130499 

80/08/07 

90-348 

6 

0OOB13O47S 

8000130471 

80/00/07 

90-199 

R 

600013047? 

800B1 30304 

BO/OB/OB 

90-466 

e 

BOO013O4B3 

800B 130473 

BO/OB/OB 

90-267 

s 

8009130487 

8008130384 

80/08/00 

90-466 

0 

0OO013O4B8 

8008 130482 

80/00/08 

90-311 

8 

9009130493 

8008130304 

BO/OB/OB 

90-466 

e 

BD0B130496 

6008130486 

00/00/07 

90-331 

s 

8009130309 

BOOB 130497 

80/0B/0B 

90-31 1 

8 

8000 130907 

8008130304 

80/07/26 

50-346 

s 

0006130310 

00081 30902 

80/08/07 

50-331 

8 

0008130311 

6000130500 

80/08/08 

50-466 

0 

0000130313 

8008130304 

80/00/08 

50-466 

0 

8006130914 

6008130309 

80/08/00 

90-267 

0 

6008130323 

BOOBI 3091 9 

80/08/07 

90-331 

8 

6006130329 

8008130521 

80/08/08 

50-285 

p 

6000130326 

BOOB 130920 

SO/OB/OB 

50-305 

8 

BOOB 130 32B 

6008I303S4 

80/00/00 

50-466 

0 

6008 130334 

0008130921 

00/00/00 

50-265 

p 

0000130339 

BOOB 130927 

80/08/06 

50-26? 

8 

8000130343 

8008130920 

BO/OB/OB 

50-305 

0 

6008130344 

8008130939 

80/08/11 

90-334 

P 

0000130334 

8008130941 

B0/0B/04 

90-409 

P 

0000130373 

800B 13036? 

BQ/OB/07 

CONTRACT 


BOOBI 30989 

8008130977 

80/08/ 1 1 

90-219 

P 

BOOB 130993 

0OOB1 30977 

00/08/11 

90-219 

P 

B00B13O994 

BOOB 130986 

BO/OB/Ol 

50-99 

0 

BOOB 130601 

8008130998 

80/00/07 

70-36 


800B130613 

800B130610 

80/08/00 

90-309 

R 

BOOBI 306 16 

8000130619 

80/08/07 

TOPREP 


BOOB 130639 

8000130639 

60/06/ 16 

QA999 


BOOB 1306 92 

6000130640 

00/07/26 

50-266 

G 

0006130663 

8008130642 

00/07/25 

0A99? 


BOOB 1306 66 

8008130642 

80/07/29 

OA999 


8008130667 

8008130642 

80/07/29 

0A99? 


BOOB 130669 

8008130642 

00/07/29 

QA999 


BOOB 130671 

8000130664 

00/07/30 

COMMISSION 

600B 130676 

BOOS 130670 

00/00/06 

90-275 

T 

BOOB 130677 

8000130674 

00/07/22 

71-394 


BOOB 1 30679 

0008130673 

00/07/29 

0A999 


6000130680 

8006130673 

80/07/29 

QA99? 


BOOBI 30661 

8006130673 

80/07/29 

0A99? 


BOOBI 30684 

BOOBI 30673 

80/07/29 

QA999 


BOOBI 30690 

BOOB 130697 

80/07/17 

50-147 

U 

0000130701 

S0081 40700 

79/08/29 

50-320 

H 

8008140017 

0000140014 

80/07/23 

50-54 

P 

BOOBI 40024 

6008140019 

80/07/30 

50-400 

0 

BOOB 140028 

000814001? 

80/07/30 

90-400 

a 

BOOBI 40030 

8008140029 

80/06/26 

40-8692 


8000140031 

6008140019 

80/07/30 

90-400 

0 

8000140034 

80OB14OO1? 

80/07/30 

90-400 

a 

BOOBI 40039 

8008140019 

B0/07/30 

90-400 

a 

8Q0S 140040 

8008140045 

80/07/22 

PRM 


8006140061 

8008140094 

80/07/20 

90-280 

p 

8000 1 40063 

BOOBI 40060 

80/08/01 

90-277 

p 

0008140067 

6000140094 

80/07/20 

50-280 

p 

BOOBI 40069 

0008140060 

80/08/01 

90-277 

P 

8000 1 40070 

BOOBI 40054 

80/07/20 

50-200 

p 

BO08140073 

8008140060 

80/00/01 

90-277 

p 

BOOBI 40076 

6008140072 

80/07/01 

40-1193 


8006140004 

8008140078 

80/07/31 

90-331 

p 

60081400 B6 

BOO014OO7B 

00/07/31 

50-331 

p 

8008140090 

800B14007B 

80/07/31 

90-331 

p 

8000140091 

BOOBI 40002 

B0/07/01 

PR 


8000140103 

8000140100 

80/07/31 

90-193 

P 

6008140109 

0008140100 

80/07/31 

90-193 

p 

BOOS 140137 

8008] 401 20 

80/07/30 

FOIA 


800 SI 401 36 

8000140126 

BO/07/09 

90-237 

0 
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ENCLOSURE 
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ENCLOSURE 
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BOOS MO 13? 

0000140135 

00/07/09 

90-293 

G 

8008140369 

8000140366 

80/00/09 

70-1201 


WKWM0141 

BOOB MO 120 

BO/07/30 

FOIA 


0008140372 

0008140371 

00/00/01 

50-369 

8 

BOOSMOM3 

BOOB MO 133 

B0/O7/09 

30-893 

G 

SOO0MO373 

BOOB M 0371 

80/08/01 

50-369 

8 

BOOS MO MO 

8008140144 

B0/O7/P3 

30-466 

G 

8008140373 

0000140374 

80/00/07 

50-303 

0 

boosmomo 

80081401 52 

BO/07/09 

90-329 

a 

0000140377 

0008140376 

00/00/07 

50-434 

0 

0OO0HO167 

BOOB 140 163 

B0/07/09 

90-346 

G 

8009140379 

8000 14 03 70 

80/08/05 

50-298 

P 

BOO0MO16B 

BOO014O169 

00/00/06 

90-443 

A 

8008140380 

8000140370 

80/00/03 

50-298 

P 

8000140171 

B0QB140165 

BO/OB/06 

90-443 

A 

8000140393 

0008140393 

00/07/27 

90-327 

P 

BOOSM0173 

0008140165 

BO/OB/06 

90-443 

A 

8003140396 

BOOB 1403 93 

80/07/29 

90-327 

p 

BOOSM0177 

8000 MO 174 

79/11/21 

COMMISSION 

8000140406 

0003140226 

78/02/02 

40-1162 


BOOSM017B 

0000140173 

00/07/00 

90-294 

Q 

800814041 1 

9008140226 

70/02/03 

40-1162 


0008140103 

8008140183 

BO/07/23 

0A999 


8008140415 

9009140409 

00/07/31 

90-317 

P 

BOOS LAO 1 09 

8008140104 

B0/O7/2B 

90-400 

a 

8000 1404 17 

9008140413 

00/08/03 

90-213 

P 

BOOOLAOI70 

80081 401 03 

80/07/29 

QA999 


8009140422 

0009140407 

00/07/31 

30-317 

P 

BOOS 1401 94 

8000140183 

00/07/29 

0A999 


0009 l 40424 

9000140416 

00/07/23 

QA999 


6000140196 

8000140195 

00/06/26 

30-440 

a 

80091 40427 

00001404 1 6 

00/07/23 

QA999 


BOOS140197 

80001401 B3 

00/07/29 

0A999 


0009140430 

B0QB14O4 1 6 

00/07/23 

QA999 


900&1 40200 

8000140103 

80/07/29 

QA999 


8009140439 

BOOS 140 4 1 6 

00/07/33 

cwm 


BOOS 140201 

8000140199 

80/06/26 

90-440 

4 

8000 140438 

9008 14043 3 

00/08/11 

30-286 

P 

BOOB 140203 

8000140103 

00/07/29 

OA999 


80OBMO439 

9OO0MO436 

80/07/29 

71-9957 


BOOB 1 40203 

8000140190 

80/07/31 

90-247 

p 

00081 40441 

8000 1404 3 3 

00/00/ 11 

90-206 

P 

BOOB 140207 

BOO014O1B2 

00/07/22 

COMMISSION 

6003140446 

300B140433 

00/08/11 

50-286 

P 

SO0B14O2OB 

8000140204 

B0/0B/01 

90-269 

p 

B008M0469 

8003M0463 

BO/07/02 

50-39S 

a 

BOOB 140209 

80081401 B3 

00/07/23 

QA999 


BOOB 1 40460 

G 008140463 

00/07/02 

50-350 

0 

0006140213 

8000140204 

00/00/01 

90-269 

p 

0008140469 

0000140001 

00/00 /OB 

50-206 

p 

BOOS 14021 9 

BOO0MO212 

80/07/31 

50-36B 

p 

8008140476 

0OO9MO471 

00/07/01 

1QCFR 


BOOS 1 40217 

BOO01 40204 

B0/08/O1 

30-269 

p 

BOOB 140477 

8008140474 

00/07/24 

71-109 


BOOB 1 402 IB 

8000140211 

B0/0B/01 

30-33B 

R 

00081 404B2 

800B140475 

00/07/28 

50-491 

G 

BOOQ 140220 

8000 14 02 12 

80/07/31 

30-36B 

P 

8008140404 

800BM04B1 

00/06/27 

10CFR 


BOOS 1 40223 

8000140212 

B0/07/31 

30-368 

P 

8008 140409 

800SM0493 

B0/08/0J 

30-302 

P 

BOOS 140239 

8008140228 

00/07/10 

30-316 

P 

0008140407 

8009140479 

00/07/29 

30-491 

0 

B00SM023B 

□00814022B 

80/07/10 

30-316 

P 

BOOB 140409 

8009140483 

00/00/01 

30-302 

P 

0006140241 

0000 140228 

00/07/10 

90-316 

P 

BOOB 140492 

8009140483 

00/00/01 

50-302 

P 

BOOB! 40243 

8000140239 

00/07/24 

NUREO 


BOOB 140901 

8 009 140493 

80/06/30 

DUG 


BOO01 40247 

8008140242 

80/07/00 

CONTRACT 


0008140304 

8009140477 

00/08/05 

50-330 

P 

BOOS 140290 

0008140219 

79/00/10 

70-968 


0003140309 

8000)40477 

0O/QB/OS 

50-338 

P 

6008140291 

8000140246 

80/08/06 

90-294 

P 

0008140320 

80091 40477 

80/00/ 05 

50-338 

P 

B 006140292 

0000140240 

80/06/ 17 

30-272 

a 

8003140946 

8009140528 

00/06/17 

50-333 

a 

6006140253 

8000140221 

79/08/ 10 

70-1311 


0008140347 

800B1 40941 

00/07/22 

XPORTLIC 


B 000140254 

0000140246 

80/OB/06 

30-234 

p 

S008 140934 

80031 40920 

00/06/17 

50-338 

0 

BOOB 14 0297 

800B140B46 

BO/OB/06 

90-254 

p 

0000140561 

B00914032S 

00/06/17 

50-33B 

a 

6000140299 

BOOB1 40222 

79/0B/10 

40-8330 


8ODBM0379 

0009140972 

80/00/03 

30-296 

s 

6006140262 

8008140222 

79/00/10 

40-8390 


0000140585 

B009140980 

80/07/ 13 

50-207 

it 

6000140264 

800B1402B7 

79/00/10 

40-0483 


8009 MO 39 3 

BOOS 1 4057 1 

80/07/18 

50-320 

H 

6006140267 

8008140227 

79/06/ 10 

40-0483 


0008140610 

80091 40600 

BO/OB/06 

50-373 

a 

BOOB 140269 

8008140244 

80/07/2B 

30-271 

a 

0008140614 

8009140612 

90/08/05 

50-320 

H 

6006140271 

8000M0244 

00/07/28 

30-271 

a 

9000130131 

8009190127 

90/00/04 

71-9046 


0006140272 

8008M0230 

79/00/10 

40-0672 


9008190146 

8009190142 

90/00/01 

30-402 

a 

B 000140273 

BOOB1 40266 

80/08/12 

80-409 

Q 

9000190193 

800915014? 

90/00/01 

30-302 

a 

6006140274 

800B140232 

79/08/10 

40-0611 


9008190165 

8009150196 

90/00/06 

30-340 

a 

0OOB14O273 

BOOB 140270 

80/07/30 

XPORTLIC 


9008 190 182 

8003150179 

90/00/11 

30-209 

0 

8006140276 

600B140244 

BQ/07/20 

90-271 

a 

9000190186 

8003150170 

90/00/04 

30-491 

a 

6006140279 

B0001 40233 

79/08/ 10 

40-7363 


9008190199 

8009130176 

90/00/13 

30-206 

p 

8006140282 

BOOB 140233 

79/08/10 

40-7363 


0008190202 

0009130174 

90/00/04 

71-9031 


9006140284 

8008140280 

60/07/30 

XPDRTLIC 


9000130209 

8009150176 

90/00/13 

30-206 

p 

6006140288 

BOO014O2B6 

80/08/00 

30-263 

p 

8000150209 

8008 1 50201 

00/00/04 

30-270 

O 

0000140294 

8008140291 

BO/O0/O4 

50-247 

p 

0008150216 

8008 150201 

80/00/04 

30-270 

a 

6008140301 

0008140300 

80/08/09 

30-333 

R 

8009130233 

8008150170 

80/00/04 

50-491 

Q 

6006140300 

8008140303 

80/08/11 

90-2P2 

R 

0008130293 

9008150236 

00/00/04 

30-269 

0 

BOOfll 40311 

8008140309 

80/00/13 

30-239 

P 

9000190301 

8008150296 

80/00/04 

30-269 

0 

0006140314 

8008140310 

80/00/00 

30-311 

B 

9008190302 

8008150270 

00/07/19 

30-296 

P 

6006140318 

0008 1403 12 

80/06/17 

30-324 

a 

9008190309 

0008 150306 

BO/ 07/20 

30-247 

P 

6006140323 

6008140319 

BO/OB/08 

30-311 

b 

9008130310 

SOOB 150207 

BO/ 07/25 

30-289 

H 

6006 140331 

800BM0326 

0O/OB/O0 

30-311 

0 

9008190313 

0008150077 

BO/OB/06 

30-259 

0 

6006140332 

800B14032B 

80/ OB/ 12 

90-320 

0 

8008130349 

8008130335 

80/00/ 11 

3-0-296 

S 

80061 40339 

BOOB 140320 

BO/OB/ 12 

30-320 

0 

0008130349 

0000 1 50347 

80/00/11 

30-272 

R 

B006 140337 

BOOB 140334 

BO/O0/ 11 

90-219 

p 

8000190359 

8008 150331 

80/00/06 

30-316 

R 

B008 140340 

0008140320 

80/00/12 

90-320 

0 

80081 903 58 

8008150326 

80/00/04 

7 1 -9050 


8006140342 

8008120364 

80/OB/04 

30-361 

A 

0008190361 

8008 150356 

80/00/11 

30-346 

S 

BOOB 1 40349 

BOOS 140347 

00/00/09 

90-209 

0 

0009190371 

80001 30364 

80/00/13 

30-273 

a 

60081 40390 

B00BMO34B 

80/00/07 

30-209 

I 

0009130374 

BOOB 150364 

00/00/13 

50-273 

o 

B40B1 40391 

BOOB 140347 

BO/00/03 

90-209 

0 

0009190386 

8008150300 

80/00/06 

30-344 

e 

8006140393 

B00B140332 

00/07/30 

MtBC 


8009190395 

BOOB15O3B0 

80/OB/Q7 

30-344 

B 

8006140396 

8008M03S4 

00/08/01 

30-193 

0 

8009130397 

BOOB 130373 

80/09/12 

30-209 

0 

6006140397 

BOOB! 40333 

80/08/07 

40-7902 


00091 30404 

000813040! 

80/00/12 

30-29 

R 

BO061 40360 

B008 140339 

80/06/27 

90-373 

a 

0009190410 

8009 150403 

80/09/07 

30-336 

9 

0006140341 

B0001403S9 

80/06/27 

50-373 

a 

0009190414 

800813041 1 

80/09/11 

30-302 

S 

0006140364 

8008140363 

00/00/00 

90-10 

a 

0003190427 

8008130417 

80/09/11 

30-302 

3 

0006140367 

8008140366 

8O/0B/09 

70-1201 


0003190446 

BOOS 130444 

80/09/07 

40-0720 


6006140368 

8008140366 

0O/OB/O3 

70-1201 


0009100006 

8008100004 

80/07/29 

XPORTLIC 
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DATE 
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6005180012 

5008180009 

BO/OB/ 04 

71-6717 


0005100466 

B00S1B0457 

BO/OB/ U 

30-324 

8 

B008150026 

50051 B0023 

B0/0B/04 

71-9036 


5008180470 

0000180460 

00/08/13 

30-16 

fl 

8008180033 

0008180030 

8O/0B/O4 

71-9007 


0000100472 

BOOB10O464 

80/05/00 

30-330 

B 

5005150066 

BOOB 180039 

BQ/0S/06 

50-320 

N 

0005100474 

BOOB 180467 

80/08/00 

30-33B 

S 

BOOS 1800-59 

500B1B00B3 

80/O7/2B 

50-412 

8 

5005100470 

0OO01BO287 

79/08/1 0 

40-0604 


0005180099 

BOOB 100094 

BO/OB/06 

50-271 

H 

SOOB 1804 50 

BOOBl 80473 

80/05/11 

30-133 

8 

B00S1BP116 

8008IB0112 

HO/OB/04 

50-346 

H 

8000100485 

BOOB10O4B3 

BO/OB/ 14 

30-430 

A 

aooBieojao 

eoosiaoiBB 

B0/08/05 

50-327 

P 

5008180491 

0OOB10O404 

80/08/13 

30-315 

0 

BOOS 1801 30 

B00S1B0135 

00/08/ J 4 

50-219 

P 

0005100493 

8005100409 

80/06/12 

30-311 

0 

0OOB1BO13O 

6008180146 

BO/O0/O5 

50-320 

H 

BOOB 1 80502 

6000180490 

80/00/1 1 

30-220 

F 

BOOB 1 801 57 

flOOO 100154 

00/03/3 1 

50-320 

H 

0005 180306 

0OOB 100496 

80/05/08 

30-318 

8 

B00B1R01SB 

BO 00 1 SOI 53 

50/05/05 

40-1341 


0008 1003 17 

80001 BOS 1 1 

80/00/05 

30-320 

8 

8008100168 

B00B1B0166 

00/07/14 

50-298 

Q 

BOOB 150521 

BOOS 1803 13 

80/08/11 

30-369 

A 

eooBieoi72 

00 00 1 BO 1 66 

80/07/14 

50-290 

O 

5003180335 

0000100329 

00/00/07 

30-290 

R 

eoosiaoiBi 

0005100 1 78 

80/07/11 

50-261 

0 

BOOB 100348 

0000100343 

BO/OB/13 

30-277 

8 

B008 1801 86 

BOO 51 60 189 

00/07/10 

50-352 

0 

8008180330 

0000100341 

eo/oa /06 

30-313 

R 

800816O193 

8000 180 109 

50/07/28 

50-352 

5 

0005180334 

8008100343 

80/08/13 

30-277 

B 

BOO BIBO 1 93 

8008180192 

80/08/13 

50-395 

A 

B0OB1BO333 

BOOB 180349 

80/00/00 

30-330 

8 

8008160216 

B00B1 00209 

B 0/07/ 09 

50-364 

a 

8009180357 

BOOB10O943 

00/08/13 

30-277 

a 

8008180220 

5008 1502 14 

BO/OB/OB 

40-1162 


5000150362 

80081 B0336 

80/00/12 

30-309 

R 

BOOB 18 02 26 

BOOB 150221 

00/07/ lO 

50-353 

a 

5008180363 

BOOBl 00343 

80/08/13 

30-277 

a 

8000180255 

0008 1 8025 1 

80/05/04 

71-6786 


5005180563 

8005100361 

00/08/06 

30-259 

H 

B00B1B026! 

BOOB 180257 

eo/oa/oi 

70-1257 


□000150574 

BOOB 180571 

80/08/01 

TOPREP 


BOOS 180280 

BOOBl 0O27B 

00/00/12 

50-339 

E 

8008180559 

0OO010O3B4 

B0/07/ 10 

30-438 

a 

8008 1 00294 

B 000 1 50290 

00/07/ 1 5 

50-209 

H 

5005150392 

BOOBl 00304 

80/07/10 

30-43B 

0 

8008150313 

aooaieoaoB 

00/00/01 

REOGD 


80051 80393 

0OOB10O3B3 

80/07/21 

71-9001 


BOOB 1 00319 

00 001 B031 6 

BO/O0/O6 

S0-409 

P 

0008 1 BOS 96 

8005100304 

00/07/10 

30-4 SB 

a 

0008150324 

B00B1B02B5 

79/00/10 

70-21 B5 


0000 150605 

5000 180601 

80/05/03 

30-369 

a 

8008130326 

00081 B02B7 

79/05/ 10 

40-B684 


BOOB 1806 1 2 

0000100601 

80/08/03 

30-369 

a 

0OOB1 00327 

8005100295 

79/05/10 

40-7500 


8000 1506 22 

BOOB10O61 7 

50/07/11 

30-430 

B 

8008160329 

BOO B 1 00299 

79/05/10 

40-8500 


0000 1 50626 

8000180617 

00/07/11 

30—438 

a 

8008 180 331 

8008100520 

50/07/20 

30-346 

a 

5006180636 

0000180631 

80/07/31 

30-309 

a 

0OOB1BO332 

B0001B0322 

50/00/00 

50-239 

ft 

8005190015 

500B19001 4 

75/04/01 

30-239 

a 

8000180334 

8005100306 

79 /OB/ 10 

40-8207 


eooai 90041 

8008190039 

B0/06/ 19 

30-320 

H 

800 51 00341 

0OO01BO255 

79/08/10 

70-2155 


6000 1 9004 3 

BOOBl 90043 

80/00/01 

CONTRACT 


S00B1B0346 

0OOB1SO2B7 

79/OB/ 10 

40-0604 


8008190040 

8008190042 

60/08/04 

30-466 

0 

BOOS 180332 

BOOBl 80330 

SO/00/05 

30-255 

R 

BOOS 190033 

8008190042 

80/00/04 

30-466 

0 

8008180353 

6000100340 

BO/O7/30 

50-269 

0 

8000190053 

8000190051 

B0/0B/04 

CONTRACT 


BOOB 1 603 5 4 

8008180349 

80/00/01 

50-317 

a 

8005190097 

0000190042 

80/00/04 

30-466 

0 

0008150356 

80051 80295 

79/00/10 

40-7550 


BOOS 19 0061 

8008190042 

00/08/04 

30-466 

0 

8008150355 

BO0B1B034B 

B0/07/30 

50-269 

o 

B00B1 90062 

BOOB 190060 

80/07/09 

CONTRACT 


BOOS 180359 

BOOB 180349 

00/00/01 

50-317 

a 

0008190066 

SOOB 190042 

BO/OB/04 

30-466 

0 

5008100360 

8000100299 

79 /OB/ 10 

40-8580 


BOOBl 90065 

0005190063 

B0/07/ 14 

CONTRACT 


B00B1 80362 

BO 00 180306 

79/00/10 

40-0307 


80OB1 90069 

0000190042 

B0/0B/04 

30-466 

0 

B00B1 50364 

8005100206 

79/00/10 

40-8064 


0008190071 

BOOBl 90067 

BO/07/ 13 

30-259 

H 

8000180367 

BO0B1BO29I 

79/05/ ID 

70-1374 


BOOBl 90 074 

8000190072 

50/06/12 

0A999 


8008150369 

BOO 51 00292 

79/00/10 

70-834 


8008190076 

5000190042 

00/08/04 

30-466 

0 

B00818O370 

0000100297 

79/05/10 

70-457 


5006190050 

8008190042 

B0/08/04 

30-466 

0 

8000180372 

0008180290 

79/08/10 

70-943 


0000190051 

8000190072 

00/06/12 

0A999 


0OO81BO374 

8005180301 

79/05/10 

70-647 


BOOBl 90053 

0000190070 

80/00/07 

30-346 

B 

800B1B0376 

BOOB 100304 

79/08/10 

70-1363 


0008190054 

SOOB 190072 

00/06/12 

BA999 


8008160377 

0008100305 

79/OB/I 0 

40-7006 


8O0B 190053 

B008190079 

00/07/30 

30-10 

p 

8008180379 

BOOB 10030 7 

79/06/10 

70-121 


BOOBl 90036 

0000190042 

80/08/04 

30-466 

0 

B0081 80361 

8000100307 

79/OB/ 10 

70-121 


0000190059 

0000190042 

80/08/04 

30-466 

0 

8006180303 

0000100309 

79/08/10 

40-8303 


05051 90039 

BOOBl 90079 

80/07/30 

30-10 

p 

60CB1 8030 5 

600018031 1 

79/OB/ lO 

40-7073 


BOOBl 90092 

0000190072 

80/06/12 

0A999 


8006180391 

5005100309 

00/00/10 

50-250 

R 

BOOBl 90094 

00001 90042 

B0/08/04 

30-466 

0 

BOOB 1 80395 

0000180393 

80 /OB/ 10 

50-321 

R 

BOOB 190096 

0008190072 

80/06/12 

0A999 


8006180400 

8005160397 

00/00/10 

50-3*6 

R 

BOOB 19009 7 

0000190079 

80/07/30 

30-10 

p 

a 0 DO 100402 

00001 BP399 

BO /OB/ 12 

50-334 

S 

BOOBl 90090 

0000190042 

B0/08/04 

30-466 

0 

6000100407 

BOO01BO399 

00/00/12 

90-334 

5 

5008190101 

8000190079 

00/07/30 

FOIA 


B00B1B040B 

BOOS 1 BO 404 

B0/OB/07 

50-220 

R 

0008190103 

BOOB 190042 

80/00/04 

30-466 

0 

8000160410 

8008100399 

80/05/12 

50-334 

8 

8008190108 

800B1 90042 

50/08/04 

30-466 

0 

800B18041I 

0000100399 

Bo/oa/ia 

30-334 

8 

0000190109 

0000190079 

□0/07/30 

30-10 

p 

8008180410 

BOO 51 004 06 

80/08/12 

30-206 

B 

8005190110 

8000190104 

80/07/21 

30-29 

p 

8005100417 

BOOB 1004 1 5 

80 /OB/ 12 

30-313 

B 

BOO019O-1 1 1 

0008190042 

80/00/04 

30-466 

0 

8005160423 

8008100418 

50/08/13 

30-317 

s 

0005190114 

0000190104 

flO/07/21 

30-29 

p 

80081 B0424 

BOOB 1804 19 

50/08/12 

50-31 1 

8 

80001901 13 

8008190042 

80/00/04 

30-466 

0 

8005180429 

SOOB 100422 

80/0B/12 

50-367 

0 

50001901 17 

0006190104 

80/07/21 

30-29 

p 

80081 80430 

8000 1 00426 

60/08/ 12 

50-330 

R 

5005190120 

0000190042 

00/00/04 

30-466 

0 

5006180431 

BOOB 100427 

Bo/oa/iB 

50-31 1 

8 

BOOB 1901 23 

6008190107 

00/00/07 

30-435 

a 

8008 150432 

BOO01OO42B 

80/08/05 

50-337 

s 

8008190124 

0000190042 

BO/Q0/O4 

30-466 

o 

8008180434 

BOO016O425 

80/08/00 

30-317 

B 

0008190130 

0000190042 

80/00/04 

30-466 

0 

800B 180440 

80081 B0436 

80/00/13 

30-31 B 

8 

0008190134 

BOOB 190 107 

00/08/07 

30-430 

a 

8008180441 

6005100437 

80/05/08 

30-219 

B 

BOOB 190139 

8008190107 

80/00/07 

30-4 3B 

a 

0QOB1BO444 

B00B18O43B 

80/00/08 

50-327 

R 

BOOS 190 143 

8000190138 

80/07/22 

30-272 

R 

8008180452 

8000100443 

00/08/12 

30-333 

8 

BOOB 1901 39 

8008 190042 

BO/ 05/04 

30-466 

0 

8000160494 

B0OB1B0447 

BO/O-0/ 12 

50-270 

0 

BOOB 190162 

0008190107 

00/00/07 

30-43B 

0 

eooai B04 at 

00051004 50 

80/08/06 

70-734 


BOOBl 90 168 

0008190042 

50/05/04 

30-466 

0 

B0O8IBO459 

50001 BO 4 93 

00/00/12 

30-31 1 

0 

BOOB 1901 73 

8000190107 

80/00/07 

30-438 

a 
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60081 90179 

0000 190 166 
000 B 190042 

BO/07/ 31 
00/00/04 

M-ssm 

0 

BOOB 1 90101 

0008190042 

00/00/04 

110-466 

0 

9QQB19Q1BS 

8000190109 

0000190 1 QA 
8000190043 

00/08/01 

00/00/04 

71-9043 

30-466 

Q 


0000 190042 

H0/OB/O4 

30-466 

0 

8000190206 

8000190042 

00/00/04 


0 

GOQS 190207 

8008190201 

00/08/07 

90-437 

H 

BOOB190210 

8000190220 

0008190197 

0000190214 

00/06/27 

00/00/06 

0A999 

90-324 

n 

8000190223 

8000(9023* 

8000190213 

8000190042 

00/0 7/29 
00/00/04 

40-0304 
70- 466 

0 

0003190239 

0008190042 

80/00/04 

90-466 

0 

0000190243 

B00B1 90042 

00/08/04 

30-466 

0 

S00B190232 

8000190042 

80/08/04 

70-466 

0 

0008190237 

8000190042 

□0/00/04 

70- 466 

0 

0000190230 

8008190240 

80/013/12 

30-399 

p 

80001902*3 

8000190042 

80/00/04 

90-466 

0 

B00819Q27Q 

0000190263 

80/00/12 

30-321 

p 

0000190272 

8008190042 

00/00/04 

70-466 

Q 

8008190204 

0008190042 

00/00/04 

30-466 

0 

0008190207 

0000190042 

□0/00/04 

30-466 

0 

0008190292 

8000190042 

00/00/04 

30-466 

0 

8000190293 

0008190290 

8000190290 

0008190042 

00/08/00 

00/00/04 

70-06 

1)0-466 

0 

BOOB 190301 
0000190303 

0000 190290 
0008190042 

00/0(3/08 

□0/00/04 

70- 36 
1)0-466 

0 

8000190307 

0OQ0 190042 

80/00/04 

70 466 

0 

0000190311 

8000190042 

00/00/04 

30-466 

Q 

BOO019O32O 

0008190042 

00/00/04 

30-466 

0 

800019032* 

8000190042 

00/00/04 

30-466 

0 

9000 19 0331 

0008190042 

80/08/04 

30-466 

0 

8008190333 

8000190328 

80/08/00 

.70-299 

p 

BOOS 190337 

0000190042 

00/00/04 

30-466 

0 

0008190343 

0008190042 

00/00/04 

30-466 

0 

8008190349 

8000190042 

00/08/04 

70-466 

0 

0003 190332 

0008190146 

00/00/0/ 

30-219 

(1 

8008190359 

8000190042 

00/00/04 

30-466 

0 

8000190361 

8000190042 

00/00/04 

30-466 

0 

BOO 01 90367 

8008190362 

80/08/14 

30-244 

p 

0008190373 

8008190371 

80 /Oil/ 0‘) 

30-317 

1* 

0000 1903B9 

8000190388 

00/08/13 

70-324 

11 

BO O0V9O392 

0008 190304 

00/00/ I'l 

70 -U69 

A 

8008190399 

0000190384 

00/00/ 1J 

70-369 

A 

0OOB1 90421 

000819033/ 

80/0(1/00 

30 "Wi 

0 

8008 1 90438 

0000190436 

00/08/01 

30-327 

p 

8008190441 

BOOB 190437 

Bo/on/ois 

30-27 ‘3 

11 

8008190449 

0000190443 

00/0U/13 

110-260 

H 

0008190437 

0008190433 

00/08/06 

30-312 

0 

8008190468 

0000190460 

00/08/1, 1 

30-32/ 

P 

BOOB 190468 

0008190463 

(10/08/12 

30-273 

0 

8008190473 

0000190423 

00/00/ U 

50-334 

R 

8000190476 

8000190410 

80/08/13 

90 -206 

It 

0000190477 

0OOB 190474 

00/00/ 1 3 

30-233 

0 

B008 190479 

800B190469 

00/00/ 14 

50-20') 

13 

0008190400 

000819041/ 

(10/08/14 

30-24/ 

11 

BOO019O4B4 

0008190416 

00/00/06 

50 2/1 

ri 

8000190403 

0008190401 

00/00/12 

30-230 

R 

0000190409 

0000190486 

00/00/14 

30-364 

A 

8000190491 

8000190400 

80/08/12 

30-153 

8 

BOO819049V 

800819040/ 

00/08/(3/ 

30-293 

n 

8000 190497 

800019041 1 

(10/08/13 

30-327 

a 

0000190300 

8000190494 

00/00/14 

30-27/ 

n 

300B1 90302 

0000190420 

00/00/12 

30-325 

B 

0000190303 

8008190499 

00/00/13 

30-327 

8 

90081 90304 

0000190494 

00/00/14 

30-2/7 

II 

0008 190306 

8008190496 

80/00/04 

307277 

D 

0008190300 

8000190414 

80/00/14 

.30-327 

8 

0000190314 

8008190413 

80/08/14 

30-38/ 

8 

0000190316 

8008190310 

80/00/13 

90-327 

0 

0008190318 

800819031 1 

00/08/ 1 4 

3(3-289 

0 

8000190320 

8000 190410 

00/00/13 

1)0-327 

0 

0000190322 

8000190312 

00/08/12 

30-336 

li 

0008190323 

8008190319 

B0/00/07 

30 -.311 

P 

8008190326 

0008190406 

80/00/12 

30-303 

8 

B008190327 

8000190319 

00/00/07 

30-31 1 

P 

B008190329 

8008190319 

80/00/07 

30-311 

P 

8000190333 

0000190319 

00/0(1/07 

30-31 1 

P 

8000190335 

8000190319 

00/00/07 

30-311 

P 

8000190337 

800B 190328 

00/00/13 

30-.ll 1 

0 


ACCESSION NUMBER 



PRINCIPAL 

CATE 

SUBJECT 


ENCLOSURE 

DOCUMENT 

I B5UED 

CATEGORY 

0000190939 

0008190319 

80/00/07 

50-31! 

P 

0000190342 

B0001 90319 

G0/0B/07 

30-311 

P 

0000190346 

0000190519 

00/08/07 

50-311 

P 

B008190349 

0000190319 

80/08/07 

50-311 

P 

0000190330 

8008190545 

00/08/ 13 

30-213 

R 

000819033 1 

0008190519 

BD/0B/07 

30-J11 

P 

CO 00190339 

0008190345 

00/08/13 

50-213 

n 

0000190366 

0000190560 

B0/08/ l 5 

50-200 

R 

0000190370 

3008190360 

80/08/19 

50-2G0 

R 

0000190376 

0008190360 

80/08/ 15 

50-280- 

R 

BOOB 190378 

0008190971 

BO/00/06 

50-312 

S 

0000190379 

0008 1903 7 4 

80/08/14 

50-334 

P 

0OOBI9O3B1 

0000190372 

00/00/ 1 1 

50-331 

9 

0008190309 

C00B1 90369 

□O/OB/ 1 3 

90-327 

9 

8000190391 

000019038(1 

80/00/15 

30-393 

A 

□008190392 

(5008190565 

BO/OO/ 1 1 

30-213 

S 

8000190393 

600319036! 

BQ/08/O7 

30-366 

S 

8000190594 

0008190584 

00/00/ 15 

30-206 

S 

0000190599 

BO 00 1 90596 

90/00/13 

30-213 

s 

8008190602 

0008190397 

B0/08/ 12 

50-267 

B 

800B 190607 

BOOB 190333 

80/00/07 

50-366 

0 

0OOB 190609 

0008)90603 

80/08/12 

30-320 

n 

0008190610 

0000190606 

00/00/13 

90-J20 

p 

0000190616 

□000190600 

80/00/1 1 

30-267 

8 

0000190619 

8008190610 

BO/OB/OS 

30-320 

Q 

8008I90622 

0OOB19O613 

BO/OB/I 3 

30-327 

0 

0000190623 

8008190617 

S0/CB/I4 

30-333 

S 

GOOB 190624 

□08819061 B 

00/08/09 

50-32B 

9 

0000190629 

0000190621 

00/09/14 

30-333 

S 

C00819D626 

□008190618 

00/09/03 

30-32B 

a 

000019060 1 

0000190610 

BO/OB/09 

30-320 

a 

0008190630 

0000190615 

00/09/06 

30-263 

a 

0000190639 

8008190636 

□0/08/00 

30-346 

a 

0000200002 

0000200001 

□0/07/31 

XPDRTtlC 


0008200004 

8000200003 

B0/07/22 

XP0RTL1C 


0000200010 

8000200009 

00/07/16 

XPORTLIC 


8000200012 

0000200000 

00/07/3) 

71-9001 


□008200032 

0000200019 

00/00/07 

State p-rog 

0008200026 

0008200024 

BO/OD/09 

WABTE MOT 

0000200029 

□000200020 

BO/O0/O9 

30-344 

(1 

0000 200034 

0000200030 

oo/oa/iB 

PR 


8000200040 

GOO 820003 7 

80/08/12 

PEGQD 


0000200049 

B00B20OO44 

00/00/13 

NUREO 


0000300032 

8000200044 

□0/00/13 

NURES 


8000200064 

8008200050 

80/08/00 

50-321 

p 

QOO02 00089 

8008200076 

80 /OB /OS 

50-373 

0 

0000200090 

8008200002 

00/07/30 

ORQ 


0008200106 

0008200101 

00/06/16 

71-67(7 


aooeaooua 

aooaaooKii 

00/06/16 

71-6717 


8008200121 

8000200071 

0O/O0/OD 

90-239 

p 

0000200131 

0000200120 

BO/O0/OO 

50-277 

F> 

800820013) 

0000200149 

80/00/07 

90-193 

a 

□008200137 

0009200135 

80/00/15 

90-399 

R 

0000200101 

8009200179 

00/00/15 

90-361 

0 

0000200 1C3 

□008200179 

CO/OB/15 

90-361 

G 

8000200197 

OOO0POO193 

80/ 00/ IB 

30-367 

0 

8000200198 

□0003001 79 

eo/oo/19 

90-361 

G 

800G2Q0206 

0008200200 

ea/oa/i4 

50-344 

P 

0000200221 

6008200214 

80/00/10 

90-255 

G 

0000200232 

8000200214 

80/03/ is 

90-235 

G 

0000200268 

0008200363 

00/00/13 

30-277 

n 

8000200870 

0008200266 

00/00/14 

50-336 

R 

0000200271 

0OOB2OO269 

□ 0/00/ 15 

30-DfcB 

n 

0000200273 

0008200261 

□0/03/ i a 

50-324 

9 

8000200277 

8008200264 

00/00/ 14 

60-245 

R 

000020028 1 

8008200276 

□0/08/14 

50-723 

8 

0000200807 

8000200289 

00/00/11 

30-319 

B 

8000200200 

0000200206 

00/00/01 

50-254 

R 

□000200290 

000020028? 

00/00/04 

50-10 

R 

0000200313 

0000200314 

00/00/15 

50-295 

P 

8000 200317 

0000200313 

60/08/12 

TOPREP 


8000200323 

9000200^18 

60/00/ 14 

30-249 

9 

0000200334 

(1000200320 

00/00/18 

30-271 

8 

0DOB2QO341 

(1000200339 

00/00/15 

50— 3 

R 

0OOC5OO342 

9008200336 

00/00/13 

30-200 

S 

0000200340 

<3000200346 

00/00/14 

30-219 

f 

BOOB 500363 

800020036 1 

00/08/13 

30-219 

E 

8000200370 

0000200366 

00/00/14 

30-339 

E 

0008200372 

□000300360 

00/00/14 

30-330 

E 

0OOS2OO300 

0000200304 

00/06/27 

CONTRACT 



412 


CROSS REFERENCE OF ENCLOSURES 
TO PRINCIPAL DOCUMENTS 


ACCESSION NUMBER ACCESSION NUMBER 


ENCLOSURE 

PRINCIPAL 

DOCUMENT 

CATE 

ISSUED 

SUBJECT 

CATEGORY 

ENCLOSURE 

PRINCIPAL 

DOCUMENT 

DATE 

ISSUED 

BUBJECT 

CATEGORY 

6008800397 

800B200392 

80/01 AO! 

CONTRACT 


0006210374 

8008210372 

BO/06/1B 

90-413 

A 

6000800499 

BOO 8200448 

B0/08/04 

SO -'322 

A 

60062103 77 

8006210372 

00/00/ IB 

50-413 

A 

B 0082 004 68 

0OO82OO44B 

80/06/04 

50-322 

A 

8006210384 

000021 0370 

00/07/OB 

90-25 0 

S 

8000200479 

800820044 B 

ao/oa/04 

90-322 

A 

8006210367 

8008210383 

00/06/1 5 

90-293 

F 

0OOB2OO493 

8000200490 

80/ 08/01 

71-9143 


80062103 90 

0006210303 

00/08/19 

30-293 

F 

80 08200 500 

BOO 0 2004 96 

BQ/OB/U 

50-346 

P 

0000210393 

0000210384 

00/06/19 

90-275 

0 

8008300904 

8008200496 

80/08/ 11 

50-346 

P 

0006210395 

0OOB21O303 

80/06/ 15 

90-293 

F 

0008800507 

8008200496 

80/06/ 11 

50-346 

P 

6006210399 

0000210383 

00/08/15 

90-293 

F 

SOO 8200 509 

80013200492 

B0/08/04 

50-390 

a 

B0062 10400 

8000210394 

00/07/14 

30-287 

8 

800820051 2 

B006200492 

80/08/ 04 

50-390 

0 

6008210401 

0000210383 

80/08/ 19 

30-293 

F 

8008200914 

8006200492 

00/08/04 

50-390 

0 

8008210402 

8000210391 

60/00/11 

90-246 

B 

8000200917 

8006200492 

B0/0B/04 

30-390 

Q 

6008210403 

0000210390 

80/00/14 

90-409 

P 

0000200519 

8006200460 

B0/08/06 

50-303 

0 

6006210406 

8006210383 

00/00/15 

50-293 

F 

8000200923 

8008200475 

80/08/06 

50-483 

a 

0OOB21O413 

6006210383 

00/ 08/15 

90-293 

F 

8008200926 

0000200487 

0O/OB/O5 

50-413 

0 

8006210416 

8006210412 

00/00/06 

90-313 

P 

8008200528 

8008200487 

00/00/05 

SO— 413 

a 

0006210418 

6008210363 

00/00/15 

90-293 

F 

8008200338 

800020-0487 

00/08/03 

90-413 

a 

0006210420 

0006210415 

#0/00/20 

90-209 

P 

8008200933 

8008200487 

B0/C1B/C3 

50-413 

Q 

6006210421 

0008210417 

00/00/13 

90-360 

P 

8000200930 

8008200471 

80/08/01 

90-295 

a 

6006210422 

0006210419 

00/00/2 0 

50-283 

P 

8008200 S 30 

8008200549 

80/07/11 

50-483 

a 

9006210424 

6000210383 

00/06/ IS 

90-293 

F 

8008200592 

8008200949 

80/07/11 

90-403 

a 

0008210428 

0008210410 

00/00/14 

50-339 

6 

8008810062 

BOOBS 10094 

80/OB/03 

50-352 

u 

6006210430 

6006210383 

00/00/15 

90-293 

F 

8008210073 

B00B2 10069 

00/07/31 

50-389 

K 

0006210434 

800821042? 

80/06/12 

90-368 

P 

8000210076 

SOOSC 10069 

80/07/31 

50-389 

K 

0006210436 

8000210383 

00/00/ 1 9 

90-293 

F 

0008210080 

8008210069 

80/07/31 

90—389 

K 

6006210441 

0006210303 

00/00/19 

90-293 

F 

0008210089 

BOO 82 10 069 

BQ/07/31 

90-329 

K 

0006210443 

0008210303 

00/08/19 

90-293 

F 

0000210093 

8008210081 

80/06/30 

XPDflTLJC 


8006210447 

8008210437 

00/08/07 

90-346 

6 

8008210100 

8008210099 

80/08/07 

30-361 

U 

6006210448 

0008210363 

00/08/19 

90-293 

F 

8P0B2101 04 

8008210099 

80/08/07 

50-361 

U 

6006210453 

0000210444 

00/00/14 

90-155 

P 

0008210109 

8008210099 

80/08/07 

90-361 

u 

6006210457 

0000210303 

BO/OB/19 

90-293 

F 

8008210114 

800B210099 

80/00/07 

90-361 

U 

80OB2 10499 

0006210435 

BO/00/ 10 

30-289 

S 

8008210117 

B00B2 10099 

80/08/07 

90-361 

u 

0006210461 

0000210444 

BO/00/ 14 

90-133 

P 

8008210123 

8008 2 101 20 

80/08/09 

ORO 


0006210467 

0006210431 

60/00/ 1 1 

90-219 

8 

0008210124 

8008210095 

BQ/08/07 

50-361 

u 

6006210474 

6006210429 

00/07/23 

50-335 

8 

0008210126 

800B210095 

00/00/07 

30-361 

u 

8006210479 

6006210471 

00/06/14 

90-269 

P 

8008210134 

8008210116 

80/07/16 

50-403 

0 

6006210482 

8000210419 

60/07/24 

90-339 

6 

6008210196 

eooBaioiao 

80/08/ 13 

50-806 

p 

B0Q62 10906 

0000210903 

00/06/19 

30-34B 

B 

8006210146 

8008210141 

80/08/07 

40-0681 


BOOB2 10313 

6006210503 

BO/OB/ 19 

90-340 

8 

0000210148 

8008210139 

00/07/17 

80-373 

a 

8006210520 

0000210903 

BO/OB/15 

90-348 

6 

8008210150 

0000210147 

00/08/07 

30-361 

u 

6008210543 

6008210938 

60/00/04 

90-339 

8 

8008210153 

B00B2 10147 

00/00/07 

50-361 

V 

0006210563 

8006210541 

80/06/13 

66CY 


00082101 34 

B00B2 10147 

80/08/07 

90-361 

V 

8006210573 

0000210571 

00/07/30 

90-413 

M 

8000210156 

8008210142 

80/08/12 

50-403 

B 

0006210561 

8000210423 

60/07/25 

50-327 

0 

0008210160 

8008210147 

BO/OS/07 

50-361 

U 

6006220040 

0006220030 

00/00/07 

90-249 

a 

800B8 10163 

8008210147 

B0/08/0? 

50-361 

U 

0006220043 

6006220036 

60/00/07 

90-26? 

a 

8008210165 

BOOBS’ 10147 

00/08/07 

50-361 

u 

8006220660 

B 006220055 

80/08/13 

CONTRACT 


8008210170 

800B81 0166 

BO /OS/ IS 

50-397 

H 

B006220093 

0006220092 

00/ 08/1 I 

90-328 

g 

8000210172 

8000210147 

60/00/07 

50-361 

U 

0006220111 

6006220099 

00/00/12 

30-389 

a 

800BaiQt77 

B0OB21O147 

80/OB/O7 

80-361 

U 

00092201 16 

6006220106 

BO/00/19 

90-361 

0 

0008210178 

80082 10173 

80/07/26 

50-317 

P 

8006220117 

8006220099 

00/ 00/12 

30-389 

a 

800B2 10187 

8008210197 

80/08/12 

90-295 

a 

8006220121 

8006220106 

00/00/19 

90-361 

o 

0008210215 

0008210206 

BQ/08/07 

90-327 

p 

0006220124 

6006220100 

80/00/15 

90-361 

o 

0000210224 

8008210219 

80/08/01 

XPORTLIC 


8008220127 

8008220120 

9O/0B/O7 

90-370 

a 

0008210243 

0008210206 

80/00/07 

50-327 

p 

BOO022O13O 

8006220129 

80/00/11 

50-334 

p 

8008210240 

0000210206 

80/00/07 

50-327 

p 

8006220136 

6008220133 

80/00/06 

90-324 

a 

0008210250 

9006210206 

80/08/07 

90-327 

p 

00062201 40 

8008220133 

00/08/06 

50-324 

a 

8008210253 

BOOS 2 1024 9 

80/07/21 

40-8 6B1 


8006220145 

6008220142 

60/07/14 

30-206 

a 

8008210253 

8008210206 

80/08/ 07 

90-327 

p 

8006220160 

8006220157 

60/00/19 

90-361 

0 

0008210239 

BOO 8210206 

80/08/07 

90-327 

p 

8006220174 

8000220172 

00/00/15 

70-1308 


8008210262 

0000210206 

00/08/ 07 

90-327 

p 

8006220183 

0000220101 

00/06/ IS 

90-331 

R 

8006210269 

8008210206 

80/08/07 

90-327 

p 

8008220196 

6000220199 

60/00/01 

30-333 

0 

8008210269 

0OOB2 10206 

00/08/07 

90-327 

p 

B006220196 

BOO022O197 

00/00/19 

90-323 

8 

8000210272 

8008210206 

80/08/ 07 

90-327 

p 

8008220202 

0006220201 

80/07/21 

TOPREP 


8008210276 

00082 10206 

00/08/07 

50-327 

p 

8006220205 

0006220204 

60/00/09 

90-206 

8 

8008210281 

BOOBS 10206 

80/08/07 

90-327 

p 

8008220207 

8006220206 

00/00/ 1 5 

30-36B 

R 

8000210284 

8008210206 

BO/OB/O 7 

30-327 

p 

6008220219 

6006220213 

80/00/19 

30-397 

A 

800B2 10292 

80OB2 10287 

BO/OB/OB 

90—34 B 

p 

8008220217 

0008220212 

BO/OB/ IS 

90-243 

6 

8008210297 

800B2 10293 

80/07/01 

70—820 


9008220220 

8006220214 

00/06/24 

70-1201 


8008210328 

8008210327 

80/08/19 

80-279 

A 

BO0622O222 

8000220210 

80/06/15 

90-202 

8 

8Q0B2 10334 

800BSJ0333 

00/08/08 

30-298 

8 

6008220229 

0000220227 

00/00/13 

30-341 

A 

8008210339 

8008210331 

80/08/15 

90-155 

8 

8008220230 

6000220228 

00/07/29 

71-368 


8008210340 

8008210330 

00/08/14 

90-263 

R 

8006220232 

8006220226 

BO/07/24 

90-338 

S 

0008210351 

8008210349 

00/08/14 

90-206 

P 

8006220236 

0006220233 

80/00/ IB 

90-255 

6 

8008210352 

8008210349 

80/00/14 

50-206 

P 

6006220255 

0006220252 

80/04/16 

0A999 


8008210394 

8006210349 

00/08/14 

90-206 

P 

6008220263 

8000220252 

80/04/18 

0A999 


8008210339 

6006210349 

00/03/ 14 

90-206 

P 

8006t22O278 

6000220252 

BO/O4/10 

0A999 


8008210362 

8000210397 

80/00/18 

90-369 

K 

8006220298 

0000220266 

80/07/23 

90-387 

6 

8008210363 

8000210361 

00/08/19 

90-331 

ft 

8008220304 

6006220297 

BO/07/31 

71-9108 


8008210364 

BOOB 21 03 37 

00/06/18 

30-369 

K 

6006220310 

6008220307 

BO/07/31 

40-8743 


8000210370 

8000210368 

00/08/15 

50-279 

0 

6006220314 

800022030? 

80/0B/07 

msc 




CROSS REFERENCE OF ENCLOSURES 
TO PRINCIPAL DOCUMENTS 


ACCESS low NUMBER 


ENCLOSURE 

PRINCIPAL 

DOCUMENT 

DATE 

IBBUED 

SUBJECT 

CATEGORY 

0000320316 

0OOB22O3O* 

00/06/17 

50-302 

0 

0008220321 

000822031 1 

00/07/23 

30-352 

S 

0008220326 

B00822030* 

00/06/17 

50-302 

0 

B008220339 

000022030* 

80/06/17 

30-302 

0 

KXM220334 

000022030* 

80/06/17 

30-302 

a 

8008220336 

BOO022O3O* 

BO/06/ 1 7 

30-302 

a 

0006220340 

8000220333 

00/08/07 

10CFR 


0008220331 

B009220344 

B0/0B/08 

10CFR 


BOOS 2203 30 

0OOB22O347 

30/00/07 

Bt«t* Pron 

0006220364 

8000220330 

BO/OB /OB 

ORO 


6006220374 

8008220370 

BO/OB/OB 

PRM 


0006220399 

600622038* 

BO/OB/13 

CONTRACT 


0006220472 

B 008220469 

00/07/14 

30-133 

Q 

0006230037 

B00B230034 

B0/07/01 

30-327 

p 

80062 3006* 

8008230034 

00/07/01 

50-387 

p 

6006230132 

0008230140 

00/07/30 

30-250 

p 

6006230136 

8000290148 

00/07/30 

30-230 

p 

6006230139 

0006230149 

90/07/30 

30-230 

p 

8006230176 

80002301*7 

00/07/03 

30-322 

a 

6006230210 

6008250203 

B0/07/01 

30-423 

a 

60062 30212 

0008250205 

80/07/16 

30-206 

0 

0000230227 

0000230218 

BO/OB/OS 

30-438 

0 

6006230233 

0008230228 

BO/06/30 

30-271 

a 

8006230241 

0000230223 

90/00/13 

30-341 

B 

8006230234 

0008230243 

00/07/29 

XFORTHC 


8006230261 

0008230237 

80/03/31 

30-447 

B 

6006230276 

0008250269 

0O/OB/15 

30-312 

0 

8006230202 

00002502*9 

ao/oa/15 

30-312 

a 

6006230207 

B00B250269 

00/00/15 

30-312 

a 

60082 30288 

0008250283 

00/07/11 

30-313 

a 

8006230294 

0009230293 

00/07/11 

30-313 

a 

800823029* 

00002302*9 

BO/OB/ 13 

30-312 

0 

8006230300 

0000230296 

BO/07/ 10 

30-320 

0 

8008230303 

900923O2B3 

00/07/11 

30-313 

a 

8008230318 

0006250313 

90/00/ IB 

30-333 

B 

8008230334 

000025032* 

BO/OB/13 

30-324 

S 

8008230344 

0000250339 

ao/oa/14 

30-219 

R 

8008230348 

B00B250322 

ao/OB/ii 

90-2B9 

H 

8008230334 

0008250329 

00/00/ 14 

30-209 

H 

8008230371 

B00B250363 

00/08/11 

30-320 

H 

0008230374 

0008250370 

00/00/ 15 

30-289 

R 

8008250377 

0008250375 

00/09/11 

30-289 

H 

8008230394 

8008250370 

80/07/10 

30-239 

P 

8008230393 

0000250389 

00/00/07 

XPORTLIC 


8008230408 

0000250404 

ao/oa/ia 

30-327 

9 

8008230410 

000025040* 

00/00/09 

30-49B 

H 

8008230412 

8008250411 

00/00/19 

30-327 

S 

800823041* 

BO0B250413 

00/00/21 

30-3B7 

A 

6008230420 

0000250413 

60/00/ 10 

30-296 

8 

6008230440 

0000230437 

00/00/14 

30-219 

S 

6008230432 

8000230444 

BO/OB/11 

30-230 

B 

B0082 30437 

0000230434 

BO/OB/ 13 

30-309 

R 

80082304*2 

000823043(1 

BO/OB/ 11 

30-320 

K 

8008230403 

0000230473 

BO/O0/1B 

50-346 

a 

6006230408 

0000230471 

BO/OB/ 13 

30-10 

p 

6006230493 

0000230407 

00/08/18 

30-29 

p 

800623049* 

0OOB25O49O 

BO/00/1S 

30-320 

s 

8008230499 

0008230487 

80/08/10 

30-29 

p 

8008230300 

BOOB2304B7 

BO/OB/16 

30-29 

p 

8008230308 

0OOB2SO3O4 

00/00/13 

30-313 

8 

6008230322 

B00B2SO4B7 

80/00/18 

30-29 

P 

BOOB2 30328 

B00B2504B7 

00/00/16 

30-29 

P 

80082 3032V 

800B230313 

00/08/19 

30-320 

8 

8008230331 

0008230487 

80/08/18 

30-29 

P 

6008230332 

B00B2SO4B7 

00/08/10 

30-29 

P 

D0O82 30333 

BOO023O4B7 

80/00/10 

50-29 

P 

BOOB2 30334 

0000230527 

00/00/19 

30-327 

9 

800823033* 

0009230407 

BO/OB/ 10 

30-29 

P 

8008230338 

0000230323 

BO/OB/13 

30-331 

a 

6008230339 

8000230487 

BO/OB/1 B 

30-29 

p 

6008230342 

0000230467 

B0/08/18 

50-29 

p 

6008230344 

BOOB23O407 

80/06/ 18 

30-29 

p 

600823034* 

BOO02SO4B7 

BO/OB/18 

30-29 

p 

6008230340 

8006230407 

80/08/IB 

50-29 

p 

90082 30330 

B00B2304B7 

80/00/10 

30-29 

p 

6006230332 

8000250343 

00/00/19 

50-360 

0 

6008230333 

B00B2 50407 

80/0B/1B 

30-29 

P 

8008230334 

B0082304B7 

BO/OB/18 

30-29 

P 

8008230337 

BOOBP5O407 

BO/OB/10 

30-29 

P 

8008230330 

B008230347 

00/00/11 

30-231 

a 


ACCESSION NUMBER 


ENCLOSURE 

PRINCIPAL 

DOCUMENT 

DATE 

ISSUED 

SUBJECT 

CATEGORY 

90092! 0 5-60 

8009230543 

80/00/19 

50-3*a 

S 

8000230362 

60002 50407 

0O/OB/19 

50-29 

P 

80OB230564 

800 02 304 87 

eo/oe/ia 

30-29 

P 

BQQB2M36S 

9008230487 

80/00/18 

50-29 

P 

8000230367 

B0082S0345 

00/00/ 1? 

30-348 

8 

9009230570 

9009230407 

80/08/ IS 

50-2? 

P 

900323-0 571 

60092503*1 

80/00/15 

30-220 

5 

9009230372 

6009230497 

80/08/10 

30-29 

P 

0000230374 

600H2304B7 

80/00/ IS 

50-29 

P 

0008230 373 

9009250343 

80/00/17 

30-363 

3 

0008230380 

9009230487 

BO/OB/ 18 

30-29 

P 

3009230381 

60092504 B7 

00/08/ 18 

30-29 

P 

Q 008230383 

9O0925O4B7 

00/08/ 18 

30-29 

P 

9009230386 

90092504 B7 

00/08/18 

50-29 

F 

B 006230389 

9O092504B7 

00/ 08/ IB 

50-29 

P 

800B2S0S91 

8000250487 

00/00/16 

30-29 

P 

8008230399 

900B2504B7 

80/00/ IB 

50-29 

P 

0OOB23O397 

BOO B2 50597 

BO/OB/ 12 

30-321 

a 

9009230399 

0009250497 

00/00/16 

30-29 

p 

9008230*03 

9009250394 

B0/0B/I3 

50-250 

p 

0008230*04 

BOOB 2 304 B7 

00/03/ JB 

50-27 

p 

0006230*05 

9008230407 

BO/OB/18 

30-2? 

p 

8008230*07 

0009230497 

90/09/18 

50-2? 

p 

8008230*09 

800B2304S7 

00/00/19 

30-29 

p 

8008230*10 

B0OB2 30602 

00/ 00/ 18 

50-327 

6 

8000230*12 

8009250497 

80/00/ IB 

30-29 

P 

8008230*13 

BOOB2 304B7 

BO/OB/19 

30-27 

P 

6000230*20 

BOOBS 50497 

80/00/18 

30-2? 

P 

8008230*22 

BOOBS 50487 

ao/oa/ia 

30-2? 

P 

0000230*23 

8009250407 

ao/oa/ia 

50-2? 

P 

B 00023062 5 

80CB2 50497 

00/03/18 

30-2? 

P 

9009230*29 

BOOBS 50497 

00/00/10 

50-2? 

P 

0OOB23OA3 1 

BOOBS 50497 

00/00/ 10 

50-2? 

P 

9009230*36 

BOOBS 50497 

80/03/18 

50-2? 

P 

9008230*38 

BOOBS 50*34 

00/03/19 

50-327 

B 

6008230*46 

B00B2 50*42 

00/00/13 

50-36B 

B 

9008230*30 

BOOBS 30*40 

BO/OB/1B 

50-206 

B 

9008230*33 

BOOBS 50*42 

00/00/13 

50-36B 

B 

9008230*57 

BOOBS 30648 

bo / on/ 14 

50-317 

fl 

9008230*39 

BOOBS 3 0648 

00/00/14 

50-317 

a 

8000230**0 

9006230633 

BD/OB/19 

50-280 

B 

9009230*63 

9008230642 

BO/OB/13 

30-360 

B 

B0OS23O679 

B0082 50674 

B 0/00/ 1 3 

30-329 

A 

9000230697 

eooes 30690 

80/03/1 a 

70-2313 


8000230*90 

8009230690 

90/03/1 a 

70-2313 


9000230*93 

8009230691 

90/00/19 

50-271 

P 

9000290*98 

8009230*73 

00/00/ 15 

30-34 a 

P 

800023070* 

800B2S0701 

ao/OB/21 

50-202 

P 

800B230709 

9009230701 

00/00/21 

50 -a as 

P 

SOO023O719 

8008230704 

a o/ob/ is 

50-331 

B 

6000230723 

8006230713 

00/07/29 

XPORTLIC 


8000230736 

60082 30749 

00/07/09 

ORO 


90002307*1 

80062 30747 

00/00/20 

50-327 

D 

9000230763 

9008230735 

00/00/11 

30-320 

H 

G 0002 3077* 

B006250771 

00/00/07 

70-2039 


8000230790 

800925077? 

90/06/27 

XPDRTL1C 


9000230781 

BOOBS 50779 

00/06/27 

XP0RTL1C 


0000230788 

BOOBS 507B2 

00/00/13 

30-333 

a 

BO 00230873 

BOOBS 3 0971 

BO/ 08/22 

50-369 

A 

900023087* 

80082 S 0971 

00/00/22 

50-369 

A 

9008260008 

80062*0004 

00/ 07 /OB 

ORO 


BO 0026002 1 

80062*001 9 

00/07/22 

71-9144 


9008260033 

80092*0047 

00/03/11 

XPORTLIC 


90 0026003* 

80092*0030 

00/00/22 

30-133 

P 

90082*00*7 

60092*0062 

00/00/ I 3 

IOCFR 


9008260077 

80092*0070 

80/03/19 

FQIA 


80082*0099 

0OCB2AOO9O 

eo/oa/iB 

IOCFR 


60082*0099 

80092*0099 

00/03/07 

XPORTLIC 


60002*0113 

80092*0103 

00/00/09 

IOCFR 


90082*011* 

BO 092* 01 08 

00/ OB/ 13 

30-320 

H 

90002*0134 

80092*0134 

00/00/04 

71-6470 


80082*0132 

80082*0144 

00/00/13 

50-3*7 

0 

80002601*2 

00082*01 37 

80/00/13 

SO-3SO 

H 

90002*0171 

00092601*3 

80/07/22 

XPORTLIC 


90002*0169 

8009260176 

00/00/12 

XPORTLIC 


800026020* 

8009260200 

00/08/10 

50-466 

0 

8000260248 

00082 6024 3 

00/00/22 

50-34* 

F 

8000260232 

BOOBS 6024 5 

00/00/22 

50-34* 

P 

9008260237 

900 9360249 

00/08/ 13 

30-320 

H 

8000260267 

BOOBS 602*2 

00/08/14 

50-437 

0 



CROSS REFERENCE OF ENCLOSURES 
TO PRINCIPAL DOCUMENTS 


ACCESSION NUMBER 



PRINCIPAL 

DATE 

SUBJECT 


ENCLOSURE 

DOCUMENT 

ISSUED 

CATEGORY 

800826027 1 

8008260266 

80/08/22 

30-346 

P 

8008260272 

8008260260 

80/08/05 

CONTRACT 


8008260279 

8008260263 

80/08/14 

30-313 

P 

B0OB26O2B1 

BOOB 26026 6 

80/00/22 

50-346 

P 

8008240397 

8008360271 

80/08/ 14 

COMMISSION 

BOOB260314 

B00B130493 

80/0B/0B 

50-159 

a 

8008260317 

8008130492 

eo/oa/oa 

50-155 

G 

8000260333 

0OOB26O3I 7 

60/ OB/ 32 

50-346 

p 

BOO 0260324 

BOOBl 30472 

BO/OB/OQ 

90-1 55 

G 

8008260330 

8008130472 

eo/oa/oa 

50-139 

0 

800B260339 

BO0B26032 I 

a0/0B/13 

50-217 

P 

0008260330 

8000260317 

BO/00/22 

90-346 

P 

800B260332 

B00B260326 

00/ OB/2 I 

90-361 

A 

BOOB260333 

B00B1 30492 

B0/0B/08 

90-135 

a 

8008240353 

8008260327 

B0/0B/12 

FOIA 


8008260361 

8008260327 

BO/oa/ia 

FOIA 


8008360364 

8008260363 

B0/O9/25 

50-373 

K 

000826037 1 

B00B26036S 

00/08/22 

50-1 33 

G 

800B2603B3 

8008260380 

BO/oa/2i 

30-272 

V 

600B2603B6 

8008260327 

BO/OB/12 

FOIA 


8008360307 

B00B260383 

BO/OB/20 

50-320 

P 

8000260394 

8008260327 

80/00/12 

FOIA 


800B260397 

8008260393 

80/00/21 

30-3 1 a 

5 

BOOB260404 

8008260327 

30/0B/I2 

FOIA 


BO 08260403 

8008360400 

00/ OB/14 

50—2 $3 

0 

BOOB2604O6 

BOO 8260 4 03 

0O/DB/I2 

50-367 

B 

8008260410 

8000260407 

eo/oa/19 

30-272 

S 

8000260411 

BO 0026 0327 

BO/OB/ 12 

FOIA 


8008260421 

8000260419 

a 0/OB/ 19 

30-321 

s 

BOO026O422 

8009260327 

BO/OB/12 

FOIA 


8008260429 

8000260327 

80/OB/ 12 

FOIA 


8000260431 

8009260425 

BO/OB/ 19 

30-32 1 

B 

BOOB260433 

BOO 82604 33 

BO /OS/22 

30-31 1 

P 

800B260436 

8009260434 

BO/ OB/ 19 

30-366 

B 

0000260440 

0008260437 

00/00/22 

30-249 

B 

800B26044 I 

8008260437 

aO/OB/12 

50-336 

9 

8000260444 

B00B26D442 

00/0 B/ 19 

30-325 

B 

80QB26O445 

B00B260443 

B0/03/19 

30-315 

B 

B00B260447 

0008360446 

80/00/ 15 

50-312 

9 

8000240431 

BOO 826 04 49 

00/0 B/ 19 

50-366 

9 

BQ 082604 S3 

8008260450 

BO/07/31 

TOPREP 


00002604 36 

B00B260374 

00/08/ 19 

50-4B3 

A 

8000260437 

BD0B260434 

00/08/ 19 

50-366 

9 

0008260461 

8008260460 

00/08/21 

50-275 

A 

0008260463 

800B260439 

00/07/24 

50-290 

5 

0OOB26O46B 

6008260466 

eo/oa /22 

50-267 

5 

6000260469 

8000260463 

80/00/ IB 

50-311 

S 

0008260476 

800B260473 

eo/oB/19 

30-344 

9 

8000360470 

B008260475 

80/00/20 

50-267 

B 

0OOB26O4BI 

0008260327 

0O/OB/12 

FOIA 


8000360483 

B0082604B2 

60/08/ 15 

30-270 

P 

0008260486 

800826047? 

80/00/20 

50-311 

B 

8008260473 

BO0B26O491 

BO /OH/ 20 

30-253 

S 

8008260500 

0008260490 

BO/OS/2 2 

50-293 

8 

0OOB26O5O1 

8000260408 

BO/OB/22 

30-267 

B 

800B2603I 0 

8008260303 

ao/oa/14 

30-312 

S 

80002605 I 4 

800B260312 

BO/0 0/1 4 

30-312 

9 

B0OB260317 

B00826051I 

BO/O0/22 

50-33B 

S 

8000260521 

0000260313 

ao/o0/t9 

50-366 

B 

8000260922 

B00B260519 

00/08/19 

30-321 

S 

8000260332 

8000260336 

00/08/22 

90-302 

3 

800B260333 

B008260329 

00/07 /30 

50-29B 

B 

8000260337 

8008360334 

B0/0B/30 

30-260 

B 

BOO 0260940 

BOO B3 6 0533 

00/ 08/13 

30-321 

S 

0000260941 

8008260349 

0O/OB/31 

50-261 

B 

8008260542 

B0OB26O32O 

ao/oa/30 

50-317 

S 

8008260330 

800826034 S 

BO/OB/ 19 

50-321 

s 

8006260552 

B00B26034B 

BO/07/ 35 

30-267 

s 

BOOB26055B 

BOOB 26 034 6 

ao/oa/20 

30-29 

s 

800B2 60362 

8008260533 

BO /OB/ 10 

50-344 

B 

8000260972 

8000260963 

80/08/ 10 

50-29 

s 

8006260373 

800B260963 

BO/0B/2O 

30-293 

p 

8000260574 

B00B26056B 

Bo/oa/is 

30-367 

A 

80OB260975 

0008260369 

00/07/17 

50-290 

B 

8000240377 

8008260370 

BO /OB/ 1 5 

50-10 

B 

B00B260977 

BQDB260564 

00/00/20 

50-271 

S 

BOO B2 60 38 3 

800826036 1 

B0/O7/22 

50— 27B 

5 

8006260986 

8008260382 

ao/oa/aa 

30-272 

P 

B00B26OSB7 

8008260503 

ao/oa/is 

50-213 

V 

BOO026O98B 

800B2603B2 

00/08/22 

50-272 

P 


ACCESSION NUMBER 


ENCLOSURE 

PRINCIPAL 
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DATE 

ISSUED 

SUBJECT 

CATEGORY 

0000260399 

0000260570 

80/08/19 

30-324 

B 

0000260590 

BOO026O503 

00/00/15 

30-213 

V 

6000260571 

000026053 9 

00/08/20 

30-280 

8 

0000260392 

0000260581 

BO/00/ 19 

30-237 

8 

BOOB2&O590 

BOO026O3B3 

00/OB/ 15 

30-213 

V 

0009260399 

0000260359 

80/00/2 0 

50-280 

S 

0000260602 

8000260599 

00/07/2 2 

50-29B 

s 

0009260605 

8008260356 

80/08/19 

30-327 

s 

8000260607 

0000260604 

80/00/21 

30-233 

p 

0008260609 

0000260600 

00/00/ IS 

30-237 

8 

8008260610 

8009260327 

80/00/13 

FOIA 


8008260611 

0000260397 

80/00/21 

50-366 

B 

8008260612 

H00B260603 

80/08/19 

90-316 

8 

8008260613 

8008260551 

80/0B/0B 

30-298 

8 

8008240614 

0000260606 

BO/OS/14 

30-311 

P 

8000260616 

8009260600 

80/00/14 

30-237 

8 

8000260628 

0000260622 

80/07/16 

30-298 

S 

BOOB2 60627 

8000260621 

80/07/25 

50-298 

S 

8008260630 

0000260617 

80/07/22 

30-298 

0 

00 00260633 

0000260627 

80/07/17 

50-298 

0 

8000240636 

9000260631 

80/00/05 

50-267 

S 

8008260637 

0000260337 

80/00/12 

FOIA 


BOO 0260 644 

B00B26063B 

00/08/19 

90-366 

8 

8009240445 

0000860639 

00/07/18 

30-298 

S 

0000260646 

8000260640 

80/00/20 

50-334 

8 

8009260647 

0008260643 

80/08/19 

30-366 

0 

0000260649 

0000260327 

80/08/12 

FOIA 


BOO B2606 30 

8008260642 

80/07/17 

30-298 

S 

9008260460 

8008260327 

00/08/12 

FOIA 


0008360669 

0000260327 

80/08/ 12 

FOIA 


8008240670 

0008260637 

00/08/19 

30-366 

0 

9008260404 

9008260327 

BO/OB/12 

FOIA 


0OOB26O687 

0000260653 

79/00/10 

70-292 


000826069 5 

0000260327 

80/00/12 

FOIA 


0008240697 

8008260633 

79/00/10 

70-292 


BOO02 60703 

0OOB26O633 

79/00/10 

70-292 


8000260704 

8008260327 

00/08/12 

FOIA 


0008260706 

9000260633 

79/08/10 

70-292 


BOO02 60710 

9000260676 

79 /OB/ 10 

40-0006 


80082607 1 1 

8008260327 

00/00/12 

FOIA 


B0OB26O712 

8008260676 

79/00/10 

40-0006 


8000260713 

8008260673 

79/08/10 

40-8386 


0000360710 

8000260673 

79/OB/ 10 

40-8386 


B00B24O719 

0OOB2AO6SB 

79/08/10 

70-2096 


0008260723 

8008260722 

00/07/10 

50-319 

a 

8000260727 

8008260327 

0O/OB/12 

FOIA 


8009260729 

8008260722 

00/07/10 

50-313 

a 

0008260731 

8000260327 

80/00/12 

FOIA 


B0O826O734 

0OOB26O327 

80/08/12 

FOIA 


0008260736 

8008260327 

80/08/12 

FOIA 


0OOB26O739 

0000260730 

80/08/11 

50-209 

H 

800B260796 

8009260794 

BO/08/21 

50-339 

0 

9008270004 

8008270002 

80/08/06 

71-4381 


8009270039 

0000270031 

00/06/13 

PR 


00002 7007 6 

BOOB270074 

80/08/11 

30-166 

P 

800S2700B1 

0008270067 

BO/OB/U 

50-289 

H 

BOOBS 7009 3 

8008270089 

80/00/11 

30-209 

H 

BOO 82 70093 

0008270091 

80/08/06 

50-315 

P 

SG08270102 

8000270100 

00/08/07 

30-247 

F 

00082701 OB 

0000270100 

80/00/07 

50-247 

F 

0000270113 

0000270109 

00/07/25 

40-B697 


0OOB27OU7 

0000270106 

80/00/ 11 

30-289 

H 

8009270110 

8000270112 

00/00/13 

50-361 

A 

0000270120 

0000270112 

80/00/13 

30-361 

A 

BQO027OT 26 

0000270112 

80/08/13 

50-361 

A 

0000270133 

8000270131 

80/07/31 

ORG 


8000270137 

8000270131 

80/07/31 

DRG 


9000270150 

8008270146 

80/08/13 

50-443 

H 

9006270131 

9008270147 

80/00/13 

50-206 

F 

9006270154 

0000270147 

80/00/15 

50-206 

F 

0006270160 

80002701 3B 

80/00/04 

50-329 

A 

0006270166 

0008270162 

80/00/03 

8tat» Prog 

8006270169 

B00B270163 

80/07/25 

50-209 

H 

8000270169 

B00B270162 

80/0B/03 

8tat» Prog 

0000270177 

8008270172 

80/00/14 

CONTRACT 


8000270192 

0008270188 

80/08/18 

TOPREP 


8000270190 

8008270194 

80/08/18 

CONTRACT 


8000270206 

8008270204 

80/08/20 

50-289 

T 

BO0S2702O7 

8000270204 

80/08/20 

50-209 

T 

8000270208 

8008270204 

80/08/20 

50-289 

T 



CROSS REFERENCE OF ENCLOSURES 
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APPENDIX A 


DEFINITIONS OF DOCKET 50 CATEGORIES 

A. APPLICATION/CONSTRUCTION STAGE DOCUMENTS AND CORRESPONDENCE 

Tins category follows the application from submission to the day preceding the issuance of an oper- 
ating license. It includes all correspondence and documents with substantive technical content that 
do not fall into other specific categories. Included are: 

1. Application for construction permit. 

2. General Information submitted with construction permit application. 

3. Amendments and changes to items 1 and 2, 

4 . NRC questions, requests for additional information, and applicant responses. 

5. Correspondence and documents relating to unresolved design and construction issues. 

6. Meeting announcements and summaries of meeting discussions on issues of item 5. 

7. Correspondence regarding the Preliminary Safety Analysis Report (PSAR). 

8. Information on laws and changes in regulations or policy that affect the status of the appli- 
cation (NEPA, Water Quality Improvement Act, Water Pollution Control Act, etc.). 

9. Construction Permit, amendments, and correspondence relating to the construction permit. 

10. Scheduling of license application submission or review. 

11. Environmental review information. 

12. Application for operating license. 

13. General Information submitted with operating license application, 

14. Amendments and changes to items 12 and 13. 

15. Correspondence regarding the Final Safety Analysis Report (FSAR), 

16. Correspondence and documentation on generic technical matters highlighted by an event at 
another facility which may affect the subject facility; not covered by an IE Bulletin. 

17. Reports of site visits. 

18. Backup technical documents (e.g., topical reports) submitted in support of the application. 

B. UTILITY PRELIMINARY SAFETY ANALYSIS REPORT (PSAR) AND AMENDMENTS 

This category is strictly limited to the items listed below. All related correspondence is filed in 
Category A. 

1 . Preliminary Safety Analysis Report (PSAR) submitted by utility (formerly called Hazards 
Summary Report or Safety Analysis Report). 

2. Amendments and changes to the PSAR. 
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3. Transmittal and acknowledgement letters. 

4. Certificates of service to the PSAR. 


C. UTILITY ENVIRONMENTAL REPORT (ER), AMENDMENTS AND CORRESPONDENCE 

This category is strictly limited to the items listed below. Other environmental documents and 
correspondence are filed in Categories A, D, M, P or R. 

1. Environmental Report (ER) submitted by the utility. 

2. Amendments and supplements to the ER. 

3. Transmittal and acknowledgement letters. 

4. Information on scheduling of submittal or review of ER. 

5. NRC questions, requests for additional information, and applicant responses. 

6. Federal register notices citing the availability of items 1 and 2. 

7. Correspondence relating to the review of ER. 

8. Meeting announcements or reports of meetings where the primary subject of discussion is the 
ER. 

D. NRC DRAFT AND FINAL ENVIRONMENTAL (IMPACT) STATEMENTS (DES AND FES), 
SUPPLEMENTS AND CORRESPONDENCE 

This category is strictly limited to the items listed below. Other environmental documents and 
correspondence are in categories A, C, M, P or R. 

1. Draft and Final Environmental (Impact) Statements (DES and FES) prepared by the NRC. 

2. Supplements to the DES and FES. 

3. Correspondence relating to the DES and FES. 

4. Comments from other federal, state and local government agencies. 

5. Transmittal and acknowledgement letters. 

6. Documents related to NRC review of environmental issues or of ER obtained for purposes of 
writing the environmental statements. 

7. Backup technical documents submitted in connection with above. 

8. Federal register notice citing availability of items 1 ancl 2. 

9. Site visits to obtain information for DES or FES. 

10. Meeting announcements or reports of meetings where the primary subject of discussion is the 
DES or FES. 

E. NRC SAFETY EVALUATION REPORT (SER), SUPPLEMENTS AND CORRESPONDENCE 

This category is strictly limited to the items listed below. Other documents dealing with safety 
related issues are filed in categories A, P or W, depending on the phase of the licensing process. 
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1 . 


Safety Evaluation Report (SER) prepared by the NRC (formerly called NRC-AEC Hazard 
Analysis Report). 

2. Supplements to SER. 

3. Correspondence relating to SER. 

4. Federal register notices citing availability of items 1 and 2. 

5. Information on scheduling of SER submittals and review. 

6. Requests for additional information for use in preparing SER; responses to such requests. 

7. Meeting announcements or reports of meetings where the primary subject of discussion is the 
SER. 

8. Transmittal and acknowledgement letters. 

F. SECURITY, MEDICAL, EMERGENCY AND FIRE PROTECTION PLANS 

AH plans in this category are individual submissions. Information submitted as part of the PSAR 
or FSAR is excluded. 

1. Fire Hazard Protection Plan and surveys. 

2. Piant evacuation correspondence. 

3. Safeguards Contingency Plans. 

4. Review of Health Physics Program. 

5. Correspondence relating to aforementioned plans. 

6. Supplements, changes and revisions to plans. 

G. LEGAL AND ADJUDICATORY CORRESPONDENCE 

This category contains all non-antitrust legal and adjudicatory documentation, except for transcripts, 
briefings and testimony, which are filed in category T. 

1. Atomic Safety and Licensing Board (ASLB) and Atomic Safety and Licensing Appeal Board 
(ASLAB) hearing related documents, 

2. Federal register notices regarding hearings. 

3. Requests to make appearances at hearings. 

4. Motions, briefs, arguments, statements and related correspondence filed by participants for 
hearings. 

5. Transmittal of supporting documents (e.g., SER, FES) to the boards. 

6. Correspondence to and from intervenors. 

7. Board ordeis and decisions. 

8. Petitions for Commission action. 

9. Legal filings and Commission orders and decisions resulting from item 8. 
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H. GENERAL CORRESPONDENCE 


Tins category includes documents with little or no bearing on the status of the application or license. 
Items that have no substantive technical content or meaning for the status of the license or applica- 
tion are included. 

1. Change of address notifications. 

2. Changes in structure of organization. 

3. Changes in service lists. 

4. NRC requests to applicant for additional copies of documents. 

5. Correspondence from the public requesting information about the facility and NRC responses. 

6. Correspondence on strictly administrative matters. 

7. Letters of support, concern or opposition to the facility. 

8. Correspondence regarding the Local Public Document Rooms (LPDRs). 

9. Professional qualification statements not pertaining to the hearing process. 

I. FINANCIAL INFORMATION 

Tills category contains all financial information except that submitted as part of the application or 
its amendments or relating to the imposition of civil penalties. 

1. Company annual reports. 

2. Separately submitted financial information and related correspondence. 

J. INSURANCE AND INDEMNITY INFORMATION 

1. Indemnity agreements and amendments. 

2. Endorsements Insurance policies. 

3. Other correspondence regarding indemnity and insurance matters. 

K. UTILITY FINAL SAFETY ANALYSIS REPORT (FSAR) AND AMENDMENTS 

This category is strictly limited to the items listed below. All related correspondence falls in category 
A or P. 

1. Final Safety Analysis Report (FSAR) (formerly called Final Hazards Summary Report). 

2. Amendments and changes to the FSAR. 

3. Federal register notices citing availability of items 1 and 2. 

4. Transmittal and acknowledgement letters. 

5. Certificates of service to the FSAR. 
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L. LIMITED WORK AUTHORIZATION (LWA) AND RELATED CORRESPONDENCE 

This category is limited to documents pertaining to Limited Work Authorizations (LWA) whereby 
applicants can carry out limited site preparation and construction prior to the granting of a con- 
struction permit. 

1. Limited Work Authorizations (LWA) and amendments. 

2. Correspondence pertaining to work performed under LWA’s. 

M. ANTITRUST REVIEW AND ANTITRUST CORRESPONDENCE 

1. Document submitted as part of the applications for a construction permit and operating license 
entitled “Information Requested by the Attorney General for Antitrust Review”. 

2. Correspondence where the primary topic of discussion is antitrust matters. 

3. All antitrust proceeding related documents except for hearing transcripts, testimony and brief- 
ings, which are filed in category N. 

N. ANTITRUST HEARING TRANSCRIPTS, TESTIMONY AND BRIEFINGS 

This category contains word-for-word transcripts of hearings, testimony and briefings in antitrust 
matters. Related correspondence falls in category M. 


0. ADVISORY COMMITTEE ON REACTOR SAFEGUARDS (ACRS) REPORTS AND 
CORRESPONDENCE 

1. Correspondence and letter reports relating to Advisory Committee on Reactor Safeguards 
(ACRS) reviews. 

2. Correspondence from ACRS. 

3. Announcement of ACRS meetings. 

4. Transmittal and acknowledgement letters. 

5. ACRS reports. 

6. Statements and written testimony by ACRS members or presented by individuals at ACRS 
proceedings. 

7. Minutes at ACRS Subcommittee Meetings. 

P OPERATING LICENSE STAGE DOCUMENTS AND CORRESPONDENCE 

This file assumes the position of the Application/Construction Stage (category A) file for general 
technical items dated from the issuance of the operating license to the application for termination 
of the license. 

1. Operating license, amendments, proposed amendments, changes and related correspondence. 

2 . Technical specifications and changes. 
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3. Backup technical documents (e.g., topical reports) submitted in support of items 1 and 2. 

4. Federal register notices citing availability of items 1 and 2 

5. Correspondence regarding the Final Safety Analysis Report (FSAR). 

6. All general technical correspondence, meeting announcements or meeting summaries relating 
to technical specifications, tire operating license or technical issues arising after the issuance 
of the operating license. 

7. Correspondence regarding codes (e.g., ASME), regulations, laws oi changes in policy that may 
affect plant operation or bear on the operating license. 

8. Information on the Standard Review Plan (STP). 

9. Results of surveys or tests conducted in accordance with the technical specifications (not 
periodic reports, which fall in category R). 

10. Correspondence relating to NRC’s Systematic Evaluation Program (SEP). 

11. Owner’s group meeting announcements and reports. 

12. Quality assurance information. 

13. Environmental matters (technical). 

14. Emergency core cooling system documents, 

15. Radioactive waste information. 

16. Correspondence regarding expansion of spent fuel storage pool. 

17. Start-up test reports. 

18. Correspondence and documentation on generic technical matters highlighted by an event at 
another facility which may affect the subject facility; not covered by an IE Bulletin. 

19. Reports of site visits. 

Q. INSPECTION REPORTS; IE BULLETINS, CIRCULARS AND INFORMATION NOTICES; 
CIVIL PENALTIES AND RELATED CORRESPONDENCE 

1. Inspection reports. 

2. IE Bulletins (formerly called Regulatory Operations (RO) Bulletins), Circulars and Information 
Notices, 

3. Responses by applicant to IE correspondence. 

4. Applicant’s determination of proprietary nature of inspection reports. 

5. Letters concerning areas of non compliance. 

6. Pre-service and in-service inspections and procedures. 

7. Correspondence and orders relating to imposition and payment of civil penalties, including 
Notification of Significant Enforcement Actions (EN’s), 

8. Any correspondence relating to inspection and enforcements that does not specifically relate 
to incidents or events as defined in category S. 
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R. PERIODIC OPERATING REPORTS AND RELATED CORRESPONDENCE 

This category includes periodic reports of a routine nature. 

1. Monthly, semiannual, or annual operating reports (other than financial). 

2. Periodic environmental monitoring, effluent testing, or similar reports. 

3. Periodic petsonnel exposure reports. 

4. Operational Logbooks. 

Logbooks on Environmental Data 
Logbooks on Radiological Data 
Operations Log on Plant Systems Core 
Plant Status Summary Sheets. 

5. Correspondence or othei documents relating to the above listed items. 

S. REPORTABLE OCCURRENCES, PNO’S, PNS’S AND RELATED CORRESPONDENCE 

This category contains all materials relating to abnormal, unusual, reportable or nonroutine occur- 
rences or events. This includes: 

1. All 24-houi, 10-day, 30-day, interim and final Licensee Event Reports (LER’s) and follow-up 
correspondence (also called incident reports, abnormal occurrence reports and reportable 
occurrences). 

2. Potential or possible reportable deficiency reports and related correspondence. 

3. Personnel exposure reports. 

4. Construction deficiency reports submitted under 10 CFR 50.55e. 

5. Preliminary Notification of Occurrence (PNO’s) and Preliminary Notification of Safeguards 
Events (PN’s). 

6. Environmental Technical Specifications violation reports and Environmental Event reports. 

7. Part 21 Reports of defects and noncompfiance. 

8. Correspondence or other documents relating to items 1-7. 

T. TRANSCRIPTS, TESTIMONY AND BRIEFINGS ON NON-ANTITRUST MATTERS 

This category contains all word-for-word transcripts, except for antitrust matters (category N), 
testimony and briefings, and congressional matters (category U). 

1 . Atomic Safety and Licensing Board (ASLB) and Atomic Safety and Licensing Appeal Board 
(ASLAB) transcripts. 

2. Testimony and statements submitted to ASLB and ASLAB. 

3. Commission meeting transcripts. 

4. NRC staff briefings to the Commission. 

5. Statements and written testimony submitted at Commission meeting or hearings. 

6. Transcripts of utility briefs to NRC staff. 

7. Advisory Committee on Reactor Safeguards (ACRS) meeting transcripts. 
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8. Corrections to above items. 


U. CONGRESSIONAL/EXECUTIVE CORRESPONDENCE 

This category contains correspondence on substantive matters. Routine responses to constituent 
inquiries are filed in category H. 

1. Statements and testimony before Congress or before bodies/ comm it tees appointed by the 
Executive or Legislative Branches. 

2. Preparatory and backup documents for item 1. 

3. Correspondence to and from NRC Office of Congressional Affairs, Congress and the Executive 
Branch on other than constituent response matters. 

V. LICENSING OPERATORS AND RELATED CORRESPONDENCE 

1. Operator licenses or administrative information bearing on licensing of operators. 

2. NRC examination results. 

3. Power plant examination summary sheet. 

W. DECOMMISSIONING STAGE DOCUMENTS AND CORRESPONDENCE 

Tins file assumes the position of the Operating License Stage (category P) file for general technical 
items from the application for termination of the operating license onward. 

1. Application for authority to voluntarily surrender license. 

2. Application to dismantle the facility and dispose of component parts, 

3. Technical documents submitted in support of items 1 and 2, such as: Decommissioning Plan, 
Dismantling Plan, Environmental Report on Dismantling, Safety Analysis Report on Decom- 
missioning. 

4. Documents relating to disposal of radioactive material and decontamination of the site. 

5. Other correspondence relating to above items. 

6. All documentation relating to the ongoing operation of the plan, formerly filed in category P. 
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APPENDIX B 


DEFINITIONS OF NONDOCKETED CATEGORIES 

I0CFR — Commission Meeting Records 

This category contains documentation pertaining to open and closed Commission meetings. It 

includes: 

1. Sunshine Act Federal Register notices. 

2. Full, written explanation of closed meetings. 

3. Certification of General Counsel on closed meetings. 

4. Commission Determination Statements regarding the public disclosure of transcripts of 
Commission meetings. 

5. Verbatim unofficial and official transcripts or portions of transcripts of open and closed 
Commission meetings made publicly available in accordance with provisions of 10CFR Part 9, 
the Sunshine Act, and Commission policies. 

6. Enclosures to released transcripts, including applicable viewgraphs, staff papers, and staff 
correspondence. 

7. Staff requirements memoranda for open meetings; memoranda to record; record of votes of 
Commissioners on items under consideration at meetings. 


ACRS — Advisory Committee on Reactor Safeguards 

This category contains documentation pertaining to the responsibilities of the Advisory Committee 
on Reactor Safeguards. ACRS serves as an independent advisory committee to the Commission in 
safety-related areas. The committee provides advice with respect to the hazards of new or exist- 
ing nuclear facilities and the adequacy of related safety standards. The documents in this category 
are: 

1. Verbatim transcripts of ACRS subcommittee and full committee meetings relating to facility 
license applications and safety-related matters. 

2. ACRS meeting announcements; description of meeting agendas. 

3. ACRS-generated reports, memoranda and correspondence that are publicly available. 

4. ACRS consultant reports, comments and related correspondence. 

5. ACRS and NRC technical correspondence pertaining to safety matters under review by the 
Advisory Committee on Reactor Safeguards. 


COMMISSION - NRC Commissioners 

This category contains documentation pertaining to the daily conduct of Commission business in 
the Office of the Commissioners, including: 

1, Incoming and outgoing correspondence to and from the Commissioners relating to official 
NRC business, including reports and other enclosures. 
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3. Correspondence between NRC and the petitioner regarding the status and substance of the 
petition. 

4. Comments from the nuclear industry, professional associations, public interest groups and 
others in favor of or in opposition to the PRM. 


NOTE: For staff recommendations to the Commissioners on whether the PRM should be denied 
or issued as a Proposed Rule, see the SECY category. 

For Commission review of staff recommendations, see the 10CFR category. 

PROJ - Projects-Predocket Licensing 

This category contains records pertaining to two classes of projects: (1) commercial nuclear power 
plants for which NRC has full licensing responsibilities; and (2) government -owned reactors for which 
NRC provides technical expertise and occasional review. Both classes are identified with a “P” 
prefix, followed by a series of numbers. 

1. "Pre-docketed” commercial nuclear power plants 

This category contains all documentation up until the time that the NRC considers the appli- 
cation and the Preliminary Safety Analysis Report (PSAR) is submitted by the utility for staff 
review. The unit is then assigned a docket number, and transferred to the Docket 50 category. 

These documents are grouped together in categories, designated by alphabetic characters. These are 
the same categories as those used for the Docket 50 series. 

A. Application/Construction Stage 

1. Application submitted by the utility. 

2. Meeting notices, summaries and correspondence discussing the completeness and 
adequacy of the PSAR. 

3. Applicant’s Quality Assurance Manual. 

4. Early site review information. 

5. Backup technical documents submitted in support of the application. 

6. Early site visits. 

B. Utility PSAR and Amendments 

1. PSARs submitted by the utility. 

2. Amendments and changes to the PSAR. 

3. Transmittal letters. 

4. Letters acknowledging receipt of the PSAR. 

G. Adjudicatory Correspondence 

1, Motions, briefs, orders, et al. pertaining to pre-hearing conferences, if any. 

M. Antitrust Correspondence 

1. Submittals and related material pertaining to the .antitrust review. 
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Q. Inspection Reports 


1. Inspection reports of the applicant’s quality assurance program. 

2. Notices of deviations. 

3. Follow-up correspondence resolving deviations cited. 

2. Government-owned reactors 

Meeting summaries and technical correspondence between NRC and other government technical per- 
sonnel related to test reactors, critical experiments, and DOD reactors on navy ships and other 
sites. 


PT21 — Noncompliance Reports and Related Correspondence 

Deficiency reports are performed in compliance with Part 21 of Title 10 of the Code of Federal 
Regulations and include: 

1. Reports by firms involved in the nuclear industry concerning noncompliance with NRC regn 
la lions or the existence of defects which could create a substantial safety hazard. 

2. Correspondence pertaining to the NRC review of reports to assess the possibility of generic 
defects. 

3. NRC inspection reports of defects cited. 

4. Correspondence specifying appropriate follow-up actions taken by the Agency. 


QA999 — Quality Assurance Inspections 

This category contains inspection reports of vendors’ quality assurance programs and follow-up 
correspondence. Each vendor facility is assigned a docket number and is part of the QA999 series. 

Vendors are defined here as companies, both U.S. and foreign, that are engaged in the design or the 
manufacture of nuclear components for plants licensed by NRC. QA comprises all those planned 
and systematic actions necessary to provide adequate confidence that a structure, system or com- 
ponent being manufactured will perform satisfactorily once it is put in service. The controlling 
criteria are 10 CFR Part 50, Appendix B, vendor QA topical reports, and the PSAR and FSAR 
submitted by utilities for specific facilities. Documents in this category include: 

1. NRC inspection reports, conducted on a quarterly or semi-annual basis, of vendor sites. Inspec- 
tions may cover the design, fabrication, construction and testing of structural systems and 
components. 

2. Notices of deviations. 

3. Vendor corrective actions and other follow-up correspondence associated with the resolution 
of Inspection findings. 


REGGD — Regulatory Guides 

This category contains new and revised regulatory guides issued by the Commission and related cor- 
respondence. These guides describe for the industry and the public methods acceptable to the NRC 
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staff for implementing specific parts of the NRC’s regulations. They also delineate techniques used 
by the staff in evaluating specific problems or postulated accidents, or provide guidance to appli- 
cants. Included are: 


1. Federal Register notices announcing the issuance and availability of a proposed regulatory 
guide. 

2. Revised or newly issued Regulatory Guides. 

3. NRC value/impact assessment and industry codes, when applicable, that pertain to the issuance 
of a specific Regulatory Guide. 

4. Comments submitted by the nuclear industry and interested members of the public regarding 
a proposed Regulatory Guide. 

5. Summary of meetings held in the NRC to discuss proposed Regulatory Guides. 

NOTE’ For documentation pertaining to other work products and activities of the NRC Office 
of Standards Development, see the Organization category. 


RES - Research and Technical Assistance Reports 

This category contains reports, generally of an interim nature, submitted by NRC contractors pro- 
viding research and technical assistance to the Commission, It also includes documentation per- 
taining to research activities of the Commission. Included are: 

3 . Project description documents. 

2. Letter reports of accomplishments and data reports; for example, 

a. model documentation reports 

b. code documentation reports 

c. code verification reports 

3. Pre-test prediction reports. 

4. “Quick look” reports. 

5. Informal experimental data reports and post-irradiation examination analyses. 

6. Conceptual design descriptions. 

7. Letter reports of foreign travel and site visits by contractors. 

8. Letter, monthly, quarterly, interim or annual status or progress reports on other research 
projects contracted for by the NRC. 

9. Meeting summaries and correspondence dealing with technical matters relating to research 
and technical assistance contracts. 

10. Staff Research Information Letters (RILs) transmitting the documented results from com- 
pleted research programs. 

NOTE: For final reports of research conducted by contractors, see also NUREG reports. 


REVIEW GRP - NRC Research Review Groups 

This category contains records pertaining to the activities of NRC Research Review Groups. Such 
groups provide a broad base of technical expertise to aid management in reviewing research in 
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defined technical areas. They review and comment on research plans and predicted results of 
major experiments, the validity and applicability of research results, the possible redirection of research 
projects, new research projects, and priorities within the technical areas covered by the research 
review group. Documents in this category are; 

3 . Agendas for quarterly review group meetings. 

2. Summary minutes of review group meetings representing views expressed, including dissenting 
views. 

3. Research plans and predicted results of major experiments; presentations by research contractors. 

4. Comments on meetings from attendees, including representatives from contractors, universities, 
vendors and other agencies. 

5. Internal memoranda relating to topics under discussion. 


RM — Rulemakings 

Tliis category contains records pertaining to public hearings held on proposed changes (PRs) to the 
Commission’s regulations. Hearings are instituted at the discretion of the Commission based on 
the importance and the magnitude of the subject under consideration. Documents in this category 
include: 

1. Designations of the presiding officer and any special directions for the conduct of the hearing. 

2. Notifications of hearing board meetings. 

3. Petitions, motions, testimony and statements submitted by parties to the hearings. 

4. Hearing board orders and rulings. 

5. Technical reports submitted as evidence in the proceeding. 

6. Reports, if any, of the special board to the Commission regarding a rulemaking proceeding. 


SECY - Position Papers Before the Commission 

Tliis category consists of staff papers prepared for the information or approval of the Commis- 
sioners wh.ich are assigned a SECY report series code. Included are: 

1. Commission Action papers, which normally include alternatives and recommendations by the 
staff on a given issue and require Commission action. 

2. Consent Calendar items and Policy Session items. 

NOTE; For Weekly Information Reports prepared by EDO to the Commissioners providing a 
summary of key events and items of interest undertaken by staff and program offices, 
see the NRC Commissioners category. 


STATE PROG - State Programs 

This category contains records that pertain to the Commission’s activities and interaction with State 
governments. Areas covered include: (l)the State Agreements Program, whereby States may assume 
certain of the NRC’s regulatory authority over nuclear materials; (2) the Agency’s role in assisting 
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State and local governments in planning responses to radiological emergencies; and (3) a wide range 
of liaison and cooperative activities regarding such functions as licensing and siting. It includes; 

1 . Correspondence between and among NRC Office of State Programs and State officials, 
mostly State liaison officers, regarding: 

a. cooperative programs in such technical areas as radiation control, emergency response 
planning to radiological incidents, water quality and transportation surveillance. 

b. technical assistance to Agreement States in reviewing applications, compliance actions, 
developing regulations, and other areas. 

2. Agendas, reports and transcripts of regional workshops and training programs on current 
matters of policy and regulations; i.e. decommissioning and facility siting. 

3. State Legislative Reports. 

4. Agreement State Licensing Statistics Reports. 

NOTE: For specific uranium milling and mining projects in which the Agency is providing technical 
assistance to States, see the Projects category. 


TOPREP — Vendor Reports and Related Correspondence 

This category contains topical reports, generally of a technical generic nature, submitted by 
vendors, and correspondence pertaining to the NRC review of these reports. General vendor 
related correspondence that is not docket specific is also included in this category. 

1. Topical reports, dealing with such technical matters as specifications, testing and safety 
submitted by architect, engineers and other vendors, 

2. Revisions, modifications and amendments to topical reports. 

3. Correspondence between NRC and vendors pertaining to the review of submittals. 

4. Meeting agendas, summaries, minutes and correspondence pertinent to vendor activities, 
programs, methodologies and design criteria. 

NOTE: For reports submitted by utilities that are written by vendors on their behalf and that 
relate to docketed cases, see the categories for the Docket 50 series. 


WASTE MGT — Nuclear Waste Management 

This category is topical in nature and contains records dealing with the activities of the NRC 
Division of Waste Management. Each topic has been assigned a number, with the series designated 
by a WM prefix. These documents deal primarily with NRC’s interaction with DOE and its future 
role in licensing and regulating DOE facilities designed for the disposal of high-level waste in 
geologic repositories. This category will be enlarged later to include records dealing with low-level 
waste issues and tasks. The documents in this category are: 

1. Meeting agenda and minutes of DOE/NRC meetings in which DOE presents information on 
their geological exploration program to identify sites for nuclear waste repositories. 

2. Briefings by DOE on research being conducted on spent fuel storage and nuclear waste 
management. 
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3. Correspondence pertaining to NRC's advisory role in providing DOE with technical assistance 
in the Waste Isolation Pilot Plan (WIPP) for burial of defense wastes. 

4. NRC draft staff guides for developing positions on the content and format of environmental 
reports for geological repositories. 


XPORTLIC - Export and Import Licenses 

This category contains records relating to the issuance of licenses to export or import nuclear 

facilities and materials. Included are: 

1. License applications and amendments to export or import special nuclear material, source 
material, byproduct material, reactors, nuclear facility components or reactor materials. 

2 . Correspondence between NRC and applicant or licensee pertaining to the review or status 
of a pending application or license amendment. 

3. Commission letters requesting Executive Branch views. 

4. Review and findings of the Executive Branch on whether issuance of a license would be 
inimical to U.S. common defense and security. 

5. Correspondence from foreign governments, international organizations, and members of the 
public. 

6. Staff position papers (SECY series code) prepared for Commissioners review of import or 
export licenses. 

7. Filings pursuant to hearing requests or intervention petitions, if any. 

8. Hearing records and decisions. 

9. Memoranda from the Office of the Secretary to the Executive Director for Operations 
regarding the Commission decision on issuance of a proposed license. 

10. Licenses, license amendments and license renewals for types specified in item 1. 

NOTE: For transcripts of Commission meetings and papers submitted for Commissioner 
consideration or information, see 10CFR category. 
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